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This  issue  of  the  Bulletin  contains,  in  the  order  given— 
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Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Fireline  Hose  Valves. 

Fuel  Oil  Rules. 

Factory  Exit  Rules. 
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Rules  for  Testing  Wood. 
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Approved  Burners  for  Domestic  and  Commercial  Use. 
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Concrete  Rules  (Hydrated  Lime). 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  January  3,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  January  10,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction*! 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  December  28,  1932. 

Cal.  No. 

Department.  Premises  Affected. 

630-32-A . 

.  ..F.D _ 

..33  W.  60th  st.  (Block  1113,  Lot 

8),  Man.,  L.  C.  77758 

629-32-BZ _ 

...B.B.Bx. 

..45  Hugh  Grant  circle  (Block 

3796,  Lot  1),  Bx., 

N.  B.  569-32 

628-32-SA. . . . 

.  ..F.D.... 

.  .De  Laval — IMO  Oil  Pump, 

Appliance 

627-32-A . 

...B.B.M. . 

.'.28  Gold  st.  (Block  76,  Lots  11, 

13,  15  ,16,  17  &  18),  Man., 

N.  B.  8-1932 

626-32-BZ _ 

— B.B.M. 

...368-380  Front  st.  (Block  243, 

Lots  70  &  76),  Man., 

N.  B.  131-1932 

625-32-SA - 

_ F.D _ 

..Manufacturers  Tooth  Furnace 

Fuel  Oil  Burner,  Appliance 

624-32-A . 

...B.B.M.. 

..81  E.  125th  st.  (Block  1750,  Lot 

34),  Man.,  Viol.  1801-1932 

623-32-BZ. . . . 

... B.B.Q. . 

..45-46  Windsor  pi.  (Block  2076, 

Lots  39,  40  &  41),  Forest 

Hills,  Q.,  Alt.  8410-32 

622-32-S . 

..  .B.B.M. . 

..1400  Broadway  (Block  814,  Lot 

19),  Man.,  Alt.  1500-32 

CODE 

F  D 

. Fire  Department 

H  D 

. Health  Department 

B.B.B . 

...Bureau  of  Buildings,  Brooklyn 

B.B.M . 

..Bureau  of  Buildings,  Manhattan 

B.B.Q . 

. Bureau  of  Buildings,  Queens 

B.B.R . 

. .  .Bureau  of  Buildings,  Richmond 

B.B.Bx . 

. Bureau  of  Buildings,  Bronx 

T.H.D . 

. Tenement  House  Department 

RULES 

Last  Publication  in  Bulletin 


Certificate  of  Occupancy,  approved 

Aug. 

o 

1932- 

-Vol. 

17 

No. 

31 

Concrete  Flat  Slabs,  Rules . 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Concrete  Rules  (Hydrated  Lime) . . 

Jan. 

3, 

14, 

1933— Vol. 

18 

No. 

1 

Elevator  Rules  . 

June 

1932- 

-Vol. 

17 

No. 

24 

Exit  Rules  (Revolving  Doors) .... 

Oct. 

18, 

1932- 

-Vol. 

17 

No. 

42 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Jan. 

1933— Vol. 

18 

No. 

1 

Dec. 

27, 

1932- 

-Vol. 

17 

No. 

52 

Fire  Drill  Rules . 

Dec. 

20, 

1932- 

-Vol. 

17 

No. 

51 

Fire  Retarding  Rules  for  Garages, 

etc . 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Fireproof  Wood,  Testing  of . 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Frame  Garages,  Ruling  for . 

Jan. 

21, 

1919- 

-Vol. 

4 

No. 

3 

Fuel  Oil  Rules . 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Gas  Shut-Off  Rules . 

Apr. 

7, 

1925- 

-Vol. 

10 

No. 

14 

Hatchway  Protection  . 

June 

5, 

1928— Vol. 

13 

No. 

23 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . 

Dec. 

13, 

1932- 

-Vol. 

17 

No. 

50 

Plumbing  Rules  . 

Nov. 

8, 

1932- 

-Vol. 

17 

No. 

45 

Procedure,  Rules  of . 

July 

5, 

1932— Vol. 

17 

No. 

27 

Refrigerating  Systems,  Extract  C.  O. 
Smoking  in  Factories,  Rules  for . . . 

Dec. 

20, 

1932- 

-Vol. 

17 

No. 

51 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Sprinkler  Rules  . • . 

Dec. 

6, 

1932- 

-Vol. 

17 

No. 

49 

Standpipe — Fire  Line  Rules . 

Nov. 

22, 

1932- 

-Vol. 

17 

No. 

47 

Structural  Alterations,  Reporting .  . 

Tune 

7, 

1932- 

-Vol. 

17 

No. 

23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . . 

Apr. 

10, 

1923- 

-Vol. 

8 

No. 

15 

CAL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  3,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

538-32-BZ. 

APPLICANT — Peter  G.  Schreiner,  for  Anna  Kalb,  owner. 

PREMISES — Southwest  corner  of  120th  street  and  14th 
road,  College  Point,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles. 

562-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  L.  Greenblatt  and 
S.  Bernstein,  owners. 

PREMISES — Southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard,  St.  Albans,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

565-32-BZ. 

APPLICANT — Salvator  Marinello,  for  Giuseppina  Guerra, 
owner. 

PREMISES — 1195-1203  Belmont  avenue,  northwest  corner 
of  Conduit  avenue,  south,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  automobile  repair  shop  and,  also,  a 
gasoline  service  station. 

567-32-BZ. 

APPLICANT— L.  S.  Posner,  for  Wayside  Realty  Co.,  Inc., 
owner. 

PREMISES — 3320-3338  Broadway,  east  side,  West  134th 
to  West  135th  streets,  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  change 
of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles. 

576-32-BZ. 

APPLICANT — George  A.  Bagge,  for  John  C.  Hitchman, 
owner. 

PREMISES — 1707-1711  University  avenue,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  the  first  story  of  an 
existing  building  from  dwelling  to  business  use 
(stores) . 

595-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Gerosa-Paladino 
Holding  Corp.,  owner. 

PREMISES — Southeast  corner  of  Webster  avenue  and  East 
182nd  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERA1IT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

669-28-BZ. 

APPLICANT — Bessie  Goldenberg,  present  owner. 

PREMISES — 279  East  173rd  street,  northwest  corner  of 
Monroe  avenue.  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


2 


352, 0S“ 
_ 


CALENDAR 


TO  PERMIT  in  a  residence  district  the  a’teration  and 
conversion  of  occupancy  of  private  gar&ges  to  stores 
(previously  denied  under  section  7a;  reopened  for 
reconsideration  under  section  21,  November  15, 

1932). 


JANUARY  4,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  January 
4,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant, 
on  behalf  of  Navillus  Realty  Corp., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and  123rd 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  531-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Roth,  applicant,  on  be¬ 
half  of  Radium  Club,  Inc.,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  part  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  650-654  Lenox  avenue,  south¬ 
east  corner  of  West  143rd  street,  Man¬ 
hattan. 

cal.  no.  510-32-BZ — Application,  September  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  G.  McConnell,  applicant, 
on  behalf  of  Sadie  Smith,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Rockaway  boulevard  and  Van 
Wyck  boulevard,  South  Ozone  Park 
Borough  of  Queens. 

cal.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue,  The 
Bronx. 

cal.  no.  544-32-BZ — Application,  October  28,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue,  Brooklyn. 

cal.  no.  546-32-BZ — Application,  October  31,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Milton  M.  Samuels,  applicant, 
on  behalf  of  88th  Holding  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 


line  service  station;  premises  northeast 
corner  of  Williamsbridge  road  and  Lydig 
avenue,  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  4,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

540-32- A — 140th  street  and  Amsterdam  avenue  (Vocational 
Building),  Manhattan. 

243-32-A — 832-834  Broadway,  Manhattan. 

555-32-A — 298  Bowery,  Manhattan. 

529-32-A — 602-606  Madison  avenue,  Manhattan. 

559-32- A — 141  Broadway,  Manhattan. 

574-32- A — 509  West  42nd  street,  Manhattan. 

442-32- A — 101-121  East  49th  street,  540-550  Lexington  ave¬ 
nue,  100-120  East  50th  street  and  301-315 
Park  avenue,  Manhattan. 

Petitions  for  Variations. 

506-32- S — 201  Graham  avenue,  Brooklyn. 

466-32-S— 140-154  13th  avenue  and  623-637  West  23rd 
street,  Manhattan. 

446-32-S — 36-32  34th  street,  Long  Island  City,  Borough  of 
Queens. 

551-32-S— 106-30  to  106-40  160th  street  and  106-33  to  106- 
43  159th  street,  Jamaica,  Borough  of 

Queens. 

Appliances  Submitted  for  Approval. 

608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  10,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

605-32-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Louis  Miller,  owner. 

PREMISES — Northwest  corner  of  Northern  boulevard  and 
194th  street,  Flushing,  Borough  of  Queens. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  a  business  into  a  residence 
district  of  a  proposed  business  use  (store). 

347-29-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Infried  Realty  Corp., 
owner. 

PREMISES — West  side  of  Sedgwick  avenue,  150  ft.  south 
of  West  167th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also, 
garages  for  more  than  five  (5)  motor  vehicles  (on 
a  site  upon  which  the  board  has  previously  granted 
permission  to  occupy  as  a  garage  for  more  than 
five  (5)  motor  vehicles)  ;  reopened  November  4, 
1932. 

376-29-BZ. 

APPLICANT — Emil  Guterman,  for  Henry  Mollenhauer,  Jr., 
present  owner. 

PREMISES — North  side  of  Linden  boulevard,  50  ft.  east  of 
196th  street,  Springfield,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 
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TO  PERMIT  int  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened,  under  section  7f, 
December  2,  1932). 

31-32-BZ. 

APPLICANT — Edward  Cosgrove,  owner. 

PREMISES— 500  Henderson  avenue,  south  side,  74.11  ft. 
east  of  Davis  avenue,  West  New  Brighton,  Bor¬ 
ough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business  building 
(store)  and,  also,  the  omission  of  the  required  ten 
(10)  foot  setback  from  the  street  line  (granted  by 
the  board  on  certain  conditions — request  to  modify 
conditions;  reopened  December  6,  1932). 

828-25-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  Henry  Gerken,  owner. 

PREMISES— Southeast  corner  of  Second  avenue  and  New¬ 
town  avenue,  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  garage 
(previously  granted  by  the  board)  so  as  to  permit 
the  inclusion  of  a  gasoline  service  station  (reopened 
June  7,  1932). 

492-27-BZ. 

APPLICANT — Halward  Realty  Corp.,  owner. 

PREMISES — 1134-1144  East  New  York  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  for  garage,  motor  vehicle  repair  shop  and 
gasoline  station;  reopened  November  9,  1932). 


JANUARY  10,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
10,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  68-32-BZ — Application,  February  11,  1932,  under 
-section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

CAL.  NO.  357-32-BZ — Application,  June  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  substituted 
for  A.  C.  Benson,  for  Stuyvesant  Real 
Estate  Corp.,  subsidiary  for  Long  Island 
Railroad  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Skillman 
avenue  and  43rd  avenue,  Long  Island 
City,  Borough  of  Queens. 

cal.  no.  470-32-BZ — Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 


tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue,  The  Bronx. 

cal.  no.  532-32-BZ — Application,  October  19,  1932,  unde\ 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street, 
Astoria,  Borough  of  Queens. 

cal.  no.  802-27-BZ — Application,  July  11,  1927;  denied  Feb¬ 
ruary  7,  1928;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogemp  Co.,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue,  Brooklyn. 

cal.  no.  186-28-BZ — Application,  February  29,  1928;  denied 
July  24,  1928;  reopened  for  reconsidera¬ 
tion  under  new  facts  October  21,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Kenlon-Michels  Engineer¬ 
ing  &  Contracting  Co.,  Inc.,  applicant, 
on  behalf  of  Josephine  F.  Burghard, 
present  owner  (Amsterdam- 167th  Corp., 
lessee — long-term  lease  of  thirty-one 
years),  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  462-470 
West  167th  street  and1  2165  Amsterdam 
avenue,  southeast  corner,  Manhattan. 

cal.  no.  838-28-BZ — Application,  October  31,  1928;  erection 
of  garage  denied  April  23,  1929 ;  granted 
by  the  Supreme  Court;  reopened  by  the 
board  November  22,  1932,  under  section 
21  of  the  building  one  resolution,  of 
William  Shary,  applicant,  on  behalf  of 
Webmos  Construction  Corp.,  present 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to 
include  a  gasoline  service  station ;  prem¬ 
ises  3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Park¬ 
way  North,  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  10,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

553-32- A — 30  West  44th  street,  Manhattan. 

580-32-A — 542-544  Fifth  avenue,  Manhattan. 

564-32- A — 228-238  Newport  avenue  (Block  No.  3616,  Lot 
No.  29),  Brooklyn. 

618-32-A — 2516  Grand  boulevard  and  concourse,  east  side, 
158.58  ft.  north  of  Fordham  road  (Block 
No.  3154,  Lot  No.  9),  The  Bronx. 
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Petition  for  Variation. 
571-32-S — 64-74  Lawrence  street,  Brooklyn. 


JANUARY  13,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  January 
13,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  522-32-BZ — Application,  October  10,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  L.  Blick,  applicant,  on 
behalf  of  Sam  Priceman,  owner,  to  per¬ 
mit  in  a  residence  district  the  use  and 
maintenance  of  an  existing  building  for 
business  purposes ;  premises  5023  14th 
avenue,  Brooklyn. 

cal.  no.  523-32-BZ — Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Murray  Klein,  applicant,  on  be¬ 
half  of  Julius  Taft,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used  for 
business  purposes;  premises  1008  Rock- 
away  avenue,  Brooklyn. 

cal.  no.  451-32-BZ — Application,  August  16,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Church  &  94th  Street  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  9111-9123 
Church  avenue,  northwest  corner  of  East 
92nd  street,  Brooklyn. 

cal.  no.  490-32-BZ — Application,  September  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  A.  McGuinn,  applicant,  on 
behalf  of  Annie  McGuinn,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises  301- 
307  Union  street,  northeast  corner  of 
Court  street,  Brooklyn. 

cal.  no.  511-32-BZ — Application,  September  30,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Schaefer,  Jr.,  applicant, 
on  behalf  of  Rutherford  H.  Clark,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of 
part  of  an  existing  building  for  business 
purposes  (store)  ;  premises  east  side  of 
Gerard  avenue,  111.87  ft.  south  of  East 
161st  street,  The  Bronx. 

cal.  no.  535-32-BZ — Application,  October  20,  1932,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  William  Shary,  applicant,, 
on  behalf  of  W.  Parsons  Todd,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northeast  corner  of 
Boston  road  and  Astor  avenue,  The 
Bronx. 


cal.  no.  547-32-BZ — Application,  November  1,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kadel,  Van  Kirk  &  Trencher, 
applicants,  on  behalf  of  Sobol  Bros.  Co., 
lessee  (long-term  lease),  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  4519-4525  Broadway,  southwest 
corner  of  Bennett  avenue,  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  13,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

390-32-A — 735  Willoughby  avenue,  Brooklyn. 

414-32-A — 27-01  Bridge  Plaza  North,  Long  Island  City, 
Borough  of  Queens. 

Petitions  for  Variations. 

517-32- S — 173-175  East  Broadway,  Manhattan. 

482-32-S — 42-44  Broad  street  and  38-40  New  street,  Man¬ 
hattan. 

525-32-S — 15-33  Main  street,  82-90  Plymouth  street  and  99- 
107  Water  street,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  17,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

575-32-BZ. 

APPLICANT — Wood  &  Marshall,  for  Suburban  Main¬ 
tenance  Service  Corp.,  owner. 

PREMISES — Southeast  corner  of  Merrick  road  and  242nd 
street  (Block  No.  3645,  Lot  No.  19),  Rosedale, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

598-32-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P. 
Francis,  owner. 

PREMISES — 1977-1991  Atlantic  avenue,  northwest  corner 
of  Saratoga  avenue  and  northeast  corner  of  Louis 
place  (Block  No.  1561,  Lot  Nos.  1  and  37),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

2-29-BZ. 

APPLICANT — Irwin  S.  Rever,  for  Weiner  Bros.,  owners. 

PREMISES — 2111-2117  Atlantic  avenue,  northwest  corner 
of  Olive  place  (Block  No.  1569,  Lot  No.  35). 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  a  building  occupied  as  a  garage  for  five 
(5)  motor  vehicles  and,  also,  for  minor  repairs 
(previously  granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and  as  a  motor 
vehicle  repair  shop  (reopened  September  13,  1932). 

705-29-BZ. 

APPLICANT — David  C.  Broderick,  for  County  Holding 
Co.,  owner. 

PREMISES— 825  East  175th  street,  northwest  corner  of 
Marmion  avenue  (Blo:k  No.  2953,  Lot  No.  48),  The 
Bronx. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (previously  denied; 
reopened  for  reconsideration  under  new  facts  De¬ 
cember  2,  1932). 

301-30-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Sophie  Marcus, 

owner. 

PREMISES — Southwest  corner  of  Linden  boulevard  and 
197th  street  (Block  No.  3319,  Lot  No.  6),  St. 
Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
dismissed  for  lack  of  prosecution ;  reopened  and  re¬ 
stored  to  Calendar  November  16,  193?). 


JANUARY  17,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48). 
Little  Neck,  Borough  of  Queens. 

cal.  no.  549-32-BZ — Application,  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792,  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

CAL.  NO.  557-32-BZ— Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles ;  premises  206-208  East  12th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

cal.  no.  560-32-BZ — Application,  November  9,  1932,  under 
.sections  7a,  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Coral  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  the  extension  of  an  existing 
business  use;  premises  403  East  52nd 
street  (Block  No.  1364,  Lot  No.  5) 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
17,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  xo.  505-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Isaac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11 %  in.  east  of 
Hemlock  street,  Brooklyn. 

cal.  no.  618-29-BZ — Application,  October  15,  1929;  with¬ 
drawn  April  22,  1930;  reopened  March 
31,  1931,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  McCooey  &  Con¬ 
roy,  applicants,  on  behalf  of  Trojan 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station  (with¬ 
drawal  requested  May  26,  1931 — laid 
over  for  full  vote  of  board)  ;  premises 
653-661  New  York  avenue,  northeast 
corner  of  Hawthorne  street,  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  20,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  January 
20,  1933,  at  10  o’clock,  in.  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  432-32-BZ — Application,  August  2,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  F.  &  H.  Service  Station,  applicant, 
on  behalf  of  Daleriver  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  west  side 
of  Riverdale  avenue,  85.18  ft.  north  of 
West  259th  street,  The  Bronx. 

cal.  no.  516-32-BZ — Application,  September  30,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  J.  Schefcik,  applicant,  on 
behalf  of  Julia  O,  Inc.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  dwelling 
to  a  business  use;  premises  125  East 
87th  street,  Manhattan. 

cal.  no.  526-32-BZ — Application,  October  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Barnet  Feldman,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
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station;  premises  southeast  corner  of 
Mace  avenue  and  White  Plains  road, 
The  Bronx. 

cal.  no.  540-30-BZ — Application,  August  7,  1930;  granted 
on  certain  conditions  January  13,  1931, 
and  the  time  in  which  to  obtain  permits 
and  complete  work  has  expired ;  re¬ 
opened  November  4,  1932,  under  section 
21  of  the  building  zone  resolution,  of 
John  J.  Dunnigan,  applicant,  on  behalf 
of  Peter  Fiore,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and 
maintenance  of  garages  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  south¬ 
east  corner  of  East  147th  street  and 
Southern  boulevard,  The  Bronx. 

cal.  no.  352-32-BZ— Application,  June  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Schonewald,  applicant,  on 
behalf  of  Max  Goldman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  southwest  corner  of 
211th  street  and  Boston  road,  The 
Bronx. 

cal.  no.  473-32-BZ — Application,  September  7,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Gaetano  Quar- 
anto,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  451- 
453  East  New  York  avenue,  Brooklyn. 


cal.  no.  507-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sibley  &  Fetherston,  applicants, 
on  behalf  of  Bliss  Estates,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Roosevelt  avenue  and  50th  street, 
Woodside,  Borough  of  Queens. 

cal.  no.  539-32-BZ— Application,  October  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Chester  Sneath,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
east  corner  of  Hillside  avenue  and  Win¬ 
chester  boulevard,  Borough  of  Queens. 

cal.  no.  537-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Joseph  D.  Nunan,  Jr.,  ap¬ 
plicant,  on  behalf  of  Wim  Holding 
Corp.,  owner,  to  permit  in  a  business 
use  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
203-02  to  203-10  Linden  boulevard, 
southeast  corner  of  203rd  street,  St. 
Albans,  Borough  of  Queens. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue, 
Port  Richmond,  Borough  of  Richmond! 

HARRIS  H.  MURDOCK,  Chairman. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


.  ^  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 
three,  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 

TYPE  A  150  LBS.  WATER  WORKING  PRESSURE  TYPE  B-250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and  May  be  installed  on  all  standpipe  systems 

on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


New  \ork  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company  .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co........  970-28-SA 

Fairbanks  Company .  268-29-SA 

&  Cady .  231-30-SA 

Elkhart  .  15-31-SA 


RUL 


FUEL  OIL  RULES 

CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 
1924;  October  19,  1926;  September  11,  1928;  January 

11,  1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932,  and  November 
4,  1932. 


Rule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
be  interpreted  in  accordance  with  these  definitions: 

No  person,  firm,  company  or  corporation  shall  within 
the  (tails  of  the  City  of  New.  York  use  any  dejce .  or 
apparatus  for  burning  fuel  oil  within  the  meaning  o i  these 
rules  unless  such  device  or  apparatus  shall  have  been  ap- 
nroved  by  the  Board  of  Standards  and  Appeals. 

DISCHARGE  LINE  shall  be  the  line  between  the  dis¬ 
charge  outlet  of  the  pump  and  the  burner  oil  inlet  con- 

116 DWELLINGS  are  buildings  used  exclusively  for  dwelling 
purposes  and  occupied  by  one  or  two  families,  including  con¬ 
vents,  rectories  and  monasteries.  ,  ,  ,  rii 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 

pipe  connection  in  the  storage  tank. 


FIRE  RETARDING  MATERIALS. 


(a)  One-half  (J^)  inch  plaster  ^boards  or  asbestos  boards 

or  three-eighths  (H)  inch  gyPsum  wal1 
not  less  than  16  pounds  per  square  yard  with  pointed ^ Joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
not  more  than  sixteen  (16)  inches  on  centers,  or m™led 
furring  strips  when  the  floor  beams  are  spaced  more  than 

sixteen  (16)  inches  on  centers,  or  asbestos 

(b)  Two  thicknesses  of  one-quarter  (54)  ,n?/\a7 
boards  laid  with  tight  staggered  joint* i  and  "j^ed  to  1 
beams,  when  spaced  not  more  than  sixteen  (16)  mches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams  are 
more  than  sixteen  (16)  inches  on  centers,  or 

(c)  Metal  lath  weighing  not  less  than  three  pounds ' 
square  yard,  attached  to  furring  strips  and  plastered  with 
Portland  cement  mortar  at  least  three-quarters  04) 

^Note— All  fire  retarding  material  to  be  applied  as  required 
in  rules  for  fire  retarding  material  of  the  Board  of  Stand 

arFIRM  FOUNDATION :  A  firm  foundation  is  one  which 
will  carry  the  maximum  load  to  which  it  shall  be  subjecte 
without  exceeding  the  safe  bearing  capacity  of  the  soiL 
FUEL  OIL:  Any  liquid  mixture,  substance  or  compound, 
derived  from  petroleum,  which  does  not  exit  an  mflammab  e 
vapor  below  a  temperature  of  125°  F  when  tested  in  a 
Tagliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 

^  The  use  ^  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 

Pr GAUGING  DEVICE:  A  means  by  which  the  level  of 
the  oil  in  a  storage  tank  may  be  indicated 
HEATERS :  A  device  for  heating  fuel  oil  for  the  purpose 

of  decreasing  the  viscosity.  , 

OIL  BURNER:  A  device  designed  for  the  purpose  of 

^OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
the  oil  from  the  maximum  level  of  an  auxiliary  tank  to  t  e 
storage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or  other 
means  to  automatically  relieve  pressure  in  excess  of  its 
setting. 

REMOTE  CONTROL:  A  hand,  electric,  or  mechanically 
operated  device  to  shut  off  the  oil  supply. 

RETURN  LINE:  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank. 

SCAVENGING  LINE:  A  line  installed  to  permit  the  re¬ 
moval  of  water  or  foreign  matter  from  a  storage  tank. 

SHUT-OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT:  A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 
naturally  without  breaking  the  line  or  impairing  the  efficiency 
of  the  connection. 

Rule  2  (a).  Manner  of  Storage  for  Fuel  Oil. 

Fuel  oil,  to  be  used  for  heating  and  power  purposes, 
shall  be  at  all  times  stored  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks. 

(b).  Oils  Not  Permitted. 

Oils  derived  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit, 
when  tested  in  a  Tagiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
for  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 

Rule  3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  over  273 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or, 
if  in  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda¬ 
tion  or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter  set 
forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
in  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10).  feet,  measured  horizon¬ 
tally  from  any  fire  or  flame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval,  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(d)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not  fastened, 
placed  immediately  above  the  manhole  in  the  top  of  the 
tank. 

(e)  A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
roof  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(h)  In  frame  buildings  the  total  storage  capacity  of 
tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  tanks 
properly  enclosed  or  covered  as  above  required  are  located 
in  a  fireproof  or  detached  room  which  is  cut  off  from  the 
rest  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(j)  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  125  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connection  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 
1  (h)  and  (i). 

(b)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches  of 
concrete  which  shall  extend  at  least  one  (1)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces¬ 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  in  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (1J4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou¬ 
sand  (150,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground,  the  tanks  shall  be 
not  less  than  one  and  one  quarter  (l%)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  buhding  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
of  one  hundred  and  fifty  thousand  (150,000)  gallons 
capacity  or  less  have  been  placed  closer  together  than  one 
and  one-quarter  (l$4)  tank  diameters,  a  fire  wall  shall  be 


built  to  a  height  of  at  least  two  (2)  feet  above  the  height 
of  the  highest  tank  completely  separating  the  tanks  for 
their  full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected,  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  completely 
encased  with  six  (6)  inches  of  concrete  when  buried  in 
soil  the  nature  of  which  would  make  additional  protec¬ 
tion  necessary. 

Section  5.  Common  Fill  and  Header  Line. 

Where  a  battery  of  tanks  is  installed  containing  the  same 
degree  of  oil  a  common  fill  and  header  line  may  be  installed 
provided  the  area  of  the  fill  or  header  line  is  equal  in  sum 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  line 
is  provided  with  a  shut-off  valve,  not  more  than  four  (4) 
tanks  will  be  permitted  in  any  one  battery. 

Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected  by 
an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1  y2)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
quarter  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or  dikes 
shall  be  made  of  earth-work  with  clay  core;  of  masonry 
or  of  impervious  reinforced  concrete.  Earth-work  embank¬ 
ments  shall  be  firmly  and  compactly  built  of  good  earth 
from  which  stones,  vegetable  matter,  etc.,  have  been  re¬ 
moved,  and  shall  have  a  flat  section  at  top  of  not  less  than 
three  (3)  feet  and  a  slope  of  at  least  one  and  one-half 
(1  lA)  to  one  (1)  on  both  sides.  Concrete  or  masonry  dikes 
shall  be  so  designed  as  to  safely  carry  the  entire  volume  of 
the  oil  in  the  tank  so  surrounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and  un¬ 
pierced.  Piping  shall  be  carried  either  over  or  under  em¬ 
bankments  or  dikes  in  such  a  manner  as  not  to  interfere  with 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of  fire, 
so  arranged  and  installed  as  to  adequately  protect  the 
buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (y£)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning  unit 
there  shall  be  kept  ready  for  use  two  portable  fire  extin¬ 
guishers  of  not  less  than  one  (1)  quart  capacity  each  or  other 
equivalent  fire  extinguishers  for  extinguishing  oil  fires. 
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Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 


Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  buildings  above  ground). 


(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  open  hearth  process  and 
known  to  the  trade  as  “tank  steel.”  Such  plates  shall 
be  free  from  physical  imperfections,  such  as  laminations 
cracks,  etc.  All  steel  must  be  new,  in  good  condition  and 
free  from  rust.  The  thickness  of  steel  required  and  the 
size  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
given  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
riveted  and  welded.  Flanges  or  other  pipe  connections  may 
be  welded.  All  caulking  shall  be  done  with  round  nose 
tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks: 

Tanks  36  in.  in  diameter  and  less — )4  in.  shell,  Y\  in. 


heads.  .  . 

Tanks  37  to  72  in.  in  diameter — )4  im  shell,  5/16  in. 

heads.  t  . 

Tanks  73  to  ISO  in.  in  diameter — 5/ 16  in.  shell,  Ys  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  Ys  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 


(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
dished  heads.  Should  flat  heads  be  used  they  must  be  braced 
in  the  same  manner  as  described  for  the  bracing  of  flat 
vides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 
follows: 

In  shell  in.  thick,  Ys  in.  diameter  rivets  2%  in.  pitch. 
In  shell  5/16  in.  thick,  Ys  in.  diameter  rivets  2 Ys  in. 

pitch.  .  . 

In  shell  Ys  in.  thick,  Ya  in.  diameter  rivets  2 Vi  in. 

pitch. 

Section  2.  Rectangular  Tanks. 


(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 

of  the  quality  required  for  cylindrical  tanks,  and  of  a 

thickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 

or  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  Ys  of  an  inch  in  diameter 
and  spaced  not  more  than  2%  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 

braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
channels  or  beams,  etc.,  the  distance  from  center  to  center 
of  the  rivet  lines  on  these  members  must  not  be  in  excess 
of  twenty-four  inches,  and  the  rivet  spacing  must  be  such 
that  it  will  develop  the  full  strength  of  the  member.  In  no 
case  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to¬ 
gether  with  braces,  in  order  to  reduce  the  effective  length, 
the  braces  shall  not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  on  the  minimum 
net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  by  means  of  rods  or  bars,  these 
members  should  not  be  spaced  farther  apart  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9.000)  pounds  per  square  inch 
on  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 

Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
from  laminations  or  cracks.  The  tanks  to  be  equipped  with 
flanged  and  dished  heads.  The  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  )4- inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plate* 
shall  be  )4  inch  and  the  minimum  thickness  of  roof 
plates  Y%  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

PxrxF 

t  equals  — - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(f)  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 

Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal, 
before  welding  and  kept  tight  together  during  welding. 
Both  inside  and  outside  welds  shall  be  of  full  45  degree 
fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of 
the  flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1  Ya  inch  flange. 

For  Y\  inch  heads,  2  inch  flange. 

For  5 / 1 6  inch  heads,  2  inch  flange. 

For  Y  inch  heads,  2)4  inch  flange. 


RULES 


For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds.  If  of  1,100  gallon 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 
on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 
shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces ;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  0.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  ouside 

with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 

protection  may  be  required.  Tanks  shall  not  be  coated 

until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
gas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 

Storage  of  Fuel  OiL 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
or  with  oil  at  a  pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  parts  subjected  to  a  pressure  exceeding 
10  pounds  per  square  indh  shall  be  tested  at  pressure  of  not 
less  than  V/z  times  the  maximum  pressure  to  which  it  is 
subjected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled.  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tanks 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  in  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks.  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  Fire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from  tank  and  purging  of  same 
of  all  explosive  gases  by  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  'hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
hne  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
ot  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro¬ 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  pau&e  Pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
a nne  or  e<5Uivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass 
copper,  wrought  iron  or  steel  for  working  pressures  less* 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  (100)  pounds  per  sq.  in., 
etX*Tf  ,avy  seamless  drawn  tubing  and  drop  forged  fittings 
shall  be  used  No  pipe  less  than  one-half  (y2)  inch  inside 
diameter  shall  be  permitted. 

(c)  >  All  connections  shall  be  tight  and  shall  have  well- 
htted  joints. 

(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand- 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con- 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of  tubing 

shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e)  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve, 
the  relief  line  shall  be  returned  to  storage  tank  or  to  supply 
hne  near  pump.  There  shall  be  no  shut-off  valves  in  the  re¬ 
lief  line. 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  iy2  times  the  maximum  working  pressure  of  the 
system. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
earned  below  the  supply  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  provided 

,  means  for  locking  and  located  at  or  above  grade  outside 
of  the  building  within  thirty  (30)  feet  from  curb  or  private 
light-of-way  and  located  as  remote  as  practicable  from  any 
Juildmg  opening,  subway  gratings  or  elevated  column,  but 
not  less  than  three  (3)  feet  therefrom. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  and 

\S^in£«h LCck  Valve’  both  gate  and  check  valve  t0  be  located 
at  the  fill  box. 

(c)  Where  there  is  a  storage  system  of  volatile  inflam¬ 
mable  oil,  and  a  storage  system  for  fuel  oil  to  be  used  in  the 
same  premises,  the  fill  boxes  shall  terminate  as  far  as  possible 
from  each  other,  and  the  cover  of  the  fuel  oil  fill  box  shall  be 
painted  green  and  cover  of  gasoline  fill  box  red,  or  covers  of 
fill  boxes  to  have  one  inch  (1")  raised  letters  stamped  there¬ 
on  reading — Fuel  Oil,  Gasoline. 

(d)  The  terminal  of  fuel  oil  fill  pipe  shall  be  provided 
with  a  left  handed  thread,  and  the  fill  pipe  fitting  to  be  of  a 

different  size  than  that  required  for  the  fill  pipes  to  gasoline 
lames. 

Section  4.  Vent  Pipes. 

(a)  An  open  vent  pipe  of  standard  wrought  iron  or 
steel  without  trap  and  draining  to  the  tank  shall  be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  1  inch. 
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Cross  connection  between  vent  pipe  and  fill  pipe  is  pro- 

hlb(b)d"  Where  a  battery  of  tanks  designed  to  hold  the 
same  degree  of  oil  is  installed,  vent  pipes  may  be  run 

into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
highest  reservoir  from  which  the  tanks  may  be  filled  lne 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  in  tanks  shall  be  screened  by  40 

mesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
area  to  adequately  vent  the  tank  during  the  filling  opera¬ 
tion  Vents  shall  be  not  less  than  two  (2)  inches  in 

diameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 

case  less  than  one  and  one-quarter  (1  Va)  inches  in 

diameter^ent  pipes  &hall  be  provided  with  weather¬ 
proof  hoods  and  terminate  outside  the  building  above  the 
street  surface,  not  less  than  six  (6)  feet  nor  more  than 
twelve  (12)  feet  above  the  fill  pipe.  .  Such  vent  outle 
shall  not  be  located  within  two  (2)  feet.  in  any  direction  of 
a  window  or  other  opening,  or  an  exterior  stairway,  or  hre 
escape,  nor  shall  vent  pipes  be  placed  m  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions  to 
carry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
the  fill  box,  and  if  the  fill  lines  are  connected  to  tank 
trucks  by  tight  connections  and  filled  by  pressure,  a  one 
(1)  inch  line  shall  be  connected  to  tank  and  shall  parallel 
the  fill  line  and  terminate  in  the  fill  box  with  unthreaded 
end.  A  check  valve  shall  be  installed  in  the  line  so  as  to 
permit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
shall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
street. 

Section  5.  Return  Line  from  Burners. 


in  tanks  located  inside  the  building.  Test  wells  when  located 
outside  the  building  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 


Rule  11.  Pumps  for  Fuel  Oil. 


(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire.  . 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where,  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

(g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
may  be  used  without  the  disconnection  of  the  unit. 


Rule  12.  Burners  for  Fuel  Oil. 


Return  lines  from  burners,  where  used,  shall  not  be 
smaller  in  diameter  than  the  discharge  outlet  from  the 
pump  They  shall  be  connected  into  the  supply  line  near 
the  pump  or  into  the  storage  tank  without  shut-off  valve  in 
the  return  line.  No  oil  shall  be  returned  to  the  storage 
tank  at  a  temperature  higher  than  one  hundred  and  for  y 
(140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
in  any  building  shall  be  only  by  means  of  hot  water  coils 
thermostatically  controlled  and  the  oil  shall  not  be  heated 
above  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
shall  terminate  outside  of  the  building  and  shall  be  capped 
oiltigbt  when  not  in  use. 

Rule  9.  Valves  and  Control  of  Flow  for  Fuel 
Oil. 


The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  ot 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  General  Devices  for  Fuel  Oil. 


(a)  In  all  installations  a  shut-off  valve  shall  be  provided 

at  or  on  each  burner.  Where  the  top  of  the  storage  tank 
is  located  above  the  oil  inlet  connection  to  the  burner  a 
shut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
building  as  near  the  tank  as  practicable.  .  . 

(b)  In  systems  where  either  steam  or  air  is  used  tor 
atomizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
interlocked  so  that  in  case  of  interruption  of  the  atomizing 
suoolv  the  supply  of  oil  will  immediately  be  cut  ott. 

(c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working  pres¬ 
sure.  This  rule  shall  not  apply  to  burners  and  pumps  ap¬ 
proved  as  a  unit  when  provided  with  a  pressure  relief 

device. 

Rule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil.  .  , 

Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leak¬ 
age  of  fuel  oil  or  vapor.  Test  wells  shall  not  be  permitted 


(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 


Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 


Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 


No  fuel  oil  burning  plant,  other  than  in  dwellings  as 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  in  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 

Rule  16.  Installation. 

No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
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Fire  Commissioner.  Plans  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  are  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  OiL 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2xJ4-inch  straps  riveted  or  bolted  to  frame  and  se¬ 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  .in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re¬ 
quirements  for  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing  275  gallons  may  be  of  the  gravity  type  if  suitable  auto¬ 
matic  safeguards  to  prevent  abormal  discharge  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two- family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be.  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 

Rule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood¬ 
work,  wooden  lath  and  plaster  partition  or  other  combustible 
material  within  four  (4)  feet  of  the  sides  or  back  or 
eight  (8)  feet  from  the  front  of  the  heating  apparatus 
shall  be  covered  with  fire  retarding  material.  Above  the 
heating  apparatus  there  shall  be  constructed  a  ceiling  of 
fire  retarding  material  (unless  it  be  of  fireproof  construc¬ 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  beyond 
the  sides  and  back  and  eight  (8)  feet  from  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  a*  defined 
in  these  rules,  and  garages  the  fire  protection  shall  consist 
of  either  a  heating  apparatus  room  constructed  of  fire¬ 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick¬ 
ness  with  all  openings  protected  by  fireproof  self-closing 
doors  and  ceilings  protected  by  fire  retarding  material ;  or 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  be 
protected  by  fire  retarding  material,  and  all  vertical  open¬ 
ings  leading  from  the  elevation  on  which  the  heating  ap¬ 


paratus  is  located  shall  be  enclosed  by  fire  retarding  mate¬ 
rials  with  openings  protected  by  fireproof  self-closing  doors. 

(c)  No  combustible  material  shall  be  maintained  within 
ten  (10)  feet  of  a  heating  apparatus,  unless  protected  or 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directly 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  of 
any  smoke  pipe,  shall  be  protected  with  fire  retarding 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inches 
of  any  combustible  ceiling,  shall  ibe  protected  with  a  covering 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproof 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  between 
pump  and  burner  unit  is  prohibited.  Pressure  in  storage 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  wick  and  when  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  when  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  when 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  with  the  following  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
with  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 
the  area  of  any  damper  not  to  exceed  80%  of  the  area  of 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  way  set 
aside  or  waive  provisions  in  these  rules  governing  storage 
tanks,  except  as  follows : 

First — Outside  Buildings. 

Permit  storage  of  not  more  than  fifty-five  gallons  main¬ 
tained  in  metal  shipping  container  equipped  with  ap¬ 
proved  hand  pump. 

Second — Inside  Buildings. 

Permit  storage  of  not  more  than  275  gallons  if  installed 
and  maintained  in  compliance  with  Rule  17  of  these 
rules  and  equipped  with  an  approved  hand  pump. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  in 
these  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  water,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

When  for  any  reason  it  may  be  impracticable  to  comply 
strictly  W'th  the  foregoing  rules  the  fire  commissioner  shall 
have  power  to  modify  their  provisions  so  that  the  spirit  and 
substance  thereof  shall  be  complied  with.  Such  modification 
shall  be  endorsed  upon  the  permit  over  the  signature  of  the 
fire  commissioner  or  designated  representative  of  the  fire 
commissioner. 
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FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927, 
AND  AMENDED  JANUARY  15,  1932. 


64-27-SR 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 

1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
renter  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (J4)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1J4)  inch 
mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 
means  of  egress,  a  gooseneck  ladder  shall  be  provided 
from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of 
exit  under  Section  271  of  the  Labor  Law  may  consist  of 
an  outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 

width.  .  .  .  . 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on 
both  sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed 
iron  step  at  least  two  feet  wide,  with  risers  not  exceed¬ 
ing  eight  (8)  inches,  and  treads  not  less  than  eight  (8) 
inches  are  provided  on  the  inside  from  floor  level  to 
sills  properly  secured. 

Rule  4  (a)  Any  such  fire  escape  erected  subse¬ 
quent  to  October  1,  1913,  and  prior  to  these  rules  taking 


iffect,  unless  previously  accepted  as  one  of  the  required 
means  of  exit  or  escape  by  the  administrative  official  hav¬ 
ing  jurisdiction,  shall  conform  in  every  respect  to  the 
provisions  of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as 
constituting  one  of  the  required  means  of  exit  or  escape 
undei;  Section  271-1  of  the  Labor  Law,  in  any  building 
erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  ob¬ 
structions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number  Contents  Contents  non-  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 

stories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Fire 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  "sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
tbove ; — the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding.  That  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
700 f  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 
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The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  ruie 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 

or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire  resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stair¬ 
ways  in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law,  or 
rule  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
door,  with  substantial  steps  to  the  sills  properly  secured 
when  sill  is  more  than  8  inches  above  the  floor  level ;  and 
where  there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof, 
except  on  the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  bidd¬ 
ings  where  there  are  occupancies  on  any  story  or  part 
of  a  story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  7  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem.  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 


opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance  of 
a  stand  to  be  built  of  incombustible  material  and  wire  glass 
or  -inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2^-gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  atories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend 
to  the  roof  where  there  is  no  safe  egress  from  the  roof, 
under  Sections  270.  271  and  272,  Labor  Law. 

fa)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party 
wall  fire  escape,  party  wall  exterior  screened  stairway, 
party  wall  balconies  or  bridges,  or  where  any  outside 
exits  do  not  connect  to  adjoining  buildings  at  roof  level, 
or  where  there  are  no  unbarred  window  openings  five 
feet  above  the  roof  or  parapet  wall  of  the  building  in 
question. 

(b)  When  the  roof  of  the  building  in  question  has  a 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12.  (a)  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at 
least  a  double-rung  ladder  at  the  top  of  the  interior 
stairway,  and  within  the  interior  stairway  enclosure  when 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  18 
inches  in  width  and  shall  be  properly  secured  at  top 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  opening 
not  less  than  2  feet  by  3  feet  or  be  of  such  additional 
area  as  may  be  required  to  provide  ample  head  room. 
The  scuttle  cover  shall  be  hingea  and  of  light  weight 
construction,  or  be  counter-balanced.  An  easily  operated 
hook  mav  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10 
feet  from  the  open  edge  of  th^  roof,  an  iron  railing  prop¬ 
erly  braced  at  least  3  feet  high  and  at  least  10  feet  long 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  require¬ 
ments  of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  such  means  of  egress  may  be  re¬ 
tained  under  the  following  conditions: 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on 
factory  buildings  shall  be  maintained  structurally  safe, 
properly  painted,  and  with  the  openings  leading  thereto, 
kept  in  good  repair. 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
in  guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  iadder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 

court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining 
yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  to  the  roof  of 
adjoining  extensions,  or  other  means  of  egress  satis¬ 
factory  to  the  authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section/  5 — Stairways  and  Bridges. 

Rule  14. — Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15.— Exterior  Screened  Stairways.— Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof'  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16. — Horizontal  Bridges. — Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17. — No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  sub-standard  exits. 
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SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  m 
Article  1  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  0CCUPanC‘?S 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been,  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(bi,  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  Ali  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re 
ceotacles. 
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COVERING  THE  DESIGN  OF  REINFORCED  CONCRETE  FLAT  SLABS. 


Adopted  by  the  Board  of  Standards  and  Appeals,  July 
8,  1920,  under  Cal.  395-20-S. 

Rule  1.  Application.  The  rules  governing  the  design 
of  reinforced  concrete  flat  slabs  shall  apply  to  such  floors 
and  roofs  consisting  of  three  or  more  rows  of  slabs, 
without  beams  or  girders,  supported  on  columns,  the  con¬ 
struction  being  continuous  over  the  columns  and  forming 
with  them  a  monolithic  structure. 

Rule  2.  Compliance  with  Building  Code.  In  the  de¬ 
sign  of  reinforced  concrete  flat  slabs,  the  provisions  of 
article  16  of  the  building  code  shall  govern  with  respect 
to  such  matters  as  are  specified  therein. 

Rule  3.  Assumptions.  In  calculations  for  the  strength 
of  reinforced  concrete  flat  slabs,  the  following  assump¬ 
tions  shall  be  made: 

(a)  A  plane  section  before  bending  remains  plane  after 
bending; 

(b)  The  modulus  of  elasticity  of  concrete  in  compres¬ 
sion  within  the  allowable  working  stresses  is  constant; 

(c)  The  adhesion  between  concrete  and  reinforcement 
is  perfect; 

(d)  The  tensile  strength  of  concrete  is  nil; 

(e)  Initial  stress  in  the  reinforcement  due  to  contrac¬ 
tion  or  expansion  in  the  concrete  is  negligible. 

Rule  4.  Stresses,  (a)  The  allowable  unit  shear  in 
remiorceu  concrete  flat  slabs  on  the  bd  section  around 
the  perimeter  of  the  column  capital  shall  not  exceed  one 
hundred  twenty  (120)  pounds  per  square  inch;  and  the 
allowable  unit  shearing  stress  on  the  bjd  section  around 
the  perimeter  of  the  drop  shall  not  exceed  sixty  (60) 
pounds  per  square  inch,  provided  that  the  reinforcement 
is  so  arranged  or  anchored  that  the  stress  may  be  fully 
developed  for  both  positive  and  negative  moments. 

(b)  The  extreme  fibre  stress  to  be  used  in  concrete 
in  compression  at  the  column  head  section  shall  not  ex¬ 
ceed  seven  hundred  fifty  (750)  pounds  per  square  inch. 

Rule  5.  Columns.  For  columns  supporting  reinforced 
concrete  flat  slabs,  the  least  dimension  of  any  column 
shall  be  not  less  than  one-fifteenth  (1/15)  of  the  aver¬ 
age  span  of  any  slabs  supported  by  it.  Such  diameter 
no  case  shall  such  least  dimension  of  any  interior  column 
supporting  a  floor  or  roof  be  less  than  sixteen  (16)  inches 
when  round  nor  fourteen  (14)  inches  when  square;  nor 
shall  the  least  dimension  of  any  exterior  column  be  less 
than  fourteen  (14)  inches. 

Rule  6.  Column  Capital.  Every  reinforced  concrete 
column  supporting  a  flat  slab  shall  be  provided  with  a 
capital  whose  diameter  is  not  less  than  0.225  of  the  aver¬ 
age  span  of  any  slabs  supported  by  the  columns;  but  in 
shall  be  measured  where  the  vertical  thickness  of  the 
capital  is  at  least  one  and  one-half  (lj4)  inches,  and  shall 
be  the  diameter  of  the  inscribed  circle  in  that  horizontal 
plane.  The  slope  of  the  capital  considered  effective  below 
the  point  where  its  diameter  is  measured  shall  nowhere 
make  an  angle  with  the  vertical  of  more  than  forty-five 
(45)  degrees.  In  case  a  cap  of  less  dimensions  than  here¬ 
inafter  described  as  a  drop,  is  placed  above  the  column 
capital,  the  part  of  this  cap  enclosed  within  the  lines  of 
the  column  capital  extended  upward  to  the  bottom  of 
the  slab  or  drop  at  the  slope  of  forty-five  (45)  degrees 
may  be  considered  as  part  of  the  column  capital  in  de¬ 
termining  the  diameter  for  design  purposes. 

Rule  7.  Drop.  When  a  reinforced  concrete  flat  slab 
is  thicker  in  that  portion  adjacent  to  or  surrounding  the 
column,  the  thickened  portion  shall  be  known  as  a  drop. 
The  width  of  such  drop  when  used,  shall  be  determined 
by  the  shearing  stress  in  the  slab  around  the  perimeter  of 
the  drop,  but  in  no  case  shall  the  width  be  less  than  0.33 
of  the  average  span  of  any  slabs  of  which  it  forms  a 
part.  In  computing  the  thickness  of  drop  required  bv  the 
negative  moment  on  the  column  head  section,  the  width 
of  the  drop  only  shall  be  considered  as  effective  in  re¬ 
sisting  the  compressive  stress,  but  in  no  case  shall  the 
thickness  of  such  drops  be  less  than  0.33.  of  the  thickness 
of  the  slab.  Where  drops  are  used  over  interior  columns, 
corresponding  drops  shall  be  employed  over  exterior  col¬ 


umns  and  shall  extend  to  the  one-sixth  (1/6)  point  of  the 
panel  from  the  center  of  the  column. 

Rule  8.  Slab  Thickness.  The  thickness  of  a  rein¬ 
forced  concrete  flat  slab  shall  De  not  less  than  that 
derived  by  the  formulae  t  =  0.024  L  V  w  +  1*4  for 
slabs  without  drops,  and  t  =  0.02  L  V  w  +  1  for  slabs 
with  drops,  in  which  t  is  the  thickness  of  the  slab  in 
inches,  L  is  the  average  span  of  the  slab  in  feet,  and 
w  is  the  total  live  and  dead  load  in  pounds  per  square 
foot;  but  in  no  case  shall  this  thickness  be  less  than 
one-thirty-second  (1/32)  of  the  average  span  of  the  slab 
for  floors,  nor  less  than  one-fortieth  (1/40)  of  the  aver¬ 
age  span  of  the  slab  for  roofs,  nor  less  than  six  (6) 
inches  for  floors  nor  less  than  five  (5)  inches  for  roofs. 

Rule  9.  Reinforcement,  (a)  In  the  calculation  of 
moments  at  any  section,  all  the  reinforcing  bars  which 
cross  that  section  may  be  used,  provided  that  such  bars 
extend  far  enough  on  each  side  of  such  section  to  de¬ 
velop  the  full  amount  of  the  stress  at  that  section.  The 
effective  area  of  the  reinforcement  at  any  moment  section 
shall  be  the  sectional  area  of  the  bars  crossing  such  sec¬ 
tion  multiplied  by  the  sine  of  the  angle  of  such  bars  with 
the  plane  of  the  section.  The  distribution  of  the  rein¬ 
forcement  of  the  several  bands  shall  be  arranged  to  fully 
provide  for  the  intermediate  moments  at  any  section. 

(b)  Splices  in  bars  may  be  made  wherever  convenient 
but  are  preferably  at  points  of  minimum  stress.  The 
length  of  any  splice  shall  be  not  less  than  eighty  (80) 
bar  diameters  and  in  no  case  less  than  two  (2)  feet.  The 
splicing  of  adjacent  bars  shall  be  avoided  as  far  as  pos¬ 
sible.  Slab  bars  which  are  lapped  over  the  column,  the 
sectional  area  of  both  being  included  in  the  calculation 
for  negative  moment,  shall  extend  to  the  lines  of  inflec¬ 
tion  beyond  the  column  center. 

(c)  When  the  reinforcement  is  arranged  in  bands,  at 
least  fifty  (50)  per  cent  of  the  bars  in  any  band  shall  be 
of  a  length  not  less  than  the  distance  center  to  center 
of  columns  measured  rectangularly  and  diagonally;  on 
bars  used  as  positive  reinforcement  shall  be  of  a  length 
less  than  half  (^4)  the  panel  length  plus  forty  (40)  bar 
diameters  for  cross  bands,  or  less  than  seven-tenths 
(7/10)  of  the  panel  length  plus  forty  (40)  bar  diameters 
for  diagonal  bands  and  no  bars  used  as  negative  rein¬ 
forcement  shall  be  of  a  length  less  than  half  (}4)  the 
panel  length.  All  reinforcement  framing  perpendicular 
to  the  wall  in  exterior  panels  shall  extend  to  the  outer 
edge  of  thp  panel  and  shall  be  hooked  or  otherwise 
anchored. 

(d)  Adequate  means  shall  be  provided  for  properly 
maintaining  all  slab  reinforcement  in  thhe  position  as¬ 
sumed  by  the  computations. 

Rule  10.  Line  of  Inflection.  In  the  design  of  rein¬ 
forced  concrete  flat  slab  construction,  for  the  purpose  of 
making  calculations  of  the  bending  moments  at  sections 
other  than  defined  in  these  rules,  the  line  of  inflection 
shall  be  considered  as  being  located  one-quarter  (%)  the 
distance,  center  to  center,  of  columns,  rectangularly  and 
diagonally,  from  center  of  columns  for  panels  without 
drops,  and  three-tenths  (3/10)  of  such  distance  for  panels 
with  drops. 

Rule  11.  Moment  Sections.  For  the  purpose  of  de¬ 
sign  of  reinforced  concrete  flat  slabs,  that  portion  of  the 
section  across  a  panel,  along  a  line  midway  between  col¬ 
umns,  which  lies  within  the  middle  two  quarters  of  the 
width  of  the  panel  shall  be  known  as  the  inner  section, 
and  those  portions  of  the  section  in  the  two  outer  quar¬ 
ters  of  the  width  of  the  panel  shall  be  known  as  the  outer 
sections.  Of  the  section  which  follows  a  panel  edere  from 
column  to  column  and  which  includes  the  quarter  neri- 
meters  of  the  edges  of  the  column  capitals,  that  portion 
within  the  middle  two  quarters  of  the  panel  width  shall 
be  known  as  the  mid  section  and  the  two  remaining  por¬ 
tions,  each  having  a  projected  width  esual  to  one-quarter 
of  the  panel  width,  shall  be  known  as  the  column  head 
sections. 
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Rule  12.  Bending  Moments.  In  the  design  of  rein- 
torced  concrete  fiat  slabs  the  following  provisions  with 
respect  to  bending  moments  shall  be  observed.  In  the 
moment  expressions  used: 

W  is  the  total  dead  and  live  load  on  the  panel  under 
consideration,  including  the  weight  of  drop  whether  a 
square,  rectangle  or  parallelogram; 

Wi  is  the  total  live  load  on  the  panel  under  considera¬ 
tion; 

L  is  the  length  of  side  of  a  square  panel  center  to 
center  of  columns;  or  the  average  span  of  a  rectangular 
panel  which  is  the  mean  length  of  the  two  sides; 

n  is  the  ratio  of  the  greater  to  the  less  dimension  ot 

the  panel;  .  . 

h  is  the  unsupported  length  of  a  column  in  inches, 
measured  from  top  of  slab  to  base  of  capital; 

I  is  the  moment  of  inertia  of  the  reinforced  concrete 

column  scetion. 

A.  Interior  Square  Panels.  The  numerical  sum  of 
the  positive  and  negative  moments  shall  be  not  less  than 
1/17  W.  L.  A  variation  of  plus  or  minus  five  (5;  per 
cent  shall  be  permitted  in  the  expression  for  the  moment 
on  any  section,  but  in  no  case  shall  the  sum  of  the  nega¬ 
tive  moments  be  less  than  sixty-six  (66)  per  cent  of 
the  total  moment,  nor  the  sum  of  the  positive  moments 
be  less  than  thirty-four  (34)  per  cent  of  the  total  moment 
for  slabs  with  drops;  nor  shall  the  sum  of  the  negative 
moments  be  less  than  sixty  (60)  per  cent  of  the  total 
moment,  nor  the  sum  of  the  positive  moments  be  less 
than  forty  (40)  per  cent  of  the  total  moment  for  slabs 
without  drops. 

1  In  two-way  systems,  for  slabs  with  drops,  the  nega- 
tive  moment  resisted  on  two  column  head  sections  shall 
he  _  i/32  W  L;  the  negative  moment  on  the  mid  sec 
tion  shall  be  -  1/133  W  L;  the  positive  moment  on 
the  two  outer  sections  shall  be  +  1/80  W  L  and  the 
positive  moment  on  the  inner  section  shall  be  +  l/lis 
W  L;  and  for  slabs  without  drops,  the  negative  moment 
resisted  on  two  column  head  sections  shall,  be  1/36 
W  L,  the  negative  moment  on  the  mid  section  shall  be 
—  1/133  W  L,  the  positive  moment  on  the  two  outer 
sections  shall  be  +  1/63  W  L  and  the  positive  moment 
on  the  inner  section  shall  be  +  1/133  W  L. 

2  In  four -way  systems ,  the  negative  moments  snail  De 
as  specified  for  Two-Way  Systems;  the  positive  moment 

on  the  two  outer  sections  shall  be  4  W|Li/ainn 

the  positive  moment  on  the  inner  section  shall  be  +  l/iot) 
W  L  for  slabs  with  drops;  and  the  positive  moment  on 
the  two  outer  sections  shall  be  +  .1/174  W  L,  and  the 
positive  moment  on  the  inner  section  shall  he  +  l/iw 
W  L,  for  slabs  without  drops.  . 

3  In  three-way  systems,  the  negative  moment  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the  two  outer  sections,  shall  .be  as  specified  for  hour- 
Way  Systems.  In  the  expression  for  the  bending  mo¬ 
ments  on  th'te  various  sections,  the  length  L  shall  be 
assumed  as  the  distance  center  to  center  of  columns 
and  the  load  W  as  the  load  on  the  parallelogram  pane.. 

B.  Interior  Rectangular  Panels. 

1  When  the  ratio  n  does  not  exceed  1.1,  all  compu¬ 
tations  shall  be  based  on  a  square  panel  of  a  length 
equal  to  the  average  span,  and  the  reinforcement  shall 
be  equally  distributed  in  the  short  and  long  directions 
according  to  the  bending  moment  coefficients  specified 

for  interior  square  panels.  , 

2.  When  the  ratio  n  lies  between  1.1.  and.  1.3^,  tne 
bending  moment  coefficients  specified  for  interior  square 
panels  shall  be  applied  in  the  following  manner: 

(a)  In  tzvo-wav  systems,  the  negative  moments  on  the 
two  column  head  sections  and  the  mid  section  and  the 
positive  moment  on  the  two  outer  sections  and  the 
inner  section  at  right  angles  to  the  long  direction  shall 
be  determined  as  for  a  square  panel  of  a  length  equal  to 
the  greater  dimensions  of  the  rectangular  panel;  and  the 
corresponding  moments  on  the  sections  at  right  angles 


to  the  short  direction  shall  be  determined  as  for  a  square 
panel  of  a  length  equal  to  the  lesser  dimensions  of  the 
rectangular  panel.  In  no  case  shall  the  amount  of  re¬ 
inforcement  in  the  short  direction  be  less  than  two-thirds 
(2/3)  of  that  in  the  long  direction.  The  load  W  shafi 
be  taken  as  the  load  on  the  rectangular  panel  under  con¬ 
sideration. 

(b)  In  four-way  systems,  for  the  rectangular  bands,  the 
negative  moment  on  the  column  head  sections  and  the 
positive  moment  on  the  outer  sections  shall  be  determined 
in  the  same  manner  as  indicated  for  two-way  systems. 

For  the  diagonal  bands  the  negative  moments  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the  inner  section  shall  be  determined  as  for  a  square 
panel  of  a  length  equal  to  the  average  span  of  the  rect¬ 
angle.  The  load  W  shall  be  taken  as  the  load  on  the 
rectangular  panel  under  consideration. 

(c)  In  three-way  systems,  the  negative  and  positive  mo¬ 
ments  on  the  bands  running  parallel  to  the  long  direc¬ 
tion  shall  be  determined  as  for  a  square  whose  side  is 
equal  to  the  greater  dimension;  and  the  moments  on 
the  bands  running  parallel  to  the  short  direction  shall 
be  determined  as  for  a  square  whose  side  is  equal  to 
the  lesser  dimension.  The  load  W  shall  be  taken  as  the 
load  on  the  parallelogram  panel  under  consideration. 

C.  Exterior  Panels.  The  negative  moments  at  the 
first  interior  row  of  columns  and  the  positive  moments 
at  the  center  of  the  exterior  panels  on  moment  sections 
parallel  to  the  wall,  shall  be  increased  twenty  (20)  per 
cent  over  those  specified  above  for  interior  panels.  The 
negative  moment  on  moment  sections  ah  the  wall  and 
parallel  thereto  shall  be  determined  by  the  conditions  of 
restraint,  but  the  negative  moment  on  the  mid  section 
shall  never  be  considered  less  than  fifty  (50)  per  cent 
and  the  negative  moment  on  the  column  head  section 
never  less  than  eighty  (80)  per  cent  of  the  correspond¬ 
ing  moments  at  the  first  interior  row  of  columns. 

D.  Interior  Columns  shall  be  designed  for  the  bend¬ 
ing  moments  developed  by  unequally  loaded  panels,  ec¬ 
centric  loading  or  uneven  spacing  of  columns.  The 
bending  moment  resulting  from  unequally  loaded  panels 
shall  be  considered  as  1/40  W,  L,  and  shall  be  resisted 
by  the  columns  immediately  above  and  below  the  floor 
line  under  consideration  in  direct  proportion  to  the  values 
of  their  ratios  of  I/h. 

E.  Wall  Columns  shall  be  designed  to  resist  bending 
in  the  same  manner  as  interior  columns,  except  that  W 
shall  be  substituted  for  Wt  in  the  formula  for  the  mo 
ment.  The  moment  so  computed  may  be  reduced  by  the 
counter  moment  of  the  weight  of  the  structure  which 
projects  beyond  the  center  line  of  the  wall  columns. 

F.  Roof  Columns  shall  be  designed  to  resist  the  total 
moment  resulting  from  unequally  loaded  panels,  as  ex¬ 
pressed  by  the  formulae  in  paragraphs  (D)  and  (E)  of 
this  rule. 

Rule  13.  Walls  and  Openings.  In  the  design  and 

construction  of  reinforced  concrete  flat  slabs,  additional 
slab  thickness,  girders  or  beams  shall  be  provided  to 
carry  any  walls  or  concentrated  loads  in  addition  to  the 
specified  uniform  live  and  dead  loads.  Such  girders  or 
beams  shall  be  assumed  to  carry  twenty  (20)  per  cent 
of  the  total  live  and  dead  panel  load  in  addition  to.  the 
wall  load.  Beams  shall  also  be  provided  in  case  openings 
in  the  floor  reduce  the  working  strength  of  the  slab  below 
the  prescribed  carrying  capacity. 

Rule  14.  Special  Panels.  For  structures  having  a 
width  of  less  than  three  (3)  rows  of  slabs,  or  in  which 
exterior  drops,  capitals  or  columns  are  omitted,  or  in 
which  irregular  or  special  panels  are  used,  and  for  which 
the  rules  relating  to  the  design  of  reinforced  flat  slabs 
do  not  directly  apply,  the  computations  in  the  analysis 
of  the  design  of  such  panels,  shall,  when  so  required, 
be  filed  ’*-;<-h  the  superintendent  of  buildings. 
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FIRE  RETAkDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions.  .  . 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  pf  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (£6)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  04)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Anj  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  (H)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  04)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  inches  on  centers,  or  nailed  to  fumng 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (J4)  inch  thick. 

Rule  6.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  f.16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  ($4)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  ( Va )  inch  wood  sheathing, 
one-half  ()4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  ()4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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RULES  FOR  THE  TESTING  OF  WOOD 

Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances  (Building  Code). 


(639-27-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST— A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  Vi  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contaot  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes.  .... 

B  TIMBER  TEST.  Two  samples  Vt  inch  by  1  Vi 
inches  in  cross  section  and  twelve  inches  long  shall  be 


laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  *n  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
of  duration  of  flame  and  glow  observed.  The  sticks  shah 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  ol 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  J/2  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2 V2  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible.  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  tW  there  may  be  no  doubt  as  to  its  identity. 


approved  appliances 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump 

American  Marsh  Duplex . 

American  Marsh  Simplex . 

Autopulse  Electric  Fuel  Oil  Pump . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . 

Ballard  Duplex  Electric  Driven  Pump  Set.... 

Beach  Russ  Co.  Rotary . 

Blackmer  Rotary . - - :  V  ' ' 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  . 

Century  Rotary  . 

Cook  Electric  Oil  Pump . 

Davidson  . . 

Dean  Bros.  Durable  Duplex . 

Deming  Double  Oscillating  Force  Pump . 

Deming  Fuel  Oil  Pump . . . 

Enterprise  Oil  Pump . 

Exeter  Rotary  . 

General  Electric  Oil  Pump . 

Goulds  Hand  Rotary . . . 

Goulds  Rotary  Oil  Pump . 

Goulds  Triplex  Plunger . 

Hardinge  Fuel  Oil  Pump . 

Kinney  Rotating  Plunger  Pump . 

Koerting  Gear  Pump . 


Calendar  No. 

638- 25-SA 

639- 25-SA 
215-31-SA 

9-32- S  A 
1413-22-SA 
1134-22-SA 
935-24-SA 

372-21-SA 

908-21-SA 

603-25-SA 

590-21-SA 

840-22-SA 

458-27-SA 

298-31-SA 

11-28-SA 

507-22-SA 

475-32-SA 

1133-25-SA 

437-31-SA 

257-22-SA 

813-25-SA 

503-24-SA 

1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 


McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 


M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 

A.  B.  C.  Oil  Burner 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Autocrat  Oil  Burner,  Model  B-l . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Baby  Grand  Oil  Burner . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bettendorf  High  Pressure  Oil  Burner . 

Bettendorf  Oil  Burner . 

Bock  Oil  Burner,  Models  A,  B,  C  and  D.... 

Braden  Automatic  Fuel  Oil  Burner . 

Branford  Oil  Burner . 

Branford  Oil  Burner,  Model  “A” . 

Caloroil  Burner — Type  AA . 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C . 

Carboradiant  Oil  Burner,  Models  V  &  VS.... 

Carboradiant  Oil  Burner,  Model  VSS . 

Carborundum  Burner . 

Carter-Korth  Oil  Burner,  Model  “P” . 

Carter-Korth  Oil  Burner . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Automatic  Oil  Burner . 

Cook’s  Automatic  Oil  Burner . 

Cope-Swift  Safety  Automatic  Oil  Burner.... 

Crescent  Oil  Burner . 

Crescent  Type  M  Size  1  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . . 

Dahl  Vaporizing  Oil  Burner . 

D’Elia  Oil  Burner . 

Delco  Heat  Oil  Burner . 

DeWalt  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner . 

Dovel  Master  Fuel  Oil  Burner . 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . 

Economy  Oil  Burner,  Type  A-l . 

Eisler  Automatic  Oil  Burner . 

Electrol  Automatic  Oil  Burner  and  Model  BB. . 

Ember-Glo  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Type  Junior  “W”  Oil  Burner, 


Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Fairfield  Oil  Burner .  584-31-SA 


Name  of  Burner  Calendar  No. 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -S A 

Hardinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner . 1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner . 314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 


Calendar  No. 

1295-24-SA 

684-29-SA 
1547-23-SA 
298-26-SA 
65-28-SA 
632-26-SA 
297-31-SA 
1323-22-SA 
404-29-SA 
447-32-SA 
939-24-SA 
1184-22-SA 
764-26-S A 
479-31-SA 
731-28-S A 
123-31-SA 
322-30-S A 
36-31-SA 

461- 32-SA 
1361-24-SA 

229-32-SA 
16-31-SA 
49-32-SA 
571-29-SA 
389-32-SA 
54-30-SA 
157-28-SA 
813-28-SA 
IIOo-22-SA 
295-29-SA 
348-88-SA 
955-27-SA 
354-31-SA 
222-29-SA 
592-31-SA 
426-29-SA 
423-29-SA 
915-26-S A 

155-31-SA 
420-31-SA 
541-31-SA 
663-28-SA 
317-31-SA 
943-26-S A 
350-32-SA 

600-31-SA 

45-31-SA 
481-27-SA 
259-25-SA 

462- 32-SA 
1149-27-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No.  Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA  Security  Oil  Burner .  56-28-SA 


Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  73'5-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7  .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightwav  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0 .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  448-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G....  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c ;  by  mail  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Rules. 

U-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

’9-27-A — 39  Fifth  avenue,  Manhattan. 

S0-27-A — 13-16  Central  Park  West,  Manhattan. 

il-27-A — 20-28  West  72nd  street,  Manhattan. 

S2-27-A — 242-248  West  76th  street,  Manhattan. 

26- 30-A — 46  West  98th  street,  Manhattan. 

57-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

)9-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

11- 32-A — 469  West  140th  street,  Manhattan. 

14-32- A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

0-22-SA — Crocker  Gas  Valve,  approval  of. 

19-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
5-22-SA — S.  &  K.  Mechanical  Fuel  Oil  Burning  Equip¬ 
ment,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

J4-23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
J5-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

27- 23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

12- 23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 

proval  of. 

75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

43-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

S2-23-S A — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

46-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
40-23-S A — Apex  Gas  Cut-Off  Valve,  approval  of. 
55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of.. 

37-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
57-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
14-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

13- 28-SA — Ford  Automatic  Pressure  Regulating  Valve, 

approval  of. 

12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

! 0-29-S A — A  Diamond  “S”  250  lbs.  254-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

30-29-S  A — Kennedv  254-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 3BSA — Lunkenheimer  254-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  254-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-31-SA — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

396-32-SA — Viking  Oil  Burner,  approval  of. 

400-32-SA — Superfex  Oil-Burner  Warm-Air  Furnace 

Model,  approval  of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

485-32-SA — Bethlehem  Steam  Atomizing  Fuel  Oil  Burner, 
approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

518-32-S A— KeWaNee  Oil  Burner,  approval  of. 
528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32-SA — Evenheet  Oil  Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

570-32-SA — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA- — Air-Blast  Oil  Burner,  approval  of. 
584-32-SA— Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  retnain  thereon  until  the  aforesaid  reports,  court 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYBRATED  LIME  IN  CONCRETE 

\dopted  by  the  Board  of  Standards  and  Appeals,  April  1-154-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

1920,  under  Cal.  No.  153-20-S.  cement, 

rhe  use  of  hydrated  lime  in  all  classes  of  concrete  con-  Mix  5  poundS  of  hydrated  lime  per  bag  of 

uction  shall  not  be  prohibited  when  used  in  accordance  , 

th  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard  1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

icifications  for  this  material  which  have  been  adopted  cement. 

the  American  Society  for  Testing  Materials.  For  hand  mixed  concrete.  the  hvdrated  lime  and  Port- 

The  maximum  amount  of  hydrated  lime  which  may  be  ^nd  cement  shall  be  well  mixed  while  dry. 

•d  shall  conform  with  the  following  table,  all  weights  t  . 

en  being  the  amount  of  lime  which  may  be  incorporated  Hydrated  lime  shall  not  be  used  in  concrete  which  is 
each  ninety-five  pound  bag  of  Portland  cement:  to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1931. 


DISPOSITION  OF  CASES. 


344 


Cases  filed  up  to  December  28,  1932. 


630 


Withdrawn  . 

•  •  OO 

Dismissed . 

Denied .  1J® 

Granted  .  j 

Granted  on  condition .  415 


Restored  to  Calendar .  117 


323 


12 


59 


Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . ' 

Requests  for  mechanical  installations . . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . . 


20 

10 

2 

90 


14 


Appliances  approved  . . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved . . . ; . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  285 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . -  . 

Requests  for  modification  denied . 

Requests  to  rescind  granted .  10 

Requests  to  rescind  denied .  fl 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  ' 

Requests  to  install  denied .  ® 

Plans  approved . 14 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  # . . . 

Requests  withdrawn  or  dismissed.' .  19 


0 

59 


Total 


1615 


Total  .  1^55 


.  1355 

.  260 

Cases  pending  uecemuer  ~o,  ±vo& . 

- - - 

=== - -  “ 

WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 

board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy,  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  nlease  find  two  dollars  and  a  half  ($1.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . . 

P.  O . 

My  Subscription  is  to  begin  with  the  issue  for .  1933. 
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No.  2 


DIRECTORY 

- + - - - - 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Jffice — Municipal  Building,  Rooms  1001  to  1015. 
elephone — WOrth  2-0184. 

i)ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

Ill  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  January  4,  1933, 

10  A.  M. 

Notice  of  Postponement  of  Regular  Meeting  of  Janu¬ 
ary  4,  1933,  2  P.  M. 

Corrections. 

Annual  Report. 

Fire  Retarding  Rules  for  Garages,  etc. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  January  10,  1933,’ 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  17,  1933,  at  2  o’clock. 

d  he  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction® 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  January  4,  1933. 

Cal.  No.  Department.  Premises  Affected. 

2-33-S . B.B.B _ 138  Livingston  st.  (Block  163, 

Lot  16),  Bklyn., 

. _  Applic.  12925-1932 

1-33-SA . F.D . Climax  Automatic  Fuel  Oil 

_  Tank  Control,  Appliance 

631-32-BZ . B.B.B _ 4602  Kings  highway  (Block 

7750,  Lot  5),  Bklyn., 

_  Applic.  13483-1932 

Restored  to  Calendar. 

53-31-BZ . B.B.Bx. .  .3001-3019  Tibbett  ave.  (Block 

3406- A,  Lots  54  to  64),  Bx., 
_  N.  B.  904-1930 

330-28-BZ . T.H.D. .  ..Northwest  corner  of  Sedgwick 

ave.  &  Van  Cortlandt  ave. 

(Block  3263,  Lots,  275,  276, 

_  278,  280  &  283),  Bx.,  Decision 


F.D - 

H.D. . . 

B.B.B.. 

B.B.M. 

B.B  Q. 

B.B.R. 

B.B.Bx 

T.H.D. 


CODE 

. Fire  Department 

V. . . Health  Department 

. . .  Bureau  of  Buildings,  Brooklyn 
.Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

...Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


RULES 


Last  Publication  in 

Certificate  of  Occupancy,  approved  Aug.  2,  1932  Vol. 
Concrete5  Flat '  Slabs,* '  Rules'.  ’. '. '. '. '.  Jan.  3,  1933— Vol. 

££  it  }If=v°oi: 

Exit  Rules  (Revolving  Doors) - Oct.  18,  1932  Vol. 

Factory  Exit  Rules . . .  Jan.  3,  1933— Vo  . 

Fire  Alarm  Rules  (Interior) .  Dec.  27,  1932— Vol. 

Fire  Drill  Rules .  Dec.  20,  1932— Vol. 

Firce^ta:d::g.^ .f.°.r. -G-a-as- ••  j*n.  m  1933-voi. 

Fireproof  Wood,  Testing  of .  Jan.  3,  1933— Vol. 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol. 

Fuel  Oil  Rules... .  Jan.  8,  1933— Vo  1. 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol. 

Hatchway  Protection  . June  5,  1928 — Vol. 

P"°LVe5£  “d..L?f?”.SP.ra.y:  Dec.  13,  1932 — Vol. 

Plumbing  Rules  . . . Nov.  8,  1932  Vol. 

PrrvrpHnrp  Rules  of . July  5,  1 — Vol. 

Refrigerating  Systems,  Extract  C.  O'.  Dec.  20,  1932— Vol. 
Smoking  in  Factories,  Rules  for...  Jan.  3,  1933— Vol. 

Sprinkler  Rules  .  Dec.  6,  1932— Vol. 

Standpipe — Fire  Line  Rules.... -  Nov.  22,  1932  Vol. 

Structural  Alterations,  Reporting..  June  7,  1932 — Vol. 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Apr.  10,  1923 — Vol. 


Bulletin 
17  No.  31 


1 

2 
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18  No. 

18  No. 

17  No. 

17  No.  42 

18  No.  1 
17  No.  52 
17  No.  51 


18  No. 
18  No. 
4  No. 
18  No. 
10  No, 


2 

1 

3 

1 

14 


13  No.  23 

17  No.  50 
17  No.  45 
17  No.  27 

17  No.  51 

18  No.  1 
17  No.  49 
17  No.  47 
17  No.  23 

8  No.  15 


CALL  OF  CLERK’S  CALENDAR 


TO  PERMIT  the  extension  from  a  business  into  a  residence 
district  of  a  proposed  business  use  (store). 


APPLICANT — Samuel  Rosenblum,  for  Infried  Realty  Corp., 

PREMISES— West  side  of  Sedgwick  avenue,  150  ft.  south 
of  West  167th  street,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  ..  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also, 
garages  for  more  than  five  (5)  motor  vehicles  (on 
a  site  upon  which  the  board  has  previously  granted 
permission  to  occupy  as  a  garage  for  more  than 
five  (5)  motor  vehicles)  ;  reopened  November  4, 
1932. 


376-29-BZ. 

APPLICANT — Emil  Guterman,  for  Henry  Mollenhauer,  Jr., 

present  owner.  ,  t 

PREMISES— North  side  of  Linden  boulevard  50  it.  east  ot 
196th  street,  Springfield,  Borough  of  Queens. 
APPLICATION,  under  section  7f  of  the  building  zone 

resolution,  .  ..  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened,  under  section  71, 
December  2,  1932). 


31-32-BZ. 

APPLICANT— Edward  Cosgrove,  owner 

PREMISES— 500  Henderson  avenue,  south  side,  74.11  It. 

east  of  Davis  avenue,  West  New  Brighton,  Bor¬ 
ough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ....... 

TO  PERMIT  in  a  residence  use  and  E  area  district  the 
erection  and  maintenance  of  a  business  building 
(store)  and,  also,  the  omission  of  the  required  ten 
(10)  foot  setback  from  the  street  line  (granted  by 
the  board  on  certain  conditions — request  to  modify 
conditions;  reopened  December  6,  1932). 


828-25-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Henry  Gerken,  owner. 

PREMISES— Southeast  corner  of  Second  avenue  and  New¬ 
town  avenue,  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  , 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  garage 
(previously  granted  by  the  board)  so.  as  to  permit 
the  inclusion  of  a  gasoline  service  station  (reopened 
June  7,  1932). 

492-27-BZ. 

APPLICANT— Halward  Realty  Corp.,  owner. 

PREMISES— 1134-1144  East  New  York  avenue,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  for  garage,  motor  vehicle  repair  shop  and 
gasoline  station;  reopened  November  9,  1932). 


TUESDAY,  JANUARY  10,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

605-32-BZ. 

APPLICANT— Boris  W.  Dorfman,  for  Louis  Miller,  owner. 
PREMISES — Northwest  corner  of  Northern  boulevard  and 
194th  street,  Flushing,  Borough  of  Queens. 
APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 


JANUARY  10,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
10,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  or 
the  following  matters : 
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CALENDAR 


vl.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue,  Brooklyn. 

vl.  no.  357-32-BZ— Application,  June  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  substituted 
for  A.  C.  Benson,  for  Stuyvesant  Real 
Estate  Corp.,  subsidiary  for  Long  Island 
Railroad  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Skillman 
avenue  and  43rd  avenue,  Long  Island 
City,  Borough  of  Queens. 

VL.  NO.  470-32-BZ — Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue,  The  Bronx. 

vl.  no.  532-32-BZ— Application,  October  19,  1932,  undev 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street, 
Astoria,  Borough  of  Queens. 

al.  no.  802-27-BZ — Application,  July  11,  1927;  denied  Feb¬ 
ruary  7,  1928 ;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogemp  Co.,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue,  Brooklyn. 

al.  no.  186-28-BZ — Application,  February  29,  1928;  denied 
July  24,  1928;  reopened  for  reconsidera¬ 
tion  under  new  facts  October  21,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Kenlon-Michels  Engineer¬ 
ing  &  Contracting  Co.,  Inc.,  applicant, 
on  behalf  of  Josephine  F.  Burghard, 
present  owner  (Amsterdam-167th  Corp., 
lessee — long-term  lease  of  thirty-one 
years),  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  462-470 
West  167th  street  and  2165  Amsterdam 
avenue,  southeast  corner,  Manhattan. 

al.  no.  838-28-BZ — Application,  October  31,  1928;  erection 
of  garage  denied  April  23,  1929 ;  granted 
by  the  Supreme  Court ;  reopened  by  the 
board  November  22,  1932,  under  section 
21  of  the  building  one  resolution,  of 
William  Shary,  applicant,  on  behalf  of 


Webmos  Construction  Corp.,  present 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to 
include  a  gasoline  service  station ;  prem¬ 
ises  3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Park¬ 
way  North,  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  10,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

553-32-A — 30  West  44th  street,  Manhattan. 

580-32- A — 542-544  Fifth  avenue,  Manhattan. 

564-32- A — 228-238  Newport  avenue  (Block  No.  3616,  Lot 
No.  29),  Brooklyn. 

619-32- A — 2516  Grand  boulevard  and  concourse,  east  side, 
158.58  ft.  north  of  Fordham  road  (Block 
No.  3154,  Lot  No.  9),  The  Bronx. 

Petition  for  Variation. 

571-32-S — 64-74  Lawrence  street,  Brooklyn. 


JANUARY  13,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  January 
13,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  522-32-B£— Application.  October  10,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  L.  Blick,  applicant,  on 
behalf  of  Sam  Priceman,  owner,  to  per¬ 
mit  in  a  residence  district  the  use  and 
maintenance  of  an  existing  building  for 
business  purposes ;  premises  5023  14th 
avenue,  Brooklyn. 

cal.  no.  523-32-BZ — Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Murray  Klein,  applicant,  on  be¬ 
half  of  Julius  Taft,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used  for 
business  purposes ;  premises  1008  Rock- 
away  avenue,  Brooklyn. 

cal,  no.  451-32-BZ — Application,  August  16,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Church  &  94th  Street  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  9111-9123 
Church  avenue,  northwest  corner  of  East 
92nd  street,  Brooklyn. 

• 

cal,  no.  490-32-BZ — Application,  September  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  A.  McGuinn,  applicant,  on 
behalf  of  Annie  McGuinn,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  301- 
307  Union  street,  northeast  corner  of 
Court  street,  Brooklyn. 


CALENDAR 


CAL.  NO. 


511-32-BZ — Application,  September  30,  1932,  under 
•section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  Schaefer,  Jr.,  applicant, 
on  behalf  of  Rutherford  H.  Clark,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of 
part  of  an  existing  building  for  business 
purposes  (store)  ;  premises  east  side  of 
Gerard  avenue,  111.87  ft.  south  of  East 
161st  street,  The  Bronx. 


CAL.  NO. 


535-32-BZ — Application,  October  20,  1932,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  of  William  Shary,  applicant, 
on  behalf  of  "W.  Parsons  Todd,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ',  premises  northeast  corner  of 
Boston  road  and  Astor  avenue,  The 
Bronx. 


cal  no  547-32-BZ — Application,  November  1,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Kadel,  Van  Kirk  &  Trencher, 
applicants,  on  behalf  of  Sobol  Bros.  Co., 
lessee  (long-term  lease),  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  4519-4525  Broadway,  southwest 
corner  of  Bennett  avenue,  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  13,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

390-32-A— 735  Willoughby  avenue,  Brooklyn. 

414-32- A — 27-01  Bridge  Plaza  North,  Dong  Island  City, 
Borough  of  Queens. 

Petitions  for  Variations. 

517-32-S — 173-175  East  Broadway,  Manhattan. 

482-32-S — 42-44  Broad  street  and  38-40  New  street,  Man¬ 
hattan. 

525-32-S — 15-33  Main  street,  82-90  Plymouth  street  and  99- 
107  Water  street,  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  17,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

575-32-BZ.  .  ,  _  ,  ,  ,,  • 

APPLICANT— Wood  &  Marshall,  for  Suburban  Main¬ 
tenance  Service  Corp.,  owner. 

PREMISES— Southeast  corner  of  Merrick  road  and  242nd 
street  (Block  No.  3645,  Lot  No.  19),  Rosedale, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

598-32-BZ.  „  .  ,  ,  •  t,  -d 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P. 

Francis,  owner. 

PREMISES — 1977-1991  Atlantic  avenue,  northwest  corner 
of  Saratoga  avenue  and  northeast  corner  of  Louis 
place  (Block  No.  1561,  Lot  Nos.  1  and  37),  Brook- 

APPLI CATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


2-29-BZ. 

APPLICANT — Irwin  S.  Rever,  for  Weiner  Bros.,  owners. 
PREMISES — 2111-2117  Atlantic  avenue,  northwest  corner 
of  Olive  place  (Block  No.  1569,  Lot  No.  35), 

Brooklyn.  .  .... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occu- 
pancy  of  a  building  occupied  as  a  garage  for  five 
(5)  motor  vehicles  and,  also,  for  minor  repairs 
(previously  granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and  as  a  motor 
vehicle  repair  shop  (reopened  September  13,  1932). 


705-29-BZ. 

APPLICANT— David  C.  Broderick,  for  County  Holding 
Co.,  owner. 

PREMISES— 825  East  175th  street,  northwest  corner  of 
Marmion  avenue  (Blo;k  No.  2953,  Lot  No.  48),  ihe 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (previously  denied; 
reopened  for  reconsideration  under  new  facts  De¬ 
cember  2,  1932). 

K 

301-30-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Sophie  Marcus, 
owner. 

PREMISES— Southwest  corner  of  Linden  boulevard  and 
197th  street  (Block  No.  3319,  Lot  No.  6),  St. 
Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previouslj 
dismissed  for  lack  of  prosecution;  reopened  and  re¬ 
stored  to  Calendar  November  16,  1932). 

669-28-BZ. 

APPLICANT — Bessie  Goldenberg,  present  owner. 

PREMISES— 279  East  173rd  street,  northwest  corner  o 
Monroe  avenue  (Block  No.  2792,  Lot  No.  54),  Tb 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  an 
conversion  of  occupancy  of  private  garages  to  store 
(previously  denied  under  section  7a;  reopened  fo 
reconsideration  under  section  21  November  11 
1932). 


JANUARY  17,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan< 
ards  and  appeals  of  a  public  hearing  under  the  provisioi 
of  the  building  zone  resolution,  Tuesday  morning,.  Januai 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  < 
the  following  matters : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  und 
section  21  of  the  building  zone  resol 
tion,  of  Hotchner,  Drucker,  Bleier 
Finn,  applicants,  on  behalf  of  Dowi 
Properties,  Inc.,  owner,  to  permit  in 
business  district  the  erection  and  rnai 
tenance  of  a  gasoline  service  statio 
premises  northeast  corner  of  Hillend: 
avenue  (247th  street)  and  Northe 
boulevard  (Block  No.  3976,  Lot  No.  4i 
Little  Neck,  Borough  of  Queens. 
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L.  NO.  549-32-BZ — Application,  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792,  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

L.  NO.  557-32-BZ — Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
ai  garage  for  more  than  five  (5)  motor 
vehicles ;  premises  206-208  East  12th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

L.  no.  560-32-BZ — Application,  November  9,  1932,  under 
sections  7a,  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Coral  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  the  extension  of  an  existing 
business  use ;  premises  403  East  52nd 
street  (Block  No.  1364,  Lot  No.  5) 
Manhattan. 

L.  NO.  565-32-BZ— Application,  November  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Salvator  Marinello,  applicant,  on 
behalf  of  Giuseppina  Guerra,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  an  automobile 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  1195-1203  Belmont  ave¬ 
nue,  northwest  corner  of  Conduit  ave¬ 
nue  south  (Block  No.  4241,  Lot  No.  14), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
-ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  afternoon,  January 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
l  the  following  matters : 

il.  no.  505-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Isaac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11  y&  in.  east  of 
Hemlock  street,  Brooklyn. 

iL.  no.  618-29-BZ — Application,  October  15,  1929 ;  with¬ 
drawn  April  22,  1930;  reopened  March 
31,  1931,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  McCooey  &  Con¬ 
roy,  applicants,  on  behalf  of  Trojan 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 


more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station  (with¬ 
drawal  requested  May  26,  1931 — laid 
over  for  full  vote  of  board)  ;  premises 
653-661  New  York  avenue,  northeast 
corner  of  Hawthorne  street,  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  20,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  January 
20,  1933,  at  10  o’clock,  in,  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  432-32-BZ— Application,  August  2,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  F.  &  H.  Service  Station,  applicant, 
on  behalf  of  Daleriver  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  west  side 
of  Riverdale  avenue,  85.18  ft.  north  of 
West  259th  street,  The  Bronx. 

cal.  no.  516-32-BZ — Application,  September  30,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  J.  Schefcik,  applicant,  on 
behalf  of  Julia  O,  Inc.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  dwelling 
to  a  business  use;  premises  125  East 
87th  street,  Manhattan. 

cal.  no.  526-32-BZ — Application,  October  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Barnet  Feldman,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Mace  avenue  and  White  Plains  road, 
The  Bronx. 

cal.  no.  540-30-BZ — Application,  August  7,  1930;  granted 
on  certain  conditions  January  13,  1931, 
and  the  time  in  which  to  obtain  permits 
and  complete  work  has  expired ;  re¬ 
opened  November  4,  1932,  under  section 
21  of  the  building  zone  resolution,  of 
John  J.  Dunnigan,  applicant,  on  behalf 
of  Peter  Fiore,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and 
maintenance  of  garages  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station ;  premises  south¬ 
east  corner  of  East  147th  street  and 
Southern  boulevard,  The  Bronx. 

cal.  no.  352-32-BZ — Application,  June  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Schonewald,  applicant,  on 
behalf  of  Max  Goldman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
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station;  premises  southwest  corner  of 
211th  street  and  Boston  road,  The 
Bronx. 

cai  no  473-32-BZ — Application,  September  7,  1932,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Gaetano  Quar- 
anto,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  451- 
453  East  New  York  avenue,  Brooklyn. 

cal  no  507-32-BZ — Application,  September  28,  1932,  undei 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sibley  &  Fetherston,  applicants, 
on  behalf  of  Bliss  Estates,  Inc.,  ownei , 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Roosevelt  avenue  and  50th  street, 
Woodside,  Borough  of  Queens. 

cal  no  539-32-BZ — Application,  October  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Chester  Sneath,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
east  corner  of  Hillside  avenue  and  Win¬ 
chester  boulevard,  Borough  of  Queens. 


cal  no  537-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Joseph  D.  Nunan,  Jr.,  ap¬ 
plicant,  on  behalf  of  Wim  Holding 
Corp.,  owner,  to  permit  in  a  business 
use  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
203-02  to  203-10  Linden  boulevard, 
southeast  corner  of  203rd  street,  St. 
Albans,  Borough  of  Queens. 

cal.  NO  467-32- BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue, 
Port  Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  24,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

563-32-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Agnes  Kraus, 
owner. 

PREMISES — 4556  Broadway  (Block  No.  2170,  Lot  part  of 
No.  103),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
building  occupied  as  a  motor  vehicle  repair  shop 
(brake  service  station). 

585-32-BZ.  ,  ,  _ 

APPLICANT— Emanuel  H.  Waldmann,  for  Elizabeth  Bren¬ 
nan,  owner. 

PREMISES— 148  West  73rd  street  (Block  No.  1144,  Lot 
No.  52),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 

change  of  occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  residence  to  business 
use. 

351-30-BZ.  ,  r 

APPLICANT— Frank  G.  Colgan,  substituted  for  William 
A.  Lacerenza,  for  James  Aquavella,  owner. 

PREMISES— 205-213  Rockaway  avenue  (Block  No.  1442, 
Lot  No.  8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted  by  the 
board)  into  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  con¬ 
ditions  September  23,  1932). 

I 

264-30-BZ. 

APPLICANT— John  H.  W.  Krogniann,  for  Johanna  Bosch 
present  owner. 

PREMISES— Southwest  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot  No.  14) 
St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  reconsidera 
tion  under  section  7f  November  4,  1932). 


JANUARY  24,  1933,  10  A.  M. 


JANUARY  20,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

548-32- A-Gun  Hill  road,  near  Jerome  avenue,  East  210th 
street  (Montefiore  Hospital,  Block  No.  3339, 
Lot  No.  1),  The  Bronx. 

581-32- A _ 99-111  Sutton  street  (Block  No.  2658,  Lot  No. 

26),  Brooklyn. 

586-32- A _ 250-264  West  57th  street  (Block  No.  1028,  Lo. 

No.  56),  Manhattan. 

Petition  for  Variation. 


582-32-S _ 99-111  Sutton  street  (Block  No.  2658,  Lot  No. 

26),  Brooklyn. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Tuesday  morning ,  Januar 
24,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters : 


cal.  no.  538-32-BZ — Application,  October  21,  1932,  unde 
section  21  of  the  building  zone  resolt 
tion,  of  Peter  G.  Schreiner,  applican 
on  behalf  of  Anna  Kalb,  owner,  to  pei 
mit  in  a  business  district  the  change  c 
occupancy  of  an  existing  building  to 
garage  for  more  than  five  (5)  mote 
vehicles ;  premises  southwest  corner  < 
120th  street  and  14th  road  (Block  N< 


SO 


CALENDAR 


115,  Lot  No.  5),  College  Point,  Bor¬ 
ough  of  Queens. 

al.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

•al.  no.  567-32-BZ — Application,  November  18,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  L.  S.  Posner,  applicant, 
on  behalf  of  Wayside  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  3320-3338  Broadway,  east  side. 
West  134th  to  West  135th  streets 
(Block  No.  1988,  Lot  No.  1),  Manhat¬ 
tan. 

,;al.  no.  576-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Bagge,  applicant,  on 
behalf-  of  John  C.  Hitchman,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of 
the  first  story  of  an  existing  building 
from  dwelling  to  business  use  (stores)  ; 
premises  1707-1711  University  avenue 
(Block  No.  2878,  Lot  Nos.  220  and 
222),  The  Bronx. 

cal.  no.  595-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Gerosa-Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop ;  premises 
southeast  corner  of  Webster  avenue  and 
East  182nd  street  (Block  No.  3030,  Lot 
part  of  No.  42),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman, 


FEBRUARY  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February  3, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant 
on  behalf  of  Navillus  Realty  Corp. 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and  123rd 
street,  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  531-32-BZ — -Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Roth,  applicant,  on  be¬ 
half  of  Radium  Club,  Inc.,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  part  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop  ; 
premises  650-654  Lenox  avenue,  south¬ 
east  corner  of  West  143rd  street,  Man¬ 
hattan. 

cal.  no.  510-32-BZ — Application,  September  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  G.  McConnell,  applicant, 
on  behalf  of  Sadie  Smith,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenancce  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Rockaway  boulevard  and  Van 
Wyck  boulevard,  South  Ozone  Park 
Borough  of  Queens. 

cal.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  one  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue,  The 
Bronx. 

cal.  no.  544-32-BZ — Application,  October  28,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Anthony  Giordano,  appli- 
■  cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue,  Brooklyn. 

cal.  no.  546-32-BZ — Application,  October  31,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Milton  M.  Samuels,  applicant, 
on  behalf  of  88th  Holding  Co.,  Inc. 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Williamsbridge  road  and  Lydig 
avenue,  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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board  of  standards  and  appeals 


REGULAR  MEETING 

WEDNESDAY  MORNING,  JANUARY  4,  1W. 
Present  •  Chairman  Murdock,  Commissioners  Connell,  H 
land  and  Gmlfoyle  and  held  on 

The  minutes  of  the  special  ““2  .,he  minutes  of  the 
Friday  mor rung,  Decern  e  lb  pnday  afternoon,  De- 

special  meeting  of  the  board  hew on  3  tmg  Gf  the 

cember  lb,  1938 ;  the  minutes  of  and  the 

board  held  on  I  uesday  mornn  g,  board  held  on  Tuesday 

aterSnt  December3^ '“lli  were  approved  as  printed  u, 
Bulletin  No.  52,  Vol.  XVII. 

BUILDING  ZONE  CASES. 

APPLICANT— William  F.  Regan,  for  NaviUus  Realty 
rTR]n rr  ^  a oohcation  (re  decision  of  the  superintendent 

ough  of  Queens. 

APPEARANCES— ^t  =  wiUiam  Regau,  Isidor  Cohen  and 
John  Sebald.  iohn  j.  Lenihan,  John 

FOTC0h?Srnn;  v£  r'VLca  J  William 

Mrs.  William  A.  Simpson  and  Mrs.  M.  ween 

of  the  board. 


Roth,  for  Radium  Club,  Inc., 


531-32-BZ. 

APPLICANT— Samuel 
subj 

resolution,  to  permit  in  a  business  district  the  ctiange 
of  occupancy  of  part  of  an  existing  building  to  a 

PREMI SE^AFFECTED— 650-654  Lenox  avenue,  southeast 
corner  of  West  143rd  street,  Manhattan. 

appearances— 

For  Applicant:  Samuel  Roth. 

For  Opposition:  Arthur  H.  Prmtz. 

APTTON  OF  BOARD— Laid  over  to  February  3,  1933,  at 
ACTI°  10  a  in!,  for  inspection  and  report  by  a  committee 
of  the  board. 


G.  McConnell,  for  Sadie  Smith, 


510-32-BZ. 

APPLICANT— David 
qt TRT F TT— Anolication  (re  decision  of  the  superintendent 

SUBJECT  b  Arohcuh  Jer  21  of  the  buikhng  rone 

resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  station 
DDitVT^FS  AFFFCTED— Northwest  corner  of  Rockaway 
PREM  boulevard  and  Van  Wyck  boulevard,  South  Ozone 
Park,  Borough  of  Queens. 

AppEARANCES-nt;  David  G  McConneu  and  Joseph  P. 

For  Opposition:  Samuel  Seid  and  C.  Harry  Levy. 
ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  «*t 
ACljo ^  m„  for  inspection  and  report  by  a  committee 

hoard. 


533-32-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Carl  E.  Anderson 
and  Johanna  Anderson,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  Gordon  D.  McDougall,  Isidor  Sodo- 
wich,  John  J.  Munholland,  William  Martin. 
Alvin  Summers  and  Frank  Porzo. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


544-32-BZ. 

APPLICANT— Anthony  Giordano,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED- — 515-519  Brooklyn  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Nathan  R.  Sobel. 

For  Opposition:  John  Gold  and  Thomas  Long. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


540-32-BZ. 

APPLICANT — Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Williams- 
bridge  road  and  Lydig  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harry  Berger. 

For  Opposition:  Norman  Siegel. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


53-31-BZ. 

APPLICANT — Isaac  T.  Flatto,  owner. 

SUBJECT — Application  for  reopening — modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  garages 
for  the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3001-3019  Tibbett  avenue  and 
301-331  West  230th  street,  northwest  corner,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Isaac  T.  Flatto. 

ACTION  OF  BOARD — Application  reopened,  subject  tc 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock.  Commissioners 
Connell  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  • 

Negative  .  1 

Absent:  Commissioner  Holland . 
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330-28-BZ. 

APPLICANT — Henry  M.  Bellinger,  substituted  for  Edward 
P.  Doyle,  for  New  York  Title  &  Mortgage  Co., 
mortgagee,  for  Golran  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification— re  Ap¬ 
plication  (decisions  of  the  tenement  house  commis¬ 
sioner  and  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  and  maintenance 
of  a  tenement  house  with  stores  on  the  first  story. 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Finis  E.  Montgomery. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  C 


230-32-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner;  request  for  reopening  made  by  Kadel,  Van 
Kirk  &  Trencher,  attorneys,  for  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),,  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  the  extension  from  a  busi¬ 
ness  district  into  a  residence  district  of  a  business 
use  (stores). 

PREMISES  AFFECTED— Southwest  corner  of  East  Burn¬ 
side  avenue  and  Walton  avenue  (Block  No.  2829, 
Lot  Nos.  45  to  53,  inclusive),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Harold  L.  Leddy. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  C 


472-32-BZ. 

APPLICANT — Bernard  Greenwald,  for  Walter  J.  M.  Dono¬ 
van,  owner ;  request  for  reopening  made  by  Louis 
Susman,  attorney,  for  applicant. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1223  Cromwell  avenue,  north¬ 
west  corner  of  Jerome  avenue  (Block  No.  2871,  Lot 
Nos.  2  and  53),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  E.  O’Donnell. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  C 


478-23-BZ. 

APPLICANT — Gray  &  Tomlin,  for  Kings  County  Buick, 
Inc.,  lessee  (Koch  &  Wagner  requesting  with¬ 
drawal). 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  to  permit  in  a  business  district  the 


erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1039-1057  Franklin  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  by 
written  request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  c 


383-31-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Louis  Ernano, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 3240  Eastchester  road  and  1500 
Givan  avenue,  southeast  corner,  The  Bronx 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  by  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  0 

Absent  .  c 


653-29-BZ. 

APPLICANT— David  L.  Blick,  for  Jack  J.  Falk,  owner. 

SUBJECT — Application  for  reopening — extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 6401-6411  Fort  Hamilton  ave¬ 
nue  and  956-972  64th  street,  southeast  corner  (Block 
No.  5743,  Lot  Nos.  45,  48  and  50)  Brooklyn 

APPEARANCES— 


For  Applicant:  David  L.  Blick. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  c 

Absent  .  f 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  q 

Absent  .  (■ 

THE  RESOLUTION— 


(653-29-BZ) 

Whereas,  this  application  affecting  premises  6401-6411 
Fort  Hamilton  avenue  and  956-972  64th  street,  Borough  of 
Brooklyn,  was  granted  by  the  board  at  its  meeting  March 
18,  1929,  on  certain  conditions,  time  extended  March  23, 
1932,  and  applicant  requests  a  further  extension  of  time. 

Resolved,  that  the  time  limit  within  which  to  obtain  permits 
be  extended  to  September  23,  1933,  and  to  complete  work 
be  extended  to  December  23,  1933,  the  resolution  to  be 
complied  with  in  all  other  respects. 


55-31-BZ. 

APPLICANT — David  L.  Blick,  for  Jack  J.  Falk,  owner. 
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SUBJECT— Application  for  reopening— extension  of  time 

re  Application  (decision  of  the  superintendent  of 


buildings‘)7 under”  section  21  of  the  buildmg .  zone 

,tinn  to  oermit  in  a  business  district  the  altera 


resolution,  to  permit 


tion  of  a  garage  for  the  storage  of  more  than  five 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(524-31-BZ) 


(T  motor  vehicles  ( a  garage  previously  granted  by 
the  board)  so  as  to  include  a  gasoline  service  statioi . 

PRTTMTSFS  EFFECTED— 6401-6411  Fort  Hamilton  avenue 
PREMISaM  956 -rn  64th  street,  southeast  corner  (Block  No, 

5743,  Lot  Nos.  45,  48  and  50),  Brooklyn. 

APPEARANCES—  David  l  Blick 

a  rTTnN°n/p.OARD Application  reopened  and  time  ex-  Borough  of  The  Bronx,  was  granted  by  the  board  at  its 

ACIIONJM  -  meeting  January  26,  1932,  on  certain  conditions,  and  appli¬ 

cant  requests  an  extension  of  time. 


Whereas,  this  application  affecting  premises  2332-2340 
Grand  concourse,  2331-2345  Ryer  avenue  and  244  Field  place, 


tended. 

true  VOTE  TO  REOPEN —  _  .  . 

Affirmative-  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant  _ 

Chief  Kidney .  p 

Negative . .  f 

VOTEntTO  '  EXTEND'  TIME^'  "  .  . 

Affirmative :  Chairman  Murdock  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant  ^ 

Chief  Kidney .  q 

Negative .  c 

Absent  . 


Resolved,  that  the  time  limit  within  which  to  obtain  per¬ 
mits  be  extended  to  July  26,  1933,  and  to  complete  work  be 
extended  to  December  26,  1933,  the  resolution  to  be  complied 
with  in  all  other  respects. 


THE 


THE  RESOLUTION— 


(55-31-BZ) 


6401-6411 


Whfrfas  this  application  affecting  premises 
Fort  Hamfl’ton  avenue  and  956-972  64th  street  Borough  of 
Brooklyn,  was  granted  by  the  board  at  >‘s  ^ 

1931  on  certain  conditions,  time  extended  June  23,  1932,  an 
nnnli’rant  reauests  a  further  extension  of  time.  . 

Resolved,  that  the  time  limit  within  which  to  obtain  per¬ 
mits  be  extended  to  September  23,  1933,  and  to  complete 
work  be  extended  to  December  23,  1933,  the  resolution  to 
be  complied  with  in  all  other  respects. 


Remsen  avenue, 
(Block  No.  8041, 


APPLICANT— J.  Nelson  Cooper,  for  President  &  Fellows 
of  Harvard  College,  owner.  . 

SUBJECT — Application  for  reopening  extension  °'  tmi 

re  Application  (decision  of  the  superintendent  o 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  for  retail 


548-30-BZ. 

APPLICANT— Conroy  &  Hardy,  formerly  known  as  Mc- 
Cooey  &  Conroy,  for  Maurer  &  Kern,  Inc.,  owner. 

SUBJECT— Application  for  reopening— extension  of  time— 

•  '  re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  auto  laundry,  grease  pits 
and  a  gasoline  service  station. 

PREMISES  AFFECTED— 1344-1372^ 
northwest  corner  of  Avenue  K 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  c 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  ® 

Absent  .  c 


store  purposes.  ,  ' 

PREMISES  AFFECTED  2332-2340  Grand  Whereas,  this  application  affecting  premises  1344-1372 

boulevard,  2331-234a  Ryer  avenue  _  Remsen  avenue,  northwest  corner  of  Avenue  K,  Borough  of 

place  J.  Block  No.  3159,  Lot  Nos.  13,  14,  15,  u  a  BrookiyI1)  was  granted  by  the  board  at  its  meeting  January 
ataa  tv  ^  1931j  on  certain  conditions,  and  applicant  requests  and  ex¬ 

tension  of  time. 


THE  RESOLUTION— 

(548-30-BZ) 


23),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Petrucelli. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  ® 


Resolved,  that  the  time  limit  within  which  to  obtain  permits 
be  extended  to  July  2,  1933,  and  to  complete  work  be  extended 
to  December  2,  1933,  the  resolution  to  be  complied  with  in 
all  other  respects. 


Adjourned  1.50  p.  m. 


Negative .  r 

Absent  . 


William  J.  O’Gorman,  Secretary. 


notice 


scheduled  for  Wednesday,  January  4,  1933  at  3  p.  m.t  was  adjourned  to  Fri¬ 
day  anuary  0,  1933,  at  10  a.  nr.  All  parties  in  interest  were  duly  not, tied. 
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MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  December  2,  1932,  as  they  appeared  in  Bulletin 
No.  50,  Vol.  XVII,  are  hereby  corrected  to  read  as  follows: 

856-28-BZ. 

APPLICANT — Seelig  &  Finkelstein,  Inc.,  for  James  A. 

Palmer,  for  Paul  Werblin,  owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  November  18,  1932. 
PREMISES  AFFECTED — 1608-1620  Avenue  P  and  1602- 
1616  East  17th  street,  southwest  corner,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  Finkelstein. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative .  0 

Absent  .  C 


*  Correction — Words  “Seelig  &  Finkelstein,  Inc.,”  added 
before  name  of  applicant  in  line  1  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  December  20,  1932,  as  they  appeared 
in  Bulletin  No.  52,  Vol.  XVII,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION— 

(461-32-SA) 

Whereas,  Malleable  Iron  Fittings  Co.,  owner,  filed, 
August  23,  1932,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Branford 
Oil  Burner,  Model  “A”;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  December  16,  1932,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Branford  Oil 
Burner,  Model  “A”,  for  use  with  domestic  installations  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 


*  Correction — Name  “Brand ford”  changed  to  “Branford”  in 
lines  3  and  10  of  resolution. 


ANNUAL  REPORT 


City  of  New  York 


Board  of  Standards  and  Appeals 

HARRIS  H.  MURDOCK,  Chairman 


MUNICIPAL  BUILDING 


Hon.  John  P.  O'Brien, 

Mayor,  The  City  of  New  York, 
City  Hall,  New  York  City. 


January  10,  1933. 


Dear  Sir: —  w 

I  have  the  honor  to  submiti  to  you  an  annual  report  of  the  Board  of  Standards  and  Appeals  for  the  year  1932. 
This  report  is  being  submitted  to  you  in  accordance  with  the  provisions  of  the  Charter,  Section  1544,  and  will  also 
be  printed  in  the  Bulletin  of  the  Board. 

The  number  of  cases  disposed  of  during  this  last  calendar  year  is  approximately  the  same  as  for  the  three  years 
previous,  while  the  cases  pending  at  the  end  of  the  year  are  slightly  below  the  average  of  the  three  previous  years. 

It  has  been  the  practice  of  the  Board  in  practically  all  cases,  particularly  involving  a  modification  of  the  zoning 
resolution,  for  a  Committee  of  the  Board  to  make  an  inspection  of  the  property,  and  during  the  year  one  hundred  and 
eighty  such  inspections  were  made.  During  these  inspections  careful  consideration  is  given  to  the  surrounding  neighbor¬ 
hood  and  note  is  made  of  the  non-conforming  uses  and  all  other  factors  that  need  to  be  taken  into  consideration.  It  is 
vital  for  the  public  and  for  the  property  owners  affected  that  the  Board  should  have  the  most  complete  knowledge 
and  information  before  rendering  a  decision. 

During  the  year,  rules  that  have  been  adopted  by  the  Board  from  time  to  time  have  been  amended  in  order  to 
keep  pace  with  the  requirements  and  safety  of  the  public  and  new  rules  governing  paint  spraying  have  been  adopted. 

The  adoption  by  the  Board  of  a  new  Certificate  of  Occupancy  is  of  outstanding  importance.  Formerly  each  Bor¬ 
ough  adopted  its  own  form,  without  regard  to  the  forms  used  by  the  other  Boroughs,  and  consequently  there  has  been  no 
uniformity.  The  new  certificate  will  be  uniformly  used  by  all  Boroughs.  The  new  form  has  been  materially  simplified 
and  made  to  conform  with  the  requirements  of  law  (including  endorsement  by  the  Fire  Department  for  fire-fighting 
equipment)  so  as  to  give  property  owners  the  fullest  possible  protection  and  assurance  that  a  certificate  of  occupancy 
issued  by  the  Superintendent  of  Buildings  may  be  relied  upon  that  the  building  conforms  in  all  respects  to  the  provisions 
of  law. 

The  statistical  report  follows : 
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ANNUAL  REPORT 


CASES  FILED  AND  PENDING,  1932 


FILED  1932 

A 

BZ 

S 

JANUARY  . 

, .  25 

14 

6 

Restored  . 

1 

6 

0 

FEBRUARY  . 

..  25 

14 

12 

Restored  . 

0 

8 

2 

MARCH  . 

. .  37 

16 

9 

Restored  . 

3 

9 

4 

APRIL  . 

..  29 

17 

9 

Restored  . . 

1 

4 

2 

MAY  . 

26 

29 

14 

Restored  . 

..  3 

4 

2 

JUNE  . 

. .  34 

30 

8 

Restored  . 

2 

8 

1 

JULY  . 

, .  23 

11 

5 

Restored  . 

0 

8 

2 

AUGUST  . 

.  16 

11 

7 

Restored  . 

.  0 

0 

0 

SEPTEMBER  . 

.  15 

18 

5 

Restored  . 

1 

6 

2 

OCTOBER  . 

4 

17 

6 

Restored  . 

1 

6 

2 

NOVEMBER  . 

. .  17 

15 

4 

Restored  . 

0 

14 

0 

DECEMBER  . 

.  .  16 

14 

7 

Restored  . 

0 

6 

0 

TOTAL  . 

. .  279 

285 

109 

PENDING 


Dec.  31,  1931.. 

..  147 

95 

31 

GRAND  TOTAL  . . 

, ..  426 

380 

140 

SA 

SR 

MX 

TX 

GR.TX 

2 

1 

42 

90 

0 

0 

0 

7 

97 

3 

0 

42 

96 

•  • 

0 

2 

0 

12 

108 

2 

1 

60 

125 

#  • 

0 

0 

0 

16 

141 

7 

0 

51 

113 

•  a 

0 

0 

0 

7 

120 

5 

0 

42 

116 

0 

0 

0 

9 

125 

10 

0 

56 

138 

,  , 

1 

0 

0 

12 

150 

5 

0 

56 

100 

2 

0 

0 

12 

112 

5 

0 

0 

39 

#  # 

0 

0 

0 

0 

39 

9 

1 

54 

102 

#  # 

0 

0 

0 

9 

111 

3 

0 

37 

67 

2 

0 

0 

11 

78 

5 

0 

58 

99 

1 

1 

0 

16 

115 

.7 

0 

26 

70 

0 

0 

0 

6 

76 

69 

6 

524 

1272 

1272 

67 

4 

0 

344 

344 

136 

10 

524 

1616 

1616 

DISPOSITION 


1932 

JANUARY  . 

..  33 

31 

11 

4 

3 

42 

124 

•  • 

FEBRUARY  . 

. .  23 

16 

16 

4 

0 

42 

101 

MARCH  . 

. .  25 

27 

18 

8 

1 

60 

139 

364 

APRIL  . 

. .  77 

34 

8 

8 

0 

51 

178 

*  # 

MAY  . 

..  29 

22 

8 

4 

1 

42 

106 

JUNE  . 

. .  34 

32 

12 

7 

2 

56 

143 

427 

JULY  . 

. .  30 

28 

15 

13 

1 

56 

143 

,  . 

AUGUST  . 

..  0 

0 

0 

0 

0 

0 

0 

.  . 

SEPTEMBER  .... 

. .  19 

19 

8 

4 

0 

54 

104 

247 

OCTOBER  . 

. .  32 

18 

19 

3 

0 

37 

109 

NOVEMBER  .... 

. .  25 

35 

9 

11 

0 

58 

138 

DECEMBER  . 

. .  13 

20 

4 

7 

0 

26 

70 

317 

TOTAL  . 

..  340 

282 

128 

73 

8 

524 

1355 

1355 

PENDING 

Dec.  31,  1932.. 

..  86 

98 

12 

63 

2 

0 

261 

261 

Code:  A— Appeals  from  Administrative  Orders.  BZ— Applications  under  Building  Zone  Resolution.  S— Petitions  for  Variations  of 

Labor  Law.  SA—  Petitions  for  Approval  of  Appliances.  SR— Petitions  for  Adoption  of  Rules.  M’L—  Miscellaneous  Docket. 
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ANNUAL  REPORT 


SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1931 .  344 

Cases  filed  up  to  December  31,  1932 .  631 

Restored  to  Calendar .  117 

Miscellaneous  Applications. 

Requests  to  reopen .  323 

Requests  to  amend .  12 

Requests  for  modification .  93 

Requests  to  rescind .  10 

Requests  for  extension  of  time .  59 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  14 

Administrative  requests  .  0 

Requests  for  interpretation .  7 

Total  .  1616 

Disposed  of  .  1355 

Cases  pending  December  31,  1932 .  261 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 


Appliances  dismissed,  disapproved  or  withdrawn .  18 

Rules  approved .  6 

Rules  disapproved,  rescinded  or  withdrawn .  2 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  285 

Requests  to  reopen  denied .  20 

Requests  to  amend  granted .  10 

Requests  to  amend  denied .  2 

Requests  for  modification  granted .  90 

Requests  for  modification  denied .  3 

Requests  to  rescind  granted .  10 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  59 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  14 

Plans  disapproved  .  q 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  6 

Requests  withdrawn  or  dismissed .  19 


Total  .  1355 


MONEYS  RECEIVED 


SUBSCRIPTIONS  OCT.  NOV.  DEC.  TOTAL  1st  QUAR.  2nd  QUAR.  3rd  QUAR.  GR.  T’L. 

To  Bulletin  .  $  72.50  $  75.00  $40.00  $187.50  $270.00  $262.50  $117.50  $  837.50 

Cash  Sales  .  30.55  29.10  39.02  98.67  76.40  63.00  51.50  289.57 


Paid  to  Chamberlain -  $103.05  $104.10  $79.02  $286.17  $346.40  $325.50  $169.00  $1,127.07 


REVIEW  FROM  1916 


Year 

Cases 

Restored 
&  M’l 

Total 
to  Dis- 

Pending 

Previous 

With- 

Dis- 

Cases 

Disposed  of 
Granted 

as  Follows 
M’l 

Total 

Pending 

Filed 

Actions 

pose  of 

Year 

drawn 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31st 

1916 

502 

32 

534 

0 

39 

64 

59 

204 

32 

398 

136 

1917 

2620 

35 

2655 

136 

291 

154 

241 

838 

35 

1559 

1232 

1918 

1734 

160 

1894 

1232 

803 

666 

418 

1009 

160 

3056 

70 

1919 

1005 

73 

1078 

70 

105 

47 

271 

'594 

41 

1058 

90 

1920 

793 

114 

907 

90 

84 

100 

233 

457 

33 

907 

90 

1921 

1720 

176 

1896 

90 

102 

296 

337 

827 

35 

1597 

389 

1922 

1'57 5- 

405 

1980 

389 

171 

195 

262 

1025 

281 

1934 

435 

1923 

1562 

308 

1870 

435 

149 

189 

193 

928 

219 

1678 

627 

1924 

1540 

415 

1955 

627 

173 

194 

290 

1003 

324 

1984 

598 

1925 

1350 

335 

1685 

598 

140 

129 

203 

793 

275 

1540 

743 

1926 

1147 

403 

1550 

743 

193 

8'5> 

289 

864 

403 

1834 

459 

1927 

1357 

575 

1932 

459 

168 

137 

261 

679 

477 

1722 

669 

1928 

988 

467 

1455 

669 

230 

107 

312 

585 

384 

1618 

506 

1929 

765 

508 

1273 

506 

177 

62 

190 

'518 

440 

1387 

392 

1930 

760 

523 

1283 

392 

175 

38 

215 

379 

451 

1258 

417 

1931 

623 

645 

1268 

417 

103 

44 

184 

471 

539 

1341 

344 

1932 

631 

641 

1272 

344 

158 

22 

159 

492 

524 

1355 

261 

Total  20672 

5815 

26487 

7197 

3261 

2529 

4117 

11666 

4653 

26226 

7458 

WILLIAM  J.  O’GORMAN,  Secretary.  HARRIS  H.  MURDOCK,  Chairman. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  fla me, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 

and  weather  conditions.  .... 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  pf  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (ft)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2 ft)  inches  of  l:2ft:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  04)  of  one  (1)  Per 

cent  of  steel  mesh.  ,  „  „  , 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 

1917.)  ,  .  ,  „  • 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 

ihg  stations:  .  .  , 

(a)  One-half  0/4)  inch  plaster  boards,,  or  three- 

eighths  04)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
'he  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers;  . 

(b)  Two  thicknesses  of  one-quarter  (ft)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 
nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (14)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (ft)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  v  1 6)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  ($4)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (ft)  inch  wood  sheathing, 
one-half  (ft)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 


lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (ft)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (ft)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 

to  a  heisht  of  five  (5)  feet. 

(d)  Two  bv  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
26  U.  S.  gauge  metal: 

(e)  Existing  wood  stud,  lath  and  plaster  partition* 
covered  on  the  earaee  c'de  with  No.  26  U.  S.  eauge 
rUoot  mppl  with  cme  inch  laoned  seams. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
201-32-A — 469  West  140th  street,  Manhattan. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
115-22-SA — S.  &  K.  Mechanical  Fuel  Oil  Burning  Equip¬ 
ment,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-S A — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2}4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


359-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA— Lunkenheimer  2J4-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  2^4-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

396-31-SA — Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  No.  37-A  and  No.  37-D,  approval  of. 
534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — ‘Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

396-32-SA — Viking  Oil  Burner,  approval  of. 

400-32-SA — Superfex  Oil-Burner  Warm-Air  Furnace 

Model,  approval  of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

485-32-SA — Bethlehem  Steam  Atomizing  Fuel  Oil  Burner, 
approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

518-32-SA — KeWaNee  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32-SA— Evenheet  Oil  Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

570-32-SA — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
9,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
duction  shall  not  be  prohibited  when  used  in  accordance 
/ith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
pecifications  for  this  material  which  have  been  adopted 
y  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
sed  shall  conform  with  the  following  table,  all  weights 
iven  being  the  amount  of  lime  which  may  be  incorporated 
ir  each  ninety-five  pound  bag  of  Portland  cement : 


1-1 H-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


docket. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  January  4,  1933 .  2 

Restored  to  Calendar . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification .  0 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  4 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  0 

Administrative  requests  .  0 

Requests  for  interpretation.. .  0 

Total  .  278 

Disposed  of .  44 

Cases  pending  January  4,  1933 .  264 


DISPOSITION  OF  CASES. 

Withdrawn . 4 

Dismissed  .  ; 

Denied .  : 

Granted  .  ® 

Granted  on  condition .  0 

Appliances  approved  . .. .  0 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  .  0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  6 

Requests  to  reopen  denied .  0 

Requests  to  amend  granted .  0 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  0 

Requests  for  modification  denied .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  4 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  0 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  .  0 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  C 

Requests  withdrawn  or  dismissed .  3 

Total  .  14 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  .  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth ,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($’2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 


My  Subscription  is  to  begin  with  the  issue  for. 
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This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Special  Meeting,  January  6,  1933,  10 

A.  M. 

Minutes  of  Regular  Meeting,  January  10,  1933,  10 
A.  M. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

CaHCnf  p]eeKng®  f  Published  in  this  Bulletin. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan”1155  hC’d  “  R°0m  1013’  MuniciPal  Building 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrtii  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

PerS?n-  desiring  ,t0  consult  the  chairman  or  the  en 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seei 
only  between  the  hours  of  ten  in  the  morning  and  one  ii 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  th. 
Building  Zone  Resolution,  and  its  object  is  to  give  inter 

and' lillT %°7ers  °pportunity  t0  hie  objections,  if  any 
and  wil  be  called  in  Room  1013, Tuesday,  January  17,  1933 

definite  day!  ra"  each  case  is  set  for  bearing  on  , 

The  next  subsequent  Call  of  the  Calendar  will  be  or 

Tuesday,  January  24,  1933,  at  2  o’clock. 

I  he  Clerk’s  Calendar  is  not  to  be  confused  with  the 
on  Cfixed  days.aSeS  ^  haV®  beCn  definitely  set  for  hearing 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  n 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  m- 
fen  .to  s.eek  jelief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction® 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


Cal.  No. 
11-33-BZ 


10-33-SA. 


9-33-A. 


8-33-BZ 


7-33-S . 


DOCKET. 

Nezv  Cases  Filed  up  to  January  11,  1933. 

Department.  Premises  Affected. 

...B.B.R _ 2485  Hylan  blvd.  (Block  3649, 

Lot  1),  New  Dorp,  Rich., 

N.  B.  851-32 

...F.D . S  &  K  Wide  Range  Fuel  Oil 

Burner,  Appliance 

.  F.D . 220-222  Broadway  (Block  89,  Lot 

14) ,  Man.,  F-98430 

...B.B.Q _ 184-39  Jamaica  ave.  (Block  971, . 

Lot  38),  Hollis,  Q., 

N.  B.  3084-32 

..B.B.Q _ 96-11  44th  ave.  (Block  850,  Lot 


50) ,  Corona,  Q., 


_  Alt.  8825-32 

6-33-BZ . B.B.Q _ 62-59  Dry  Harbor  rd.  (Block 

2969,  Lot  40),  Nassau  Heights, 

_  Q„  N.  B.  3104-32 

.jB.B.Bx. .  .3800-3808  Boston  rd.  (Block 
5257,  Lot  1),  Bx., 

N.  B.  580-32 


5-33-BZ . 


4.33.  A . F.D . 120  4th  ave.  (Block  564,  Lots 

52,  53  &  54),  Man., 

_  L.  C.  75492 

3.33. A . B.B.B _ 7101-7111  Shore  rd.  (Block  5887, 

Lot  6),  Bklyn., 

_ _  Applic.  5762-32 

Restored  to  Calendar. 

493-32-BZ . B.B.M _ 999-1015  Columbus  ave.  (Block 

1845,  Lot  3),  Man., 

_  Alt.  867-32 

223-31-BZ . B.B.Bx. .  .Northeast  corner  of  Tremont 

ave.  &  Baisley  ave.  (Block 
5333,  Lot  1),  Bx., 

_  N.  B.  345-31 


32-31-SA . F.D . Ray-Dio  Sunshine  Oil  Burner, 

_ _  Appliance 


CODE 

pQ . Fire  Department 

H.D...  .V. . . Health  Department 

B  B  B . . Bureau  of  Buildings,  Brooklyn 

B.B.M . . . Bureau  of  Buildings,  Manhattan 

B  B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B^B.Bx . Bureau  of  Buildings,  Bronx 

T  h.D . Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin 


Certificate  of  Occupancy,  approved  Aug. 

forms  . 

Concrete  Flat  Slabs,  Rules . Jan. 

Concrete  Rules  (Hydrated  Lime)..  Jan. 

Elevator  Rules  . . . . . June 

Exit  Rules  (Revolving  Doors) ....  Oct. 

Factory  Exit  Rules . Jan. 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules .  Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Jan. 


2,  1932— Vol.  17  No.  31 

3,  1933— Vol.  18  No.  1 
10,  1933— Vol.  18  No.  2 
14,  1932— Vol.  17  No.  24 
18,  1932— Vol.  17  No.  42 

3,  1933— Vol.  18  No.  1 
27,  1932— Vol.  17  No.  52 
20,  1932— Vol.  17  No.  51 

10,  1933— Vol.  18  No.  2 


Fireproof  Wood,  Testing  of . Jan. 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . Jan. 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  .  June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec. 

Plumbing  Rules  .  Nov. 

Procedure,  Rules  of .  July 

Refrigerating  Systems,  Extract  C.  O.  Dec. 
Smoking  in  Factories,  Rules  for...  Jan. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules .  Nov. 

Structural  Alterations,  Reporting ..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Apr. 


3,  1933— Vol.  18  No.  1 

21,  1919 — Vol.  4  No.  3 
3.  1933— Vol.  18  No.  1 

7,  1925— Vol.  10  No.  14 
5,  192S— Vol.  13  No.  23 

13,  1932— Vol.  17  No.  5C 

8,  1932— Vol.  17  No.  4c 

5,  1932— Vol.  17  No.  21 
20,  1932— Vol.  17  No.  51 

3,  1933— Vol.  18  No.  1 

6,  1932— Vol.  17  No.  4f 

22,  1932— Vol.  17  No.  41 

7,  1932— Vol.  17  No.  2! 

10,  1923— Vol.  8  No.  li 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  17,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

575-32-BZ.  ,  . 

APPLICANT— Wood  &  Marshall,  for  Suburban  Main 
tenance  Service  Corp.,  owner.  I 

PREMISES— Southeast  corner  of  Merrick  road  and  242m 
street  (Block  No.  3645,  Lot  No.  19),  Rosedak 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
tenance  of  a  gasoline  service  station. 


598-32-BZ.  t  .  ,  _ 

APPLICANT— Ferdinand  Savignano,  for  Jeremiah  I 
Francis,  owner. 

PREMISES— 1977-1991  Atlantic  avenue,  northwest  corne 
of  Saratoga  avenue  and  northeast  corner  of  Loui 
place  (Block  No.  1561,  Lot  Nos.  1  and  37),  Brool 
lyn. 

APPLICATION,  under  section  21  of  the  building  zor 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mair 


tpiiatirc  of  a  p-asnline  service  station. 


2-29-BZ. 

APPLICANT— Irwin  S.  Rever,  for  Weiner  Bros.,  owner 

PREMISES— 2111-2117  Atlantic  avenue,  northwest  corn* 
of  Olive  place  (Block  No.  1569,  Lot  No.  35 
Brooklvn. 

APPLICATION,  under  section  21  of  the  building  zoi 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occi 
pancy  of  a  building  occupied  as  a  garage  for  fr 
(5)  motor  vehicles  and,  also,  for  minor  repai 
(previously  granted  by  the  board)  to  a  garage  f 
more  than  five  (5)  motor  vehicles  and  as  a  mot 
vehicle  repair  shop  (reopened  September  13,  1932 


705-29-BZ. 

APPLICANT— David  C.  Broderick,  for  County  Holdii 
Co.,  owner. 

PREMISES— 825  East  175th  street,  northwest  corner 
Marmion  avenue  (Blo:k  No.  2953,  Lot  No.  48),  T 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  ma; 

tenance  of  a  business  building  (previously  denie 
reopened  for  reconsideration  under  new  facts  I 
cember  2,  1932) . 

301-30-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Sophie  Marc 
owner.  '1 

PREMISES — Southwest  corner  of  Linden  boulevard  ; 
197th  street  (Block  No.  3319,  Lot  No.  6), 
Albans,  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
dismissed  for  lack  of  prosecution;  reopened  and  re¬ 
stored  to  Calendar  November  16,  1932). 

669-28-BZ. 

APPLICANT — Bessie  Goldenberg,  present  owner. 

PREMISES — 279  East  173rd  street,  northwest  corner  of 
Monroe  avenue  (Block  No.  2792,  Lot  No.  54),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
conversion  of  occupancy  of  private  garages  to  stores 
(previously  denied  under  section  7a;  reopened  for 
reconsideration  under  section  21  November  15 
1932). 


JANUARY  17,  1933,  10  A.  M. 

Building  Z one  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48) 
Little  Neck,  Borough  of  Queens. 

cal.  no.  549-32-BZ— Application,  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station ;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792,  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  557-32-BZ — Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  206-208  East  12th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

cal.  no.  560-32-BZ — Application,  November  9,  1932,  under 
sections  7a,  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Cor  1  Realty 
Corp.,  owner,  to  permit  in  l.  residence 
district  the  extension  of  an  existing 
business  use;  premises  403  East  52nd 
street  (Block  No.  1364,  Lot  No.  5) 
Manhattan. 


cal.  no.  565-32-BZ — Application,  November  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Salvator  Marinello,  applicant,  on 
behalf  of  Giuseppina  Guerra,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  automobile 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  1195-1203  Belmont  ave¬ 
nue,  northwest  corner  of  Conduit  ave¬ 
nue  south  (Block  No.  4241,  Lot  No.  14), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  January 
17,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  505-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Isaac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11^  in.  east  of 
Hemlock  street,  Brooklyn. 

cal.  no.  018-29-BZ — Application,  October  15,  1929;  with¬ 
drawn  April  22,  1930;  reopened  March 
31,  1931,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  McCooey  &  Con¬ 
roy,  applicants,  on  behalf  of  Trojan 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station  (with- 
.  drawal  requested  May  26,  1931 — laid 
over  for  full  vote  of  board)  ;  premises 
653-661  New  York  avenue,  northeast 
corner  of  Hawthorne  street,  Brooklyn. 

cal.  no.  186-28-BZ — Application,  February  29,  1928;  denied 
July  24,  1928 ;  reopened  for  reconsidera¬ 
tion  under  new  facts  October  21,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Kenlon-Michels  Engineer¬ 
ing  &  Contracting  Co.,  Inc.,  applicant, 
on  behalf  of  Josephine  F.  Burghard, 
present  owner  (Amsterdam-167th  Corp. 
lessee — long-term  lease  of  thirty-one 
years),  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  462-470 
West  167th  street  and  2165  Amsterdam 
avenue,  southeast  corner,  Manhattan. 
HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  20,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Friday  morning,  January 
20,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  432-32-BZ— Application,  August  2,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  F.  &  H.  Service  Station,  applicant, 
on  behalf  of  Daleriver  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  west  side 
of  Riverdale  avenue,  85.18  ft.  north  of 
West  259th  street,  The  Bronx. 

cal  no.  516-32-BZ — Application,  September  30,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  J.  Schefcik,  applicant,  on 
behalf  of  Julia  O,  Inc.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  dwelling 
to  a  business  use;  premises  125  East 
87th  street,  Manhattan. 

cal  no.  526-32-BZ — Application,  October  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  J.  Dunnigan,  applicant,  on 
behalf  of  Barnet  Feldman,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Mace  avenue  and  White  Plains  road, 
The  Bronx. 


ner  of  Roosevelt  avenue  and  50th  street, 
Woodside,  Borough  of  Queens. 

cal.  no.  539-32-BZ — Application,  October  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Chester  Sneath,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
east  corner  of  Hillside  avenue  and  Win¬ 
chester  boulevard,  Borough  of  Queens. 

cal.  no.  537-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Joseph  D.  Nunan,  Jr.,  ap¬ 
plicant,  on  behalf  of  Wim  Holding 
Corp.,  owner,  to  permit  in  a  business 
use  district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
203-02  to  203-10  Linden  boulevard, 
southeast  corner  of  203rd  street,  St. 
Albans,  Borough  of  Queens. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
.  avenue,  400  ft.  east  of  Richmond  avenue, 
Port  Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


CAL.  NO.  540-30-BZ— Application,  August  7,  1930;  granted 
on  certain  conditions  January  13,  1931, 
and  the  time  in  which  to  obtain  permits 
and  complete  work  has  expired ;  re¬ 
opened  November  4,  1932,  under  section 
21  of  the  building  zone  resolution,  of 
John  J.  Dunnigan,  applicant,  on  behalf 
of  Peter  Fiore,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and 
maintenance  of  garages  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station;  premises  south¬ 
east  corner  of  East  147th  street  and 
Southern  boulevard,  The  Bronx. 

cal.  no.  352-32-BZ — Application,  June  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  George  A.  Schonewald,  applicant,  on 
behalf  of  Max  Goldman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southwest  corner  of 
211th  street  and  Boston  road,  The 
Bronx. 

cal.  no.  473-32-BZ — Application,  September  7,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  O’Rourke  Gallagher, 
applicant,  on  behalf  of  Gaetano  Quar- 
anto,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  451- 
453  East  New  York  avenue,  Brooklyn. 

cal.  no.  507-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  Sibley  &  Fetherston,  applicants, 
on  behalf  of  Bliss  Estates,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station ;  premises  northwest  cor¬ 


JANUARY  20,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

548-32- A — Gun  Hill  road,  near  Jerome  avenue,  East  210th 
street  (Montefiore  Hospital,  Block  No.  3339, 
Lot  No.  1),  The  Bronx. 

581- 32-A— 99-111  Sutton  street  (Block  No.  2658,  Lot  No. 

26),  Brooklyn. 

586-32-A— 250-264  West  57th  street  (Block  No.  1028,  Lot 
No.  56),  Manhattan. 

540-32- A — 140th  street  and  Amsterdam  avenue  (Vocational 
Building),  (Block  No.  2057,  Lot  No.  1), 
Manhattan. 

555-32- A — 298  Bowery  (Block  No.  521,  Lot  No.  83),  Man¬ 
hattan. 

529-32- A — 602-606  Madison  avenue  (Block  No.  1293,  Lot 
No.  57),  Manhattan. 

Petition  for  Variation. 

582- 32-S — 99-111  Sutton  street  (Block  No.  2658,  Lot  No 

26),  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  24,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

563-32-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Agnes  Kraus 
owner. 

PREMISES — 4556  Broadway  (Block  No.  2170,  Lot  part  o 
No.  103),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of 
building  occupied  as  a  motor  vehicle  repair  sho 
(brake  service  station). 


CALENDAR 


(5-32-BZ. 

PPLICANT — Emanuel  H.  Waldmann,  for  Elizabeth  Bren¬ 
nan,  owner. 

REMISES— 148  West  73rd  street  (Block  No.  1144,  Lot 
No.  52),  Manhattan. 

PPLICA  f ION,  under  section  21  of  the  building  zone 

resolution, 

0  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  residence  to  business 

use. 


cal.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  -gasoline  service  station ;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 


1-30-BZ. 

PPLICANT — Frank  G.  Colgan,  substituted  for  William 
A.  Lacerenza,  for  James  Aquavella,  owner. 

REMISES — 205-213  Rockaway  avenue  (Block  No.  1442, 
Lot  No.  8),  Brooklyn. 

PPLICATION,  under  section  21  of  the  building  zone 

resolution, 

3  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted  by  the 
board)  into  a  gasoline  service  station  (previously 
denied;  reopened  for  reconsideration  under  new  con¬ 
ditions  September  23,  1932). 

4-30-BZ. 

PPLICANT — John  H.  W.  Krogmann,  for  Johanna  Bosch, 
present  owner. 

REMISES  Southwest  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot  No.  14), 
St.  Albans,  Borough  of  Queens. 

PPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

}  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened  for  reconsidera¬ 
tion  under  section  7f  November  4,  1932). 

3-29-BZ. 

;>PLICANT — Emil  Guterman,  for  Henry  Mollenhauer  Jr., 
present  owner. 

DEMISES  North  side  of  Linden  boulevard,  50  ft  east  of 
196th  street  ( Block  No.  1960,  Lot  No.  63) ,  Sprin°-- 
field,  Borough  of  Queens. 

PLICATION,  under  section  7f  of  the  building  zone 
resolution, 

)  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21  ;  reopened,  under  section  7f 
December  2,  1932). 


JANUARY  24,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ls  a: nd  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  January 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building  on 
following  matters : 


cal.  no.  567-32-BZ — Application,  November  18,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  L.  S.  Posner,  applicant, 
on  behalf  of  Wayside  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  3320-3338  Broadway,  east  side. 
West  134th  to  West  135th  streets 
(Block  No.  1988,  Lot  No.  1),  Manhat¬ 
tan. 

CAL.  NO.  576-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Bagge,  applicant,  on 
behalf  of  John  C.  Hitchman,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of 
the  first  story  of  an  existing  building 
from  dwelling  to  business  use  (stores)  ; 
premises  1707-1711  Lhiiversity  avenue 
(Block  No.  2878,  Lot  Nos.  220  and 
222),  The  Bronx. 

cal.  no.  595-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Gerosa-Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
southeast  corner  of  Webster  avenue  and 
East  182nd  street  (Block  No.  3030  Lot 
part  of  No.  42),  The  Bronx. 

CAL.  NO.  605-32-BZ — Application,  December  8,  1932,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Louis  Miller,  owner,  to 
permit  the  extension  from  a  business  into 
a  residence  district  of  a  proposed  busi¬ 
ness  use  (stores)  ;  premises  northwest 
corner  of  Northern  boulevard  and  194th 
street  (Block  No.  1026,  Lot  No  5) 
Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


no.  538-32-BZ— Application,  October  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Peter  G.  Schreiner,  applicant, 
on  behalf  of  Anna  Kalb,  owner,  to  per¬ 
mit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  southwest  corner  of 
120th  street  and  14th  road  (Block  No. 
115,  Lot  No.  5),  College  Point,  Bor¬ 
ough  of  Queens. 


J  A  IN  u  A  K  Y  24,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

553-32- A  30  West  44th  street  (Block  No.  1259  Lot  No 
54),  Manhattan. 

573-32-A  386  Third  avenue  (Block  No.  979,  Lot  No  5) 

Brooklyn. 

601-32- A  1030-1056  Metropolitan  avenue,  270-302  Morgan 
avenue  and  1005-1027  Grand  street  (Block- 
No.  2925,  Lot  No.  1),  Brooklyn 
620-32-A  2-8  Lafayette  street  (Block  No.  155, ^ot  No  1) 
Manhattan. 
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Petition  for  Variation. 

578-32-S — 142  Fulton  street  (Block  No.  79,  Lot  No.  26), 
Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  31,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

541-32-BZ. 

APPLICANT — Robert  C.  Weissmantel  &  Son,  Inc.,  lessee, 
for  Tisdale  Lumber  Co.,  owner. 

PREMISES— East  side  of  130th  street,  330  ft.  south  ot 
Jamaica  avenue  (Block  No.  234,  Lot  No.  79),  Kic  i- 
mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone  reso¬ 
lution,  .  , 

TO  PERMIT  in  a  residence  district  the  change  ot  occu- 
pany  of  an  existing  building  to  a  salesroom,  motor 
vehicle  repair  shop  and  service  station. 


350-32-BZ. 

APPLICANT— Samuel  L.  Malkind,  for  Perma  Securities 

Corp.,  owner.  - 

PRPIMISES — 352-360  99th  street,  southwest  corner  ot 
Fourth  avenue  (Block  No.  6134,  Lot  No.  22). 

Brooklyn.  ,  .... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


616-32-BZ. 

APPLICANT— De  Rose  &  Cavalieri,  for  Giuseppe  Chian- 
ese,  owner. 

PREMISES— West  side  of  Arthur  avenue,  115.01  ft.  soutli 
of  East  189th  street  (Block  No.  3066,  Lot  No.  51), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 


1230-23-BZ. 

APPLICANT— Hyman  &  Segall,  for  Edmund  G.  Burke, 
present  owner. 

PREMISES — 160-01  46th  avenue,  northeast  corner  of  160th 
street  (Block  No.  1217,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  reconsideration 
under  section  7f  September  16,  1932). 


345-32-BZ. 

APPLICANT — Patrick  J.  Reilly,  owner. 

PREMISES— North  side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot  No.  105), 
Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  granted  under 
section  7f  for  a  temporary  period  of  two  (2)  years; 
reopened  December  13,  1932  for  reconsideration — 
permanent  permit. 


JANUARY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  apiieals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
31,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  08-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1465,  Lot 
No.  1),  Brooklyn. 

cal.  no.  828-25-BZ — Application,  August  13,  1925 ;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the' alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

cal.  no.  492-27-BZ — Application,  May  5,  1927 ;  denied  for  use 
as  garage,  motor  vehicle  repair  shop  and 
gasoline  service  station  on  November  18, 
1927 ;  reopened  November  9,  1932,  under 
section  21  of  the  building  zone  resolution 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600, 
Lot  No.  7),  Brooklyn. 

cal.  no.  347-29-BZ — Application,  May  21,  1929;  granted  for 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929 ;  re¬ 
opened,  modified  and  time  extended 
November  5,  1930 ;  reopened  and  time 
extended  November  4,  1931;  reopened, 
time  extended  and  application  amended 
November  4,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corp.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five  (5) 
motor  vehicles ;  premises  west  side  of 
Sedgwick  avenue,  150  ft.  south  of  West 
167th  street  (Block  No.  2539,  Lot  No. 
22),  The  Bronx. 

cal.  no.  31-32-BZ — Application,  January  25,  1932;  granted 
on  certain  conditions  March  29,  1932 ; 
reopened  December  6,  1932,  for  modifica¬ 
tion  of  conditions  under  section  21  of  the 
building  zone  resolution,  of  Edward  Cos¬ 
grove,  applicant  and  owner,  to  permit  in 
a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business 
building  (store)  and,  also,  the  omission 
of  the  required  ten  (10)  foot  setback 
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from  the  street  line;  premises  500  Hen¬ 
derson  avenue,  south  side,  74.11  ft.  east 
of  Davis  avenue  (Block  No.  139,  Lot 
No.  5),  West  New  Brighton,  Borough 
of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  31,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

’-32- A — 231-267  Richards  street  (Block  No.  612,  Lot  No. 
lL  Brooklyn. 


FEBRUARY  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

iOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

5  and  appeals  of  a  public  hearing  under  the  provisions 

be  building  zone  resolution,  Friday  morning,  February  3, 

3,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 

.  no.  495-32-BZ— Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant 
on  behalf  of  Navillus  Realty  Corp. 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Rockaway  boulevard  and  123rd 
street,  South  Ozone  Park,  Borough  of 
Queens. 

.  no.  531-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Roth,  applicant,  on  be¬ 
half  of  Radium  Club,  Inc.,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  part  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  650-634  Lenox  avenue,  south¬ 
east  corner  of  West  143rd  street,  Man¬ 
hattan. 

.  no.  510-32-BZ — Application,  September  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  G.  McConnell,  applicant, 
on  behalf  of  Sadie  Smith,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenancce  of  a  gasoline 
service  station ;  premises  northwest  cor¬ 
ner  of  Rockaway  boulevard  and  Van 
Wyck  boulevard,  South  Ozone  Park 
Borough  of  Queens. 

.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  one  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station : 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue.  The 
Bronx. 

.  no.  544-32-BZ — Application,  October  28,  1932,  under 
sections  7a  and  21  of  the  building  zone 


resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue,  Brooklyn. 

cal.  no.  546-32-BZ — Application,  October  31,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Milton  M.  Samuels,  applicant, 
on  behalf  of  88th  Holding  Co.,  Inc. 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  Williamsbridge  road  and  Lydig 
avenue,  The  Bronx. 

cal.  no.  357-32-BZ — Application,  June  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  substituted 
for  A.  C.  Benson,  for  Stuyvesant  Real 
Estate  Corp.,  subsidiary  for  Long  Island 
Railroad  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Skillman 
avenue  and  43rd  street  (Block  No.  183. 
Lot  No.  1),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  838-28-BZ — Application,  October  31,  1928;  erection 
of  garage  denied  April  23  1929  ;  granted 
by  the  Supreme  Court ;  reopened  by  the 
board  November  22,  1932,  under  section 
21  of  the  building  zone  resolution,  of 
William  Shary,  applicant,  on  behalf  of 
Webmos  Construction  Corp.,  present 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to 
include  a  gasoline  service  station;  prem¬ 
ises  3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Park¬ 
way  North  (Block  No.  3331,  Lot  No. 
75),  The  Bronx. 

HARRIS  H.  MLTRDOCK,  Chairman. 


FEBRUARY  3,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

564-32- A — 228-238  Newport  avenue  (Block  No.  3616,  Lot 
No.  29),  Brooklyn. 


FEBRUARY  17,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  no.  278-32-BZ— Application,  May  20,  1932;  denied  July 
26,  1932,  under  section  21 ;  reopened  No¬ 
vember  4,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ray¬ 
mond  McCool,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station : 
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premises  southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No. 
4857,  Lot  No.  89),  The  Bronx. 


cal.  no.  470-32-BZ — Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  o' 
a  gasoline  service  station;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue  (Block  No.  4929,  Lot  Nos 
6,  8  and  11),  The  Bronx. 


district  the  extension  of  an  existing  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 


CAL.  no.  532-32- BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 


cal.  no.  802-27-BZ — Application,  July  11,  1927  ;  denied  Feb¬ 
ruary  7,  1928 ;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogemp  Co.,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  •  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue  (Block  No.  1307,  Lot  Nos.  50, 
51  and  53),  Brooklyn. 


HARRIS  H.  MURDOCK.  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  JANUARY  6,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


GENERAL  RESOLUTION. 

Resolved ,  that  the  fire  commissioner  be  and  hereby  is  re¬ 
quested  to 'have  a  representative  present  at  all  hearings  of 
the  board  at  which  cases  are  scheduled  to  be  heard  involving 
orders  and  decisions  issued  by  the  fire  department. 

THE  VOTE—  w  J  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assist¬ 
ant  Chief  Kidney .  5 

Negative  .  ® 

Absent  .  c 


529-32-A. 

APPELLANT — Sedgwick  Machine  Works,  for  Dry  Dock 
Savings  Institution,  owner'. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 602-606  Madison  avenue,  Alan- 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Foley  of  bureau  of 
buildings. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1933,  at 
2  p.  m.  No  appearances.  Final  disposition. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


540  32-A 

APPELLANT— Howard  G.  Bohlin,  for  The  Board  of 
Higher  Education,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner.  ,  .  ,  , 

PREMISES  AFFECTED— 140th  street  and  Amsterdam 

avenue,  Manhattan. 

APPEARANCES—  w  u  ,  r 

For  Appellant:  George  M.  Brett  and  Howard  G. 

Bohlin. 

For  Administration:  None. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1933,  at 
2  p.  m.,  for  inspection. 


555-32-A. 

APPELLANT — David  Levy,  lessee. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 298  Bowery,  Manhattan. 

APPEARANCES— 

For  Appellant:  Thomas  E.  Anderson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1933,  at 
2  p.  m.,  to  amend  order. 


243-32-A. 

APPELLANT — Hearn  Broadway  Buildings,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 832-834  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Cornelius  Hearn  and  Lester  Hearn. 
For  Administration:  None. 

ACTION  OF •  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative  .  () 

Absent  .  c 

THE  RESOLUTION— 

(243-32-A) 

Whereas,  Hearn  Broadway  Buildings,  Inc.,  owner,  filed, 
May  5,  1932,  an  appeal  from  an  order  and  a  decision  of  the 

fire  commissioner,  affecting  premises  832-834  Broadway, 

Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  7,  1931  (re  Order  No.  88055-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of  Or¬ 
dinances  and  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

and 
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Whereas,  the  decision  of  the  fire  commissioner,  rendered 
)ril  14,  1932,  reads: 

“This  will  reply  to  your  letter  of  March  22nd,  1932, 
relative  to  Orders  88053-F,  88054-F  and  88055-F,  af¬ 
fecting  the  above  premises,  in  which  you  ask  for  a  re¬ 
consideration  of  the  same. 

“You  are  advised  that  these  orders  were  issued  under 
the  mandatory  requirements  of  law  and  the  Fire  Commis¬ 
sioner  is  without  power  to  waive  or  modify  these  re¬ 
quirements,  therefore,  your  request  for  further  considera¬ 
tion  must  be  denied.”; 
i 

Whereas,  the  building,  erected  in  1902,  is  non-fireproof, 
l  stories  (100  ft.)  in  height,  47.7  ft.  by  90  ft.  in  area; 
XU  PI  ED :  1st  story,  store;  upper  stories,  tenant  factories 
utting  men’s  clothing),  approximately  six  persons  per 
>ry;  and 

Whereas,  appellant  contends  that  the  present  standpipe 
item  was  installed  when  the  building  was  erected  in  1902; 
it  the  gravity  tank  supplying  the  standpipe  system  has  a 
>acity  of  1,200  gallons  and  that  the  bottom  of  the  tank 
located  12  ft.  above  the  hose  outlet  in  the  top  story, 
d  requests  the  acceptance  of  existing  conditions  as  to 
ation  of  the  standpipe  tank. 

Resolved,  that  the  order  and  decision  of  the  fire  commis- 
■ner  be  and  they  hereby  are  modified  and  that  the  appeal 
and  it  hereby  is  granted  on  condition  that  the  standpipe 
ik  shall  remain  in  its  present  location,  namely,  the  bottom 
the  tank  shall  be  11  ft.  above  the  roof;  that  the  tank, 
lich  in  accordance  with  the  records  of  the  fire  department 
5  a  capacity  of  1,500  gallons,  shall  be  so  rearranged  that 
:  supply  for  house  service  is  taken  out  at  a  point  above 
:  1,000-gallon  mark;  that  the  tank  on  the  roof  of  the 
iacent  building  shall  be  by-passed  into  this  tank  so  as  to 
wide  an  additional  capacity  of  water  for  standpipe  pur¬ 
ses  so  that  there  shall  be  a  reserve  of  not  less  than  2,500 
lions  for  standpipe  service  at  all  times;  that  the  hose 
izles  on  the  top  floor  of  the  building  shall  be  reduced  to 
inch  size  ;  that  the  standpipe  fire  line  rules  shall  be  corn¬ 
ed  with  in  all  other  respects ;  that  such  portable  extin- 
ishers  shall  be  installed  on  the  top  floor  as  may  be  re- 
red  by  the  fire  department ;  this  modification  to  continue 
ly  so  long  as  the  adjoining  building  at  No.  830  Broadway 
ill  remain  in  the  same  ownership  as  the  building  which  is 
;  subject  of  appeal. 


1-32-A. 

FELLANT — Croker  Fire  Prevention  Corp.,  for  Land 
Estates,  Inc.,  owner. 

IBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

DEMISES  AFFECTED — 141  Broadway,  Manhattan. 
JPEARANCES — 

For  Appellant:  Sidney  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

)TlON  OF  BOARD — Appeal  granted  on  condition. 

IE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney  .  5 

Negative . o 

Absent  . c 

IE  RESOLUTION— 


(559-32-A) 

Vhereas,  Croker  Fire  Prevention  Corp.,  for  Land  Estates, 
•>  owner,  filed,  November  9,  1932,  an  appeal  .from  Orders 
a  decision  of  the  fire  commissioner,  affecting  premises 
Broadway.  Borough  of  Manhattan;  and 
vhereas.  the  orders  of  the  fire  commissioner,  dated  June 
1932,  read: 

‘Order  No.  96093-F : 

“1.  Raise  the  Standpipe  Gravity  tank  so  that  the 


bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-581,  Ch.  5,  Code  of 
Ordinances  and  rules  of  the  Board  of  Standards  &  Ap¬ 
peals.”  ; 

and 

“Order  No.  96094-F: 

“4.  Relocate  valve  of  hose  outlets  of  standpipe  system 
so  that  the  wheel  controlling  same  is  within  6'  6"  of 
steps  that  are  within  2'  of  the  standpipe  riser.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  26,  1932,  reads: 

“This  will  reply  to  your  letter  of  September  6th,  1932, 
relative  to  Orders  96093-F  and  96094-F,  affecting  the 
above  premises  in  which  you  state  you  have  been  re¬ 
tained  by  the  owners  to  file  an  appeal  with  the  Board 
of  Standards  and  Appeals  from  the  requirements  of 
these  orders  but  cannot  do  so  due  to  the  fact  that  more 
than  20  days  have  elapsed  since  the  date  of  issuance 
of  the  order,  and  request  dismissal  and  a  reissuance  of 
the  same  so  that  the  appeal  may  properly  be  brought 
before  the  above  board.” ; 
and 

Whereas,  the  building  is  fireproof,  nineteen  stories  in 
height,  53  ft.  9  in.  by  159  ft.  3  in. ;  OCCUPIED  for  office 
space;  erected  in  1897 ;  EQUIPPED  with  a  standpipe  sys¬ 
tem;  and 

.  Whereas,  the  appellant  contends  that  the  existing  stand¬ 
pipe  system  meets  the  requirements,  excepting  the  elevation 
of  the  tank,  which  elevation  is  approximately  5  ft.  5  in.  above 
the  highest  hose  outlet  and  that  the  distance  from  the  floor 
to  the  hose  outlet  at  several  of  the  floors  does  not  exceed 
6  ft.  11  in.  as  against  the  6  ft.  6  iii  allowance  in  the  stand¬ 
pipe  rules. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Order  No.  96093-F,  Item  1, 
permitting  the  present  standpipe  gravity  tank  to  remain  in  its 
present  location,  on  condition  that  there  shall  be  maintained 
at  all  times  a  reserve  for!  standpipe  service  of  not  less  than 
4,000  gallons ;  that  the  hose  nozzles  on  the  top  floor  shall  be 
of  y2  inch  size ;  that  such  fire  extinguishers  shall  be  installed 
on  this  top  floor  as  shall  be  required  by  the  fire  depart¬ 
ment;  granted,  as  to  Order  No.  96094-F,  Item  4,  permitting 
the  continuance  of  the  hose  outlets  in  their  present  location 
provided  that  the  height  shall  not  exceed  6  ft.  11  in.  from 
the  stair  platform  or  floor  to  valve  control  wheel,  on  condition 
that  other  than  the  modification  cited  above,  the  standpipe 
fire  line  rules  shall  be  complied  with  in  all  other  respects. 


574-32-A. 

APPELLANT — Arnold  M.  Goldstein,  for  Waxham  Light 

&  Heat  Co.,  lessee.  .... 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis-  . 

sioner. 

PREMISES  AFFECTED — 509  West  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Arnold  M.  Goldstein. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  .  -  r  •  - 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ’  ••  :C 

Affirmative :  Chairman  Murdock,  Commissioners  • 
Connell.  Holland  .and  Guilfoyle  and  Assistant 

Chief  Kidney  - - - - - ;  5 

Negative  . . . . . . . ..X . ,  d 

Absent  . . . . .1 ... _ _  c 

THE  RESOLUTION—  _  ;  ;  '  .  ‘  \  •  •  _  •  : 

(574-32-A)  ’ 

V  here  as,  Arnold  M.  Goldstein,  for  Waxham  Light  ■ 

Heat  Co.,  lessee,  filed,  November  21,  1932,  an  appeal  from 
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a  decision  of  the  fire  commissioner,  affecting  premises  509 
West  42nd  street,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  16,  1932,  reads: 

“In  reference  to  your  application  for  the  installation 
of  a  Superfex  Oil  Burning  Heater  at  the  location  509 
West  42nd  Street  for  the  Waxham  Light  and  Heat 
Company,  be  advised  that,  according  to  the  provisions 
of  Rule  22,  this  application  must  be  denied/’; 
and 

Whereas,  the  building  is  non-fi reproof,  five  stones  in 
height,  25  ft.  by  74  ft.  in  area;  erected  in  1877 ;  OCCUPIED : 
cellar,  heating,  etc.;  1st  story,  store  (sales),  15  persons; 
2nd  to  6th  stories,  residential,  15  persons  per  story;  and 
Whereas,  it  is  proposed  to  install  in  the  store  on  the  first 
story  an  approved  Superfex  Oil  Burning  Heater;  and 

Whereas,  the  appellant  contends  that  the  fuel  oil  rules 
were  amended  by  the  board— rule  22— permitting  the  use  of 
wickless  oil  burning  heaters  in  dwellings,  but  that  the  board 
did  not  establish  a  blanket  approval  covering  the  use  of 
wickless  oil  burning  heaters  in  commercial  premises  and  that 
the  street  floor  of  the  premises  under  appeal  was  used  for 
commercial  purposes,  being  a  sales  room  for  the  sale  of 
various  heaters  including  the  Superfex  Oil  Burning  Heater; 
that  the  installation  of  said  heater  would  in  no  way  render 
the  premises  more  hazardous,  and  requests  permission  to  in¬ 
stall  this  heater  with  the  necessary  oil  storage  for  such  pur¬ 
poses. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted ,  permitting  the  installation  of  the  Superfex  Oil 
Burning  Heater  for  demonstration  purposes  only  at  the  loca¬ 
tion  No.  509  West  42nd  street,  ground  floor,  on  condition 
that  the  fuel  oil  rules  shall  be  complied  with  in  all  other 
respects;  that  the  tank  of  the  heater  shall  not  exceed  five 
gallons  in  capacity;  that  the  heater  shall  be  used  for  demon¬ 
stration  purposes  during  the  hours  between  8  a.  m.  and  5 
p.  m.  only  during  business  days,  and  that  the  equipment  shall 
at  all  times  bei  in  charge  of  a  competent  individual  familiar 
with  its  operatiort. 


442-32-A. 

APPELLANT — Hotel  Waldorf-Astoria  Corp.,  for  New 
York  State  Realty  and  Terminal  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 101-121  East  49th  street,  540- 
550  Lexington  avenue,  100-120  East  50th  street  and 
301-315  Park  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Frank  A.  K.  Boland 
For  Administration  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney . . .  .  . .  5 

Negative - ....  ,  .  0 

Absent . . . . .  . . .  0 


THE  RESOLUTION :  .  , 

(442-32-A) 

Whereas,  Hotel  Waldorf-Astoria  Corp.,  for  New  York 
State  Realty  &  Terminal  Co.,  owner,  filed,  August  10,  1932, 
an  appeal  from  an  order  and  decisions  of  the  fire  commis¬ 
sioner,  affecting  premises  101-121  East  49th  street,  540-550 
Lexington  avenue,  100-120  East  50th  street  and  301-315 
Park  avenue,  Borough  of  Manhattan:  and  •  -  - 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
10,  1932  (re  Order  No.  73844-LC),  reads: 

‘With  reference  to  your  application,  dated  September 
24,  1931.  fo’-  a  permit  to  keep  motor  vehicles  in  driveway 
of  building,  I  regret  to  inform  you  that  I  am  without 


power  to  grant  such  a  permit  for  the  reason:  Superin¬ 
tendent  of  Buildings  advises  certificate  of  occupancy  does 
not  authorize  the  storage  or  parking  of  motor  vehicles 
under  the  hotel.'  •  < 

“YOU  ARE  THEREFORE  ORDERED  TO: 

“1.  Discontinue  the  storage,  housing  or  keeping  of 
motor  vehicles  on  these  premises  in  violation  of  the 
Code  of  Ordinances.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  7,  1932,  reads: 

“On  May  10th,  1932,  we  issued  Order  No.  73844-LC, 
reading : 

“  ‘I.  Discontinue  the  storage,  housing  or  keeping 
of  motor  vehicles  on  these  premises  in  violation  of 
the  Code  of  Ordinances/ 
against  you. 

“We  have  caused  numerous  inspections  to  be  made 
and  at  no  time  have  we  found  that  you  have  complied 
with  the  order.  We  will  cause  another  inspection  to  be 
made  within  the  coming  week,  if  the  inspector  finds 
conditions  have  not  changed,  he  will  have  no  alternative 
but  to  serve  a  summons.”  ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  23,  1932,  reads: 

“Replying  to  your  favor  of  July  22,  1932,  regarding 
order  numbered  73844-LC,  served  against  the  Hotel 
Waldorf-Astoria  Corporation  at  301  Park  Avenue,  Man¬ 
hattan,  it  is  regretted  that  the  Fire  Department  will  no 
longer  rescind  any  violation. 

“We  would  suggest  that  you  either  get  in  touch  with 
the  Bureau  of  Buildings,  Manhattan,  and  have  them 
authorize  the  use  of  those  premises  for  the  storage  and 
parking  of  motor  vehicles,  and  submit  a  cpoy  of  the 
authorization  to  the  Fire  Department,  or  take  advantage 
of  your  dent’s  right  to  appeal  from  the  Fire  Commis¬ 
sioner’s  decision,  by  appealing  to  the  Board  of  Standards 
and  Appeals,  Room  1002,  Municipal  Building,  Man¬ 
hattan.”  ; 
and 

Whereas,  the  building,  erected  in  1931,  is  fireproof,  forty- 
two  stories  in  height,  having  a  frontage  of  200  ft.  on  Park 
avenue  and  405  ft.  on  East  49th  street ;  OCCUPIED  as  a 
hotel ;  and 

Whereas,  appellant  contends  that  guests  and  others  having 
business  at  the  hotel  park  their  cars  temporarily  in  the 
driveway;  that  parking  is  not  permitted  for  lengthy  periods; 
that  no  gasoline,  oil  or  other  combustible  material  is  stored 
in  the  driveway,  and  contends,  further,  that  the  parking 
space  is  not,  enclosed,  and  in  case  of  necessity  the  cars  could 
be  quickly  removed  to  the  public  street ;  and 

Whereas,  the  appellant  directed  a  letter  to  the  superin¬ 
tendent  of  buildings  dated  December  23,  1932,  reading  as 
follows : 

Campbell  &  Boland 
Counselors  at  Law 
500  Fifth  Avenue 
New  York 

December  23,  1932. 

“Hon.  Samuel  Fassler, 

“Superintendent  of  Buildings, 

“Municipal  Building, 

“New  York  City. 

“Dear  Sir: 

“Heretofore  your  Department  issued  a  certificate  of 
occupancy  to  the  Waldorf-Astoria  Hotel.  This  hotel 
occupies  the  entire  block  front  on  the  east  side  of  Park 
Avenue,  between  49th  and  50th  Streets,  in  connection ' 
with  which  it  has  an  open  driveway  on  the  street  level, 
extending  through  the  entire  block  from  49th  to  50th 
Street,  with  an  approximate  width  of  70  feet.  There 
are  nq  enclosures  to  the  entrance  or  exit  of  such  drive¬ 
way,  This  driveway  was  laid  out  for  the  purpose  of 
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facilitating  the  ingress  and  egress  of  guests  and  occu¬ 
pants  of  the  hotel  coming  and  going  by  motor,  incidental 
to  which  it  has  been  customary  to  permit  cars  to  remain 
on  part  of  this  space  temporarily  for  the  convenience  of 
guests  and  patrons,  but  at  no  time  are  such  cars  al¬ 
lowed  to  be  stored  or  remain  permanently  in  such 
space,  and  at  all  times  sufficient  space  is  kept  free  and 
clear,  thereby  allowing  cars  to  move  freely  in  and  out  of 
such  space  and  to  or  from  such  streets. 

.  The  Fire  Department  issued  an  order  referring  to 
said  driveway  and  its  use  which  reads : 

“  ‘Discontinue  the  storage,  housing  or  keeping  of 
motor  vehicles  on  the  premises  in  violation  of  the 
Code  of  Ordinances.’ 

“Thereafter  an  appeal  was  taken  by  the  Hotel  Wal¬ 
dorf-  Astona  Corporation  to  the  Board  of  Standards  & 
Appeals,  where  the  matter  is  still  pending,  and  during 
one  of  the  adjourned  hearings  I  stated  to  the  Board  of 
Standards  &  Appeals  that  in  spite  of  such  action  as  it 
might  take  with  respect  to  disposing  of  said  appeal 
such  driveway  would  be  so  used  and  maintained  as  to 
provide 

That  one  entrance  and  one  exit  to  the  driveway  on 
both  49th  and  50th  Streets  are  to  be  kept  free  and 
clear  at  all  times. 

2.  That  we  are  to  install  a  sufficient  number  of 
Eyrene  Fire  Extinguishers  for  emergency  use. 

“3.  That  we  are  to  post  ‘No  Smoking’  signs. 

4.  That  no  car  is  to  be  parked  with  the  motor 
running. 

5.  That  there  will  be  an  attendant  on  duty  in  the 
driveway  at  all  times,  at  least  one  to  be  in-  charge  of 
parking. 

“6.  That  the  maximum  parking  time  be  limited  to  two 
hours  with  the  exception  that  the  man  in  charge  has 
the  privilege  of  extending  this  to  not  more  than  four 
hours  to  cover  the  attendant  at  banquets  of  persons  of 
prominence. 

“I  called  to  the  attention  of  the  Board  the  fact  that 
ten  employees  are  employed  about  the  driveway  and 
never  less  than  two  are  on  duty  at  any  time  during  the 
twenty-four  hours,  consisting  of  three  patrolmen  work- 
ing  eight-hour  shifts,  three  motor  transportation 
starters  working  eight-hour  shifts,  four  footmen,  two  on 
duty  at  the  same  time  covering  the  time  between  7am 
and  midnight. 

“At  my  suggestion  a  committee  of  the  Board  of 
standards  and  Appeals  inspected  the  premises  and  as  a 
result  thereof  at  the  last  hearing  made  the  following 
recommendation : 

“  ‘That  the  appellant  be  referred  to  the  Building 
Department  for  an  interpretation  by  the  Superin¬ 
tendent  of  Buildings  as  to  the  use  of  the  driveway, 
and  that  no  action  shall  be  taken  until  such  inter¬ 
pretation  has  been  received.’ 

Therefore,  will  you  be  kind  enough  to  advise  as  to 
whether  or  not,  in  your  opinion,  the  above  stated  use  of 
said  driveway  space  is  inconsistent  with  the  Certificate 
ot  Occupancy  heretofore  issued  by  you  covering  said 
premises,  and  whether  or  not  in  your  opinion  such  use 
is  a  storage,  housing  or  keeping  of  motor  vehicles  on 
the  premises  in  violation  of  the  Code  of  Ordinances 
Attached  hereto  is  a  copy  of  the  report  of  the  committee 
of  the  Board  of  Standards  ^  Appeals  herein  above  re¬ 
ferred  to.  •  .s 

1  should  also  note  that  during  my  appearances  before 
the  Board  I  stated  that  in  my  opinion  such  use  of  this 

space  by  the  hotel  corporation  was  not  in  violation  of 

law.  ••  -  ■  '  •  •  ■ 

“Yours  very  truly, 

'  “Frank  A.  K.  Boland.” 


Whereas,  the  superintendent  of  buildings,  under  date  of 
December  29,  1932,  answered  this  letter  as  follows : 

BUREAU  OF  BUILDINGS 

Borough  of  Manhattan  v  . 

20th  Floor,  Municipal  Building 
Centre  and  Chambers  Streets 
New  York  City. 

((T>  „  .  December  29,  1932. 

Re  Premises  301  to  309  Park  Avenue, 

“(Waldorf  Astoria  Hotel). 

“Campbell  and  Boland, 

“500  Fifth  Avenue, 

“New  York  City. 

“Dear  Sirs : 

“Your  letter  of  December  23rd  relative  to  question  as 
to  the  use  of  driveway  as  set  forth  in  Certificate  of 
Occupancy  No.  17858  received  and  subject  matter  duly 
considered. 

It  is  the  opinion  of  this  Bureau  that  the  use  of  the 
premises  as  outlined  in  your  letter  of  December  23rd 
1932  is  within  the  scope  of  the  Certificate  of  Occupancy 
issued  upon  these  premises  and  does  not  violate  the  pro¬ 
visions  of  the  Code  of  Ordinances. 

Trusting  this  covers  the  point  in  question,  I  am, 
“Yours  truly, 

“(SGD)  SAMUEL  FASSLER, 
and  “Superintendent  of  Buildings.” 

Whereas;,  a  committee  of  the  board  visited  these  premises 
and  hied  a  report  with  certain  recommendations 
Resofoed,  that  the  order  (No.  73844-LC)  and  decisions  of 
the  fire  commissioner  be  and  they  hereby  are  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  filed  with  the  fire  department  and  the  board  of  stand- 
ards  and  appeals  affidavits  that  the  contents  of  this  resolution 
will  be  fully  complied  with  at  all  times,  said  affidavits  to  be 
signed  by  an  authorized  agent  of  the  Hotel  Waldorf-Astoria 
Corporation  and  further,  on  condition ,  (1)  that  parking 
space  shall  be  restricted  to  the  central  portion  of  the  drive¬ 
way  shown  on  the  plans  submitted  with  this  appeal,  any 
portion  of  any  parked  car  to  be  not  less  than  20  ft.  distant 
trom  the  side  walls  of  the  driveway,  excepting  at  the  north¬ 
east  end,  where  the  easterly  wall  is  unpierced,  except  for 
one  doorway  opening,  where  the  distance  from  the  car  to  the 
side  wall  shall  be  not  less  than  11  ft.,  the  doorway  in  this  ' 
portion  to  be  equipped  with  self-closing,  fireproof  door; 

l-P*-  ng  sha^  be  limited  to  cars  of  pleasure  car  type 
prohibiting  any  commercial  vehicles  except  taxicabs;  (3)’ 
not  more  than  four  taxicabs  to  be  allowed  to  park  at  any 
one  time  and  not  more  than  twenty-one  cars  to  be  permitted 
to  park  at  any  one  time;  (4)  all  parked  cars  shall  have 
motors  fully  stopped  during  the  time  the  car  is  parked;  (5) 
no  charge  of  any  nature  or  description  shall  be  made  or  per¬ 
mitted  for  the  parking  of  cars;  (6)  there  shall  be  main- 
tained  on  both  east  and  west  side  of  parking  space  and  inside 
the  side  walls,  driveways  not  less  than  10  ft.  wide  each 
running  from  49th  to  50th  street,  these  driveways  to  remain 
open  at  all  times  and  no  car  to  remain  at  either  driveway 
any  longer  than  necessary;  (7)  no  combustible  material  or 
volatile  °r  inflammable  oils,  other  than  that  contained  in 
the  tanks  of  cars  shall  be  permitted  to  be  housed  or  kept 
within  this  driveway;  (8)  door  and  ignition  keys  of  any 

££*♦**£  uXuePi  Jaxica,bs'  unless  Ieft  in  d'>ect  charge  of  at- 
left  w’th  an  attendant  for  this  purpose,  and 
unless  left  in  direct  charge  of  the  attendants  of  the  parking 
space  operators  shall  not  be  permitted  to  leave  the  car  at  any 
time  the  car  is  parked;  (9)  that  there  shall  be  installed  in 
the  driveway,  in  housing  satisfactory  to  the  fire  department--’' 
not  less  than  twenty  .  one-quart  -  or  ■  more  chemical  extin-”' 

SUfdrS  such.otber j  fire-fighting  appliances  as  shall’  be  I” 

^.be„ma,ntained  there;  there  shall  be  installed  four 
No  Smoking  signs  with  letters  not  less  than  10  in.  high  ; 

( 10)  no  car  shall  be  allowed  to  park  more  than  4  hours ;  ( 1 1 ). ",  S 
this  driveway  shall  be  in  charge  of  notlesg  than  3  competent 
attendants  who  shall  be  fully  competent  in  the  use  and 
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operation  of  chemical  fire  extinguishers  and  fire  hose  and 
Jho  shall  hold  a  proper  license  for  the  operation  of  any 
automobile;  (12)  the  vestibule  doors  shall  be  self:closing  and 
all  vestibule  doors  and  revolving  doors  opening  on  t 
driveway  shall  be  glared  with  wired  glass  m  subtos, «  of 

not  more  than  360  square  inches  ,  (1  )  P  ,  xX-inch 

shop  windows  fronting  on  the  driveway  shall  be  of  / s  met 
thick  olate  glass,  with  one  line  of  sprinklers  in  the  ceiling 
back  of  the  show  windows,  said  sprinkler  system  to  e  sup¬ 
plied  with  water  from  the  house  service  line. 

PETITIONS  FOR  VARIATIONS. 

506  32*S 

"iaTas  cited  in  a  decision 

P REMISES*1  AFFECTEEi— 301  Graham  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Ralph  Schwartz. 

For  Administration:  None. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THF  VOTE _  •  • 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  . - .  Q 

Negative .  c 

Absent  . 

THE  RESOLUTION— 

(  506-32- S) 

Whereas,  Ignazio  Pandolfo,  owner,  filed,  September  28 
1932  a  petition  for  a  variation  from  the  requirements  ot  the 
iS  kw  as  cited  in  a  decision  of  the  health  department, 
affecting  premises  201  Graham  avenue,  Borough  of  Brook- 

'y  Whereas,  the  decision  of  the  health  department,  rendered 

^  ^  “At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  The  City  of  New  York,  held  July  12, 
1932  your  application  for  a  permit  for  Sanitary  cer¬ 
tificate  for  a  Cellar  Bakery— 201  Graham  Avenue, 
Brooklyn,  was  denied.  . 

“By  order  of  the  Board  of  Health.  ; 

cLtid 

Whereas,  the  building,  erected  prior  to  1867,  is  ^'fire¬ 
proof,  four  stories  in  heigh,  25  ft.  by  51  ft.  in  area;  OCCU¬ 
PIED:  cellar,  bakery;  1st  story,  store;  upper  stories,  dwel- 

'^Whereas,  the  petitioner  contends  that  when  he  purchased 
the  premises  in  1925  there  was  a  bakery  oven  in  the  ce  ar 
of  the  building  and  that  he  used  same  until  1932  when  it 
was  found  that  there  was  no  required  exemption  provided; 
affidavits  have  been  filed  stating  that  the  premises  have  been 
used  as  a  cellar  bakery  for  twenty-five  years ;  and 

Whereas,  petitioner  contends  that  the  cellar  is  <  ft.  9  in. 
high;  the  ceiling  is  at  curb  level  and  the  floor  is  about  four 
(4)  feet  below  the  yard  level,  and  requests  the  issuance  of 
the  certificate;  and 

Whereas,  the  records  of  the  tenement  house  department 
indicate  that  this  bakery  was  so  used  and  occupied  in  1909. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the1  petition  be  and  it  hereby  is  granted,  permitting 
a  certificate  of  exemption  from  the  provisions  of  the  labor 
law,  section  338. 

4  66-32- S. 

PETITIONER— Chelsea  Moore  Corp.,  owner. 

SUBJECT— Variation,  of  the  labor  law.  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 140-154  13th  avenue  and  623- 
637  West  23rd  street,  northeast  corner,  Manhattan. 


APPEARANCES  „  , 

For  Petitioner:  J.  R.  Creel. 

For  Administration:  Inspector  Maher  of  hre  ae 

partment.  .  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

yote _ - 

\ffirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  . 

Negative . . 

Absent  . . 


THE  RESOLUTION— 


(466-32-S) 


Whereas,  Chelsea  Moore  Corp.,  owner,  filed,  August  29, 
1932,  a  petition  for  a  variation  from  the  requirements  ot 
the  labor  law,  as  cited  in  an  order  and  a  decision  of  the  tare 
commissioner  and  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  140-154  13th  avenue  and  623-637 
West  23rd  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  12,  1932  (Order  No.  91669-LD),  reads:  , 

“1.  Discontinue  the  use  of  the  above  premises  occupied 
for  factory  purposes  in  violation  of  Sec.  270  of  the 
Labor  Law  of  the  rules  of  the  Board  of  Standards  and 

Appeals.  ,  ...  r,  .  • 

“Plans  for  all  structural  changes  should  be  hied  in 
the  Bureau  of  Buildings  as  required  by  Chap.  503,  Laws 

of  1916.  ...  a 

“Unless  the  violation  above  mentioned  is  removed 

forthwith,  we  shall  be  obliged  to  begin  enforcement  pro¬ 
ceedings.”  ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

August  25,  1932,  reads:  . 

“In  reply  to  yours  of  July  29th,  1932,  relating  to  re¬ 
consideration  of  Order  Number  91669-LD,  beg  to  advise 
your  request  is  denied.” ; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  26,  1932,  reads: 

“With  reference  to  your  application  for  a  certificate  of 
occupancy  for  the  above  premises,  you  are  advised  that 
same  has  been  disapproved  as  the  proposed  occupancy 
constitutes  a  factory  and  the  following  objections  were 
noted  on  inspection: 

“The  construction  of  the  building  does  not  meet  the 
requirements  of  the  Labor  Law ;  steel  beams  are  not 
protected  with  2"  of  fireproof  material;  the  windows 
on  the  1st  floor  are  large  plate  glass  instead  of  small 
panes  of  wire  glass  containing  not  more  than  720  square 
inches  in  each  pane ;  front  windows  on  the  upper  floors 
are  glazed  with  double  thick  glass  instead  of  V\"  plate 
glass;  the  distance  of  travel  from  the  northeast  and 
southeast  corners  of  the  building  is  greater  than  100', 
contrary  to  the  Labor  Law;  all  wood  and  glass  parti¬ 
tions  on  the  several  floors  should  be  removed  or  steel 
partitions  erected  to  separate  the  office  space  from  the 
portion  used  for  factory  on  each  floor.  The  ramp  from 
the  street  to  the  2nd  story  in  the  northwest  corner  of 
building  is  covered  with  wood  2"  planking  for  which 
no  certificate  of  approval  is  on  record  for  a  fireproof 
test.” ; 

and 

Whereas,  the  building,  erected  in  1921.  is  fireproof,  four 
stories  in  height.  205  ft.  by  101  ft.  4  in.,  irregular,  in  area; 
OCCUPIED:  1st  story,  garage  and  stores,  12  persons;.  2nd 
story,  garage,  3  persons;  3rd  story,  auto  sales  and  service. 
15  persons;  4th  story,  auto-storage  and  painting,  8  persons: 
EXITS:  two  interior  fireproof  stairways,  the  west  stairway 
extending  from  the  first  story  to  roof,  and  the  east  stairway 
extending  from  the  first  to  top  story,  both  enclosed  in  6-inch 
terra  cotta  partitions,  with  kalameined  doors  at  openings; 
and 
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Whereas,  petitioner  contends  that  the  building  is  only 
our  stories  in  height  and  that  the  requirements  to  protect 
he  steel  beams  does  not  apply,  and  contends,  further,  that 
he  beam  and  girder  construction  of  the  building  is  rein- 
orced  steel  construction ;  as  to  the  windows  on  the  first 
tory,  contends  that  the  maximum  area  of  the  J4-inch-thick 
date  glass  is  6  ft.  7  in.  by  9  ft.  10  in.  and  are  necessary  for 
lisplay  purposes,  and  requests  the  acceptance  of  the  double¬ 
hick  glass  in  the  windows  above  the  first  story;  contends 
hat  the  distance  from  the  extreme  corners  of  the  building 
s  but  slightly  in  excess  (10  ft.)  of  100  ft.  from  the  exits; 
,s  to  non-fireproof  partitions,  proposes  to  make  such  changes 
is  the  board  may  direct ;  as  to  the  ramp,  petitioner  proposes 
o  remove  the  planking  or  to  replace  it  with  fireproof  mate- 
ials  as  the  board  may  direct,  and  requests  otherwise  the 
cceptance  of  the  ramp  as  to  further  enclosure. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  requirements  of  the  labor 
aw  and  the  petition  be  and  it  hereby  is  granted,  as  to  the 
lecision  of  the  superintendent  of  buildings  and  the  order 
No.  91669-LD)  and  decision  of  the  fire  commissioner,  to 
lermit  this  building  to  be  used  above  the  street  floor  for 
actory  purposes,  with  the  existing  thickness  of  fire  protec- 
ion  on  steel  beams  and  girders,  also  the  size  of  plate  glass 
n  all  windows  on  the  two  street  fronts,  and  waiving  the 
equirement  that  the  distance  from  all  parts  of  the  floor  to 
stairway  shall  not  exceed  100  ft. ;  also,  on  condition  thati 
he  ramp  from  the  street  to  the  second  floor  shall  be  com¬ 
pletely  cut  off  with  fireproof  walls;  that  the  wood  planking 
n  the  ramp  shall  be  completely  removed  and  any  material 
equired  to  permit  the  cars  to  operate  on  the  ramp  shall  be 
f  a  strictly  fireproof  nature;  that  the  lot  line  windows  on 
he  northerly  lot  line  wall  shall  be  fireproof,  self-closing; 
n  condition,  also,  that  no  wood  partitions  shall  be  allowed 
n  the  first  floor  of  the  building  or  on  any  of  the  upper 
oors  unless  the  requirements  of  the  labor  law  are  complied 
/ith  as  to  separation  of  such  wood  partition  from  space 
vhere  manufacturing  is  carried  on;  that  the  standpipe  sys- 
;m  in  the  building  shall  comply  in  all  respects  with  the 
^andpipe  fireline  rules;  that  the  fire  alarm  and  fir^ 
rill,  if  same  are  required  by  law,  shall  be  maintained  in 
ccordance  with  the  requirements  of  the  labor  law  and 
ae  rules  of  the  board;  that  the  stairway  that  does  not  now 
o  to  the  roof  shall  have  a  scuttle  in  the  roof  and  a  straight 
on  ladder  to  permit  access  to  roof  from  that  stair  en- 
losure ,  that  both  stairways  shall  comply  with  the  require- 
lents  of  the  labor  law  as  to  the  construction  and  swing  and 
/idth  of  doors  and,  also,  as  to  the  doors  at  the  foot  of 
:airs  exiting  to  street ;  also,  that  wherever  subdivided  parti- 
ons  are  in  existence  or  erected,  fire  passageways  leading 
>  both  means  of  exit  shall  be  maintained,  such  passageways 
)  be  not  less  than  3  ft.  in  width ;  further,  on  condition  that 
ie  occupancy  at  no  time  shall  exceed  ten  persons  per  floor 
bove  the  ground  floor;  that  the  requirements  of  the  labor 
iw  shall  be  complied  with  in  all  other  respects  and  that  the 
uilding  shall  be  not  increased  in  height  or  area. 


16-32-S. 

ETITIONER — Seelig  &  Finkelstein,  Inc.,  for  Henry  B. 
Schuerhoff,  owner. 

UBJECT  \  ariation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

REMISES  AFFECTED — 36-32  34th  street,  Astoria  Bor¬ 
ough  of  Queens. 

PPEARANCES — 

For  Petitioner:  Harry  Finkelstein. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

0,F  BOARD— Petition  granted  on  condition, 
ti h.  V O T E — — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative . q 

Absent  . c 


THE  RESOLUTION— 


(446-32-S) 

Whereas,  Seelig  &  Finkelstein,  Inc.,  for  Henry  B.  Schuer¬ 
hoff,  owner,  filed,  August  12,  1932,  a  petition  for  a  variation 
troin  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
36-32  34th  street,  Astoria,  Borough  of  Queens;  and 
\\  hereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember^,  1931  (Order  No.  91282-LD),  reads: 

Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law: 

.  E  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  of 
the  Labor  Law. 

“Plans  for  all  structural  changes  should  be  filed  in 
the  Bureau  of  Buildings  as  required  by  Chapter  503 
Laws  of  1916. 

Unless  the  violation  above  mentioned  is  removed 
orthwith,  we  shall  be  obliged  to  begin  enforcement 
proceedings.  ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  28,  1932,  reads :  ’ 

“In  reply  to  your  letter  of  June  15,  advising  that  you 
have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  91282-LD,  and  that  you  are  unable 
to  do  so  due  to  the  fact  that  the  Bd.  of  Standards  and 
Appeals  will  not  accept  an  appeal  for  the  reason  that 
the  time  limit,  twenty  days,  had  elapsed,  and  request 
dismissal  and  reissuance  of  the  above  order. 

^ou  are  advised  that  the  order  cannot  be  dismissed 
or  reissued,  therefore,  your  request  is  denied  ”  • 
and  '  ’ 


,  .  '  lIie  ounaing,  ucucu  m  xsou,  is  non-nreproo 

three  stones  and  pent  house  in  height,  60  ft  by  100  ft  i 
area  at  first  story  and  60  ft.  by  93  ft.  in  area  above;  OCCL 
PIED  as  a  tenant  factory:  1st  story,  40  persons;  2nd  stor 
30  persons;  3rd  story,  30  persons;  the  pent  house  bein 
occupied  tor  weaving  and  dyeing,  2  persons;  EXITS:  tw 
interior  steel  stairways,  extending  from  the  first  story  t 
top  story,  enclosed  in  6-inch  terra  cotta  block  partition 
with  kalameined,  self-closing  doors  at  openings;  there  beini 
also  a  3  ft.  8  in.  wide  iron  stairway,  enclosed  in  terra  cott 
blocks  extending  from  the  middle  of  the  third  story  to  th 
pent  house;  ROOFS  of  adjoining  buildings:  to  north  tw 
stories  lower;  to  south,  vacant  plot;  and 

Whereas  petitioner  filed  a  copy  of  a  certificate  of  occu 

PaHCfn-f^  tHe-  budding  for  factory  use  on  the  first,  secon 
and  third  stories;  petitioner  contends,  further,  that  the  thir 
floor  is  occupied  by  the  owners  of  the  building  for  th 
weaving  of  trimmings;  the  pent  house  (the  subject  in  que< 
tion)  is  occupied  in  conjunction  with  this  business  for  tw 
sample-making  looms  and  the  occasional  use  for  anilin 
dyeing;  the  looms  and  the  dyeing  is  done  by  only  tw 
workmen  at  a  time  for  a  period  of  two  to  three  hours  one 
or  twice  a  week,  and  request  the  acceptance  of  existinj 
conditions  as  to  exits.  ! 

Resolved  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  in  the  requirements  of  the  labo 
law  and  that  the!  petition  be  and  it  hereby  is  granted,  as  t< 

?/dtKr-  Nf°’  9i282'LD’  Perrn|tting  the  continuation  of  the  us* 
f .  tj?is  fourth  story  (pent  house),  on  condition  that  th 
Sfng  stairway  shall  be  enclosed  within  the  third  stor’ 

‘th  terra  cotta  block,  supported  .on  angle  irons  on  thi 
ft  l  gs  °f  tbe  stair  "1th  a  self-closing,  fireproof  door  at  th< 
foot,  and  that  the  soffit  of  the  stair  shall  be  protected  will 
wire  lath  and  1  inch  of  cement  plaster ;  that  at  least  one  o 

rnofmai44  l  nul  building  sha11  **  continued  up  to  tin 
bulkhead  on  the  roof,  constructed  in  accord- 

storvW^nt  breqU\reTnn  u  thC  lab°r  kw:  that  the  fourtl 
r™7  a  l  u  \  sha11  have  a  door  opening  upon  the 
roof  and  shall  not  have  an  occupancy  of  more  than  three 

3117  tlmC;  Aha\  the  bui]ding  sha11  be  not  increased 
m  height  or  area,  and  that  the  labor  law  shall  be  complied 
with  in  all  other  respects.  p 
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that  the  doors  in  question  are  sliding  fire  doors,  and  requests 

PETITIONER— S.  A.  Swenson,  for  Park  Laundry,  Inc.,  ^^^"'that  thf  boaTd^of  standards  and  appeals  does 

°wneJ;  •  •  lahnr  law  as  cited  in  an  order  hereby  make  a  variation  in  the  requirements  of  the  labor 

SUBJECT- Vanation  “V  l  fire  cim  mi^sioner  law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 

and  a  decision  ot  the  nre  commissio  •  80104-LD  permitting  the  maintenance  of  the 

PREMISES  .gliding,  fireproof,  selLclosing  doors  at  each  floor  level,  on 

and  100-33  to  10b-43  lo9th  street,  Jamaica,  „  that  all  other  doors  opening  on  to  this  stairway 

of  Queens.  shall  be  ftreproof,  self-closing,  opening  in  the  direction  ot 

APPEARANCES-  ~  ;  exit  and  so  arranged  as  not  to  obstruct  the  legal  width  of 

For  Petitioner.  ^ .  -  -ft  Maher  of  fire  de-  exit  and  free  passage  down  the  stairway,  and  that  the  labor 

For  Administration:  Inspect  -  *  romnlied  with  in  all  other  respects. 


ACTION  OF  BOARD— Petition  granted  on  condition. 

rHE  ^ Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  . 

Negative  . . . 

Absent  . 

the  resolution— 

(551-32-S) 


law'  shall  be  complied  with  in  all  other  respects. 

424-31-S 

PETITIONER — John  M.  Baker,  for  Welsh  Brothers  Con¬ 
tracting  Co.,  Inc.,  owner.  ...  , 

5  SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
0  and  a  decision  of  the  fire  commissioner. 

J  PREMISES  AFFECTED— 37-28  30th  street,  Long  Island 
City.  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner:  John  M.  Baker. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


filed  Xvlmbert  ACTION  OF  BOARD-Pe.i.ion  reopened  and  resolution 

Srstf  &  ££  f  30  • 

?o  1T40  10«h  street  and  106-33  to  106-43  159th  street, 

^WH^REAsJTheLder^^he'fire  commissioner,  dated  No- 
vember  17,  1930  (Order  No.  80104-LD) ,  reads . 

“3.  Arrange  door  opening  stairway  between  t 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  u 

Negative  .  0 

Absent  . ' .  c 


••3.  °P'“Aui Wings  io  that  stairway  THE  VOTE  TO  MODIFY  RESOLUTION- 

three  story  and  two 'Story  =  .  Affirmative:  Chairman  Murdock,  Commissi 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  !) 

Negative .  0 

Absent  .  c 

THE  RESOLUTION— 

(424-31-S) 

* - -  ■  ■  .  ■  „  r  t  „Pn  the  tnree  Whereas,  this  petition,  affecting  premises  37-28  30th 

“  ‘Arrange  door  opening  on  stairway  bet  “  j  street,  Long  Island  City,  Borough  of  Queens,  was  granted  by 

story  and  two  story  buildings  so  that  stairw  y  the  board  at  its  meeting  March  1,  1932,  on  certain  conditions, 

be  obstructed  when  doors  are  opened  as  pa  ft  -  and  petitioner  requested  a  modification  of  these  conditions. 

of  the  Labor  Law.’  r.rpnt  :nsnection  Resolved,  that  the  resolution  adopted  on  March  1,  1932, 

“Which  has  not  been  complied  with.  A  recerrt t  inspeci t  ahaU  bg  modified  so  as  to  permit  the  underside  of  the  floor 

shows  that  stairway  enclosure  located  betweei  landing  at  the  second  floor  head  of  stairs  to  be  protected 

story  and  2nd  story  buildings  is  provided  P  with  i^.jnch  plaster  board  and  26  gauge  metal  and,  also, 

sliding  doors  contrary  toffie  requirements  of  Section  .70  ^  existing  stairway  partition  on  the  second 

floor  to  remain  as  at  present,  namely,  2x4  studs  covered 
with  metal  on  either  side  instead  of  terra  cotta  blocks,  and 
that  the  resolution  shall  be  complied  with  in  all  other 
respects. 


three  story  anu  iwu  - ,  _ _ 

will  not  be  obstructed  when  doors  are  opened  as  per 

Section  270  of  the  Labor  Law.  , 

“wherfas,  the  decision  of  the  fire  commissioner,  rendered 
OC,0beVo3„'rat3teh[ontcaUed  the  requirements  ofitem 

3  of  Order  80104-LD  issued  against  above  premises  ana 

read  A?range  door  opening  on  stairway  between  the  three 

.  ;  so  that  stairv"”'  '"’11  Tinf 

opened  as  per 


and 


of  Sub-div.  5  of  the  Labor  Law.  , 

“You  are  further  advised  that  there  is  nothing  in 
resolution  under  Cal.  148-31-A  or  149-31- S  which  accept 
the  doors  as  a  compliance  with  Item  3,  Order  80104 

^A  re-inspection  will  be  made  in  10  days  at  which  time 
if  this  order  is  not  fully  complied  with  or  a  substantia 
decree  of  progress  shown,  I  regret  to  advise  that  I  will 
have  no  alternative  but  to  commence  court  action  for  the 
enforcement  of  same.” ; 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
608-32-SA. 

PETITIONER— T.  J.  Spence,  Jr.,  for  Chalmers  Oil  Burner 
Co.,  owner. 


d  .  Bo.,  owner. 

Whereas,  the  building,  erected  in  1915  and  1926,  is  non-  SUBJECT— Chalmers  Automatic  Oil  Burner,  Models  Dl, 
r  - fit  rc'f*  111  VlClsllt.  having  a  no  ovirl  C*  A  n  nnrovo  1  nf 


W  ITERKAb,  U1C  ^  i  .  1  •  1  ,  i  •  — .  0 

fireproof,  one,  two  and  three  stories  in  height  having  a 
frontage  of  184  ft.  on  Prospect  street,  175  ft.  on  Washington 
street  and  a  depth  of  200  ft.;  OCCUPIED-two-story  sec¬ 
tion-  1st  story,  lunch  room  and  store  room,  2  persons,  «nd 
story  ironing,  10  persons;  three-story  section:  1st  story, 
delivery  and  garage,  28  persons;  2nd  story,  ironing  5.  pel- 
sons;  3rd  story,  pressing  machines,  66  persons;  EQUIPPED 
with  a  sprinkler  system;  EXITS:  three  interior  fireproo 
stairways,  extending  from  the  first  story  to  roofs,  enclosed 
in  fireproof  partitions,  with  fireproof  doors  at  openings , 

and 


D2,  EC3  and  C4,  approval  of. 

APPEARANCES— 

For  Petitioner :  Leon  Shalov. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


614-32-SA. 

PETITIONER— Petroleum  Heat  &  Power  Co.,  owner; 

d  ,  i  ,  at.  4.  •  o  t,4ttVh  Power  Plant  &  Engineering  Co.,  Inc.,  agent. 

Whereas,  petitioner  contends  that  the  stairway  to  w  SUBTECT — Petroleum  Heat  &  Power  Company  Fuel  Oil 

the  doors  in  question  lead  could  be  used  in  an  emergency,  -  '  Burner,  Model  W-AH,  approval  of. 

but  is  not  a  required  means  of  exit,  and  contends,  further, 
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PEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


-32-SA. 

TITIONER — Metro  Utilities  Corp.,  owner. 

BJ  ECT — Metro  Oil  Burner  approval  of. 
PEARANCES— 

For  Petitioner:  Antonio  Palermo. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


-31-SA. 

TITIONER — Herbert  Appleby,  for  Schwarze  Electric 
Co.,  owner. 

BJECT— Schwarze  Single  Stroke  Bells  for  Fire  Alarm 
Duty,  Nos.  37-A  and  37-D,  approval  of 
PEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

E  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative  .  0 

Absent  .  n 


l-SA. 

ITTIO'NER— David  Kaufman,  substituted  for  V.  C.  Kyl- 
bcrg,  for  Rhode  Island  ^Velding  Co.,  owner. 

BJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn— re  Ap¬ 
proval  of  the  Ray-Dio  Sunshine  Oil  Burner 

PEARANCES— 


For  Petitioner:  David  Kaufman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


riON  OF  BOARD— Petition  reopened,  restored  to  Cal¬ 
endar,  placed  on  Reserve  Calendar  and  referred  to 
the  fire  department  for  test  and  report. 

NDAr'E  T0  RE0PEN  AND  RESTORE  TO  CAE- 

Affirmative  .  Chairman  Murdock,  Commissioners 
Connell,  .Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative . 0 

Absent  .  0 


1278-21-SA. 

PETITIONER — The  Hammel  Oil  Burner  Equipment  Co., 

owner. 

SUBJECT  Application  for  reopening — amendment  of  trade 
name  re  The  Hammel  Oil  Burner,  approval  of. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended  as  to  trade  name. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  . 

Negative . 

Absent  . 

THE  VOTE  TO  AMEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  . 

Negative . 

Absent  . . 

THE  RESOLUTION— 


(1278-21-SA) 

Whbms,  Hammel  Oil  Burning  Equipment  Co.  owner 
filed,  December  6,  1921,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  approval  of  their  device  known  as  the 
Hammel  Oil  Burner;  and 

Whereas,  permission  was  granted  by  the  board  April 
18,  1^22,  for  the  installation  of  their  device  at  the  works 
of  the  J.  B.  King  Co.,  New  Brighton,  Staten  Island,  and 
a  committee  of  the  board  visited  the  premises  on  May 
10,  1922,  and  recommended  the  approval  of  the  Hammel 
Oil  Burner  when  used  in  conjunction  with  oil  burnin° 
installations  equipped  in  compliance  with  the  fuel  oil  rules 
of  the  board  of  standards  and  appeals;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  25,  1922,  approving  the  Hammel  Oil  Burner 
for  use  in  a  fuel  oil  burning  installations,  and  petitioner 
requests  that  the  name  be  amended  to  the  “Hobeco”  Oil 
Burner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  amend  the  name  of  the  Hammel  Oil  Burner,  approved 
under  Cal.  No.  1278-21-SA,  to  “Hobeco”  Oil  Burner,  on  con¬ 
dition  that  the  burner  shall  be  identical  with  the  burner  as 
approved  and  that  the  firm  name  “Hammel”  be  discontinued; 
further,  on  condition ,  that  before  this  resolution  goes  into 
effect,  that  a  proper  affidavit  shall  be  furnished  stating  that 
this  petitioner  is  the  original  petitioner  in  Cal.  No  1 278-^1  - 
SA  or  his  duly  authorized  agent. 


Adjourned  2.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  10,  1933. 

esent :  Chairman  Murdock,  Commissioners  Connell,  Hol- 
and  Guilfoyle  and  Chief  McElligott. 
ie  minutes  of  the  regular  meeting  held  on  Tuesday  morn- 
January  4,  1933,  were  approved  as  printed  in  Bulletin 

2,  Vol.  XVIII. 


08-32  BZ  buiRDING  zone  cases. 

APPLICANT— Celler  &  Kraushaar,  for  Jane  David  Holdii 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintende 
ot  buildings),  under  section  21  of  the  building  zo 
resolution,  to  permit  in  a  business  district  the  ere 
tion  and  maintenance  of  a  gasoline  service  static 
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PREMISES  AFFECTED— 1641-1649  Eastern  parkway, 
northeast  corner  of  Hopkinson  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Meyer  Kraushaar. 

For  Opposition:  Max  H.  Levine,  Bernard  Shatzkin 
and  Alderman  Walter  R.  Hart. 

ACTION  OF  BOARD— Laid  over  to  January  31,  1933,  at 
10  a.  m.,  for  further  consideration. 


357-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  A.  C.  Benson,  tor  Stuy- 
vesant  Real  Estate  Corp.,  subsidiary  for  Long  Island 
Railroad  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  Skillman 
avenue  and  43rd  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  Joseph  C.  Mulligan  and  Edward 
T.  Nolan. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


470-32-BZ. 

APPLICANT — David  C.  Broderick,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1080  East  233rd  street,  south¬ 
west  corner  of  Ely  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  David  C.  Broderick. 

For  Opposition:  John  B.  Alfieri,  David  Stein  and 
John  Wayner. 

ACTION  OF  BOARD— Laid  over  to  February  17,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


532-32-BZ. 

APPLICANT— Croker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— Southeast  corner  of  Astoria  ave¬ 
nue  and  31st  street,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  Strauss. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  February  17,  1933, 
at  10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


802-27-BZ. 

APPLICANT— David  F.  Cohen,  for  Rogemp  Co.,  Inc., 
present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  for  reconsideration 
under  new  facts  October  14,  1932). 

PREMISES  AFFECTED — 249  Empire  boulevard,  north¬ 
west  corner  of  Rogers  avenue,  Brooklyn. 


APPEARANCES— 

For  Applicant :  David  F.  Cohen. 

For  Opposition:  Joseph  Petchesky  and  Charles 
Goody. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1933,  at 
10  a.  m.,  for  inspection. 


186-28-BZ. 

APPLICANT — 'Kenlon-Michels  Engineering  &  Contracting 
Co.,  Inc.,  for  Josephine  F.  Burghard,  owner  (Am- 
sterdam-167th  Street  Corp.,  lessee — long-term  lease). 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  for  reconsideration 
under  new  facts  October  21,  1932). 

PREMISES  AFFECTED — 462-470  West  167th  street  and 
2165  Amsterdam  avenue,  southeast  corner,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  John  Kenlon. 

For  Opposition:  Benjamin  Heller,  Beril  Edelman, 
Martin  W.  Teichman  and  Clarence  W.  Gaylor. 

ACTION  OF  BOARD — Laid  over  to  January  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


838-28-BZ. 

APPLICANT — William  Shary,  for  Webmos  Construction 
Corp.,  present  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  an  existing 
garage  for  more  than  five  motor  vehicles  so  as  to 
include  a  gasoline  service  station  (erection  of  garage 
denied  April  23,  1929 ;  granted  by  Supreme  Court ; 
reopened  by  the  board  November  22,  1932). 

PREMISES  AFFECTED— 3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Parkway  North, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Antin  and  William  Shary. 
For  Opposition:  Ethel  Osborn,  Florence  Gray  and 
Noah  Hurwitz. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


523-28-BZ. 

APPLICANT — Emil  Guterman,  for  Herman  Schlossman, 
owner. 

SUBJECT — Application  for  reopening — re  reconsideration — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 168-06  to  168-08  Union  Turn¬ 
pike,  Hillcrest,  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Herman  Schlossman. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . . .  5 


493-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Manhattan  Railway 
Co.,  owner. 
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SUBJECT — Application  for  reopening — restoration  to  Calen¬ 
dar,  having  been  previously  dismissed  for  lack  of 
prosecution — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 999-1015  Columbus  avenue  and 
360-368  Cathedral  parkway,  southeast  corner  (Block 
No.  1845,  Lot  No.  3),  Manhattan. 

APPEARANCES— 

For  Applicant:  A.  L.  Berson. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure  of  Calendar  Call,  etc. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative .  0 

Absent  .  0 


223-31-BZ. 

APPLICANT — Kenlon-Michels  Engineering  &  Contracting 
Co.,  Inc.,  for  Leo  Nadel,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  East  Tre- 
mont  avenue  and  Baisley  avenue  (Block  No.  5333, 
Lot  No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  Kenlon. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure  of  Calendar  Call,  etc. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative .  0 

Absent  .  0 


606-31-BZ. 

APPLICANT  Michelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner ;  request  for  reopening  made  by  the 
owner. 

SUbJECT  Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Main  street 
and  Nassau  boulevard  (Block  No.  2105,  Lot  No. 
25),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Nicholas  F.  Dyruff. 

AC  LION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work 
THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligoti:  .  5 

Negative . o 

Absent  .  q 

TH  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  q 

Absent  .  q 

THE  RESOLUTION— 


(606-31-BZ) 


Resolved,  that  the  resolution  adopted  by  the  board  April 
8,  1932,  and  modified  as  to  extension  of  time  October  14, 
1932,  be  modified  and  time  extended  to  April  8,  1933  to  ob¬ 
tain  permits  and  to  October  8,  1933,  to  complete  work,  the 
resolution  to  be  complied  with  in  all  other  respects. 


Adjourned  3.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  10,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
553-32-A 

APPELLANT — Army  &  Navy  Club,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 30  West  44th  street  (Block  No. 

1259,  Lot  No.  54),  Manhattan. 

APPEARANCES— 

For  Appellant:  Major  Robert  E.  Adams  and  Walter 
S.  Schneider. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1933,  at 
2  p.  m.(  for  appellant  to  confer  with  fire  department. 


564-32- A. 

APPELLANT — Pollack  Brothers  Scrap  Rubber  Corp., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 228-238  Newport  avenue  (Block 
No.  3616,  Lot  No.  29),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Harold  j.  Levy. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  at 
2  p.  m.,  to  obtain  certificate  of  occupancy. 


580-32-A. 

APPELLANT — Joseph  L.  Hernon,  for  Sarah  F.  Rainey  and 
Central  Hanover  Bank  &  Trust  Co.,  as  trustees  in 
trust  for  Maria  B.  Tower  and  Estate  of  Joseph  F. 
Tower,  owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 542-544  Fifth  avenue  (Block 
No.  1260,  Lot  No.  40),  Manhattan. 
APPEARANCES— 

For  Appellant:  Joseph  L.  Hernon. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE—  ,  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . .  j* 

Negative . 

Absent  .  u 

THE  RESOLUTION— 

(580-32- A) 

Whereas,  Joseph  L.  Hernon,  for  Sarah  F.  Rainey  an 
Central  Hanover  Bank  &  Trust  Co.,  as  trustees  in  trust  for 
Maria  B.  Tower  and  Estate  of  Joseph  F.  Tower,  owners, 
filed,  November  23,  1932,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  542-544  Fifth  avenue 
(Block  No.  1260,  Lot  No.  40),  Borough  of  Manhattan, 

an\VHEREAS,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  4,  1932  (Order  No.  98318-F),  reads.  , 

“1  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Secs.  580-581,  Ch  5,  Code 
of  Ordinances  and  Rule  91  of  the  Board  of  Standards 
and  Appeals.” ; 

a”w hereas,  the  building,  erected  in  1897,  is  fireproof, 
twelve  stories  (138  ft.)  in  height,  50  ft.  by  100  ft.  in  area; 
OCCUPIED  as  an  office  building,  approximately  twenty  per¬ 
sons  per  story;  the  pent  house  story  being  occupied  by 

architects ;  and  . 

Whereas,  appellant  contends  that  the  standpipe  is  sup¬ 
plied  from  two  gravity  tanks;  that  the  standpipe  reserve  in 
both  tanks  is  approximately  3,800  gallons ;  that  the  bottoms 
of  the  tanks  are  located  9  ft.  3  in.  above  the  outlet  m  the 
twelfth  story,  and  proposes  to  provide  auxiliary  fire-fighting 
apparatus  on  the  twelfth  and  pent  house  stories. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  98318-F,  to  permit  the  standpipe 
gravity  tank  to  remain  in  its  present  position,  namely,  9  ft. 
3  in.  above  the  hose  outlet  in  the  highest  story,  on  condition 
that  the  hose  nozzles  on  the  top  floor  shall  be  reduced  to 
14  inch  in  size,  and  that  such  fire-extinguishing  equipment 
shall  be  installed  in  the  top  floor  as  may  be  required  by  the 
fire  department;  that  the  standpipe  fire  line  rules  shall  be 
complied  with  in  all  other  respects  and  that  the  building 
shall  be  not  increased  in  height  or  area. 


619-32-A. 

APPELLANT — Halsey,  McCormack  &  Helmer,  Inc.,  for 
Dollar  Savings  Bank,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 2516  Grand  concourse  and  boule¬ 
vard,  east  side,  158.58  ft.  north  of  Fordham  road 
(Block  No.  3154,  Lot  No.  9),  The  Bronx. 

APPEARANCES— 

For  Appellant:  Robert  Helmer. 

For  Administration :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  ® 

THE  RESOLUTION— 

(619-32-A) 

Whereas,  Halsey,  McCormack  &  Helmer,  Inc.,  for  Dol¬ 
lar  Savings  Bank,  owner,  filed,  December  10.  1932,  an  ap¬ 
peal  from  a  decision  of  the  superintendent  of  buildings,  af¬ 
fecting  premises  2516  Grand  boulevard  and  concourse,  east 
side,  158.58  ft.  north  of  Fordham  road  (Block  No.  3154 
Lot  No.  9).  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  17,  1932  (re  Application  No.  N.  B.  571- 
1932),  reads: 


‘‘2.  Position  of  oil  tank  violates  Rule  3(b)  of  the 
Fuel  Oil  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

and  .  .  .  M 

Whereas,  the  building  is  fireproof,  four  stones  in  height, 
50  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  bank;  and 
Whereas,  it  is  proposed  to  install  in  the^  space  between 
the  building  line  and  the  wall  of  subway  on  Grand  concourse 
a  fuel  oil  storage  tank;  and  , 

W hereas,  appellant  contends  that  the  basement,  in  addition 
to  providing  space  for  heating  and  ventilation  of  bank,  pro¬ 
vides  space  also  for  an  extensive  safe  deposit  department, 
including  booths,  vaults  and  rooms,  and  a  monumental  stair 
and  public  lobby  space,  and  that  such  a  full  use  of  the  base¬ 
ment  and  with  no  other  street  frontage  than  the  50  ft.  on 
Grand  boulevard  and  concourse  makes  it  practicaly  impos- 
sibe  to  find  any  suitable  location  for  fuel  oil  tank ;  that  the 
ground  formation  consists  of  hard  ledge  rock  extending  to 
within  approximately  7  ft.  of  curb  level,  which  makes  it 
difficult  to  locate  the  fuel  oil  tank  below  the  basement  floor 
level,  where  it  would  also  conflict  with  column  foundations, 
and  contends,  further,  that  rule  3b  of  the  fuel  oil  rules  is  not 
applicable,  and  that  there  is  not  a  wall  separating  the  build¬ 
ing  from  the  subway  but  that  there  is  an  intervening  and 
undisturbed  ledge  of  rock  of  approximately  6  ft.  thick  and 
that  the  walls  of  subway  are  of  structural  steel  bents  5  ft.  or 
centers  with  Portland  cement  concrete  walls  of  the  usua 
subway  construction.  „J 

Resolved,  that  the  decision  of  the  superintendent  of  build 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  i 
hereby  is  granted,  to  permit  the  location  of  the  oil  tank  a: 
shown  on  the  drawings  filed  wfith  this  appeal,  on  conditio 1 
that  the  natural  rock,  approximately  6  ft.  in  width,  betweei 
the  excavation  for  the  oil  tank  and  the  present  subwa; 
walls  shall  be  left  intact;  that  the  installation  of  the  tanl 
shall  otherwise  comply  with  the  fuel  oil  rules  in  all  respect; 


PETITIONS  FOR  VARIATIONS. 


571-32-S. 

PETITIONER— William  Higginson  &  Son,  for  America 
Safety  Razor  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  orde 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 64-74  Lawrence  street  (Bloc 
No.  142,  Lot  Nos.  9,  10,  18,  19,  23,  25  to  30,  inch 
sive),  Brooklyn. 

APPEARANCES— 

For  Petitioner:  William  Higginson. 

For  Administration:  Inspector  Maher  of  fire  di 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . 

Negative . 

Absent  . 

THE  RESOLUTION— 

(571-32-S) 

Whereas,  William  Higginson  &  Son,  for  American  Safe 
Razor  Corp.,  filed,  November  18,  1932,  a  petition  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
an  order  and  a  decision  of  the  fire  commissioner,  affecti 
premises  64-74  Lawrence  street  (Block  No.  142,  Lot  N< 
9,  10,  18,  19,  23,  25  to  30,  inclusive),  Borough  of  Brookly 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Augi 
25,  1932  (Order  No.  97047-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary 
make  above  premises  comply  with  the  requirements 
the  Labor  Law : 
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“1.  Remove  all  partitions  not  built  of  incombustible 
material  as  per  Sections  263  and  270  of  the  Labor  Law. 

“4.  Provide  a  gate  in  iron  fence  surrounding  front 
areaway  so  as  to  afford  egress  from  areaway.  Sec.  270 

of  the  Labor  Law.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  11,  1932,  reads: 

“In  reply  to  your  letter  of  Oct.  24th,  advising  you 
have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  97047-LD,  and  that  you  are  un¬ 
able  to  do  so  due  to  the  fact  that  the  Board  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the 

reason  that  the  time  limit,  twenty  days,  had  elapsed, 

and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued,  therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building,  erected  in  1920,  is  fireproof,  eight 
stories  in  height,  140  ft.  by  91  ft.  6  in.,  irregular,  in  area ; 
OCCUPIED:  cellar,  factory,  20  persons;  1st  story,  factory, 
33  persons ;  2nd  story,  factory,  63  person  =  •  3rd  story,  factory, 

60  persons ;  4th  story,  factory,  104  persons ;  5th  story,  factory, 

60  persons ;  6th  story,  factory,  53  persons ;  7th  story,  factory, 

43  persons;  8th  story,  factory,  44  persons;  EQUIPPED 
with  a  sprinkler  system  and  a  fire  alarm  signal  system ; 
EXITS :  two  interior  fireproof  stairways,  extending  from 
the  first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings ;  and 

Whereas,  petitioner  contends  that  the  amount  of  partition, 
as  shown  on  filed  plans,  is  very  small  and  that  there  is  very 
little  wood  used,  the  partition  being  mostly  of  either  glass 
or  wire  mesh ;  as  to  Item  No.  4,  contends  that  the  fence  in 
question  encloses  an  areaway  or  light  court  at  the  front  of 
the  building ;  that  the  fence  as  installed  was  approved  by 
both  the  building  and  fire  departments,  and  to  put  a  gate  in 
this  fence  would  defeat  the  purpose  of  its  erection,  that  is 
to  prevent  theft  by  keeping  people  from  entering  the  area¬ 
way. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  97047,  Item  4,  to  permit  the  iron  fence  surrounding  the 
front  areaway  to  remain  in  its  present  condition,  without 
a  gate  being  provided,  inasmuch  as  the  required  exits 
from  all  floors,  including  basement,  are  enclosed  in  fireproof 
partitions  and  are  remote  from  each  other,  with  exits  directly 
to  the  street  at  the  street  floor  level,  on  condition  that  the 
labor  law  shall  be  complied  with  in  all  other  respects  and 
the  building  not  increased  in  height  or  area ;  withdrawn,  to 
comply,  as  to  Item  1  of  Order  No.  97047-LD. 


536-32-S. 

PETITIONER — Louis  A.  Hornum,  for  Babette  Moller, 
owner. 

SUBJECT — Application  for  reopening — re  interpretation  of 
resolution — re  Variation  of  the  labor  law,  as  cited  in 
an  order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 5  East  3rd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Louis  A.  Hornum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  o 

Absent  .  o 


THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(536-32-S) 

Whereas,  this  petition  affecting  premises  5  East  3rd 
street,  Borough  of  Manhattan,  was  granted  by  the  board  at 
its  meeting  November  15,  1932,  on  certain  conditions,  and 
petitioner  requested  a  modification  of  these  conditions  as  to 
stair  in  yard  of  No.  56  East  4th  street. 

Resolved,  that  the  resolution  of  November  15,  1932,  be 
and  it  hereby  is  modified  only  so  far  as  it  relates  to  the  stair¬ 
way  referred  to  as  an  iron  stairway  to  passageway  of  No. 
56  East  4th  street  so  as  to  permit  this  iron  stairway  with 
hardwood  treads,  the  resolution  to  be  complied  with  in  all 
other  respects. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
1115-22-SA. 

PETITIONER — Schutte  &  Koerting  Co.,  owner. 
SUBJECT — S  &  K  Mechanical  Fuel  Oil  Burner,  approval 
of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appliance  approved  in  accordance 
with  the  report  of  the  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  o 

Absent  .  o 

THE  RESOLUTION— 

,  (1115-22-SA) 

Whereas,  Schutte  &  Koerting  Co.,  owner,  filed,  Septem¬ 
ber  13,  1922;  withdrawn  May  13,  1924;  reopened  October 
14,  1932,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  S  &  K  Mechanical 
Fuel  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  January  6,  1933,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  S  &  K  Mechanical 
Fuel  Oil  Burner  for  use  in  industrial  instalations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report  of 
the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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docket. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  January  11,  1933 .  11 

Restored  to  Calendar .  5 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend  .  1 

Requests  for  modification .  2 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  ® 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  0 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  302 

Disposed  of  .  39 

Cases  pending  January  11,  1933 .  263 


DISPOSITION  OF  CASES. 

Withdrawn . 

Dismissed  .  0 

Denied .  0 

Granted  .  C 

Granted  on  condition .  H 

Appliances  approved .  1 

Appliances  dismissed,  disapproved  or  withdrawn .  1 

Rules  approved .  0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  13 

Requests  to  reopen  denied .  1 

Requests  to  amend  granted .  1 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  2 

Requests  for  modification  denied .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  5 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  0 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  .  0 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  C 

Requests  withdrawn  or  dismissed .  3 

Total  .  39 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendar  sof  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  th< 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th< 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  al 
cases  promptly,  for  the  reason  that  the  pendancy  of  ar 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitior 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th< 
appellant  or  petitioner  to  file  necessary  data,  or  by  an) 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan; 
and  data  required  by  law  are  supplied,  as  specified  on  th< 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 
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,  PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

raNC  nf  ^ee[i’ng^  ¥  published  in  this  Bulletin. 
au  u  9erk  s  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan?1165  he'd  R°°m  10‘3,  Mu"ici<>al  Building, 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Dffice—  Municipal  Building,  Rooms  1001  to  1015. 
rELEPH ONE— WORTH  2-0184. 

Dffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

ill  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK  S  CALENDAR 

^alen.dar  consists  of  applications  under  the 
Building  Zone  Resolution,  *nd  its  object  is  to  give  inter- 

and' °pportunity  to  file  objections,  if  any, 
and  wdl  be  called  in  Room  1013,  Tuesday,  January  24,  1933, 

definite  day!  15  ^  ^  ' S  SCt  f°r  hearinS  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  January  31,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
on  Cfixed  dlyT^  haVC  been  definitely  set  for  hearing 
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Approved  Fireline  Hose  Valves. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  m- 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

directions 


HARRIS  H.  MURDOCK,  Chairman. 
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ILLINOIS 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  January  18,  1933. 

Cal.  No.  Department.  Premises  Affected. 

20-33-BZ . B.B.B _ 782-786  Hart  st.  (Block  3235, 

Lots  20  &  21),  Bklyn., 

-  Applic.  13166-32 

19-33-BZ . B.B.B. .  .  .1618-1628  Gravesend  ave.  (Block 

6582,  Lot  23),  Bklyrw, 

-  Applic.  12804-32 

18-33-BZ . B.B.Bx. .  .2346  Jerome  ave.  (Block  3187, 

Lots  18,  19  &  20),  Bx., 

_  N.  B.  6-1933 

17-33-BZ . B.B.Bx. ..  1314-1338  Sedgwick  ave.  (Block 

2530,  Lot  39),  Bx., 

_  N.  B.  3-1933 

16-33-A . F.D . 98-25  to  98-31  Jamaica  ave. 

(Block  177,  Lot  1,  Wood- 

-  haven,  Q.,  L.  C.  50132 

15-33-SA . F.D . Enterprise  Steam  Atomizing 

-  Burner,  Appliance 

14-33-BZ . B.B.B _ South  side  of  Conduit  blvd.,  19 

ft.  9  in.  west  of  Crescent  st. 
(Block  4197,  Lot  14),  Bklyn., 

_ _  Applic.  52-1933 

13-33-BZ . B.B.6 _ 1552-1560  Stillwell  ave.  (Block 

6253,  Lot  29),  Bklyn., 

_  Applic.  13425-32 

12-33- A . F.D . 123-133  William  st.  (Block  78, 

_  Lot  4),  Man.,  Alt.  2632-31 

Restored  to  Calendar. 

388-30-BZ . B.B.B ...  .756-758  Alabama  ave.  (Block 

4319,  Lot  27),  Bklyn., 

_ .  Applic.  6579-1930 


CODE 


F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 


Concrete  Flat  Slabs,  Rules .  Jan.  3,  1933 — Vol.  18  No.  1 

Concrete  Rules  (Hydrated  Lime)..  Jan.  24,  1933 — Vol.  18  No.  4 

Elevator  Rules  . June  14,  1932 — Vol.  17  No.  24 

Exit  Rules  (Revolving  Doors)....  Oct.  18,  1932 — Vol.  17  No.  42 

Factory  Exit  Rules .  Jan.  3,  1933 — Vol.  18  No.  1 

Fire  Alarm  Rules  (Interior) .  Dec.  27,  1932 — Vol.  17  No.  52 

Fire  Drill  Rules .  Dec.  20,  1932— Vol.  17  No.  51 

Fire  Retarding  Rules  for  Garages, 

etc . Jan.  10.  1933— Vol.  18  No.  2 

Fireproof  Wood,  Testing  of . Jan.  3,  1933 — Vol.  18  No.  1 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4  No.  3 

Fuel  Oil  Rules .  Jan.  3,  1933 — Vol.  18  No.  1 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10  No.  14 

Hatchway  Protection  June  5,  1928 — Vol.  13  No.  23 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec.  13,  1932— Vol.  17  No.  50 


Plumbing  Rules  .  Nov.  8,  1932 — Vol.  17  No.  45 

Procedure,  Rules  of .  July  5,  1932 — Vol.  17  No.  27 

Refrigerating  Systems,  Extract  C.  O.  Dec.  20,  1932 — Vol.  17  No.  51 

Smoking  in  Factories,  Rules  for...  Jan.  3,  1933 — Vol.  18  No.  1 

Sprinkler  Rules  .  Dec.  6,  1932 — Vol.  17  No.  49 

Standpipe — Fire  Line  Rules .  Nov.  22,  1932 — Vol.  17  No.  47 

Structural  Alterations,  Reporting..  June  7,  1932 — Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Apr.  10,  1923 — Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  24,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

563-32-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Agnes  Kraus, 
J  owner. 

PREMISES — 4556  Broadway  (Block  No.  2170,  Lot  part  of 
No.  103),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
building  occupied  as  a  motor  vehicle  repair  shop 
(brake  service  station). 

585-32-BZ. 

APPLICANT — Emanuel  H.  Waldmann,  for  Elizabeth  Bren¬ 
nan,  owner. 

PREMISES — 148  West  73rd  street  (Block  No.  1144,  Lot 
No.  52),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  residence  to  business 
use. 

351-30-BZ. 

APPLICANT — Frank  G.  Colgan,  substituted  for  William 
A.  Lacerenza,  for  James  Aquavella,  owner. 

PREMISES — 205-213  Rockaway  avenue  (Block  No.  1442, 
Lot  No.  8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted  by  the 
board)  into  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  con¬ 
ditions  September  23,  1932). 

i 

264-30-BZ. 

APPLICANT — John  H.  W.  Krogmann,  for  Johanna  Bosch, 
present  owner. 

PREMISES — Southwest  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot  No.  14), 
St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  huilding  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  reconsidera¬ 
tion  under  section  7f  November  4,  1932). 

376-29-BZ. 

APPLICANT — Emil  Guterman,  for  Henry  Mollenhauer,  Jr., 
present  owner. 

PREMISES — North  side  of  Linden  boulevard,  50  ft.  east  of 
196th  street  (Block  No.  1960,  Lot  No.  63),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened,  under  section  7f, 
December  2,  1932). 


CALENDAR 


ness  use  (stores)  ;  premises  northwest 
corner  of  Northern  boulevard  and  194th 
street  (Block  No.  1026,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 


JANUARY  24,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
irds  and  appeals  of  a  public  hearing  under  the  provisions 
>f  the  building  zone  resolution,  Tuesday  morning,  January 
54,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
lie  following  matters : 

al.  no.  538-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Peter  G.  Schreiner,  applicant, 
on  behalf  of  Anna  Kalb,  owner,  to  per¬ 
mit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
120th  street  and  14th  road  (Block  No. 
115,  Lot  No.  5),  College  Point,  Bor¬ 
ough  of  Queens. 

:al.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

al.  no.  567-32-BZ — Application,  November  18,  1932,  under 
sections  Te  and  21  of  tbe  building  zone 
resolution,  of  L.  S.  Posner,  applicant, 
on  behalf  of  Wayside  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  3320-3338  Broadway,  east  side. 
West  134th  to  W  est  135th  streets 
(Block  No.  1988,  Lot  No.  1),  Manhat¬ 
tan. 

al.  No.  576-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Bagge,  applicant,  on 
behalf  of  John  C.  Hitchman,  owner,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of 
the  first  story  of  an  existing  building 
from  dwelling  to  business  use  (stores)  ; 
premises  1707-1711  University  avenue 
(Block  No.  2878,  Lot  Nos.  220  and 
222),  The  Bronx. 

*L.  no.  595-32-BZ — Application.  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Gerosa-Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
southeast  corner  of  Webster  avenue  and 
East  182nd  street  (Block  No.  3030,  Lot 
part  of  No.  42),  The  Bronx. 

>L.  no.  G05-32-BZ — Application,  December  8,  1932,  under 
sections  <c  and  21  of  the  building  zone 
resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Louis  Miller,  owner,  to 
permit  the  extension  from  a  business  into 
a  residence  district  of  a  proposed  busi- 


cal.  no.  547-32-BZ — Application,  November  1,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,.  of  Kodel,  Van  Kirk  &  Trencher, 
applicants,  on  behalf  of  Sobol  Bros.  Co., 
lessee  (long-term  lease),  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  4519-4525  Broadway,  southwest 
corner  of  Bennett  avenue  (Block  No. 
2180,  part  of  Lot  No.  646),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  24,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

553-32- A — 30  West  44th  street  (Block  No.  1259,  Lot  No 
54),  Manhattan. 

573-32- A — 386  Third  avenue  (Block  No.  979,  Lot  No.  5), 

Brooklyn. 

601 -32- A — 1030-1056  Metropolitan  avenue,  270-302  Morgan 
avenue  and  1005-1027  Grand  street  (Block 
No.  2925,  Lot  No.  l),  Brooklyn. 

620-32- A— 2-8  Lafayette  street  (Block  No.  155,  Lot  No.  1), 
Manhattan. 

Petition  for  Variation. 

578-32-S — 142  Fulton  street  (Block  No.  79,  Lot  No.  26), 
Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  31,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

541-32-BZ. 

APPLICANT — Robert  C.  Weissmantel  &  Son,  Inc.,  lessee, 
for  Tisdale  Lumber  Co.,  owner. 

PREMISES — East  side  of  130th  street,  330  ft.  south  of 
Jamaica  avenue  (Block  No.  234,  Lot  No.  79),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone  reso¬ 
lution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu- 
pany  of  an  existing  building  to  a  salesroom,  motor 
vehicle  repair  shop  and  service  station. 

550-32-BZ. 

APPLICANT — Samuel  L.  Malkind,  for  Perma  Securities 
Corp.,  owner. 

PREMISES — 352-360  99th  street,  southwest  corner  of 
Fourth  avenue  (Block  No.  6134,  Lot  No.  22). 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

616-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Giuseppe  Chian- 
ese,  owner. 

PREMISES— West  side  of  Arthur  avenue,  115.01  ft.  south 
of  East  189th  street  (Block  No.  3066,  Lot  No  51) 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 

'  I  vehicles. 
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1230-23-BZ. 

APPLICANT— Hyman  &  Segall,  for  Edmund  G.  Burke, 
present  owner. 

PREMISES — 160-01  46th  avenue,  northeast  corner  of  160th 
street  (Block  No.  1217,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  reconsideration 
under  section  7f  September  16,  1932). 

345-32-BZ. 

APPLICANT — Patrick  J.  Reilly,  owner. 

PREMISES — -North  side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot  No.  105), 
Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  granted  under 
section  7f  for  a  temporary  period  of  two  (2)  years; 
reopened  December  13,  1932  for  reconsideration- 
permanent  permit. 


JANUARY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
31,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1465,  Lot 
No.  1),  Brooklyn. 

cal.  no.  828-25-BZ — Application,  August  13,  1925 ;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station ;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

CAL.  NO.  492-27-BZ— Application,  May  5,  1927 ;  denied  for  use 
as  garage,  motor  vehicle  repair  shop  and 
gasoline  service  station  on  November  18, 
1927 ;  reopened  November  9,  1932,  under 
section  21  of  the  building  zone  resolution 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600, 
Lot  No.  7),  Brooklyn. 


cal.  no.  347-29-BZ — Application,  May  21,  1929;  granted  for 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929 ;  re¬ 
opened,  modified  and  time  extended 
November  5,  1930;  reopened  and  time 
extended  November  4,  1931;  reopened, 
time  extended  and  application  amended 
November  4,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corp.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five  (5) 
m  motor  vehicles ;  premises  west  side  of 
Sedgwick  avenue,  150  ft.  south  of  West 
167th  street  (Block  No.  2539,  Lot  No. 
22),  The  Bronx. 

cal.  no.  31-32-BZ — Application,  January  25,  1932;  granted 
on  certain  conditions  March  29,  1932; 
reopened  December  6,  1932,  for  modifica¬ 
tion  of  conditions  under  section  21  of  the 
building  zone  resolution,  of  Edward  Cos¬ 
grove,  applicant  and  owner,  to  permit  in 
a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business 
building  (store)  and,  also,  the  omission 
of  the  required  ten  (10)  foot  setback 
from  the  street  line;  premises  500  Hen¬ 
derson  avenue,  south  side,  74.11  ft.  east 
of  Davis  avenue  (Block  No.  139,  Lot 
No.  5),  West  New  Brighton,  Borough 
of  Richmond. 

cal.  no.  575-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Wood  &  Marshall,  applicants, 
on  behalf  of  Suburban  Maintenance  Serv¬ 
ice  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645, 
Lot  No.  19),  Rosedale,  Borough  of 
Queens. 

cal.  no.  598-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ferdinand  Savignano,  applicant, 
on  behalf  of  Jeremiah  P.  Francis,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  .  and  maintenance  of  a  gasoline 
service  station;  premises  1977-1991  At¬ 
lantic  avenue,  northwest  corner  of  Sara¬ 
toga  avenue  and  northeast  corner  of 
Louis  place  (Block  No.  1561,  Lot  Nos. 
1  and  37),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


jmnuANi  31,  1U33,  2  Jr.  M. 

Appeals  from  Administrative  Orders. 

312-32- A— 251-267  Richards  street  (Block  No.  612,  Lot  No 
1\  Brooklyn. 

612- 32-A— 565-567  Broadway  and  82-86  Prince  stree 

(Block  No.  498,  Lot  No.  5),  Manhattan. 

613- 32- A — 114-116  East  13th  street  (Block  No.  558,  par 

of  Lot  No.  13),  Manhattan. 


Petition  for  Variation. 

588-32-S — 53-57  West  36th  street  (Block  No.  838,  Lot  No. 
12),  Manhattan. 
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Appliances  Submitted  for  Approval. 

625-32-SA— Manufacturers  Tooth  Furnace  Fuel  Oil  Burner, 
approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 


FEBRUARY  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  bearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February  3, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  495-32-BZ— Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant 
on  behalf  of  Navillus  Realty  Corp. 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and  123rd 
street  (Block  No.  2512,  Lot  No.  7), 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  531-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Roth,  applicant,  on  be¬ 
half  of  Radium  Club,  Inc.,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  part  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  650-654  Lenox  avenue,  south¬ 
east  corner  of  West  143rd  street  (Block 
No.  1740,  Lot  No.  69),  Manhattan. 

cal.  no.  510-32-BZ — Application,  September  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  G.  McConnell,  applicant, 
on  behalf  of  Sadie  Smith,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenancce  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Rockaway  boulevard  and  Van 
Wyck  boulevard  (Block  No.  2558,  Lot 
Nos.  1  and  3),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

cal.  no.  533-32-BZ— Application,  October  19,  1932,  under 
section  21  of  the  building  one  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson, .  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  ; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue 
(Block  No.  4195,  Lot  Nos.  1  and  4), 
The  Bronx. 

CAL.  NO.  544-32-BZ — Application,  October  28,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue  (Block  No.  1332, 
part  of  Lot  No.  1),  Brooklyn. 

cal,  no.  546-32-BZ — Application,  October  31,  1932,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  Milton  M.  Samuels,  applicant, 
on  behalf  of  88th  Holding  Co.,  Inc. 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  Williamsbridge  road  and  Lydig 
avenue  (Block  No.  4310,  Lot  No.  30), 
The  Bronx. 

cal.  no.  357-32-BZ — Application,  June  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  J.  Ort,  applicant,  substituted 
for  A.  C.  Benson,  for  Stuyvesant  Real 
Estate  Corp.,  subsidiary  for  Long  Island 
Railroad  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Skillman 
avenue  and  43rd  street  (Block  No.  183, 
Lot  No.  1),  Long  Island  City,  Borough 
of  Queens. 

cal.  no.  838-28-BZ — Application,  October  31,  1928;  erection 
of  garage  denied  April  23  1929 ;  granted 
by  the  Supreme  Court ;  reopened  by  the 
board  November  22,  1932,  under  section 
21  of  the  building  zone  resolution,  of 
William  Shary,  applicant,  on  behalf  of 
Webmos  Construction  Corp.,  present 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  part  of  an  existing  garage  for  more 
than  five  (5)  motor  vehicles  so  as  to 
include  a  gasoline  service  station;  prem¬ 
ises  3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Park¬ 
way  North  (Block  No.  3331,  Lot  No. 
75),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  3,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

564-32- A— 228-238  Newport  avenue  (Block  No.  3616  Lot 
No.  29),  Brooklyn. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  7,  1933,  AT  2  P.  M. 


572-32-BZ. 

APPLICANT— Morris  Whinston,  substituted  for  Rudolf  C. 
^  eri  f°r  Evelyn  Silverman,  owner. 

M  off L~POUih<;  c.or*er  of  Newport  street  and  East 
94th  street  (Block  No.  4690,  Lot  No.  46),  Brook¬ 
lyn.  7 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  as  stores  on  the 
first  story  and  as  dwellings  above  the  first  story. 


577-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Scoland  Building 
Corp.,  owner. 

PREMISES  Southeast  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No.  93),  St  Al¬ 
bans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 
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623-32-BZ, 

APPLICANT- — Edward  P.  Kenney,  owner. 

PREMISES — East  side  of  Windsor  place,  100  ft.  north  of 
Austin  street  (Block  No.  2076,  Lot  Nos.  30,  40  and 
41),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
business  use. 

626-32-BZ. 

APPLICANT — Philip  Bardes,  for  United  States  Trucking 
Corp.,  owner. 

PREMISES — 368-380  Front  street  (Block  No.  243,  Lot  Nos. 
70  to  76),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension  from  an  unrestricted  district 
into  a  business  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles. 

45-29-BZ. 

APPLICANT — Julius  Hollander,  for  Angeline  Dinicola  and 
Michele  Dinicola,  owners. 

PREMISES — 196-214  Bay  49th  street,  north  side,  50  ft. 

west  of  Harway  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue)  (Block  No. 
6938,  Lot  No.  52),  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station  (previously  withdrawn  under  section 
21;  reopened  November  15,  1932). 


FEBRUARY  7.  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  T uesday  morning,  February 
7,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  560-32-BZ — Application,  November  9,  1932,  under 
sections  7a,  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Goral  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  the  extension  of  an  existing 
business  use;  premises  403  East  52nd 
street  (Block  No.  1364,  Lot  No.  5), 
Manhattan. 

cal.  no.  2-29-BZ — Application,  January  3,  1929;  denied,  re¬ 
considered  and  granted  for  use  as  a 
garage  for  five  (5)  motor  vehicles  May 
14,  1929 ;  reopened  September  13,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Irwin  S.  Rever,  applicant, 
on  behalf  of  Weiner  Bros.,  owners,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  and, 
also,  for  minor  repairs  (previously 
granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and 
as  a  motor  vehicle  repair  shop ;  premises 
2111-2117  Atlantic  avenue,  northwest 
corner  of  Olive  place  (Block  No.  1569, 
Lot  No.  35),  Brooklyn. 


CAL.  no.  669-28-BZ — Application,  August  15,  1928 ;  deniec 
under  section  7a  January  22,  1929;  re 
opeoned  November  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  Bessie  Goldenberg,  applicant  anc 
owner,  to  permit  in  a  residence  district 
the  alteration  and  conversion  of  occu 
pancy  of  private  garages  to  stores 
premises  279  East  173rd  street,  north 
west  corner  of  Monroe  avenue  (Bloc! 
No.  2792,  Lot  No.  54),  The  Bronx. 

cal.  no.  301-30-BZ — Application,  April  30,  1930;  dismisset 
for  lack  of  prosecution  November  11 
1930 ;  reopened  and  restored  to  Calendai 
November  22,  1932,  under  section  21  ol 
the  building  zone  resolution,  of  Lama 
&  Proskauer,  applicants,  substituted  for 
Thomas  J.  Donovan,  on  behalf  of  Sophie 
Marcus,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Linden  boulevard 
and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens. 

cal.  no.  705-29- BZ — Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  278-32-BZ — Application,  May  20,  1932;  denied  July 
26,  1932,  under  section  21 ;  reopened  No¬ 
vember  4.  1932,  under  section  7f  of  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ray¬ 
mond  McCool,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station : 
premises  southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No. 
4857,  Lot  No.  89),  The  Bronx. 

cal.  no.  470-32-BZ — Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue  (Block  No.  4929,  Lot  Nos 
6,  8  and  11),  The  Bronx. 
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cal.  no.  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  I.ot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  no.  802-27-BZ — Application,  July  11,  1927 ;  denied  Feb¬ 
ruary  7,  1928 ;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogetnp  Co  ,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  •  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue  (Block  No.  1307,  Rot  Nos.  50, 
51  and  53),  Brooklyn. 

cal.  no.  549-32-BZ — Application,  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
sevrice  station ;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792,  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  557-32-BZ — Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  206-208  East  1 2th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeasl  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  February 
1  ‘ ,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  565-32- BZ — Application,  November  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Salvator  Marinello,  applicant,  on 
behalf  of  Giuseppina  Guerra,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  automobile 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  1195-1203  Belmont  ave¬ 
nue,  northwest  corner  of  Conduit  ave¬ 
nue  south  (Block  No.  4241,  Lot  No.  14), 
Brooklyn. 

cal.  no.  505-32-BZ — Application,  September  28,  1932,  under 
•section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Iasac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11%  in.  east  of 
Hemlock  street  (Block  No.  4217,  part  of 
Lot  No.  16),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48) , 
Little  Neck,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  JANUARY  13,  1933. 

Present ;  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

547-32-BZ. 

APPLICANT — Kadel,  Van  Kirk  &  Trencher,  for  Sobol 
Brothers  Co.,  lessee  (long-term  lease). 

SUBJECT — Application  (re  decision  of  the  superintendent 


of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 4519-4525  Broadway,  southwest 
corner  of  Bennett  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  Bernard  Trencher. 

For  Opposition:  Ruben  A.  Wittstein. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1933,  at 
10  a.  m.,  for  further  consideration. 
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758-30-BZ. 

APPLICANT— Robert  F.  Collyer,  for  Estate  of  Frank 
Eller,  owner. 

SUBJECT — Application  for  reopening — reconsideration  under 
new  facts — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 1507-1513A  Myrtle  avenue  and 
280  Irving  avenue,  northwest  corner,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  T.  Cook. 

ACTION  OF  BOARD— Report  of  committee  adopted;  re¬ 
quest  to  reopen  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative  . ••• .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 


388-30-BZ. 

APPLICANT — Thomas  P.  Mackay,  for  Felix  Nolan  and 
Margaret  Nolan,  owners ;  request  for  reopening 
made  by  Helen  P.  McCormick,  attorney  for  owners. 

SUBJECT — Application  for  reopening — reconsideration— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 756-758  Alabama  avenue  and 
455-465  Linden  boulevard,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Helen  P.  McCormick  and  Margaret 
Nolan. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  reopened,  subject  to  usual  procedure. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 


301-31-BZ. 

APPLICANT — William  Shary,  for  Harold  S.  Burnham, 
owner;  request  for  reopening  made  by  James 
Kearney. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district 
the  erection  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1238-1254  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  J  (Block  No. 
5483,  Lot  No.  16),  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  Kearney. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  . 5 

Negative .  u 

Absent  .  o 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  q 

Absent  .  . .  q 

THE  RESOLUTION— 

(301-31-BZ) 

A  Whereas,  this  application  affecting  premises  1238-1254 
Gravesend  avenue,  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  November  12,  1931,  on  certain  condi¬ 
tions,  and  applicant  requests  a  modification  of  the  time  limit 
imposed. 

Resolved ,  that  the  time  to  obtain  permits  be  extended  to 
May  12,  1933,  and  the  time  for  completion  of  work  involved 
in  this  action  be  extended  to  May  12,  1934. 


522-32-BZ. 

APPLICANT — David  L.  Blick,  for  Sam  Priceman,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  use 
and  maintenance  of  an  existing  building  for  business 
purposes. 

PREMISES  AFFECTED — 5023  14th  avenue,  Brooklyn 
APPEARANCES— 

For  Applicant:  David  L.  Blick. 

For  ^  Opposition :  Louis  S.  Weil  and  Frank 
Schwartz. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  n 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 
Absent  .  q 

THE  RESOLUTION— 

(522-32-BZ) 

Whereas,  David  L.  Blick,  for  Sam  Priceman,  owner, 
filed,  October  10,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  use  and 
maintenance  of  an  existing  building  for  business  purposes; 
premises  5023  14th  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  rneet- 
January  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  14th  avenue  is  in  a  residence  dis¬ 
trict;  15th  avenue  is  in  a  residence  district;  51st  street  is  in 
a  residence  district,  and  50th  street  is  in  a  residence  dis- 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  22,  1932  (re  Report  No.  6284-1932), 
reads : 

^'i.,^hanging  the  occuPancy  from  a  private  Club  to 
a  Public  Banquet  &  Dance  Hall  in  a  Residential  Zone, 
is  contrary  to  Art.  II,  Par.  6  of  Zone  Resolution  ”  • 
and 

Whereas,  the  existing  building  is  of  frame  and  brick 
construction,  two  and  one-half  stories  in  height,  with  a 
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frontage  of  57  ft.  and  a  depth  of  82  ft.  8  in. ;  to  be  occupied 
as  a  building  for  business  purposes ;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommends  the 
denial  of  this  application  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


523-32-BZ. 


APPLICANT — Murray  Klein,  for  Julius  Taft,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  used  for 
business  purposes. 

PREMISES  AFFECTED — -1008  Rockaway  avenue,  Brook¬ 
lyn. 

APPEARANCES— 


For  Applicant :  Murray  Klein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 


(  523-32-BZ) 

Whereas,  Murray  Klein,  for  Julius  Taft,  owner,  filed, 
October  11,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used  for  business  purposes ; 
premises  1008  Rockaway  avenue,  Borough  of  Brooklyn; 
and 

\\  hereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is  in  a  residence 
district  and  Rockaway  avenue  is  in  a  residence  and  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  6,  1932  (re  Applic.  No.  10742),  reads: 

“Proposed  Lunch  Wagon  on  lot  in  a  Residential  Use 
District  is  contrary  to  Art.  II,  Sec.  3  of  the  Building 
Zone  Resolution  and  is  therefore  denied  ”  • 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Linden  boulevard  and  55  ft.  on 
Rockaway  avenue,  upon  which  it  is  proposed  to  erect  a 
one-story  metal  structure,  on  a  concrete  block  foundation, 
■U  ft.  by  52  ft.  in  area,  to  be  occupied  as  a  lunch  wagon ; 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,,  read  and  adopted  at  this  hearing,  recommends 
the  granting  of  this  application  under  section  21  of  the 
building  zone  resolution  with  such  safeguards  as  will  protect 
the  property  of  the  adjoining  and  affected  owners. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
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plication  'be  and  it  hereby  is  granted  on  condition  that  the 
lunch  wagon  shall  be  located  on  a  concrete  foundation  distant 
2o  ft.  from  the  street  line  of  Linden  boulevard  and  parallel 
thereto ;  that  the  entire  plot  shall  be  cleared  of  all  other 
structures  and  storage  of  material  and  kept  free  of  the  same 
during  the  continuation  of  this  lunch  wagon  and  that  the 
lot  shall  be  kept  presentable  at  all  times;  that  no  other 
building  or  structure  other  than  this  lunch  wagon  shall  be 
erected  on  this  lot  and  that  this  permit  shall  continue  only  as 
long  as  the  lunch  wagon  remains;  that  no  signs  shall  be 
placed  on  the  property  other  than  a  flat  sign  attached  to 
the  lunch  wagon  itself  on  the  side  facing  Rockaway  avenue; 
that  said  lunch  wagon  shall  be  of  the  all-metal  type;  that 
all  permits  shall  be  obtained  within  thirty  days  and' all'work 
completed  within  six  months. 


451-32-BZ. 

APPLICANT — Michael  Levine,  for  Church  &  94th  Street 
Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
nnT,„r!j“  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 9111-9123  Church  avenue. 

COnier  fo  East  92nd  street>  Brooklyn. 

A  P  P  E  A  R  A  N  CE  S — 

For  Applicant :  Michael  Levine. 

For  Opposition:  Nathan  Newman. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  n 

THE  VOTE  TO  GRANT— . 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  n 

THE  RESOLUTION—  . 

.  (451-32-BZ) 

Whereas,  Michael  Levine,  for  Church  &  94th  Street 

A.0r u’  -,Tner’  filed’  Au§ust  16>  1932.  an  application,  under 

the  building  zone  resolution,  to  permit  in  a  business  district 

the  erection  and  maintenance  of  a  gasoline  service  station  • 
premises  9111-9123  Church  avenue,  northwest  corner  of  East 
92nd  street,  Borough  of  Brooklyn;  and 
Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  rneet- 
mg  January  13,  1933  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,. the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  Church  avenue  is  in  a  business 
district ;  Linden,  boulevard  is  in  a  residence  district,  and  East 
92nd  street  is  in  a  residence  district;  and 

\A  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  3,  1932  (re  App.  No.  8205-32),  reads:  ’ 
Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec  4a  of 
Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  120  ft.  on  Church  avenue  and  100  ft  on  Fast 
92nd  street:  it  is.  proposed  to  have  the  northerly  portion  of 
the  plot,  for  a  distance  of  30  ft.,  remain  vacant;  upon  the 
remainder  of  the  plot  it  is  proposed  to  erect  a  one-storv 
structure,  20  ft.  by  72  ft  in  area,  to  be  used  as  office,  grease 
pits  and  car  washing  and  to  install  the  necessary  tanks  and 
pumns  for  a  gasoline  service  station;  and 
Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommends 
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the  denial  of  this  application  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


490-32-BZ. 

APPLICANT— John  A.  McGuinn,  for  Annie  McGuinn, 


owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 301-307  Union  street,  northeast 
corner  of  Court  street,  Brooklyn. 


APPEARANCES— 

For  Applicant:  John  A.  McGuinn. 

For  Opposition:  Jacob  Hertz. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

M'cElligott  .  5 

Negative .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 


THE  RESOLUTION— 

(490-32-BZ) 

Whereas,  John  A.  McGuinn,  for  Annie  McGuinn,  owner, 
filed,  September  19,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  301-307  Union  street,  northeast  corner  of 
Court  street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Court  street  is  in  a  business  and 
residence  district;  Union  street  is  in  a  residence  district,  and 
Sackett •  street  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  8,  1932  (re  App.  No.  8654-1932),  reads: 

“Proposed  motor  vehicle  repair  shop  in  a  business 
use  district  contrary  to  Art.  II,  Sec.  4  (29)  of  the 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  48  ft.  on 
Court  street  and  75  ft.  5  in.  on  Union  street;  to  be  occupied 
as  a  motor  vehicle  repair  shop;  and 
Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommends 
the  denial  of  this  application  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


511-32-BZ. 

APPLICANT — Charles  Schaefer,  Jr.,  for  Rutherford  H. 
Clark,  owner. 

SUBJECT — Arolication  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 


resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  an 
existing  building  for  business  purposes  (store). 

PREMISES  AFFECTED— East  side  of  Gerard  avenue, 
111.87  ft.  south  of  East  161st  street,  The  Bronx. 

APPEARANCES— 


For  Applicant:  Charles  Schafer,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD— Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative . 

Absent  . \ . 


5 

0 

0 


THE  RESOLUTION— 

(511-32-BZ) 

Whereas,  Charles  Schaefer,  Jr.,  for  Rutherford  H.  Clark, 
owner,  filed,  September  30,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  an  existing 
building  for  business  purposes  (store)  ;  premises  east  side  of 
Gerard  avenue,  111.87  ft.  south  of  East  161st  street,  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  161st  street  is  in  a  business 
district ;  East  158th  street  is  in  a  residence  district,  and 
Gerard  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  21,  1932  (re  Applic.  Alt.  447-32), 
reads : 

“1.  Proposed  extension  to  building  to  be  used  for 
business  purposes  in  a  residence  district  is  contrary  to 
the  provisions  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  20  ft. 
6  in.  and  a  depth  of  40  ft. ;  to  be  occupied  as  stores  on  the 
first  story  and  dwellings  above;  and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommends  the 
granting  of  this  application  under  section  21  of  the  building 
zone  resolution,  with  proper  safeguards  as  to  protect  the 
property  within  the  area  affected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  the  extension 
of  the  first  story  and  store  of  the  existing  building  to  the 
street  line  and,  also,  in  the  rear,  on  condition  that  these  ex¬ 
tensions  shall  be  made  in  accordance  with  the  requirements 
of  the  building  code  and  all  other  laws  pertaining  to  the 
structure ;  that  the  use  of  the  first  story  of  this  building 
shall  be  restricted  to  a  mercantile  store  or  shop  or  executive 
office,  prohibiting  fish  market,  delicatessen  shop  and  meat 
markets ;  that  no  wares  shall  be  displayed  beyond  the  building 
line;  no  signs  shall  be  displayed  on  the  street  front  of  the 
building  other  than  a  flat  sign  for  the  show  windows  and 
lettering  on  the  glass  of  the  show  windows  or  the  door  of 
the  store:  that  all  permits  required  shall  be  obtained  within 
three  months  and  all  work  involved  thereby  completed  within 
six  months  from  the  date  of  this  action. 
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535-32-BZ. 

APPLICANT — William  Shary,  for  W.  Parsons  Todd, 
owner. 

SUBJEC  T— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — Northeast  corner  of  Boston 
road  and  Astor  avenue,  The  Bronx 

APPEARANCES— 

For  Applicant:  Frederick  R.  Ryan,  William  Shary 
and  John  B.  Connaugh. 

For  Opposition:  H.  K.  Rothenberg. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative .  0 

Absent  . 0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioner 

Connell  and  Chief  McElligott .  3 

Negative:  Commissioners  Holland  and  Guilfoyle  2 

Absent  .  0 

THE  RESOLUTION— 

(535-32-BZ) 


Whereas,  William  Shary,  for  W.  Parsons  Todd,  owner, 
filed,  October  20,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
md  maintenance  of  a  gasoline  service  station ;  premises  north¬ 
east  corner  of  Boston  road  and  Astor  avenue,  Borough  of 
fhe  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
vy  the  board  of  standards  and  appeals,  at  its  special  meet- 
ng,  January  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


\  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business  dis¬ 
trict,  White  Plains  road  is  in  a  business  district;  Astor 
avenue  is  in  a  business  district,  and  Cruger  avenue  is  in  a 
residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  10,  1932  (re  N.  B.  421-32),  reads: 

1.  Proposed  gasoline  service  station  in  a  business 
district  is  contrary  to  the  Building  Zone  Resolution  ”  •  ' 
and  '  ’ 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  109  ft.  on  Boston  road  and  102  ft.  on  Astor 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story  office 
16  ft  by  26  ft-  ln  area,  grease  racks  and  to  install  the  neces- 
sary  tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made,  re- 
same  read  and  adopted  at  this  hearing;  and 
_  Whereas,  this  report  stated  that  inasmuch  as  the  owner 
receives  an  income  from  the  uses  now  on  the  premises  the 
application  is  not  sustained  under  section  21— hardship ;’  and 
Whereas,  at  the  hearing  following  adoption  of  said  re¬ 
port,  owner  s  representative  claimed  that  the  only  income  re¬ 
ceived  was  $40  a  month  from  the  lessee  of  the  lunch  wagon 
the  other  uses  being  unable  to  pay  any  rent  for  the  past 
two  years,  and,  furthermore,  stressed  the  point  that  inasmuch 
as  a  similar  application  on  a  plot  directly  opposite  had  been 
granted  by  this  board  recently  after  an  inspection,  there 
could  be  no  good  reason  for  denying  this  application  under 
the  same  conditions  for  a  temporary  period ;  and 
Whereas,  after  due  consideration  of  these  facts,  the 
chairman  made  a  motion  to  grant  for  a  temporary  period 
with  certain  stipulations,  which  motion  failed  of  adoption  by 
a  vote  of  three  to  two. 

Resolved,  therefore,  that  the  decision  of  the  superintendent 
of  buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


Adjourned  1.40  p.  m. 

W illiam  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  JANUARY  13,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol- 
and  and  Guilfoyle  and  Chief  McElligott. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
■90-32-A. 

APPELLANT— Frank  J.  Gallagher,  for  Roman  Catholic 
Orphan  Asylum  Society  of  Brooklyn,  part  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — 735  Willoughby  avenue,  Brook¬ 
lyn. 

APPEARANCES — 

For  Appellant :  Charles  A.  Webber. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

vCTION  OF  BOARD — Appeal  granted  on  condition. 

'HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative .  0 

Absent  .  0 


'HE  RESOLUTION— 

(390-32-A) 

Whereas,  Frank  J.  Gallagher,  for  Roman  Catholic  Orphan 
.sylum  Society  of  Brooklyn,  part  owner,  filed,  July  6,  1932, 


an  appeal  from  an  order1  of  the  fire  commissioner 
premises  735  Willoughby  avenue,  Borough  of 


,  affecting 
Brooklyn ; 


Whereas,  the  order  of  the  fire  commissioner 
16,  1932  (Order  No.  95885-F),  reads: 


,  dated  June 


1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals,  Sec.  580-1,  Ch.  5,  Art.  28,  Code  of  Or¬ 
dinances.  ; 


and 

Whereas,  the  building,  erected  in  1909,  is  non-fireproof, 
four  stories  (54  ft.)  in  height,  approximately  233  ft.  by  ap¬ 
proximately  106  ft.,  irregular,  in  area,  having  an  area  of  ap¬ 
proximately  17,000  sq.  ft.  on  the  first  story  and  approximately 
12,000  sq.  ft.  in  area  above;  OCCUPIED  as  an  orphan 
asylum,  230  persons;  and 

Whereas,  appellant  contends  that  the  building  is  accessible 
from  all  sides  and  that  it  is  supervised  by  a  night  watchman. 

Rcsoli'ed,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  95885-F,  permitting  the  installation 
of  a  modified  standpipe  system  in  accordance  with  the  re¬ 
vised  plans  filed  with  this  case  showing  a  3-inch  new  stand¬ 
pipe  riser  to  be  connected  to  the  existing  3-inch  service 
line  entering  from  Willoughby  avenue  and,  also,  a  3-inch 
riser  in  the  stair  hall  of  the  “E”  building  connection  to  a 
4-inch  service  line  already  in  existence  entering  from  Wil¬ 
loughby  avenue,  the  connection  with  this  3-inch  riser  to  be 
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made  at  the  point  where  this  service  line  is  at  least  3  in.  in 
diameter,  on  condition  that  the  standpipe  lines  shall  be  prop¬ 
erly  equipped  with  hose  and  connections  as  required  under 
the  standpipe  rules ;  the  standpipe  lines  are  not  to  go  to 
the  roof  and  no  tanks  are  to  be  installed,  inasmuch  as  these 
standpipe  risers  are  to  be  fed  from  street  pressure,  provided 
said  street  pressure  is  at  least  forty  pounds  at  all  times ; 
that  such  additional  fire  extinguishers  shall  be  installed  in 
all  parts  of  the  building  as  may  be  required  by  the  fire  com¬ 
missioner. 


414-32- A. 

APPELLANT — Charles  R.  Barrett,  for  Brewster  &  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 27-01  Bridge  Plaza  North, 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant :  Charles  R.  Barrett. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative .  0 

Absent :  Chief  McElligott .  1 


THE  RESOLUTION— 

(414-32-A) 

Whereas,  Charles  R.  Barrett,  for  Brewster  &  Co.,  Inc., 
owner,  filed,  July  21,  1932,  an  appeal  from  orders  and  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  27-01 
Bridge  Plaza  North,  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb¬ 
ruary  1,  1932,  read : 

“Order  No.  92228-F : 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  ft.  above 
the  roof  level.” ; 

and 

“Order  No.  92229-LF : 

“2.  Provide  a  separate  cross-connection  in  standpipe 
system  in  cellar  to  Siamese  connections  at  all  street  sides 
of  building.  Secs.  580-581,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and 

“Order  No.  92230-LF : 

“1.  Arrange  for  a  flow  test  of  the  standpipe  to  prove 
line  valves,  check  valves  and  siamese  connections  are 
free  from  obstruction  and  in  working  condition,  after 
which  a  test  of  50  lbs.  in  excess  of  the  pressure  of  the 
water  due  to  gravity  in  the  standpipe  system  must  be 
made. 

“Both  tests  are  to  be  arranged  for  and  conducted  by 
the  owner  and  at  the  owner’s  risk.  The  Bureau  of  Fire 
Prevention  must  be  notified  at  least  48  hours  before  the 
test  and  all  such  tests  must  be  made  in  the  presence  of 
a  representative  of  the  Bureau.  Secs.  580-581,  Ch.  5, 
Code  of  Ordinances  and  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  6,  1932,  reads: 

“In  reply  to  your  letter  of  June  28th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  Orders  Nos.  92228-F,  92229-LF,  92230- 
LF,  and  that  you  are  unable  to  do  so  due  to  the  fact 
that  the  Board  of  Standards  and  Appeals  will  not  accept 
an  appeal  for  the  reason  that  the  time  limit,  twenty  days, 
had  elapsed,  and  request  dismissal  and  reissuance  of  the 
above  order. 


“You  are  advised  that  the  order  cannot  be  dismissec 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  six  stories  (90  ft.)  ir 
height,  353  ft.  y2  in.  by  201  ft.  to  88  ft.  2  in.,  irregular,  ir 
depth ;  OCCUPIED  for  mechanical  repairs  to  motoi 
vehicles,  sheet  metal  and  aero  work,  not  more  than  thirty- 
two  persons  per  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erectec 
in  1910,  at  which  time  a  combined  standpipe  and  sprinkler 
system  was  installed,  approved  and  accepted  by  all  depart¬ 
ments  having  jurisdiction;  such  system  is  fed  from  twc 
25,000-gallon  roof  tanks,  the  bottoms  of  which  are  13  ft 
2  in.  above  the  hose  outlets  on  the  roof  and  26  ft.  10  in 
above  the  hose  outlets  of  highest  story ;  in  addition,  the 
water  supply  is  augmented  by  an  electric  fire  pump  capable 
of  delivering  1,500  gallons  per  minute  in  the  lines  at  10C 
pounds  pressure,  suctioning  from  two  50,000-gallon  tank; 
located  in  the  cellar;  as  to  Order  No.  92230-LF,  the  ap¬ 
pellant  claims  under  a  similar  order  a  flow  test  was  made 
December  17,  1931,  and  the  bureau  of  fire  prevention  has 
failed  to  advise  the  owner  whether  or  not  the  test  was  satis¬ 
factory  ;  if  the  test  was  not  satisfactory,  the  owner  is  willing 
to  make  another  test ;  furthermore,  it  is  the  intention  of  the 
owner  to  sell  the  premises  and  discontinue  the  occupancy 
at  the  earliest  opportunity ;  the  appellant  further  contends 
that  the  enforcement  of  these  orders  during  this  period  of 
business  depression  would  entail  an  unreasonable  hardship’ 
upon  the  owner. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Nos. 
92228-F,  Item  1;  92229-LF,  Item  2;  92230-LF,  Item  1,  and 
decision  of  the  fire  commissioner  be  and  they  heVeby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  per¬ 
mitting  the  continuance  of  the  present  standpipe  system,  on 
condition  that  the  present  cross-connection  between  the  stand¬ 
pipe  line  and  sprinkler  manifold  in  the  cellar  shall  be  sep¬ 
arated  and  the  four  openings  flanged ;  that  the  cross-con¬ 
nection  shall  be  installed  at  the  top  of  the  riser  in  No.  3 
stairs  to  the  existing  tank  cross-connection  in  the  top  floor, 
provided  with  the  necessary  check  and  gate  valves  in  this 
connecting  line,  which  check  and  gate  valves  may  be  the  ones 
to  be  removed  from  the  manifold  in  the  cellar;  that  the 
siamese  street  connections  for  the  standpipe  system  as  sep¬ 
arated  from  the  sprinkler  system  shall  be  properly  painted 
in  accordance  with  the  standpipe  fireline  rules  and  the  siamese 
connection  to  the  sprinkler  system  shall  be  similarly  painted 
in  accordance  with  the  sprinkler  rules ;  that  upon  the  com¬ 
pletion  of  this  work,  flow  test  and  other  tests  shall  be  con¬ 
ducted  as  required  by  the  standpipe  fireline  rules ;  all  in¬ 
stallations  to  be1  made  in  accordance  with  the  revised  plans, 
dated  December  21,  1932,  filed  with  this  office.  January  11, 
1933,  consisting  of  one  drawing  marked  “Fire  Pump  Room” 
and  one  plan  marked  “Enlarged  Portion  Section  BB.” 


PETITIONS  FOR  VARIATIONS. 

953-27-S 

PETITIONER — John  J.  Gilmartin,  for  Gardner  W.  Millet, 
et  ah,  owners. 

SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1  East  28th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn;  to 
comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 
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482-32-S. 

PETITIONER — The  Wall  Street  Journal  Building  Co., 
owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-44  Broad  street  and  38-40 
New  street,  Manhattan. 

appearances— 

For  Petitioner :  Thomas  B.  Fenlon  and  Landgon  P. 
Marvin. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative .  0 

Absent  .  0 


517-32-S. 

PETITIONER — Adolph  Held,  for  Forward  Association, 

owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 173-175  East  Broadway,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Alexander  Kahn  and  Benjamin 
Schlanger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


THE  VOTE—  ... 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative . . . . . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(517-32-S) 

Whereas,  Adolph  Held,  for  Forward  Association,  owner, 
filed,  October  1,  1932,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  173-175 
East  Broadway,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
8,  1932  (Order  No.  96851-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law  : 

“1.  Reduce  the  area  of  wired  glass  in  partitions  en¬ 
closing  interior  stairway  so  that  no  single  pane  of  glass 
shall  exceed  360  sq.  in.  and  a  total  of  not  more  than 
720  sq.  in.  on  any  story  as  per  rule  505  of  the  Industrial 
Code.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  12,  1932,  reads : 

“This  will  reply  to  your  letter  of  August  25th,  relative 
to  Order  96851-LD,  affecting  the  above  premises,  in 
which  you  request  that  a  new  order  be  issued  so  that 
time  may  be  extended  for  the  purpose  of  either  appealing 
to  the  Board  of  Standards  and  Appeals  or  complying 
with  the  order. 

“You  are  advised  that  your  request  for  reissuance  of 
the  order  is  denied.” ; 
and 

Whereas,  the  building,  erected  in  1911,  is  fireproof,  ten 
stories  in  height,  52  ft.  by  90  ft.  1  in.  in  area;  OCCUPIED  : 
cellar,  printing  presses,  15  persons ;  1st  to  9th  stories,  offices, 
20  persons  per  story;  10th  story,  linotyping,  18  persons; 
EQUIPPED  with  a  sprinkler  system  (in  sub-basement  only) 
and  a  fire  alarm  signal  system;  EXITS:  two  interior  fire¬ 
proof  stairways,  extending  from  the  first  story  to  second 
story  and  one  extending  to  roof,  enclosed  in  fireproof  parti¬ 


tions,  with  fireproof  doors  at  openings;  an  exterior  iron 
s  airway  irom  first  story  to  roof  and  a  fire  escape  from  roof 
to  fifth  story ;  and 

Whereas,  petitioner  contends  that  there  is  a  wired  glass 
panel,  31  in  by  44  in.,  on  the  fourth  story,  a  similar  panel 
on  the  third  story— in  the  main  stair  enclosure  and,  also, 
wired  glass  panels  in  the  lobby  on  the  first  story  and  in  the 
upper  portion  of  the  lobby  on  the  mezzanine  story ;  petitioner 
requests,  insofar  as  the  building  is  occupied  principally  for 
offices,  the  acceptance  of  existing  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a ■  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  96851-LD,  on  condition  that  the  requirements  of 
rule  505  of  the  industrial  code  shall  be  complied  with  on  all 
floors  from  the  top  down,  including  the  mezzanine ;  that  on 
the  main  floor  a  complete  fire  cut-off  shall  be  constructed  in 
connection  with  the  present  grille  work  consisting  of  iron 
frames  and  wire  glass,  rigidly  constructed,  no  light  of  glass 
to  exceed  720  sq.  in. ;  that  the  openings  now  used  as  cashiers’ 
windows  shall  be  protected  with  automatic  closing  doors 
consisting  of  wire  glass  and  steel  frames  running  on  tracks 
and  held  in  place  with  a  fusible  link;  that  the  partitions 
now  forming  the  space  marked  “lobby”  shall  be  glazed  with 
wire  glass;  that  the  transoms  in  these  partitions  shall  be 
permanently  fastened  and  closed;  that  all  the  doors  opening 
in  or  from  this  lobby  shall  be  fireproof,  glazed  with  wire 
glass, _  and  made  self-closing;  size  of  lights  in  this  lobby 
partition  to  remain  as  at  present  without  reduction. 


525-32-S 

PETITIONER — William  Higginson  &  Son,  for  Gair  Realty 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 15-33  Main  street,  82-90  Ply¬ 
mouth  street  and  99-107  Water  street,  Brooklyn 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative . o 

Absent  .  o 


THE  RESOLUTION— 

(525-32-S) 

Whereas,  William  Higginson  &  Son,  for  Gair  Realty 
Corp.,  owner,  filed,  October  13,  1932,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
orders  and  a  decision  of  the  fire  commissioner  and  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  15-33 
Main  street,  82-90  Plymouth  street  and  99-107  Water  street, 
Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
August  18,  1932,  read: 

“Order  No.  96937-LD : 

“1.  Provide  an  additional  means  of  exit  from  the 
13th,  14th,  15th  and  16th  stories  of  the  Tower.  Sec. 
270  of  the  Labor  Law.” ; 

and 

“Order  No.  96941-LD  : 

“1.  Remove  all  partitions  not  built  of  incombustible 
material,  as  per  Sections  263  and  270  of  the  Labor 
Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  11,  1932,  reads : 

“In  reply  to  your  letter  of  Sept.  20th,  1932,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  order  96937-LD  and  item  1 
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of  order  9694 1-LD  and  that  you  are  unable  to  do  so 
due  to  the  fact  that  the  Bd.  of  Standards  and  Appeals 
will  not  accept  an  appeal  for  the  reason  that  the  time 
limit,  twenty  days,  had  elapsed,  and  request  dismissal 
and  reissuance  of  this  order. 

“You  are  advised  that  the  order  cannot  be  dismissed  or 
reissued.  Therefore,  your  request  is  denied." ; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  11,  1933  (re  Applic.  No.  187-1933),  reads: 

“1.  This  building  was  erected  after  Oct.  1,  1913,  and 
therefore  proposed  exterior  iron  stairs  from  14th  floor  is 
contrary  to  Section  370,  subdivision  3  of  the  Labor 
Law. 

“2.  Provide  2  stairs  from  15th  floor,  Section  270, 
subdivision  3. 

“3.  Combustible  partitions  not  permitted  in  a  building- 
required  to  be  fireproof,  Section  270,  subdivision  6.”  ; 

and 

Whereas,  the  building,  erected  in  1914,  is  fireproof,  main 
building  is  twelve  stories  in  height  and  the  tower  four 
stories  in  height,  200  ft.  10  in.  by  103  ft.  10  in.  in  area; 
OCCUPIED:  1st  story,  storage,  4  persons;  2nd  story, 
storage ;  3rd  story,  not  in  use ;  4th  story,  factory,  20  persons ; 
5th  story,  factory,  20  persons ;  6th  story,  not  in  use ;  7th 
story,  factory,  92  persons;  8th  story,  warehouse,  12  persons; 
9th  story,  factory,  14  persons;  10th  story,  factory,  26  per¬ 
sons;  11th  story,  warehouse,  25  persons;  12th  story,  factory, 
95  persons;  13th  story,  storage;  14th  story,  factory,  22  per¬ 
sons;  15th  story,  storage,  2  persons;  16th  story,  tank  room; 
EQUIPPED  with  a  sprinkler  system;  EXITS:  three  in¬ 
terior  fireproof  stairways  and  two  fire  towers,  extending 
from  the  first  story  to  main  roof  (one  stairway  extends  to 
roof  of  tower),  enclosed  in  fireproof  partitions,  with  fire¬ 
proof  doors  at  openings ;  and 

Whereas,  petitioner  contends  that  the  area  of  the  tower  is 
only  2,492  sq.  ft.  and  that  the  area  of  the  present  stairway 
is  100  sq.  ft.,  and  to  provide  an  additional  stairway  would 
render  the  tower  useless ;  as  to  partitions,  contends  that  the 
only  partitions  in  question  are  those  shown  upon  the  plans 
and  that  they  are  so  small  that  the  fire  risk  is  negligible 
and  that  the  building  is  sprinklered ;  that  the  partitions  are 
only  8  ft.  in  height  and  consist  of  sheet  rock  on  wood 
studs  or  wood  partitions  with  glass  panels. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 


order  of  the  fire  commissioner,  No.  96937-LD,  Item  1,  and 
decision  of  the  superintendent  of  buildings,  Applic.  No.  187- 
1933.  rendered  January  11,  1933,  to  permit  the  proposed  iron 
stairs  from  the  fourteenth  story  to  the  main  fireproof  roof 
as  a  second  means  of  exit  under  the  requirements  of  the 
labor  law  for  this  fourteenth  story,  on  condition  that  no 
manufacturing  of  any  description  shall  be  carried  on  above 
this  fourteenth  story,  said  stairway  to  be  constructed  sub¬ 
stantially  as  shown  on  revised  plans  filed  with  this  petition, 
received  by  the  board  under  date  of  January  11,  1933;  denied 
as  to  Order  No.  96941-LD,  Item  1. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

396-32-SA. 

PETITIONER — Viking  Manufacturing  Corp.,  owner. 
SUBJECT — Viking  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  ,i 

Negative .  0 

Absent  .  C 

THE  RESOLUTION— 

(396-32-SA) 


Whereas,  Viking  Manufacturing  Corp.,  owner,  filed,  July 
14,  1932,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Viking  Oil 
Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  January  13,  1933,  recom¬ 
mends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Viking  Oil  Burner 
for  use  in  domestic  and  commercial  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 


Adjourned  3.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  17,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  January  6,  1933;  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  morning,  January  10, 
1933,  and  the  minutes  of  the  regular  meeting  of  the  board 
held  on  Tuesday  afternoon,  January  10,  1933,  were  approved 
as  printed  in  Bulletin  No.  3,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

545-32-BZ. 

APPLICANT— Hotchner,  Drucker,  Bleier  &  Finn,  for 
Downy  Properties,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — Northeast  corner  of  247th 
street  (Hillendale  avenue)  and  Northern  boulevard 
(Block  No.  3976,  Lot  No.  48),  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Finn,  Jr. 

For  Opposition:  Joseph  T.  King. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1933,  at 
10  a.  m„  on  request  of  applicant’s  representative. 


549-32-BZ. 

APPLICANT — Abram  Shlefstein,  for  Edbro  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  70th  ave¬ 
nue  and  Cooper  avenue  (Block  No.  3792,  Lot  No. 
20),  Elmhurst,  Borough  of  Queens. 
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appearances— 

For  Applicant :  Abram  Shlefstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  15)33,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


557-32-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  Estate  of  C.  H.  C. 
Beakes,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 206-208  East  12th  street  (Block 
No.  467,  Lot  Nos.  12  and  13),  Manhattan. 
APPEARANCES— 

For  Applicant:  M.  Joseph  Harrison  and  Albert  S. 
Beakes. 

For  Opposition:  John  H.  Scheier,  Albert  Foreman, 
Henry  E.  Cohen,  Casper  J.  Azzara,  Dr.  S.  F. 
Dorfman,  William  J.  Berkman,  J.  J.  Scully, 
Julius  Grayer  and  Joseph  L.  Johnson. 

ACTION  OF  BOARD — Laid  over  to  February  17,  15)33,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


560-32-BZ. 

APPLICANT — Eerdinand  Savignano,  for  Goral  Realty 
Corp.,  owner. 


SUBJECI  Application  (re  decisions  of  the  superintendent 
of  buildings  and  the  tenement  house  commissioner) 
under  sections  7a,  7b,  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
extension  of  an  existing  business  use 

PREMISES  AFFECTED— 403  East  52nd 'street  (Block 
No.  1364,  Lot  No.  5),  Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Opposition:  A.  Alessandro. 

ACTION  OF  BOARD — Laid  over  to  February  7,  15)33,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


565-32-BZ. 

APPLICAN  T — Salvator  Marinello,  for  Giuseppina  Guerra, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  an  automobile  repair  shop 
and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED— 1195-1203  Belmont  avenue, 
northwest  corner  of  Conduit  avenue  south  (Block 
No.  4241,  Lot  No.  14),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Salvator  Marinello. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1933,  at 
2  p.  m„  for  inspection  and  report  by  a  committee 
of  the  board. 


Adjourned  12.35  p.  m. 

William  J.  O  Gormax,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  JANUARY  17,  1933. 
Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

505-32-BZ. 

APPLICANT— Michael  Levine,  for  Isaac  Levingson,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— South  side  of  Conduit  boule¬ 
vard,  5  ft.  11  %  in.  east  of  Hemlock  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Michael  Levine  and  Isaac  Leving¬ 
son. 

For  Opposition :  William  J.  Burke,  Mrs.  Rose 
Michaels  and  Frank  Skura. 

ACTION  OF  BOARD — Laid  over  to  February  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


618-29-BZ. 

APPLICANT — Conroy  &  Hardy,  substituted  for  McCooey 
&  Conroy,  for  Trojan  Holding  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 


gasoline  service  station  (withdrawal  requested  May 
26,  1931— laid  over  for  full  vote  of  board). 

PREMISES  AFFECTED — 653-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street,  Brooklyn 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

AC  I  ION  OF  BOARD — Application  to  withdraw  applicant’s 
request  to  withdraw  carried ;  case  laid  over  for  Cal¬ 
endar  Call  and  public  hearing. 

THE  VOTE  TO  WITHDRAW  APPLICANT’S  RE¬ 

QUEST  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  o 

Absent  .  o 


186-28-BZ. 

APPLICANT — Kenlon-Michels  Engineering  &  Contracting 
Co.,  Inc.,  for  Josephine  F.  Burghard,  owner  (Am- 
sterdam-167th  Street  Corp.,  lessee — long-term  lease). 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  for  reconsideration 
under  new  facts  October  21,  1932). 

PREMISES  AFFECTED — 462-470  West  167th  street  and 
2165  Amsterdam  avenue,  southeast  corner,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  John  Kenlon. 

For  Opposition :  Zoltan  Nagy  and  Ruben  Barshay. 
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ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(186-28-BZ) 

Whereas,  Kenlon-Michels  Engineering  &  Contracting  Co., 
Inc.,  for  Josephine  F.  Burghard,  owner  (Amsterdam-167th 
Corp.,  lessee — long-term  lease  of  thirty-one  years),  filed, 
February  29,  1928;  denied  July  24,  1928;  reopened  October 
21,  1932,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  'business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  462-470  West  167th 
street  and  2165  Amsterdam  avenue,  southeast  corner,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  January  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Amsterdam  avenue  is  in  a  business 
district;  West  167th  street  is  in  business  and  residence  dis¬ 
tricts,  and  Jumel  place  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  12,  1932  (N.  B.  App.  97-1932),  reads: 

“1.  Gas  service  station  is  prohibited  in  a  business  dis¬ 
trict,  Zone  Resolution,  Section  4.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  119  ft.  3)4  in.  on  West  167th  street  and  74  ft. 
*4  in.  on  Amsterdam  avenue;  it  is  proposed  to  demolish  the 
frame  buildings  now  on  the  site  and  to  construct  thereon 
a  one-story  office  and  grease  pits  structure  and  to  install  the 


necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  the  premises  under  appeal  were  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  recommended 
the  granting  of  the  application  under  section  21  of  the 
0  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
gasoline  service  station  shall  be  constructed  substantially  as 
shown  on  the  plans  and  elevations  submitted  with  this  ap¬ 
plication;  that  there  shall  be  a  wall  at  least  7  ft.  high  con¬ 
structed  along  the  southerly  lot  line  of  the  property,  this 
wall  to  be  of  enamel  brick;  that  there  shall  be  a  concrete 
curb  12  in.  high  and  12  in.  in  width  constructed  along  the 
property  on  the  street  lines  of  West  167th  street  and  Am¬ 
sterdam  avenue,  with  driveways  as  shown,  not  to  exceed  12 
ft.  in  width,  except  the  one  on  West  167th  street,  near  the 
corner  of  Amsterdam  avenue,  which  may  be  approximately 
15  ft.  in  width,  the  curb  cuts  to  be  installed  as  shown  on  the 
plans  submitted;  that  the  entire  area  shall  be  cement  paved; 
that  the  pumps  shall  be  set  back  not  less  than  10  ft.  from 
the  street  line ;  that  no  signs  shall  be  installed  on  the  property 
except  on  the  glass  globes  of  the  pumps  and  flat  signs 
against  the  wall  and  on  the  facade  of  the  office;  that  the 
grease  pits  shall  be  housed  as  indicated  on  the  plans  sub¬ 
mitted  ;  that  all  accessory  buildings  shall  be  limited  to  one 
story  in  height  and  constructed  of  fireproof  material  with 
the  roofs  covered  either  with  terra  cotta  tile  or  variegated 
slate,  the  buildings  to  be  faced  with  enamel  brick  same  as 
for  the  wall ;  that  there  shall  be  no  excavation  for  any 
accessory  buildings  other  than  the  grease  pit  excavation;  that 
there  shall  be  no  open  flame  in  the  accessory  buildings  or 
elsewhere  on  the  premises  of  any  nature  or  description;  that 
no  portable  gas  tanks  shall  be  used  on  the  premises ;  that 
all  permits  required  shall  be  obtained  within  six  months 
and  work  completed  within  one  year  from  the  date  of  this 
action. 


Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner . 571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1103-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-68-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-3 1-S A 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Msler  Automatic  Oil  Burner .  481-27-SA 

ilectrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

imber-Glo  Oil  Burner .  462-32-SA 

enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

tspo  Oil  Gas  Burner .  1431-23-SA 

•airfield  Oil  Burner .  584-31-SA 


Name  of  Burner  Calendar  No. 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -S A 

Hardinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Hoi  by  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  391-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner . 846-25-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nii-Way  Oil  Burner . 773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner . 113-26-SA 

Paramount  Oil  Burner .  1 193-25- S A 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petrc  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Ravfield  Oil  Burner . 504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner . 891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-  SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner  Calendar  No. 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  "D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spi  o  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 

Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  373  West 

Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 
Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

329-27-A — 39  Fifth  avenue,  Manhattan. 

D30-27-A — 13-16  Central  Park  West,  Manhattan. 

931- 27-A--20-28  West  72nd  street,  Manhattan. 

932- 27-A — 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30- S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

201-32-A — 469  West  140th  street,  Manhattan. 

184-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

510-22-SA — Crocker  Gas  Valve,  approval  of. 

'99-22-SA — Kcnnell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
.  approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

143-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

)52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
S37-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

?1 4-27-S A — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

'12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

M0-29-SA — A  Diamond  “S”  250  lbs.  214-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

180-29-SA — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


USE  OF  HYDRATED 

Adopted  by  the  Board  of  Standards  and  Appeals,  April 
,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
duction  shall  not  be  prohibited  when  used  in  accordance 
4h  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
ecifications  for  this  material  which  have  been  adopted 
the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
ed  shall  conform  with  the  following  table,  all  weights 
cen  being  the  amount  of  lime  which  may  be  incorporated 
each  ninety-five  pound  bag  of  Portland  cement : 


359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

13c31-SA  Cant  Pull  Anti-Syphon  Trap,  approval  of. 

250- 3J-SA — Lunkenheimer  2)4-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 3 1- SA— Lunkenheimer  2J4-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA— The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

1 25-32- SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA  Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

400-32-S  A — Superfex  Oil-Burner  Warm-Air  Furnace 

Model,  approval  of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

485-32-SA — Bethlehem  Steam  Atomizing  Fuel  Oil  Burner, 
approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

518-32-SA — KeWaNee  Oil  Burner,  approval  of. 

528-32-SA — -Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32-SA— Evenheet  Oil  Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

.)70-32-SA — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-S A — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

000-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
Cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


LIME  IN  CONCRETE 

1-1 1/2-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2/4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  January  18,  1933 .  20 

Restored  to  Calendar .  6 

Miscellaneous  Applications. 

Requests  to  reopen .  21 

Requests  to  amend  .  1 

Requests  for  modification .  2 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  6 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  0 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  317 

Disposed  of  .  57 

Cases  pending  January  18,  1933 .  260 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . o 

Denied . 4 

Granted  .  C 

Granted  on  condition . .  18 

Appliances  approved  .  2 

Appliances  dismissed,  disapproved  or  withdrawn.....  1 

Rules  approved  .  0 

Rules  disapproved,  rescinded  or  withdrawn . .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  15 

Requests  to  reopen  denied . .  2 

Requests  to  amend  granted .  1 

Requests  to  amend  denied . 0 

Requests  for  modification  granted .  2 

Requests  for  modification  denied . 0 

Requests  to  rescind  granted . Q 

Requests  to  rescind  denied . . .  Cl 

Requests  for  extension  of  time  granted .  6 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted . .  0 

Requests  for  extension  of  permit  denied.., . .  0 

Requests  to  install  granted . . . .  0 

Requests  to  install  denied . 0 

Plans  approved  .  0 

Plans  disapproved  . 0 

Administrative  requests  granted . . . A '  VA  o 

Administrative  requests  denied  or  withdrawn .  ::  o 

Interpretations  .  »  c 

Requests  withdrawn  or  dismissed .  4 

Total  . 57 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($i.50)  for  subscription  for  one  vear  to  THE  BUI  - 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . . 

p.  o . ; . 


My  Subscription  is  to  begin  with  the  issue  for 
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By  mail,  7  cents 
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DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


Tuesdays,  at  10  a.  m.  and  2  p  m 

Caffo  SS’?Sr  f  rb,i?ed  in  this  Bulletin, 
call  ot  Clerks  Calendar,  Tuesdays,  at  2  p  m 

MMhattaa„r.'"gS  Sre  hdtl  in  R°°m  1013'  Municipal  Building, 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


)ffice— Municipal  Building,  Rooms  1001  to  1015. 
ELEPH0NE— WORTH  2-0184. 

)ffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

//  communications  should  be  addressed  to  the  chairman  of 

the  board 


10  A.  M.  to  1  P.  M. 

the^fteraoon— Saturdays  °excepted.  ^  m0rning  and  one  in 

T,  r,  CuAL^  °F  CLERK’S  CALENDAR 

Building  ^ 

anrid  /nTerty, ,°'fners  opportunity  to  file  objections  if  anv 
at  o'n>  i  Ca  led  V1-  Boon:>  1013,  Tuesday,  January  31  1933 ’ 
definitely!  *  ^  ^  "  Set  **  ^ring  ont 

^  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  February  7,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  th* 

on  fed"  d°aysCaSe5  ^  b definile|y  fOT  hiring 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 


Minutes  of  Special 
10  A.  M. 

Meeting, 

January 

20, 

1933, 

Minutes  of  Special 

2  P.  M. 

Meeting, 

January 

20, 

1933, 

Minutes  of  Regular 
10  A.  M. 

Meeting, 

January 

24, 

1933, 

Minutes  of  Regular 

2  P.M. 

Meeting, 

January 

24, 

1933, 

Approved  Fuel  Oil  Pumps. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 

• 

NU11LE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or 
progress,  nor  accepted  that  are  not  filed  within  twenfy  days 
rom  the  date  of  the  action  of  the  Administrative  Official  Y 
Any  communication  purporting  to  be  an  appeal  amili- 
“”or  Pft,0n  fa"  be  regarded  as  a  mere  X  rfTn- 

byntthe°ruTeesVe'hU  heart.  “  "  fiW  °"  *he 
Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
.  t,ie  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  trf  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions 
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HARRIS  H.  MURDOCK,  Chairman. 


« 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  January  25,  1933. 


Cal.  No. 
30-33-BZ. . 


Department.  Premises  Affected. 

_ B.B.B _ 210-212  Prospect  Park  South 


Exit  Rules  (Revolving  Doors) ....  Oct. 

Factory  Exit  Rules . Jan. 

Fire  Alarm  Rules  Clnterior) .  Dec. 


Fire  Drill  Rules. 


Dec. 


18,  1932— Vol.  17  No.  42 
3,  1933— Vol.  18  No.  1 
27.  1932 — Vol.  17  No.  52 
20,  1932— Vol.  17  No.  51 


Fire  Retarding  Rules  for  Garages, 

etc . Jan- 

west  (Block  5287,  Lot  44),  S;r°°r!„feS,dRJSinL {St 


29-33-S. 


.  F.D . 


28-33-A. 


..F.D. 


27-33-BZ . 


26-33-A. 


25-33-BZ. 


Bklyn.,  Applic.  191-33 

...54-82  Broadway  (Block  2130, 
Lot  5),  Bklyn., 

L.  D.  88478 
...55  Hanson  pi.  (Block  2113, 
Lot  1),  Bklyn., 

L.  C.  55853 
...Northwest  corner  of  Springfield 
blvd.  &  115th  ave.  (Block 
1949,  Lot  1),  Queens  Village, 
Q.,  N.  B.  2343-32 

...Foot  of  Broadway,  Kill  Van 
Kull  (Block  185,  Lot  101), 
West  New  Brighton,  Rich., 

F-80766 

.B.B.Q _ 145-02  to  145-10  Rockaway  blvd 


..B.B.Q. 


Fuel  Oil  Rules .  Jan- 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  .  Dec. 

Plumbing  Rules  .  Aov. 

Procedure,  Rules  of •■•••••••  "A"' 

Refrigerating  Systems,  Extract  C.  O.  Dec. 
Smoking  in  Factories,  Rules  for...  Jan. 

Sprinkler  Rules  - • •  • . 

Standpipe— Fire  Line  Rules.... - Nov. 

Structural  Alterations,  Reporting..  June 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Apr. 


10,  1933— Vol.  18  No.  2 
3,  1933— Vol.  18  No.  1 
21,  1919— Vol.  4  No.  ( 
3,  1933— Vol.  18  No.  1 
7,  1925 — Vol.  10  No.  L 
5,  1928— Vol.  13  No.  2i 


13,  1932— Vol.  17  No.  5( 
8,  1932— Vol.  17  No.  4i 

5,  1932— Vol.  17  No.  Z 
20,  1932— Vol.  17  No.  5: 

3,  1933— Vol.  18  No. 

6,  1932— Vol.  17  No.  41 
22,  1932— Vol.  17  No.  4' 

7,  1932— Vol.  17  No.  2: 


10,  1923— Vol.  8  No.  li 


.F.D. 


24-33-A. 


..F.D. 


23-33-SA. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  31,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

APPLICANT— Robert  C.  Weissmantel  &  Son,  Inc.,  lessee 
for  Tisdale  Lumber  Co.,  owner. 

(Block  2864,  Lot  130),  South  PREMISES— East  side  of  130th  street  330  ft.  sout 

Jamaica  avenue  (Block  No.  234,  Lot  No.  79),  Rich 
mond  Hill,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone  reso 

TO  PERMIT  in  a  residence  district  the  change  of  occu 
pany  of  an  existing  building  to  a  salesroom,  moto 
vehicle  repair  shop  and  service  station. 


Ozone  Park,  Q., 

N.  B.  3142-32 
.  .4350-4352  Broadway  (Block  2167, 
Lot  32),  Man., 

•Applic.  6951-32 

...F.D . Sunrex  Range  Oil  Burner, 

Appliance 

22-33-S . B.B.M.... 150-152  Rivington  st.  (Block 

349,  Lots  35  &  36),  Man., 

_ _  Decision 

.B.B.Q _ Southeast  corner  of  Hillside  ave. 

&  181st  st.  (Block  961,  Lot 
43),  Jamaica,  Q., 

N.  B.  2520-32 

Restored  to  Calendar. 

.F.D . 101-121  E.  49th  st.  (Block  1304, 

Lot  1),  Man., 

L.  C.  73844 
.413  Madison  ave.  (Block  1284, 
Lot  21),  Man., 

L.  D.  12203  &  L.  D.  12204 


21-33-BZ. 


442-32- A. 


550-32-BZ. 

APPLICANT— Samuel  L.  Malkind,  for  Perma  Secuntie 
Corp.,  owner. 

PREMISES— 352-360  99th  street,  southwest  corner  ( 
Fourth  avenue  (Block  No.  6134,  Lot  No.  22. 

Brooklyn.  .  .  ,  ,  .... 

APPLICATION,  under  section  21  of  the  building  zoi 

resolution,  .  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  man 
‘  tenance  of  a  garage  for  more  than  five  (5)  mote 
vehicles  and,  also,  a  gasoline  service  station. 


393-27-S . F.D. 


616-32-BZ.  .  „  . 

APPLICANT — De  Rose  &  Cavalieri,  for  Giuseppe  Chiat 


ese,  owner. 

PREMISES— West  side  of  Arthur  avenue,  115.01  ft  soul 
of  East  189th  street  (Block  No.  3066,  Lot  No.  51 


CODE 


The  Bronx.  ,  .... 

APPLICATION,  under  section  21  of  the  building  zoi 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  garage  for  more  than  five  (5)  mot* 
vehicles. 


pp  . Fire  Department 

D . .  .  .  .  .  .  .  .  .  .  .  . . Health  Department 

B‘BB . . . Bureau  of  Buildings,  Brooklyn  1230-23-BZ.  • 

r'r'm*  . Bureau  of  Buildings,  Manhattan  APPLICANT— Hyman  &  Segall,  for  Edmund  G.  Burl 

b  b  q . Bureau  of  Buildings,  Queens 

ggR . Bureau  of  Buildings,  Richmond 


B  B  Bx  .  .  .  .  .  *.  *. . Bureau  of  Buildings,  Bronx 

p H  D .  .  .  .  .  .  . . Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  193J  Vol.  17  No.  31 
Concrete5  Flat '  Slabs' '  E.liVo .  Tan.  3,  1933— Vol.  18  No.  1 


present  owner. 

PREMISES— 160-01  46th  avenue,  northeast  corner  ot  lou 
street  (Block  No.  1217,  Lot  No.  1),  Flushir 
Borough  of  Queens.  ,  .... 

APPLICATION,  under  section  7f  of  the  building  zo 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  gasoline  service  station  (previous 
denied  under  section  21 ;  reopened  for  reconsiderati 
under  section  7f  September  16,  1932). 


345-32-BZ. 


Concrete  Rules  (Hydrated  Lime)..  Jan-  31,  1933— Vol.  IS  No.  5  \ppiJCANT — Patrick  J.  Reilly,  owner 

Elevator  Rules  . June  vo1,  1,1 
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CALENDAR 


’REMISES — North  side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot  No.  105), 
Bayside,  Borough  of  Queens. 

iPPLICATION,  under  section  21  of  the  building  zone 
resolution, 

'O  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  granted  under 
section  7f  for  a  temporary  period  of  two  (2)  years; 
reopened  December  13,  1932  for  reconsideration — 
permanent  permit. 


JANUARY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
-ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Tuesday  morning,  January 
l,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
e  following  matters : 

vl.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1465,  Lot 
No.  1),  Brooklyn. 

,l.  no.  828-25-BZ — Application,  August  13,  1925 ;  garage 
granted  on  certain  conditions  December 
22,  1925 ;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station ;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

-  no.  492-27-BZ — Application,  May  5,  1927 ;  denied  for  use 
as  garage,  motor  vehicle  reoair  shop  and 
gasoline  service  station  on  November  18, 
1927;  reopened  November  9,  1932,  under 
section  21  of  the  building  zone  resolution 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station:  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600, 
Lot  No.  7),  Brooklyn. 


Sedgwick  avenue,  150  ft.  south  of  West 
167th  street  (Block  No.  2539  Lot  No 
22),  The  Bronx. 

CAL.  NO.  31-32-BZ— Application,  January  25,  1932;  granted 
on  certain  conditions  March  29,  1932 ; 
reopened  December  6,  1932,  for  modifica¬ 
tion  of  conditions  under  section  21  of  the 
building  zone  resolution,  of  Edward  Cos¬ 
grove,  applicant  and  owner,  to  permit  in 
a  residence  use  and  “E”  area  district  the 
erection  and  maintenance  of  a  business 
building  (store)  and,  also,  the  omission 
of  the  required  ten  (10)  foot  setback 
from  the  street  line;  premises  500  Hen¬ 
derson  avenue,  south  side,  74.11  ft.  easl 
of  Davis  avenue  (Block  No.  139,  Lot 
No.  5),  West  New  Brighton,  Borough 
of  Richmond. 

CAL.  NO.  575-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Wood  &  Marshall,  applicants, 
on  behalf  of  Suburban  Maintenance  Serv¬ 
ice  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645. 
Lot  No.  19),  Rosedale,  Borough  of 
Queens. 

cal.  no.  598-32-BZ — Application.  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ferdinand  Savignano,  applicant, 
on  behalf  of  Jeremiah  P.  Francis,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  .  and  maintenance  of  a  gasoline 
service  station;  premises  1977-1991  At¬ 
lantic  avenue,  northwest  corner  of  Sara¬ 
toga  avenue  and  northeast  corner  of 
Louis  place  ( Block  No.  1561,  Lot  Nos 
1  and  37),  Brooklyn. 

CAL.  no.  567-32-BZ — Application,  November  18,  1932,  under 
sections  7e  and  21  of  the  building  zone 
resolution,  of  L.  S.  Posner,  applicant, 
on  behalf  of  Wayside  Realty  Co..  Inc., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  3320-3338  Broadway,  east  side, 
West  134th  to  West  135th  streets 
(Block  No.  1988,  Lot  No.  1),  Manhat¬ 
tan. 

HARRIS  H.  MURDOCK,  Chairman. 


■  N0-  347-29-BZ— Application.  May  21,  1929;  granted  for 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929 ;  re¬ 
opened.  modified  and  time  extended 
November  5.  1930;  reopened  and  time 
extended  November  4.  1931;  reopened, 
time  extended  and  application  amended 
November  4,  1932.  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corn.,  owner,  to  Permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and.  also,  garages  for  more  than  five  (S') 
motor  vehicles;  premises  west  side  of 


JANUARY  31,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

312-32- A — 251-267  Richards  street  (Block  No.  612,  Lot  No. 
1),  Brooklyn. 

612- 32-A — 565-567  Broadway  and  82-86  Prince  street 

(Block  No.  498,  Lot  No.  5),  Manhattan. 

613- 32- A — 114-116  East  13th  street  (Block  No.  558,  part 

of  Lot  No.  13),  Manhattan. 

Petition  for  Variation. 

588-32-S— 53-57  West  36th  street  (Block  No.  838,  Lot  No. 

12),  Manhattan. 
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Appliances  Submitted  for  Approval. 

625-32-SA — Manufacturers  Tooth  Furnace  Fuel  Oil  Burner, 
approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 


FEBRUARY  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February  3, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant 
on  behalf  of  Navillus  Realty  Corp. 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Rockaway  boulevard  and  123rd 
street  (Block  No.  2512,  Lot  No.  7), 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  531-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Roth,  applicant,  on  be¬ 
half  of  Radium  Club,  Inc.,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  part  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop ; 
premises  650-654  Lenox  avenue,  south¬ 
east  corner  of  West  143rd  street  (Block 
No.  1740,  Lot  No.  69),  Manhattan. 

cal.  no.  510-32-BZ — Application,  September  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  David  G.  McConnell,  applicant, 
on  behalf  of  Sadie  Smith,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenancce  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Rockaway  boulevard  and  Van 
Wyck  boulevard  (Block  No.  2558,  Lot 
Nos.  1  and  3),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

cal.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  one  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue 
(Block  No.  4195,  Lot  Nos.  1  and  4), 
The  Bronx. 

cal.  no.  544-32-BZ — Application,  October  28,  1932,  under 
t  sections  7a  and  21  of  the  building  zone 

resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station ;  premises  515- 
519  Brooklyn  avenue  (Block  No.  1332, 
part  of  Lot  No.  1),  Brooklyn. 


cal.  no.  546-32-BZ — Application,  October  31,  1932,  un 
section  21  of  the  building  zone  resc 
tion,  of  Milton  M.  Samuels,  applic; 
on  behalf  of  88th  Holding  Co.,  I 
owner,  to  permit  in  a  business  dist: 
the  erection  and  maintenance  of  a  ga 
line  service  station ;  premises  northc 
corner  of  Williamsbridge  road  and  Ly 
avenue  (Block  No.  4310,  Lot  No.  3 
The  Bronx. 

cal.  no.  357-32-BZ— -Application,  June  16,  1932,  under  sj 
tion  21  of  the,  building  zone  resoluti 
of  Martin  J.  Ort,  applicant,  substitu 
for  A.  C.  Benson,  for  Stuyvesant  E 
Estate  Corp.,  subsidiary  for  Long  Isl; 
Railroad  Co,,  owner,  to  permit  ir 
business  district  the  erection  and  m; 
tenance  of  a  gasoline  service  stati 
premises  northwest  corner  of  Skilln 
avenue  and  43rd  street  (Block  No.  : 
Lot  No.  1),  Long  Island  City,  Boroi 
of  Queens. 

cal.  no.  838-28-BZ — Application,  October  31,  1928;  erect 
of  garage  denied  April  23  1929 ;  gran 
by  the  Supreme  Court ;  reopened  by 
board  November  22,  1932,  under  sect 
21  of  the  building  zone  resolution, 
William  Shary,  applicant,  on  behalf 
Webmos  Construction  Corp.,  pres 
owner,  to  permit  in  a  business  dist 
the  alteration  and  change  of  occupa 
of  part  of  an  existing  garage  for  ni 
than  five  (5)  motor  vehicles  so  as 
include  a  gasoline  service  station;  pn 
ises  3041-3051  Webster  avenue,  v 
side,  151.34  ft.  north  of  Mosholu  Pa 
way  North  (Block  No.  3331,  Lot 
75),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairmat 


FEBRUARY  3,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

564-32- A — 228-238  Newport  avenue  (Block  No.  3616, 
No.  29),  Brooklyn. 

548-32- A — Gun  Hill  road,  near  Jerome  avenue,  East  21 
street  (Monfefiore  Hospital,  Block  No.  3: 
Lot  No.  1),  The  Bronx. 

442-32- A — 101-121  East  49th  street,  540-550  Lexington  a 
nue,  100-120  East  50th  street  and  301- 
Park  avenue  (Block  No.  1304,  Lot  No. 
Manhattan. 

Petitions  for  Variations: 

582-32-S — 99-111  Sutton  street  (Block  No.  2658,  Lot 
26),  Brooklyn. 

578-32-S — 142  Fulton  street  (Block  No.  79,  Lot  No.  I 
Manhattan. 

393-27- S — 29  East  48th  street  and  413  Madison  ave 
(Block  No.  1284,  Lot  No.  21),  Manhat 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  7,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

572-32-BZ. 

APPLICANT— Morris  Whinston,  substituted  for  Rudoll 
P.  Boehler,  for  Evelyn  Silverman,  owner. 
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'EMiSES — Southeast  corner  of  Newport  street  and  East 
94th  street  (Block  No.  4690,  Lot  No.  46),  Brook¬ 
lyn. 

’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

)  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  as  stores  on  the 
first  story  and  as  dwellings  above  the  first  story. 

-32-BZ. 

’PLICANT — Lama  &  Proskauer,  for  Scoland  Building 
Corp.,  owner. 

EMISES — Southeast  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No.  93),  St.  Al¬ 
bans,  Borough  of  Queens. 

’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

)  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

-32-BZ. 

’PLICANT — Edward  P.  Kenney,  owner. 

lEMISES — East  side  of  Windsor  place,  100  ft.  north  of 
Austin  street  (Block  No.  2076,  Lot  Nos.  39,  40  and 
41),  Forest  Hills,  Borough  of  Queens. 

’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

)  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
business  use. 

-32-BZ. 

’PLICANT — -Philip  Bardes,  for  United  States  Trucking 
Corp.,  owner. 

EMISES — 368-380  Front  street  (Block  No.  243,  Lot  Nos. 
70  to  76),  Manhattan. 

’PLICATION,  under  section  21  of  the  building  zone 
resolution, 

t  PERMIT  the  extension  from  an  unrestricted  district 
into  a  business  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles. 

29-BZ. 

'PLICANT — Julius  Hollander,  for  Angeline  Dinicola  and 
Michele  Dinicola,  owners. 

EMISES — 196-214  Bay  49th  street,  north  side,  50  ft. 
west  of  Harway  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue)  (Block  No. 
6938,  Lot  No.  52),  Brooklyn. 

'PLICATION,  under  section  7f  of  the  building  zone 
resolution, 

•  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station  (previously  withdrawn  under  section 
21;  reopened  November  15,  1932). 


FEBRUARY  7,  1933,  10  A.  M. 

Building  Zone  Applications. 

iOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
s  and  appeals  of  a  public  hearing  under  the  provisions 
he  building  zone  resolution,  Tuesday  morning,  February 
933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
following  matters : 

.  no.  560-32-BZ — Application,  November  9,  1932,  under 
sections  7a,  7b,  7c  and  21  of  the  building 
zone  resolution,  of  Ferdinand  Savignano, 
applicant,  on  behalf  of  Coral  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  the  extension  of  an  existing 


business  use;  premises  403  East  52nd 
street  (Block  No.  1364,  Lot  No.  5), 
Manhattan. 

cal.  no.  2-29-BZ— Application,  January  3,  1929;  denied,  re¬ 
considered  and  granted  for  use  as  a 
garage  for  five  (5)  motor  vehicles  May 
14,  1929;  reopened  September  13,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Irwin  S.  Rever,  applicant, 
on  behalf  of  Weiner  Bros.,  owners,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  and, 
also,  for  minor  repairs  (previously 
granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and 
as  a  motor  vehicle  repair  shop ;  premises 
2111-2117  Atlantic  avenue,  northwest 
corner  of  Olive  place  (Block  No.  1569, 
Lot  No.  35),  Brooklyn. 

cal.  no.  669-28-BZ — Application,  August  15,  1928;  denied 
under  section  7a  January  22,  1929;  re- 
opeoned  November  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bessie  Goldenberg,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  alteration  and  conversion  of  occu¬ 
pancy  of  private  garages  to  stores ; 
premises  279  East  173rd  street,  north¬ 
west  corner  of  Monroe  avenue  (Block 
No.  2792,  Lot  No.  54),  The  Bronx. 

cal.  no.  301-30-BZ — Application,  April  30,  1930;  dismissed 
for  lack  of  prosecution  November  11, 
1930 ;  reopened  and  restored  to  Calendar 
November  22,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Lama 
&  Proskauer,  applicants,  substituted  for 
Thomas  J.  Donovan,  on  behalf  of  Sophie 
Marcus,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Linden  boulevard 
and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens. 

cal.  no.  705-29-BZ — Application,  December  5,  1929 ;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

cal.  No.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


85 


CALENDAR 


FEBRUARY  7,  1933,  2  P.  M. 

SPECIAL,  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
7,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no..  537-32-BZ— Application,  October  21,  1932,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Joseph  D.  Nunan,  Jr.,  ap¬ 
plicant,  on  behalf  of  Wim  Holding 
Corp.,  owner,  to  permit  in  a  business 
use  district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
203-02  to  203-10  Linden  boulevard, 
southeast  corner  of  203rd  street  (Block 
No.  3347,  Lot  No.  1),  St.  Albans,  Bor¬ 
ough  of  Queens. 

cal.  no.  563-32-BZ — Application,  November  16,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Agnes  Kraus,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  building  occupied  as  a 
motor  vehicle  repair  shop  (brake  service 
station)  ;  premises  4556  Broadway 
(Block  No.  2170,  part  of  Lot  No.  103), 
Manhattan. 

cal.  no.  351-30-BZ— Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway  ave¬ 
nue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  264-30-BZ— Application,  April  15,  1930;  denied  July 
8,  1930,  under  section  21;  reopened  No¬ 
vember  4,  1932,  for  consideration  under 
section  7f  of  the  building  zone  resolu- 
s  tion,  of  John  H.  W.  Krogmann,  appli¬ 

cant,  on  behalf  of  Johanna  Bosch,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot 
No.  14),  St.  Albans,  Borough  of  Queens. 

cat.,  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21 ;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resoultion,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mojlenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  north  side  of  Linden  boulevard, 


50  ft.  east  of  196th  street  (Block  Nc 
1960,  Lot  No.  63),  Springfield,  Bor 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  14,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

599-32-BZ 

APPLICANT — Richard  Morrison,  owner. 

PREMISES — Southwest  corner  of  Gun  Hill  road  and  Sta 
tion  place  (Newell  street),  (Block  No.  3358,  I„o 
No.  40),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zon 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

603-32-BZ. 

APPLICANT — Emil  Guterman,  for  Jacob  Nudell,  owner. 

PREMISES — Northwest  corner  of  Liberty  avenue  and  159tl 
street  (Block  No.  1118,  Lot  No.  19),  Jamaica,  Bor 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zon< 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 

303-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Edlar  Realty  Corp. 
owner. 

PREMISES — -Southeast  corner  of  Intervale  avenue  and  Has! 
169th  street  (Block  No.  2706,  Lot  No.  52),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously  dis¬ 
missed  for  lack  of  prosecution ;  reopened  and  re¬ 
stored  to  Calendar  October  14,  1932). 

186-30-BZ. 

APPLICANT — Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Cooper  Gas  Stations,  Inc., 
owner. 

PREMISES — Southeast  corner  of  Jamaica  avenue  and 
Elderts  lane  (Block  No.  50,  part  of  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21 ;  reopened  for  considera¬ 
tion  under  section  7f  November  4,  1932). 

1 13-27-BZ. 

APPLICANT— -William  A.  Meehan,  for  Arthur  J.  Roume, 
owner. 

PREMISES — 1832  Cornaga  avenue,  north  side,  285  ft.  east 
of  Beach  19th  street  (Block  No.  48,  Lot  No.  45), 
Far  Rockaway,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
gasoline  service  station  (previously  granted  on  cer¬ 
tain  conditions:  reopened  December  16,  1932). 


FEBRUARY  15,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


CALENDAR 


of  the  building  zone  resolution,  Wednesday  morning,  Febru¬ 
ary  15,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matter : 

cal.  no.  585-32-BZ — Application,  November  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  H.  Waldmann,  appli¬ 
cant,  on  behalf  of  Elizabeth  Brennan, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  the  basement  and  first  story  of  an 
existing  building  from  residence  to  busi¬ 
ness  use;  premises  148  West  73rd  street 
(Block  No.  1144,  Lot  No.  52),  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

587-32-A — 605-617  East  5th  street  and  614-618  East  6th 
street  (Block  No.  388,  Lot  No.  60),  Man¬ 
hattan. 

611-32-A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 

627-32-A — 28  Gold  street,  1-13  Cliff  street  and  91-101  John 
street  (Block  No.  76,  Lot  Nos.  11,  13,  15, 
16,  17  and  18),  Manhattan. 

Petition  for  Variation. 

589-32- S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

Appliance  Submitted  for  Approval. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 


FEBRUARY  17,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  278-32-BZ — Application,  May  20,  1932;  denied  July 
26,  1932,  under  section  21;  reopened  No¬ 
vember  4,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ray¬ 
mond  McCool,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station : 
premises  southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No. 
4857,  Lot  No.  89),  The  Bronx. 

cal.  no.  470-32-BZ — Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue  (Block  No.  4929,  Lot  Nos 
6,  8  and  11),  The  Bronx. 


cal.  no.  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  no.  802-27-BZ — Application,  July  11,  1927  ;  denied  Feb¬ 
ruary  7,  1928 ;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogemp  Co.,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  •  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue  (Block  No.  1307,  Lot  Nos.  50, 
51  and  53),  Brooklyn. 

cal.  no.  549-32-BZ — Application,  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
sevrice  station;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792,  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  557-32-BZ — Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  206-208  East  12th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  .by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  February 
17,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  565-32-BZ — Application,  November  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Salvator  Marinello,  applicant,  on 
behalf  of  Giuseppina  Guerra,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  automobile 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  1195-1203  Belmont  ave¬ 
nue,  northwest  corner  of  Conduit  ave¬ 
nue  south  (Block  No.  4241,  Lot  No.  14), 
Brooklyn. 

cal.  no.  505-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
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behalf  of  Iasac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11  in.  east  of 
Hemlock  street  (Block  No.  4217,  part  of 
Lot  No.  16),  Brooklyn. 

cal.  no.  538-32-BZ — -Application,  October  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Peter  G.  Schreiner,  applicant, 
on  behalf  of  Anna  Kalb,  owner,  to  per¬ 
mit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
120th  street  and  14th  road  (Block  No. 
115,  Lot  No.  5),  College  Point,  Bor¬ 
ough  of  Queens. 

cai..  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  595-32-BZ — Application,  December  2,  1932,  under 
section  12  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Gerosa-Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 


southeast  corner  of  Webster  avenue  anc 
East  182nd  street  (Block  No.  3030,  Lo 
part  of  No.  42),  The  Bronx. 

cal.  no.  605-32- BZ— Application,  December  8,  1932,  undet 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Louis  Miller,  owner,  tc 
permit  the  extension  from  a  business  into 
a  residence  district  of  a  proposed  busi¬ 
ness  use  (stores)  ;  premises  northwest 
corner  of  Northern  boulevard  and  194th 
street  (Block  No.  1026,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1933,  10  A.  M. 

Building  Zone  Application. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
oi  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1933,  at  10  o'clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  JANUARY  20,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell.  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

537-32-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Wim  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 203-02  to  203-10  Linden  boule¬ 
vard,  southeast  corner  of  203rd  street,  St.  Albans, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr. 

For  Opposition:  Maurice  D.  Young,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


467-32-BZ. 

APPLICANT — Thomas  Nunley,  for  Samuel  Seides,  owner. 


PWUjl'L.1- 


-^Pimcduon  (re  decision  of  the  superintender 
ot  buildings),  under  section  21  of  the  building  zon 
resolution,  to  permit  in  a  business  district  the  erec 

PRFMtS  aiAdT7^rmraA1Ce  °f  a  T?aso,'lie  service  statior 
1  REMISES  AFFECTED— 1745  Forest  avenue  and  84 

Richmond  avenue,  Port  Richmond,  Borough  o 
Richmond. 

APPEARANCES— 

For  Applicant:  William  A.  Eadie. 

For  Opposition:  Robert  H.  Hicks. 

ACTION  OF  BOARD — Laid  over  to  February  7,  1933,  a 
10  a.  m,,  on  request  of  applicant’s  representative. 


539-32-BZ. 

IP r r  C!ieste.r  Sneath,  owner, 
h  U  bj  RC  I— Application  (re  decision  of  the  superintends 
of  buildings),  under  section  21  of  the  building  zor 
resolution,  to  permit  in  a  business  district  the  erei 
miI7.n anAd  ‘"^"^nance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Hillsic 
avenue  and  Winchester  boulevard.  Borough  . 
Queens. 

APPEARANCES— 

For  Applicant:  J.  Chester  Sneath. 

For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  adopted;  ai 
plication  withdrawn. 
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THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney . 


Negative .  0 

Absent  .  0 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  0 

Absent  .  0 


432-32-BZ. 


APPLICANT — F.  &  H.  Service  Station,  for  Daleriver 
Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — West  side  of  Riverdale  avenue, 
85.18  ft.  north  of  West  259th  street,  The  Bronx 

APPEARANCES— 


For  Applicant :  M.  P.  Bloch. 

For  Opposition :  Alford  J.  Williams. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Commissioners  Connell  and  Guil¬ 
foyle  and  Assistant  Chief  Kidney .  3 

Negative:  Chairman  Murdock  and  Commissioner 

Holland .  2 

Absent  .  0 


THE  VOTE  TO  RESCIND  PREVIOUS  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  0 


THE  VOTE  TO  WITHDRAW— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  0 


473-32-BZ. 

APPLICANT — Thomas  O'Rourke  Gallagher,  for  Gaetano 
Quaranto,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 451-453  East  New  York  avenue, 
northeast  corner  of  New  York  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Opposition :  Jacob  Bookshin. 

ACTION  OF  BOARD — Report  of  committee  adopted ;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  . .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Kidney  .  4 

Absent  .  p 

THE  RESOLUTION— 


(473-32-BZ) 

Whereas,  Thomas  O’Rourke  Gallagher,  for  Gaetano  Quar¬ 
anto.  owner,  filed,  September  7,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  451-453  East  Newr  York  avenue,  northeast 
corner  of  New  York  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  New  York  avenue  is  in  a  business 
district ;  East  New  York  avenue  is  in  a  business  district ; 
Lincoln  road  is  in  a  residence  district,  and  Lefferts  avenue 
is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  29,  1932  (re  Applic.  No.  7468-1932),  reads: 

“Proposition  to  establish  a  gasoline  service  station  in  a 
business  zone  is  contrary  to  Article  II,  Section  4  (a), 
par.  (46)  of  the  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  31  ft.  3^2  in.  on  East  New  York  avenue  and 
90  ft.  on  New  York  avenue ;  upon  the  south  part  of  the 
plot  there  is  located  a  two-story,  non-fireproof  building,  27 
ft.  by  55  ft.  in  area;  on  the  north  part  of  the  plot  is  located 
a  one-story,  non-fireproof  structure,  approximately  30  ft.  by 
30  ft.  in  area ;  it  is  proposed  to  remove  part  of  the  walls  on 
the  first  story  of  the  south  building,  using  that  portion  as  an 
open  gas  station;  the  second  story  of  the  building  to  be 
used  as  dwelling;  the  north  structure  to  be  used  as  auto 
laundry  and  greasing  room ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing,  recommended 
the  denial  of  the  application  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


516-32-BZ. 

APPLICANT — Frank  J.  Schefcik,  for  Julia  O.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  the  basement  and  first  story 
of  an  existing  building  from  dwelling  to  a  business 
use. 

PREMISES  AFFECTED — 125  East  87th  street,  Manhat¬ 


tan. 


APPEARANCES— 

For  Applicant:  Frank  J.  Schefcik  and  Edward  L. 
Elman. 

For  Opposition:  William  Halfman  and  Fred  Julius. 
ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


T  Negative .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
i-  Connell,  Holland  and  Guilfoyle  and  Assistant 
J-  Chief  Kidney .  5 
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Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(516-32-BZ) 

Whereas,  Frank  J.  Schefcik,  for  Julia  O.,  Inc.,  owner, 
filed,  September  30,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  change 
of  occupancy  of  the  basement  and  first  story  of  an  existing 
building  from  dwelling  to  a  business  use ;  premises  125  East 
87th  street,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington  avenue  is  in  a  business 
district ;  East  87th  street,  west  of  Lexington  avenue,  is  in  a 
residence  district,  and  East  87th  street,  east  of  Lexington 
avenue,  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  15,  1932  (re  Applic.  No.  1469-1932), 
reads : 

“1.  The  location  of  a  restaurant  and  grill  room  in 
a  residence  district  is  unlawful.  Zoning  Resolution,  Art. 
II,  Section  3.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  and  basement  in  height,  with  a 
frontage  of  16  ft.  6  in.  and  a  depth  of  57  ft.  6  in.  at  basement 
level  and  40  ft.  deep  above;  to  be  occupied  in  the  basement 
and  first  story  for  business  and  for  dwellings  above  ;  and 
Whereas,  this  application  was  the  subject  of  an  inspection, 
which  inspection  was  made  and  report  of  same  read  and 
adopted  at  this  hearing ;  and 

Whereas,  the  board,  after  hearing  further  testimony  of 
the  applicant  and  the  owner’s  representative  at  this  meeting, 
deemed  that  applicant  was  entitled  to  relief  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted ,  permitting  the  existing 
basement  and  first  floor  to  be  used  for  business  purposes, 
only  so  long  as  existing  building  remains  without  exterior 
alteration,  on  condition  that  the  use  be  restricted  to  mercan¬ 
tile  stores  or  shops  or  executive  offices,  prohibiting  fish 
markets,  delicatessen  shops,  meat  markets  and  funeral  par¬ 
lors  ;  that  no  merchandise  shall  be  stored  or  displayed  out¬ 
side  the  building  line,  and  that  all  necessary  permits  and 
certificate  of  occupancy  shall  be  obtained  within  three  months. 


526-32-BZ 

APPLICANT — John  J  Dunnigan,  for  Barnet  Feldman, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Mace  ave¬ 
nue  and  White  Plains  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J  Dunnigan. 

For  Opposition :  William  Eckenfelder,  Ethel  W. 

Bowsky  and  Mr.  Lenahan. 

For  Administration:  Chief  Examiner  Duggan  of 
bureau  of  buildings. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(526-32-BZ) 

Whereas,  John  J.  Dunnigan,  for  Barnet  Feldman,  owner, 
filed,  October  14,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 

and  maintenance  of  a  gasoline  service  station ;  premises 

southeast  corner  of  Mace  avenue  and  White  Plains  road, 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  White  Plains  road  is  in  a  business 
district  and  Mace  avenue  is  in  a  residence  and  business  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  6,  1932  (re  N.  B.  470-1932),  reads: 

“1.  Erection  and  maintenance  of  premises  in  business 
district  for  gasoline  service  station  contrary  to  provisions 
of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot’ 
of  ground  having  a  frontage  of  60  ft.  on  Mace  avenue  and 
23  ft.  4  in.  on  White  Plains  road;  the  office  of  the  proposed 
station  to  be  located  in  the  two-story  building  to  the  east, 
which  is  under  the  same  ownership  as  plot  in  question;  on 
the  plot  in  question  it  is  proposed  to  erect  grease  pits  and 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing,  recommended 
the  granting  of  the  application  under  section  21  of  the  build¬ 
ing  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution,  and  that  the 
application  he  and  it  hereby  is  granted  on  condition  that  there 
shall  be  erected  along  the  southerly  lot  line,  from  White 
Plains  road  to  the  corner  of  the  existing  building,  a.  brick 
wall,  10  ft.  high,  faced  with  enameled  brick  or  similar 
material,  suitably  coped  and  racked  back  at  an  angle  of 
forty-five  degrees  for  a  distance  of  10  ft.  from  White  Plains 
road;  that  the  entire  area  shall  be  cement  paved;  that  the 
gasoline  pumps  shall  be  set  back  at  least  10  ft.. from  both 
street  lines ;  that  there  shall  be  a  concrete  curb,  12  in.  in  width 
and  12  in.  in  height,  constructed  on  the  street  lines  along 
both  street  fronts,  with  one  opening  on  White  Plains  road 
and  two  openings  on  Mace  avenue,  one  which  is  to  be  at  the 
easterly  end,  with  no  openings  less  than  12  ft.  from  the 
intersection  of  the  street  lines  of  White  Plains  road  and 
Mace  avenue ;  all  three  openings  shall  be  12  ft.  in  width 
each,  with  curb  cuts  opposite  them  not  exceeding  14  ft.  in 
width  ;  all  accessory  buildings  shall  be  of  fireproof  construc¬ 
tion.  design,  color  and  material  to  harmonize  with  the  facing 
of  the  wall ;  said  buildings  shall  not  exceed  one  story  in 
height  and  shall  be  roofed  with  either  Spanish  tile  or  slate, 
with  no  excavations  under  same ;  no  open  flame  of  any 
description  shall  be  used  on  the  premises;. no  signs  advertis¬ 
ing  the  non-conforming  use  shall  be  permitted  on  the  prem¬ 
ises  except  those  on  the  globes  of  the  pumps  and  a  flat  wall 
sign  on  the  property  line  wall  above  described  or  on  the 
front  of  an  accessory  building;  any  grease  pits  shall  be 
enclosed  in  a  one-story  building,  with  arched  openings,  and 
there  shall  be  no  uncovered  grease  pits;  the  arrangement  shall 
generally  follow  the  plans  submitted  with  this,  application : 
that  there  shall  be  maintained  a  space  10  ft.  in  width,  running 
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from  Mace  avenue  parallel  to  the  garages,  which  space 
shall  be  left  open  and  not  covered  with  pumps  or  other 
equipment  or  buildings;  that  the  spaces  shown  as  car  spaces 
and  office  spaces  in  the  building  owned  by  the  same  owner, 
adjacent  to  this  site,  shall  be  restricted  against  any  use  in 
connection  with  a  gasoline  selling  station  other  than  office 
use;  that  all  permits  required  shall  be  obtained  within  six 
months  and  all  work  completed  within  one  year  from  the 
date  of  this  action. 


540-30-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Peter  Fiore,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  the  erection 
and  maintenance  of  garages  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station 
(previously  granted  on  certain  conditions  and  the 
time  in  which  to  obtain  permits  and  complete  work 
has  expired;  reopened  November  4,  1932). 

PREMISES  AFFECTED — Southeast  corner  of  East  147th 
street  and  Southern  boulevard.  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Isidor  Esposito  and  George  Tilgner. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(540-30-BZ) 


Whereas,  John  J.  Dunnigan,  for  Peter  Fiore,  owner, 
filed,  August  7,  1930;  granted  January  13,  1931;  reopened 
November  4,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  an  unrestricted  district,  the  erection  and  maintenance  of 
garages  for  the  storage  of  more  than  five  motor  vehicles  and, 
also,  a  gasoline  service  station  (previously  granted)  ;  prem¬ 
ises  southeast  corner  of  East  147th  street  and  Southern 
boulevard,  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Southern  boulevard,  north  of  a 
point  100  ft.  north  of  East  145th  street,  is  in  a  business  dis¬ 
trict;  Southern  boulevard,  south  of  a  point  100  ft.  north  of 
East  145th  street,  is  in  an  unrestricted  district;  Tinton  avenue 
is  in  a  business  district;  Timpson  place  is  in  an  unrestricted 
district,  and  East  147th  street  is  in  an  unrestricted  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  11,  1932  (re  App.  N.  B.  591-1930), 

reads : 

“1.  Erection  of  buildings  and  maintenance  of  premises 
as  gasoline  service  station  and  garage  for  storage  of 
more  than  five  motor  vehicles  in  a  business  district  ex¬ 
tending  into  unrestricted  district,  contrary  to  provisions 
of  Building  Zone  Resolution.” ; 
and 

Whereas,  a  small  portion  at  the  southeast  corner  of  the 
premises  lies  within  the  unrestricted  district;  the  remainder 
of  the  premises  is  in  a  business  district;  the  premises  consist 


of  a  plot  of  ground  having  a  frontage  of  213.46  ft.  along 
Southern  boulevard,  50  ft.  along  East  147th  street  and  a 
distance  ot  135  ft.  along  the  southerly  lot  line,  upon  which 
it  is  proposed  to  erect  forty-eight  individual  metal  garages 
one-story  offices  and  to  install  the  necessary  tanks  and  pumps 
tor  a  gasoline  service  station ;  there  is  located  on  the  north¬ 
west  portion  of  the  plot  a  one-story  building,  irregular  in 

area,,  and  having  a  frontage  of  65  ft.  on  Southern  boule- 
Veil  cl ,  ana 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  ot  same  read  and  adopted  at  this  hearing ;  and 

Whereas,  this  report  recommends  the  granting  of  this 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  restoring  the  permit 
previously  granted  as  of  this  date,  in  accordance  with  all  the 
conditions  as  set  forth  in  the  resolution  under  date  of  January 
3,  1931,  except  that  the  one-story  business  building  that 
has  been  erected  may  continue,  on  condition  that  there  shall 
le  no  cellai  or  open  space  under  the  accessory  buildings  or 
any  part  ot  oil-selling  station  except  grease  pits,  with  no 
open  name  of  any  description  on  the  premises,  but  this  pro- 
n  ution,  however,  shall  not  refer  to  the  existing  one-story 
building  erected  at  the  corner  of  Southern  boulevard  and 
Last  147th  street;  that  all  permits  shall  be  obtained  within 
six  months  irom  the  date  of  this  restoration  of  permit  and 
that  all  work  involved  shall  be  completed  within  one  year 
Irom  the  date  of  this  action. 


352-32-BZ. 

APPLICANT — George  A.  Schonewald,  for  Max  Goldman 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

T)Di7irTOT°n  J^nlenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  211th  street 
and  Boston  road,  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  A.  Schonewald. 

For  Opposition:  Daniel  J.  Drout. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  q 

Absent  .  n 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle....  4 

Negative:  Assistant  Chief  Kidney .  1 

Absent  .  q 

THE  RESOLUTION— 


(352-32-BZ) 

Whereas,  George  A.  Schonewald,  for  Max  Goldman, 
owner,  filed,  June  15,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises  south¬ 
west  corner  of  211th  street  and  Boston  road,  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing.  January  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business  dis¬ 
trict;  Gun  Hill  road  is  in  a  business  district,  and  211th 
street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  20,  1932  (re  N.  B.  237-1932),  reads: 
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“1.  Erection  of  building  and  occupancy  of  premises 
in  business  district  as  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  123  ft.  on  Boston  road  and  108  ft.  on  211th 
street,  upon  which  it  is  proposed  to  erect  a  one-story  office 
building,  14  ft.  by  24  ft.  6  in.  in  area,  grease  rack  and  to 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommended 
the  granting  of  the  application  under  section  7,  subdivision  f, 
of  the  building  zone  resolution  for  a  temporary  period  of 
two  years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  temporary  period 
of  two  years,  on  condition  that  all  pumps  shall  be  set  back 
from  the  street  lines  of  Boston  road  and  211th  street  at 
least  10  ft. ;  th.:re  shall  be  not  more  than  two  entrances,  both 
on  Boston  road,  with  curb  cuts  not  more  than  14  ft.  in 
width;  that  any  building  erected  for  accessory  use  shall  be 
limited  to  one  story  in  height,  located  substantially  as  shown 
on  the  plans  filed  with  this  application ;  that  any  signs  adver¬ 
tising  the  non-conforming  use  shall  be  restricted  to  those 
on  the  globes  of  the  gasoline  pumps  and  to  a  flat  wall  sign 
on  the  front  of  an  accessory  building;  that  no  portable  gas 
tanks  shall  be  used  on  the  property ;  there  shall  be  no  excava¬ 
tion  under  any  accessory  building  and  no  open  flame  of  any 
kind  or  description  permitted  on  the  premises;  that  all  per¬ 
mits  required  shall  be  obtained  within  six  months  and  the 
work  completed  within  one  year  from  the  date  of  this  action. 


507-32-BZ. 

APPLICANT— Sibley  &  Fetberston,  for  Bliss  Estates,  Inc., 
owner. 

SUB  I  ECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northwest  corner  of  Roosevelt 
avenue  and  50th  street,  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Edward  J.  Neary. 

For  Opposition:  Pincus  Cashman  and  C.  Cameron. 
ACTION  OF  BOARD— Report  of  committee  adoped;  ap¬ 
plication  granted  on  condition. 

TFIE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  ® 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 

(507-32-BZ) 

Whereas,  Sibley  &  Fetherston,  for  Bliss  Estates,  Inc., 
owner,  filed,  September  28,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  northwest  corner  of  Roosevelt  avenue  and  50th  street, 
Woodside,  Borough  of  Queens ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  January  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Roosevelt  avenue  is  in  a  business 
district;  Queens  boulevard  is  in  a  business  district,  and 
50th  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  12,  1932  (re  N.  B.  2253-32),  reads: 

“1.  The  creation  of  a  gasoline  service  station  within 
a  business  district  is  contrary  to  Sect.  4,  subd.  A  4(i  of 
the  Zone  Law. 

“Not  further  considered.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  116  ft.  on  Roosevelt  avenue  and  60  ft.  on 
50th  street,  upon  which  it.  is  proposed  to  erect  a  one-story 
structure,  20  ft.  by  64  ft.  in  area,  to  be  used  for  office  and, 
also,  greasing  and  washing  cars  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  adopted  at  this  hearing ;  and 

Whereas,  the  report  recommends  the  granting  of  this 
application. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  constructed  along  both  interior  property  lines  a  wall 
not  less  than  8  ft.  high,  faced  with  enamel  brick  with  suit¬ 
able  coping,  the  wall  to  be  racked  back  at  an  angle  of  forty- 
five  degrees  within  a  distance  of  10  ft.  from  50th  street  and 
also  from  Roosevelt  avenue;  that  there  shall  be  constructed 
along  the  street  lines  a  concrete  curb  at  least  12  in.  in 
height  and  12  in.  in  width,  with  openings  not  exceeding 
12  ft.  in  width,  one  to  50th  street,  not  nearer  than  10  ft.  from 
the  intersection  of  50th  street  and  Roosevelt  avenue,  and 
two  to  Roosevelt  avenue,  not  nearer  than  10  ft.  from  the 
intersection  of  50th  street,  with  curb  cuts  not  exceeding  14 
ft.  in  width  opposite  these  openings  in  the  concrete  curb; 
that  the  entire  area  shall  be  cement  paved;  that  the  accessory 
buildings  shall  be  located  along  the  interior  line  of  the 
property  as  generally  indicated  on  plans  filed  with  this  appli¬ 
cation  ;  such  accessory  building  shall  be  of  fireproof  con¬ 
struction,  not  over  one  story  in  height,  faced  with  similar 
material  and  design  as  specified  for  wall  and  roofed  with 
either  Spanish  tile  or  slate;  that  there  shall  be  no  cellars 
or  open  spaces  under  these  accessory  buildings  or  elsewhere 
under  the  property  except  for  the  grease  pits ;  that  there 
shall  be  no  open  flame  of  any  description  used  on  the  prem¬ 
ises  ;  that  all  gasoline  pumps  shall  be  set  back  not  less  than 
10  ft.  from  street  line,  and  that  no  portable  gasoline  tanks 
shall  be  operated  on  or  from  the  premises  ;  that  all  adver¬ 
tising  signs  advertising  non-conforming  uses  shall  be  con¬ 
fined  to  the  illuminated  globes  of  the  pumps  and  to  flat  signs 
on  the  wall  or  on  the  accessory  buildings  or  both ;  that  the 
reflectors  of  all  lights  for  general  illumination  shall  be  so 
arranged  as  to  reflect  downward  so  as  not  to  become  a 
nuisance  at  night  for  adjacent  owners  and  tenants;  that  all 
permits  shall  be  obtained  within  six  months  and  all  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


APPROVAL  OF  PLANS. 

311-32-BZ. 

APPLICANT — Lauritz  Lauritzen,  for  W.  M.  Evans  Dairy 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  September  16, 
1932,  and  amended  October  14,  1932. 

PREMISES  AFFECTED— 3484-3498  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— None. 
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vCTION  OF  BOARD — Plans  approved  in  accordance  with 

Negative  . . . 

engineer  s  report. 

'U TT  A  7  /'A 'T  IT  'T'rA  A  DDDAUI?  t  a  xm 

Absent  .... 

rili  V  U  1  c,  1U  ArrKUVt  FLANS — 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidnev .  5 

Adjourned  2.00  p. 

m. 

William  J.  O  Gorman,  Secretary. 

MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  JANUARY  20,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol- 
nd  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

8-32-A. 

PPELLANT — Sidney  L.  Strauss,  for  Montefiore  Hospital, 
owner. 

UBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

REMISES  AFFECTED — 100-30  Gun  Hill  road,  near 
Jerome  avenue,  East  210th  street  (Block  No.  3339, 
Lot  No.  1),  (Montefiore  Hospital),  The  Bronx. 
PPEARAN  CES — 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  February  3,  1933,  at 
2  p.  m.,  for  report  by  the  fire  department. 


2-32-A. 

PPELLANT — Hotel  Waldorf-Astoria  Corp.,  for  New  York 
State  Realty  &  Terminal  Co.,  owner. 

JBJECT — Application  for  reopening — reconsideration  of 
resolution — (motion  made  by  Assistant  Chief  Kid¬ 
ney) — re  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

DEMISES  AFFECTED — 101-121  East  49th  street,  540- 
550  Lexington  avenue,  100-120  East  50th  street  and 
301-315  Park  avenue,  Manhattan. 

PPEARAN  CES — 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

TTION  OF  BOARD — Appeal  reopened  on  motion  made 
by  Assistant  Chief  Kidney  and  set  for  hearing  Feb¬ 
ruary  3,  1933,  at  2  p.  m. 

IE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Kidney  .  4 

Negative .  0 

Absent :  Commissioner  Connell .  1 


7-27-A. 

’PELL ANT — Emil  Guterman,  substituted  for  Frank  W. 
Fitzpatrick,  for  Western  District  Cleaners  &  Dyers, 
owner. 

EJECT — Application  for  reopening — re  Appeal  from  an 
order  of  the  fire  commissioner  (previous  request  for 
reopening  for  modification  denied). 

EMISES  AFFECTED — 132-136  Academy  street  (Block 
No.  399,  Lot  No.  9),  Long  Island  City,  Borough 
of  Queens. 

PEARANCES— 

For  Appellant:  Harry  L.  Braunstein. 

For  Administration:  None. 

TION  OF  BOARD — Appeal  reopened  and  resolution 

modified. 


THE  VOTE  TO  REOPEN-- 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative . 

Absent  . . 

THE  VOTE  TO  MODIFY— 

Affii  mative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Gudfoyle  and  Assistant 

Chief  Kidney . 

Negative . 

Absent  . 

THE  RESOLUTION—  . 

(1277-27-A) 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  July  10,  1928,  on  certain  conditions,  and  appellant 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  of  the  board  adopted  on  July 
10,  1928,  be  modified only  so  far  as  it  relates  to  that  por¬ 
tion  of  the  resolution  referring  to  the  garage  wall  enclosure 
having  a  3  ft.  8  in.  wide  exit  to  the  yard,  so  that  this  resolu¬ 
tion,  as  amended,  will  refer  to  such  opening  as  an  “existing 
opening,  6  ft.  in  width,  protected  with  hinged,  metal-covered 
double  doors,  opening  outwardly  into  the  yard,  and  to  permit 
the  continuation  of  a  small  fixed  fireproof  window,  glazed 
with  wire  glass,  between  the  garage  and  this  yard,  adjacent 
to  the  above  doorway,”  the  resolution  otherwise  to  be  com¬ 
plied  with  in  all  respects. 


555-30-A. 

APPELLANT — Samuel  Rosenblum,  for  Prudential  Insur¬ 
ance  Company  of  America,  owner  (substituted  for 
Morris  Whinston,  for  Nathan  Wilson,  owner). 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
peal  from  orders  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 31  East  17th  street  and  36  East 
18th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative . o 

Absent  .  o 


THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney . . 


Negative .  o 

Absent  .  0 


THE  RESOLUTION— 

(555-30-A) 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  January  27,  1931,  on  certain  conditions,  and  owner, 
through  his  representative,  Samuel  Rosenblum,  requested  a 
reopening  of  the  case  and  modification  as  to  the  requirement 
for  fire  shutters. 
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Resolved ,  that  the  resolution  of  the  board  of  standards  and 
appeals  adopted  January  27,  1931,  be  modified only  so  far  as 
it  relates  to  the  decision  as  to  Order  No.  77556-F,  so  that 
it  will  read :  “that  all  the  windows  in  this  building  on  the 
east,  above  the  roof  of  the  adjoining  building,  for  a  distance 
of  50  ft.,  vertically,  shall  be  made  fireproof,  in  accordance 
with  the  requirements  of  the  building  code ;  that  the  win¬ 
dows  on  the  west  wall  may  remain  as  at  present  without 
being  made  fireproof,  in  view  of  the  fact  that  they  are  above 
the  fireproof  roof  of  the  adjoining  building,  on  condition  that 
the  skylights  in  the  building  to  the  west  shall  be  of  galvanized 
iron,  glazed  with  wire  glass,  and  on  condition  that  the  occu¬ 
pancy  of  this  building  shall  remain  substantially  unchanged; 
that  the  present  'fire-extinguishing  equipment  shall  be  main¬ 
tained  in  good  working  order,”  and  that  the  previous  resolu¬ 
tion  shall  otherwise  be  complied  with  in  all  respects. 


581-32-A. 

APPELLANT— Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Alma  Realty  Corp.,  owner. 

SUBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 99-111  Sutton  street  (Block  No. 
2658,  Lot  No.  26),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(581-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Alma  Realty  Corp.,  owner,  filed,  November  23,  1932,  an 
appeal  from  orders  and  a  decision  of  the  fire  commissioner, 
affecting  premises  99-111  Sutton  street  (Block  No.  2658, 
Lot  No.  26),  Borough  of  Brooklyn:  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
August  25,  1932,  read: 

“Order  No.  97013-F: 

“1.  Provide  approved  fireproof  windows  or  iron 
shutters  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  west  side  of  build¬ 
ing,  or  other  approved  protection,  as  per  Sec.  375,  Art. 
18,  Ch.  5,  Code  of  Ordinances.”; 

and 

“Order  No.  97014-F: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals  and  Section  580-581,  Ch.  5,  Code  of  Ordinances.”; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  4,  1932,  reads:  .  . 

“In  reply  to  your  letter  of  November  1st,  advising  that 
you  have  "been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  97013-F  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and  re¬ 
quest  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed  or 
reissued.  Therefore,  your  request  is  denied.” ; 

^Whereas,  the  building  is  non-fireproof,  erected  in  1908, 
four  stories  in  height,  115  ft.  by  95  ft.  6  in.  in  area;  OCCL- 
PIED  as  a  cabinet  making  shop  and,  also,  for  the  storage 


of  store  fixtures,  ten  persons  in  entire  premises;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  two-source  sprinkler  system  consisting  of  one  15,000- 
gallon  gravity  tank  and  two  6,000-gallon  pressure  tanks 
with  a  central  office  connection ;  that  the  building  is  only 
four  stories  in  height  and  is  divided  by  a  fire  wall  approx¬ 
imately  through  the  center  with  standard  fire  doors  at  eacl: 
side,  excepting  there  is  one  opening  in  the  first  story  whicl: 
is  not  so  equipped,  and  contends  that  it  is  on  account  of 
this  opening  that  the  order  was  issued;  regarding  Order  No 
97013-F,  contends  that  the  exposure  is  formed  by  a  one- 
story  building  adjoining  to  the  west,  and  contends  that  th( 
windows  in  question  are  protected  by  sprinkler  heads. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appea 
be  and  it  hereby  is  granted,  as  to  Order  No.  97013-F,  omit¬ 
ting  the  requirement  that  the  west  windows  over  the  neigh 
boring  roofs  shall  be  either  fireproof  windows  or  equippec 
with  iron  shutters  in  view  of  this  building  being  equippec 
with  a  two-source  sprinkler  system,  on  condition  that  the 
sprinkler  heads  shall  be  so  located  that  no  head  is  furthei 
away  than  4  ft.  from  the  windows  covered  by  this  order 
granted,  as  to  Order  No.  97014-F,  accepting  the  conditioi 
without  a  standpipe  system  in  view  of  the  fact  that  the  build 
ing  is  less  than  60  ft.  high  and  exceeds  the  area  limitatioi 
of  10,000  sq.  ft.  by  less  than  500  sq.  ft.,  also  in  view  of  the  fac 
that  the  building  is  divided  with  a  fire  wall  which  is  full; 
protected  with  fireproof,  self-closing  doors  on  all  stories 
except  the  first,  and  also  in  view  of  the  building  being  full; 
protected  with  a  two-source  sprinkler  system. 


5S6-32-A. 

APPELLANT — Cross  &  Brown  Co.,  for  1767  Broadwa; 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  cominis 
sioner. 

PREMISES  AFFECTED — 250-264  West  57th  street  (Bloc- 
No.  1028,  Lot  No.  56),  Manhattan. 
APPEARANCES— 

For  Appellant :  E.  E.  Bloodgood. 

For  Administration :  Inspector  Maher  of  fire  de 
partment  and  Assistant  Engineer  Samuel  Becke 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . . . 

Negative . 

Absent  . 

THE  RESOLUTION— 

(586-32-A) 

Whereas,  Cross  &  Brown  Co.,  for  1767  Broadway  Cc 
Inc.,  owner,  filed,  November  28,  1932,  an  appeal  from  a 
order  of  the  fire  commissioner,  affecting  premises  250-26 
West  57th  street  (Block  No.  1028,  Lot  No.  56),  Borough  c 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Nc 
vember  10,  1932  (Order  No.  95239-F),  reads: 

“1.  Replace  plain  glass  with  wire  glass  on  all  wit 
dows  less  than  30'  from  any  opening  in  any  other  built 
ing  and  not  in  the  same  plane  with  said  openings  ar 
which  are  not  more  than  50'  above  a  neighboring  roof ; 
east,  west  and  south  sides  of  building,  as  per  Section  37 
Article  18,  Chapter  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building,  erected  in  1922,  is  fireproc 
twenty-five  stories  and  pent  house  in  height,  240  ft.  11  i 
by  100  ft.  5  in.,  irregular,  in  area;  OCCUPIED  as  an  offit 
building;  and 

Whereas,  appellant  contends  that  the  order  affects  a  tot 
of  ninety-six  windows,  located  as  follows :  twenty-two  opei 
ings  on  south  lot  line,  west  of  court,  seventh  to  tenth  floor: 
six  openings  in  second  floor  under  court,  10  ft.  from  lot  hn< 
twelve  openings  in  south  lot  line,  east  of  court,  from  thii 
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»  eighth  floors;  twenty-eight  openings  in  south  lot  line  of 
roadway  wing,  from  fourth  to  eighth  floors;  six  openings 
i  lot  line  in  east  elevation  from  second  to  seventh  floors; 
xteen  openings  on  west  side  of  court  from  third  to  tenth 
oors,  and  six  openings  on  east  side  of  court  from  third  to 
rth  stories;  and 

Whereas,  the  present  arrangement  of  windows  was  in- 
alled  when  the  building  was  erected  from  1920  to  1922; 
at  they  are  correctly  indicated  on  the  approved  plans  of 
is  building  (N.  B.  141-1920)  ;  that  the  adjoining  fire  ex- 
)sures  have  not  been  altered  since  that  date,  and  that  the 
ans  as  originally  submitted  to  the  bureau  of  buildings 
ere  submitted  to  and  approved  by  the  fire  department  in 
eir  letter  to  the  superintendent  of  buildings  under  date  of 
ecember  2,  1920,  as  to  standpipes  only. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
anted,  as  to  Order  No.  95239-F,  so  as  not  to  recpiire  the 
indows  comprehended  in  the  order  to  be  made  fireproof, 
cept  the  twelve  windows  in  the  southerly  wall  overlooking 
e  roof  of  the  four-story  and  basement  fireproof  garage 
lilding  within  a  vertical  distance  of  50  ft.  from  the  roof 
ereof,  including  the  windows  in  the  third,  fourth,  fifth, 
cth,  seventh  and  eighth  floors  of  the  building,  which  is  the 
bject  of  this  appeal,  and  except  the  two  windows  in  the 
cond  story  level  in  the  extension  of  the  building  north  of 
e  four-story  garage  marked  “A”  on  the  south  elevation 
ins  submitted  vvit'n  this  appeal,  on  condition  that  all  other 
urt  windows  within  a  horizontal  distance  of  30  ft.  from 
e  garage  or  the  apartment  house  exposures  and  within  a 
rtical  distance  of  50  ft.  from  the  roofs  thereof,  except  those 
are  already  fireproof  on  the  stairway,  shall  be  subdivided 
th  a  vertical  steel  muntin  in  each  sash  and  glazed  with  y4- 
:h  clear  plate  glass. 


3-32-A 

DPELLANT — Howard  G.  Boldin,  for  The  Board  of 
Higher  Education,  owner. 

JBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

DEMISES  AFFECTED — 140th  street  and  Amsterdam 
avenue  (Block  No.  2057,  Lot  No.  1),  Manhattan. 
3PEAR  AN  CES — 

For  Appellant:  Howard  G.  Boldin  and  G.  M.  Brett. 
For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

,TlON  OF  BOARD — Report  of  committee  adopted ;  ap¬ 
peal  granted  on  condition. 

IE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


Negative .  0 

Absent  .  0 


IE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney . 


Negative .  0 

Absent  .  0 


IE  RESOLUTION— 

(540-32-A) 

Vhereas,  Howard  G.  Bohlin,  for  The  Board  of  Higher 
jcation,  owner,  filed,  October  24,  1932,  an  appeal  from  a 
ision  of  the  fire  commissioner,  affecting  premises  140th 
:et  and  Amsterdam  avenue  (Block  No.  2057,  Lot  No.  1), 
'ough  of  Manhattan;  and 

Vhereas,  the  decision  of  the  fire  commissioner,  rendered 
ober  17,  1932  (No.  3308-32),  reads: 

“1.  The  provisions  of  the  Code  of  Ordinances  are 
mandatory  and  therefore  your  application  cannot  be  re¬ 
considered,  and  the  storage  of  volatile  inflammable  oil 
may  not  be  maintained  in  a  school.  Sec.  112,  Ch.  10,  C. 
of  O.,  C.  N.  Y.”; 


199VffEinA^  ?e  building  is  fireproof,  four  stories  in  height. 

r* -  ™  ft 

building  for  the  College  of  il  oecuP|et*  as  a  vocational 

mechanical  IaboraTorief  £  toL L  °‘  NeW  York :  ««ar, 

draftmg  rooms;  3rd  story,  gymiias  Sm  •' * IT*  ’’  ^  Story- 
standpipe  system;  and  gymnasium,  equipped  with  a 

coSEtedAandthoepeanP€Sefof  “ntends  that  the  building  was 
the  basement  is  Tvlted'excSvd'  to^h  ^ 
neenng  laboratory  and  cement  tilt;  °  ™echanical  engi- 
smce  the  date  of  erection  it  h?  h S  laborat°ries ;  that 
mechanical  engineering  labomorv  'T***1*  t0  use'  this 
°f  the  lack  of  fuel  supply  for  r  •  16  basement  on  account 
and  Diesel  engines  •  it  l  thPrpf?lmg  the  various  gasoline 
gasoline  tank  of  275  o-an nn  erefo.re  Proposed  to  install  a 

M?  gallons  capacity  ?„  a  raST^  “d-  3  fl"‘  oil  <a'*  of 
building  and  the  adioininp-  P.  se.pa(’ating  the  vocational 
the  ramp  is  a  dirert TZ8i mechanical  arts  building;  that 
tirely  separated  from  the  rest  ofMhX  “Sf*  levd  and  is  en' 
by  a  skylight  at  the  first  floor  ^  build”lg  a”d  roofed  over 

conforms  in  every  respect  w^th  tif  )  that  ,the  installation 
the  bureau  of  ffi? prev^ntTon  1  ^  S  &nd  regulatmns  of 
the  ramp  itself,  in  that  part  of  -iVt0  Ration;  that 

being  completely  isolated  and  fi  nt  building,  is  capable  of 
from  the  CTpletelV  isolated 

the  oil  and  gasohL  is  Sed  for  S7 a  brick  waI1 !  that 
tion  of  the  running-  of  varion  tbe  pVrpose  °f  demonstra- 
are  for  private  cfna^S  o^Tand’  *“* 

and  rec^mmendSTThe” ranting board  "sited  these  premises 
conditions.  &  §  ot  this  appeal  on  certain 

Resolved ,  that  the  decision  nf  £ 

3308-32,  be  and  it  hereby  a  Tn,lssloner.  No. 

d  hereby  is  granted  on  condition  £  th  the  appe?  be  and 
shall  be  installed  in  acco^a^e  w!th  h!  S? f  ^ 
the  mam  gasoline  tank  instoiwi  •  e  ,  e  °'l  rules  and 
131,  chapter  10  of  the  code  nf  n  !r  accordance  with  section 
the  piping  to  the  supplemental  refinances,  on  condition  that 
9  and  No  23  shall  he  tarks<  located  0,1  columns  No 

in  thickness  chased  in  SPPCr  tubmf’  not  Iess  than  18  gauge 
not  less  SnttachS  o'?  “mem  a„TT  a'"'  "i?h 

enclosed  in  steel  pipino  •  th?’  and™here  exposed  to  be 
columns  to  be  located  af  a  aux'hary  tanks  on  the 
trical  switches  or  dectriral  1, d-I?ancf  of  20  feet  from  elec- 
and  to  be  filled  by  means  of  PV,m<j“nt  so  ai)  to  prevent  arcing, 
tanks ;  the  fuel  oil  and  o-  ■  r  lald  l)ump  from  the  main  fuel 

by  means  of  copper  tubffig  a?  °  the  ernes  to  be  carried 
return  lines,  sinfiLly  buried  direcTTo  SPecified'  with 
installation  to  be  as  indicated  I  I  ^  ma!n  tanks;  the 
numbered  V,  100  and  V  ini  p  ans  filed  with  this  appeal, 
be  no  open  flames  Tn  this'  Hh  ’  7  *  that  thcre  shall 
that  these  engfi.es  1  \  7'  and  °n  condi^n,  also, 


555-32- A 

SUBTErT  N4~DiVrd  Levy'  lessee- 
‘  J  PPe  r°m  an  order  of  *ha  commis- 

PREMISES  AFFECTED — 298  Bowery  (Block  No  -,2J 

appea^nceJL  Manhat,a"-  ' 

For  Appellant :  David  Levy  and  Thomas  D.  Ander- 

F°r  p*artUIe?tStrati0n :  Inspector  Maher  of  fire  de- 

THe' VOTE-  B0A^D-AppeaI  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 

Chief6  Kidney  ^  antl  GU'1f°y,e  a"d  Assis*a'« 
Negative .  5 

Absent  .  0 

.  0 
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THE  RESOLUTION— 

(555-32-A) 

Whereas,  David  Levy,  for  Jenne  Levy,  owner,  filed,  No¬ 
vember  7,  1932,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  298  Bowery  (Block  No.  521,  Lot 
No.  83),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  10,  1932  (Order  No.  97782-F),  reads: 

“1.  Provide  an  automatic  fire  alarm  complete  unit  in 
Central  Office  connection  throughout  premises  in  con¬ 
junction  with  an  automatic  dry  pipe  sprinkler  system. 
*  *  *  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  this  order  was  rescinded  and  new  order,  No. 
99825-F,  issued  January  3,  1933,  reading: 

“1.  Provide  an  automatic  fire  alarm  complete  unit  in 
Central  Office  connection  throughout  premises  in  con¬ 
junction  with  a  non-automatic  dry  pipe  sprinkler  sys¬ 
tem.  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  21 1/2  ft.  in  height  by  100  ft.  in  area;  erected  prior 
to  1912;  OCCUPIED  for  the  storage  and  sorting  of  rags: 
1st  and  2nd  stories,  baled  stock;  3rd  story,  sorting  floor; 
two  persons  in  the  entire  building;  the  building  being  equipped 
with  a  non-automatic  sprinkler  system;  and 

Whereas,  the  appellant  contends  that  the  building  has  fire- 
retarded  ceilings ;  that  the  elevator  is  enclosed  in  fire- 
retarded  partitions ;  that  the  windows  are  protected  with  fire 
shutters,  and  that  the  building  is  equipped  with  portable  fire 
extinguishing  equipment ;  that  the  stock  doesnt’  exceed  five 
to  six  tons  of  open  stock  at  any  one  time. 

Resolved,  that  the  order  of  the  fire  commissioner,  99825-F, 
dated  January  9,  1933,  issued  to  supplant  Order  No.  97782-F, 
referred  to  in  this  appeal,  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted  so  as  not  to  require  an 
automatic  fire  alarm  central  office  system,  on  condition 
that  the  general  occupancy  of  the  building  shall  remain  sub¬ 
stantially  unchanged,  and  that  there  shall  be  in  the  building, 
on  all  floors,  not  over  a  total  of  ten  tons  of  unbaled  rags 
at  any  time ;  that  the  present  non-automatic  sprinkler 
system  shall  be  maintained  in  good  working  order,  and  ora 
condition  that  such  additional  approved  fire-extinguishing 
equipment  shall  be  installed  as  shall  be  required  by  the  fire 
department. 


329-32- A. 

APPELLANT— Sedgwick  Machine  Works,  for  Dry  Dock 
Savings  Institution,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 602-606  Madison  avenue  (Block 
No  1293,  Lot  No.  57),  Manhattan. 
APPEARANCES— 

For  Appellant:  Horace  W.  Yarrington. 

For  Administration:  Chief  Elevator  Inspector  Pat¬ 
rick  Foley  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  ’’ 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(529-32- A) 

Whereas,  Sedgwick  Machine  Works,  for  Dry  Dock  Sav¬ 
ings  Institution,  owner,  filed,  October  19,  1932,  an  appeal 
from  a  decision  of  the  superintendent  of  buildings,  affecting 
premises  602-606  Madison  avenue  (Block  No.  1293,  Lot  No. 
57),  Borough  of  Manhattan:  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  13,  1932  (Elevator  Applic.  No.  172-1932), 
reads : 


‘‘This  amendment  is  disapproved  with  the  followin 
objections : 

“1.  Operating  buttons  must  be  provided  on  the  ca 
as  well  as  at  the  landings  to  comply  with  Rule  2.4. 4.1! 
sub,  divisions  1-2-3  and  4  also,  definition  No.  48.1  cl 
the  elevator  rules. 

“2.  A  safety  gate  must  be  provided  at  the  entranc 
to  the  elevator  car,  and  the  gate  must  be  equipped  wit 
an  electric  contact  complying  with  rules  3. 3. 3. 8  and  rul 
3.3.3.13. 

“3.  A  car  safety  device  must  be  provided.  Rul 
3.3. 5.1. 

‘“4.  The  shaft  doors  must  be  set  within  one  inch  c 
the  hoistway  edge.  Rule  2. 3. 1.3. 

“5.  Buffers  must  be  provided  in  the  pit  to  compl 
with  rule  3. 2. 2.1.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  i 
height,  75  ft.  5  in.  by  88  ft.  in  area;  OCCUPIED:  cella 
and  1st  story,  banking;  2nd.  3rd,  4th  and  5th  stories,  apart 
ment  or  doctor’s  office ;  there  is  located  between  the  basemen 
and  first  story  in  the  southeasterly  section  of  the  building 
coin  lift ;  and 

Whereas,  the  appellant  contends  that  this  coin  lift  is  to  b 
used  between  the  banking  floor  and  the  basement  only,  wher 
the  vault  is  located;  that  the  travel  of  this  coin,  lift  is  onl 
10  ft.  1 V2  in.  and  will  be  used  exclusively  for  the  carryin 
of  a  small  truck  containing  coin  and  no  person  can  or  wi 
ride  on  such  coin  lift,  the  height  of  the  lift  being  4  ft.  6  in. 
that  the  service  is  actually  dumbwaiter  service,  but  the  ca 
dimensions  exceed  the  9  sq.  ft.;  that  dangerous  situatio 
would  arise  if  obliged  to  operate  coin  lift  from  the  car 
that  a  safety  gate  is  useless  as  no  one  rides  on  car;  tha 
the  car  safety  device  is  unnecessary  because  of  the  extremei 
light  loads  to  be  handled,  maximum  load  750  pounds;  tha 
sidewalk  elevators  are  arranged  to  travel  less  than  15  f 
are  not  required  with  car  with  car  safety  catch;  that  tli 
doors  be  permitted  3)4  hi-  from  hoistway  and  that  buffers  b 
omitted  as  they  are  valueless  for  this  short  travel  for  ligl 
loads. 

Resolved,  that  the  decision  of  the  superintendent  of  build 
in.gs  be  and  it  hereby  is  modified  and  the  appeal  be  and 
hereby  is  granted  as  to  elevator  application  No.  172-32,  t 
permit  the  operation  of  the  over-sized  dumbwaiter,  on  coh 
dition  that  this  equipment  shall  comply  in  all  respects  wit 
the  dumbwaiter  rules,  except  as  to  the  size  of  the  car  an 
the  allowable  carrying  capacity  which  shall  not  exceed  75 
pounds,  and  on  condition  that  this  installation  shall  be  db 
mantled  and  removed  from  the  building  within  one  year  froi 
the  date  of  this  resolution. 


PETITIONS  FOR  VARIATIONS. 

582-32-S.  _  || 

PETITIONER— Ansonia  Fire  Prevention  Engineering  Co 
Inc.,  for  Alma. Realty  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  orde 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 99-111  Sutton  street  (Bloc 
No.  2658,  Lot  No.  26),  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  dt 
partment. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  : 

2  p.  m.,  petitioner  and  fire  department  inspector  coi 
curring  in  request. 

393-27-S  ,  _ 

PETITIONER— Croker  Fire  Prevention  Corp.,  for  Ocean 
Investing  Corp.,  substituted  for  Samuel  Rosenblut 
on  behalf  of  Bunyard  Realty  Corp.,  lessee. 

SUBJECT — Application  for  reopening— modification— re A  < 
riation  of  the  labor  law,  as  cited  in  orders  of  tl 
fire  commissioner. 
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PREMISES  AFFECTED— 29  East  48th  street  and  413 
Madison  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Sidney  Strauss. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  Feoruary  3,  1933,  at  2  p.  m. 
rHE  VOTE  TO  REOPEN— 

Affirmative.  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative . . .  0 

Absent  . . .  .  . .  „ 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
10-32- S  A. 

'ETITIONER— Arnold  M.  Goldstein,  for  Perfection  Stove 
Co.,  owner. 

UBJECT— Superfex  Oil  Burner  for  Warm-Air  Furnaces 
approval  of.  ‘  ’ 

PPEARANCES— None. 

CTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  fire  department. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Kidney  . 

Negative .  .  * 

THE  RESOLUTION"— S'°ner  ! ! '' ! '  •' •'  •' •' •'  •'  ■'  ■'  * 

(400-32-SA) 

\\  hereas,  Arnold  M.  Goldstein,  for  Perfection  Stove  Co 
owner,  filed  July  15  1932,  a  petition  with  the  board  of 
standaids  and  appeals  for  approval  of  their  device  known  as 
the  Supert^  On  Burner  for  Warm- Air  Furnaces;  and 
fnrW  “ f EAS,’  thls  devlce,  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 

appSLl  oTSedevS  Ja"Uary  18'  W33'  recom"K"ds 
Resolved  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Superfex  Oil  Burner 
tor  Warm-Air  Furnaces  for  use  with  domestic  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  the  report  of  the  chief  of 
the  bureau  of  fire  prevention. 

Adjourned  5.15  p.  m. 

William  J.  O  Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  24,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol- 
id  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
may  morning,  January  13,  1933 ;  the  minutes  of  the  special 
.eting  of  the  board  held  on  Friday  afternoon,  January  13, 

33;  the  minutes  of  the  regular  meeting  of  the  board  held  on 
lesday  morning,  January  17,  1933,  and  the  minutes  of  the 
.cial  meeting  of  the  board  held  on  Tuesday  afternoon, 
auary  17  1933,  were  approved  as  printed  in  Bulletin  No’ 

Vol.  XVIII. 


APPEARANCES— 

For  Applicant :  James  Kearney. 

.  „mT  For  Opposition:  None. 

‘  '  BOARD— Laid  over  to  February  17,  1933,  at 

the  ‘  board°r  mspectl°n  and  report  b>r  a  committee  of 


BUILDING  ZONE  CASES 

3-32-BZ. 

'RTL'£mNI~ueter  G‘  Schreiner-  for  Anna  Kalb,  owner. 

DjiiLl  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  a 

T-wT,f?;rage  for  more  tban  five  (5)  motor  vehicles. 

EMISES  AFFECTED — Southwest  corner  of  120th  street 
and  14th  road  (Block  No.  115,  Lot  No.  5),  College 
Point,  Borough  of  Queens. 

PEARANCES— 

For  Applicant:  Charles  Kalb. 

For  Opposition:  None. 

TION  OF  BOARD — Laid  over  to  February  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board  and  to  obtain  data  from  superintendent  of 
buildings. 


567-32-BZ. 

APPLICANT— L.  S.  Posner,  for  Wayside  Realty  Co.,  Inc 
owner.  J  ’  ’ 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  sections  7e  and  21  of  the  build- 

thi  S^J-eS°  Utan’it0  perndt  in  a  business  district 
•  6  a“?;atl0n  and  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles.  K  ' 

PREMISES  AFFECTED  3320-3338  Broadway,  east  side, 
Mest  lo4  h  to  West  135th  streets  (Block  No.  1988, 
AT^T-,ilot  Na  Manhattan. 

APPEARANCES— 

For  Applicant :  L.  S.  Posner 

For  Opposition :  Mario  A.  Vaccaro,  H.  E.  Herman 

ArTIONT  R^Utr°l0-  ,and  Herbert  Frankenberg.  ’ 

OI\  OF  BOARD — Laid  over  to  January  31,  1933,  at 

10  a.  m  on  request  of  representative  of  one’  of 
attorneys  for  opposition. 


-32-BZ. 

PUC^K'T-Lama  &  Proskauer,  for  L.  Greenblatt  and 
S.  Bernstein,  owners. 

BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
^ V?n  and  maintenance  of  a  gasoline  service  station. 

-MISES  AFFECTED — Southwest  corner  of  Foch  boule¬ 
vard  and  Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of  Queens. 


595-32-BZ. 

APPLICANT— De  Rose  &  Cavalieri,  for  Gerosa  Paladino 
Holding  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PR F MT S  anAdppajrmnpnCe  ?  a  ,motor  vehicle  repair  shop. 
I  REMISES  AFFECTED— Southeast  corner  of  Webster 

avenue  and  East  182nd  street  (Block  No.  3030  lot 

part  of  No.  42),  The  Bronx 

APPEARANCES— 

For  Applicant :  Nathan  Friedman  and  George  T 
Cavalieri.  &  ‘ 

For  Opposition :  Peter  J.  Brashoss,  Jr.,  John  Ochoa. 
Floyd  S.  Sanford,  Frank  W.  Kiefer,  John  B. 
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Daly,  John  Walsh,  August  R.  Paone,  Catherine 
McArdle,  Gertrude  Grunbkow  and  James  Mc¬ 
Dermott. 

ACTION  OF  BOARD— Laid  over  to  February  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


605-32-BZ.  ,  ,  t  •  mi 

APPLICANT— Boris  W.  Dorfman,  for  Louis  Miller, 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  pro¬ 


posed  business  use  (store). 

PBFM1SES  AFFECTED— Northwest  corner  of  Northern 
boulevard  and  194th  street  (Block  No.  1026,  Lot  No. 
5),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman. 

For  Opposition:  Wilbur  Hecht. 

ACTION  OF  BOARD— Laid  over  to  February  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


APPLICANT— Edward  L.  Kelly,  for  Flushing  Terrace 

Corp.,  owner.  _  . 

SUBJECT— Request  for  reopening— extension  of  time  re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 160-26  Willets  Point  boule¬ 
vard,  southeast  corner  of  20th  avenue  (Block  No 
1465,  Lot  part  of  No.  12),  Whitestone,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Abram  Raft.  . 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell  and  Holland.  .....•••••••  •  3 

Negative:  Commissioner  Guilfoyle  and  Chiet  Mc- 

“Elligott  .  r. 

Absent  . 


0O«3“ • 

APPLICANT _ Philip  Markowitz,  for  Nicholas  Sciscente, 


SUBTECT — Application  for  amendment  of  resolution  adopted 
under  section  7e  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main- 
tenanance  of  a  garage,  the  amendment  to  permit 
substitution  of  a  gasoline  station  in  lieu  of  garage. 
PREMISES  AFFECTED— 3120-3124  Webster  avenue,  east 
side,  175  ft.  north  of  East  204th  street  (Block  335 7, 
Lot  Nos.  12  to  15),  The  Bronx. 

APPEARANCES— None.  .  ,  .  ..  n 

ACTION  OF  BOARD— Application  to  amend  resolution 

'  dismissed  for  lack  of  prosecution 
THE  VOTE  TO  DISMISS  APPLICATION  TO 

AMEND— ^at;ve;  Chairman  Murdock,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Chief  _ 

McElligott  .  ° 

Negative .  Q 

Absent  . 

THE  RESOLUTION— 

(885-28-BZ) 

Whereas,  the  applicant  failed  to  complete  his  papers,  in¬ 
sofar  as  his  request  for  an  amendment  to  resolution  previously 
granted  by  the  board  was  concerned,  although  he  was  duly 

notified  to  do  so.  ,  •  .  * 

Resolved,  that  the  application  for  amendment  be  and  it 

hereby  is  dismissed  for  lack'  of  prosecution. 


354-32-BZ. 

APPLICANT — Charles  A.  McKeon,  lessee,  for  Dan-Irv 
Realty  Corp.,  owner ;  request  for  reopening  made 
by  Samuel  Oliphant,  attorney  for  lessee. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7f  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  parking  space  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 598  Flatbush  avenue,  west  side, 
176  ft.  7%  in.  north  of  Chester  court  (Block  No. 
5026,  Lot  No.  136),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Samuel  Oliphant. 

ACTION  OF  BOARD — Application  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 


THE  RESOLUTION— 

(354-32-BZ) 

Whereas,  this  application  was  granted  by  the  board  for 
a  temporary  period  of  two  years  at  its  meeting  November 
4,  1932,  on  certain  conditions,  and  applicant  requested  a 
modification  of  these  conditions  to  permit  twenty-four-hour 
occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  modification  of  the  resolution  adopted  on  No¬ 
vember  4,  1932,  and  that  the  application  be  and  it  hereby  is 
granted,  for  a  temporary  period  of  two  years,  to  permit  its 
use  as  an  open-air  parking  space  for  automobiles  during 
twenty-four  hours  of  each  day,  on  condition  that  there  shall 
be  no  gasoline  of  any  nature  or  description  stored  on  the 
premises  except  that  in  the  tanks  of  the  cars  stored  thereon; 
that  the  electric  lamps  for  general  illumination  of  the  area 
shall  be  limited  to  100  watt  each,  spaced  at  least  25  feet 
apart,  with  metal  reflectors,  or  arranged  so  as  to  throw  the 
light  downwardly ;  that  any  advertising  signs  shall  be  con¬ 
fined  to  one  sign  on  the  Flatbush  avenue  front  of  the 
premises,  indicating  the  name  and  nature  of  the  business 
conducted  therein,  said  sign  shall  not  be  larger  than  6  ft. 
by  6  ft.  in  dimension,  and  that  there  shall  not  be  built  any 
additional  buildings  of  any  nature  on  the  property  during 
the  continuation  of  this  permit;  that  all  permits  required 
shall  be  obtained  within  three  months  and  all  work  in¬ 
volved  thereby  completed  within  six  months  from  the  date 
of  this  action. 


576-32-BZ. 

APPLICANT— George  A.  Bagge,  for  John  C.  Hitchman, 
owner. 

.SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  the 
first  story  of  an  existing  building  from  dwelling  to 
business  use  (stores). 

PREMISES  AFFECTED— 1707-1711  University  avenue 
(Block  No.  2878,  Lot  Nos.  220  and  222),  The 
Bronx. 

APPEARANCES— 

For  Applicant :  George  A.  Bagge. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . .  5 

Negative . . . ’  *  0 

Absent  .  0 

THE  RESOLUTION— 

(576-32-BZ) 

Whereas,  George  A.  Bagge,  for  John  C.  Hitchman, 
owner,  filed,  November  21,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy  of  part  of  the  first 
story  of  an  existing  building  from  dwelling  to  business 
use  (stores)  ;  premises  1707-1711  University  avenue  (Block 
No.  2878,  Lot  Nos.  220  and  222),  Borough  of  The  Bronx; 
and 

W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg,  January  24,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
W  hereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  University  avenue  is  in  a  business 
and  residence  district;  Andrews  avenue  is  in  a  residence 
district,  and  Macombs  road  is  in  a  business  district;  and 
W  hereas,  the  decision  of  the  tenement  house  commissioner, 
rendered  November  4,  1932  (re  Alt.  Plan  No.  165-32), 
reads : 

“1-.  Proposed  stores  shall  not  be  permitted.  Records 
of  this  department  show  same  to  be  located  in  a  residence 
district.  Article  No.  2,  Section  3,  of  the  Building  Zone 
Resolution.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  (5)  stories  in  height,  with  a  frontage  of  105 
ft.  and  a  depth  of  100  ft. ;  now  occupied  as  a  tenement ;  to  be 
occupied  as  stores  in  the  first  story  and  remainder  of  build¬ 
ing  as  a  tenement;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  only  so  far  as  it  affects 
the  first  story  of  the  existing  building,  to  permit  business 
use  therein,  on  condition  that  no  merchandise  shall  be  dis¬ 
played  beyond  the  building  line  of  the  property ;  that  any 
advertising  shall  be  limited  to  the  show  windows  and  to  the 
first  story  portion  of  the  building,  and  that  all  permits  re¬ 
quired  shall  be  obtained  within  six  months  and  any  work 
involved  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


547-32-BZ. 

APPLICANT — Kadel,  Van  Kirk  &  Trencher,  for  Sobol 
Bros.  Co.,  lessee,  on  behalf  of  Empire  Mortgage 
Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 4519-4525  Broadway,  southwest 
corner  of  Bennett  avenue  (Block  No.  2180,  Lot 
part  of  No.  646),  Manhattan. 

APPEARANCES— 

For  Applicant :  Bernard  Trencher. 

For  Opposition :  Emanuel  Goldberg  and  William 
Brand. 


ACTION  OF  BOARD-Repori  0f  committee  of  inspection 

THF  vrfS  n’n PaP™7S  g;ranted  011  condition, 
ihtp  VOTE  IO  ADOPT  REPORT— 

Aff™IN  O'3™1  Murdock.  Commissioners 

McEllIL?  “,,d  Guilfoyle  and  CI’W 

Negative .  5 

Absent  .  () 

THE  VOTE  TO  GRANT— .  0 

Affirmative:  Chairman  Murdock,  Commissioners 

McElhgotf°  and  3nd  Guilfoyle  and  Chief 

Negative . !  ’  ’  . . .  ^ 

Absent  .  . 

THE  RESOLUTION—  .  0 

-  T  (547-32-BZ) 

hereas,  Kadel,  Van  Kirk  &  Trencher,  for  Sobol  Bros 

November'  f  °f  ^7'^  Mort§a§e  Co-  owner,  filed! 

5  b  1932’.ai?  application,  under  the  building  zone 

mmntenance  ofenmit  ’V  busmess  district  the  erection  and 
,r  ‘  p c,e  ot  a  gaso'me  service  station;  premises  4519- 
4.».o.)  Broadway,  southwest  corner  of  Bennett  avenue  Bor¬ 
ough  of  Manhattan;  and  ’  or 

K^?HHEKEA7arPublicJ  he,aring  was  held  on  this  application 
by  the,  board  of  standards  and  appeals,  at  its  regular  meet- 

mg,  January  24,  1933,  after  due  notice  by  publication  in  the 
ulletin  of  the  Board  of  Standards  and  Appeals;  and 
Y\  hereas,  the  use  district  maps  accompanying  the  building 
tZr-.r-°Ifon  show .that  Broadway  is  in  a  business  dis- 
tnct,  Nagle  avenue  is  in  a  busmess  district,  and  Bennett 
Jivenue  is  in  a  residence  and  business  district;  and 

\V  hereas,  the  decision  of  the  superintendent  of  building 

'eaS-^  °Ct°ber  25’  1932  (rC  N>  B-  AppHc-  No‘  H4-1932); 

Gasoline  service  station  in  a  business  district  is 
and  Un  awtu'  Art'  2’  Sec.  4,  Building  Zone  Resolution.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Broadway  and  100  ft  on  Bennett 
avenue  upon  which  it  is  proposed  to  erect  a  one-story 
office,  w,.  tt.  by  25  ft.  in  area,  grease  pits  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommended 
the  granting  of  the  application  under  section  21  of  the 
building  zone  resolution  with  such  restrictions  as  the  board 
deems  fit  to  impose. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  subject  to  the  return 
of  plans  for  approval  and  subject  to  any  changes  in  said 
plans  that  the  board  sees  fit  to  make  and  subject  to  any 
conditions  the  board  may  impose;  that  all  permits  required 
shall  be  obtained  within  six  months  after  said  plans  are 
approved  by  the  board  and  that  all  work  shall  be  completed 
within  one  year  after  said  approval  of  plans,  on  condition 
however,  that  this  gasoline  service  station  shall  not  be  oper- 
atecl  until  the  present  gasoline  service  station  at  4573-4579 
Broadway  is  discontinued,  and,  further,  that  this  variation 
shall  not  be  used  as  a  basis  of  appeal  for  further  non-con¬ 
forming  uses  for  any  property  in  this  block,  No.  2180  under 
the  same  ownership  as  the  site  under  this  appeal  namely 
100  ft.  by  100  ft.,  at  No.  4519-4525  Broadway! 

Adjourned  1.45  p.  m. 

William  J.  O  Gorman,  Secretary. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  24,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

553-32-A. 

APPELLANT— Army  &  Navy  Club,  owner. 

SUBJECT— Appeal  from  orders  and  a  decision  of  the  tire 
commissioner 

PREMISES  AFFECTED— 30  West  44th  street  (Block  No. 
1259,  Lot  No.  54),  Manhattan. 

APPEARANCES—  ^  „  ,  _  _  . 

For  Appellant:  Major  Robert  E.  Adams,  Majoi 
Walter  S.  Schneider  and  General  John  F. 

Daniels. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative . " 

Absent  .  0 

THE  R E S O LU T I O N — 

(553-32- A) 

W hereas.  Army  &  Navy  Club,  owner,  filed,  November  3, 

1932,  an  appeal  from  orders  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  30  West  44th  street  (Block  No. 

1259,  Lot  No.  54),  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Sep¬ 
tember  23,  1932,  read: 

“Order  No.  97498-F: 

“1.  Arrange  for  a  flow  test  of  the  standpipe 

“2.  Arrange  to  have  a  monthly  inspection  made  of 
all  fire  appliances,  by  the  person  holding  a  standpipe 
system  certificate  of  fitness.  A  detailed  record  of  each 
inspection  shall  be  kept  on  the  premises  for  examination 
by  a  representative  of  the  fire  department. 

“3.  Have  the  person  in  charge  of  standpipe  system 
secure  a  certificate  of  fitness. 

“Sec.  580-1,  Ch.  5,  Code  of  Ordinances  and  rules  of 
the  Board  of  Standards  and  Appeals." ; 

and 

“Order  No.  97497-F: 

“1.  Scrape  and  paint  gravity  tank. 

“4.  Provide  approved  pressure  reducing  valves  for 
all  standpipe  hose  outlets  on  and  below  the  3rd  story  to 
reduce  the  pressure  to  not  more  than  50  pounds  per 

square  inch.  .  .  f 

“5.  Provide  a  J4"  open  or  automatic  ball  drip  tor 
standpipe  line,  inside  of  building  at  lower  level  between 
check  valve  and  outside  Siamese  connection. 

“6.  Remove  all  pipe  from  standpipe  system  in  cellar 
used  for  other  purposes  than  standpipe  use. 

“Sec.  580-1,  Ch.  5,  Code  of  Ordinances  and  rules  of 
the  Board  of  Standards  and  Appeals.” ; 


and 

“Order  No.  97496-F :  , 

“1.  Raise  the  standpipe  gravity  tank  so  that  the 
bottom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 


Appeals.” ; 

ailWHEREAS,  the  decision:  of  the  fire  commissioner,  rendered 
November  3,  1932,  reads: 

“In  reference  to  your  request  of  October  13,  1932,  to 
rescind  Orders  97496-F,  97497-F  and  97498-F,  pending 
against  the  above  premises,  I  regret  to  inform  you 
that  the  required  changes  to  your  standpipe  system  are 


necessary  in  order  to  make  the  system  conform  to  the 
Rules  of  the  Board  of  Standards  and  Appeals. 

“This  Bureau  has  no  objection  to  your  intentions  to 
file  an  appeal  on  any  of  these  orders  with  the  Board 
of  Standards  and  Appeals  within  the  20  days  allowed 
by  the  rules  of  the  Board.” ; 

and 

Whereas,  the  building,  erected  in  1900,  is  fireproof  (wood 
trim),  twelve  stories  (154  plus  ft.)  in  height;  OCCUPIED: 
cellar,  storage  rooms,  shops,  locker,  receiving  room,  machine 
and  carpenter,  4  persons;  1st  story,  grill,  front  office  and 
cloak  room,  25  persons..  2nd  story,  library  and  dining 
room,  4  persons ;  3rd  story,  offices,  13  persons ;  4th  story, 

sleeping  rooms,  7  persons;  5th  story,  sleeping  rooms,  11 

persons ;  6th  story,  sleeping  rooms,  9  persons ;  7th  story, 

sleeping  rooms,  9  persons ;  8th  story,  sleeping  rooms,  10 

persons ;  9th  story,  card  room,  lounge  and  meeting  room,  2 
persons;  10th  story,  banquet  room,  no  persons;  11th  story, 
kitchen,  valet  and  housekeeper,  5  persons;  11th  story,  tank 
room  and  squash  court,  1  person ;  and 

Whereas,  appellant  contends  that  the  standpipe  system 
was  installed  at  the  time  of  the  erection  of  the  building; 
that  the  system  is  supplied  from  a  3,000-gallon  capacity 
gravity  tank  located  above  the  pent  house  roof  and,  also, 
two  3,500-gallon  tanks  located  above  the  main  roof ;  these 
tanks  contain  also  the  house  supply;  and 

Whereas,  appellant  contends  that  the  minimum  distance 
between  the  bottom  of  the  tanks  and  the  hose  outlet  in  the 
eleventh  story  is  6  ft. ;  appellant  contends,  further,  that 
additional  fire  protection  is  afforded  by  chemical  fire  ex¬ 
tinguishers  on  each  floor;  that  the  building  is  under  super¬ 
vision  at  all  times,  and  requests  the  acceptance  of  the  existing 
standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
97496-F,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
installed  through  the  bottom  of  the  3,300-gallon  tank  now 
located  on  the  roof  of  the  balcony  structure  of  the  squash 
court  a  new  3-inch  line  connected  into  the  top  of  the  present 
4-inch  riser  in  the  stair  hall  and  that  there  shall  be  installed 
in  same  a  new  3-inch  gate  and  check  valve,  also  hose  outlet 
at  the  squash  court  floor  level,  changing  the  location  of  the 
house  supply  in  this  higher  tank  so  that  house  supply  will 
be  taken  out  at  a  point  above  the  2,500-gallon  mark  so  that 

2.500  gallons  will  at  all  times  be  reserved  for,  the  standpipe 
system,  making  available  at  all  times  a  total  of  approximately 

8.500  gallons  of  water  from  both  tanks  available  for  stand¬ 
pipe  service ;  imthdrazm,  to  comply,  as  to  Order  No.  97497- 
F,  with  the  understanding  that  the  pressure  reducing  valves 
will  be  installed  on  all  floors  where  the  pressure  is  in  excess 
of  fifty  pounds;  zznthdrawn,  to  comply,  as  to  Order  No. 
97498-F. 


573-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Cupples  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 386  Third  avenue  (Block  No. 

979,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  ® 

Absent  . .  ® 
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THE  RESOLUTION— 

(573-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Cupples  Co.,  lessee,  filed,  November  21,  1932,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
386  Third  avenue  (Block  No.  979,  Lot  No.  5),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  21,  1932  (re  Order  No.  97452-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  ^  Secs.  580,  581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  building,  erected  in  1882,  is  frame,  two 
stories  (above  yard  grade)  in  height,  201  ft.  10  in.  by  150 
ft.  8  in.  (approximately  31,000  sq.  ft.)  in  area  on  the  first 
story  and  109  ft.  9  in.  by  201  ft.  10  in.  (approximately  22,000 
sq.  ft.)  in  area  on  second  story;  OCCUPIED:  1st  story, 
boiler  room,  warehouse  and  manufacture  of  rope ;  2nd  story, 
warehouse  and  manufacture  of  rope;  total  of  100  persons; 
and 

Whereas,  appellant  contends  that  the  frame  building  in 
question  is  separated  from  the  abutting  buildings  by  fireproof 
walls  with  openings  therein  protected  with  fire  doors;  that 
the  building  is  now  protected  with  an  automatic  sprinkler 
system  and  that  there  are  city  fire  hydrants  in  the  immediate 
vicinity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  97452-F,  on  condition  that  the 
existing  hose  outlets  fed  from  the  6-inch  city  main  shall 
be  kept  in  good  working  order  and  subject  to  test  by  the 
fire  department,  in  view  of  the  building  being  fully  sprinklered 
throughout,  the  water  for  which  is  supplied  from  a  50,000- 
gallon  gravity  tank  located  on  a  trestle  above  the  main 
roof;  that  such  additional  fire-fighting  appliances  shall  be 
installed  as  may  be  required  by  the  fire  department;  that 
the  existing  sprinkler  system  shall  be  maintained  in  a  manner 
satisfactory  to  the  fire  department;  that  this  permit  shall 
continue  only  so  long  as  the  present  occupancy  remains 
unchanged  and  so  long  as  the  present  open  space  surround¬ 
ing  this  factory  space  remains  open  and  not  built  upon. 


1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and 
Appeals,  (in  Bldg.  C.).”; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  17,  1932,  reads:  • 

In  reply  to  your  letter  of  November  7th,  1932  ad¬ 
vising  that  you  have  been  retained  by  the  owners  to 
appeal  trom  the  requirements  of  item  1  only  of  Order 
92440-F,  and  that  you  are  unable  to  do  so ‘due  to  the 
tact  that  the  Bd.  of  Standards  and  Appeals  will  not 
accept  an  appeal  for  the  reason  that  the  time  limit 
twenty  days,  had  elapsed,  and  request  dismissal  and  re- 
lssuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied”- 
and 

Whereas^  the  premises  consist  of  a  group  of  non-fireproof 
buildings;  Building  C,  the  building  in  question,  was  erected 
m  1900,  mill  construction,  five  stories  (69  ft.  4  in.)  in 
height,  lli  ft.  9  in.  by  95  ft.  10  in.  (inside  measurements) 
approximately  11,000  sq.  ft.  in  area;  OCCUPIED  as  a 
lithographic  plant;  approximately  250  persons  in  entire  build¬ 
ing  ;  and 

Whereas,  appellant  contends  that  the  area  of  the  building 
is  but  slightly  m  excess  of  the  area  requiring  a  standpipe 
installation;  that  the  building  is  protected  with  an  automatic 
sprinkler  system;  that  the  building  is  adequately  provided 
with  exits  and  faces  on  two  street  fronts. 

Resolved,  that  the  order'  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  as  to  Order  No.  92440-F,  waiv- 
mg  the  requirement  for  the  installation  of  the  approved 
standpipe  system  in  view  of  Building  C,  the  building  in  ques- 
tion  being  only  slightly  in  excess  of  the  limitations  of  the 
building  code  and  in  view  of  the  slow-burning  construction 
of  the  building  and  its  being  fully  protected  with  an  existing 
one-source  sprinkler  system  and  a  1.000-gallon-per-minute 
fire  pump,  on  condition  that  all  of  this  fire-fighting  equip¬ 
ment  shall  be  kept  in  first-class  working  condition;  that  all 
openings  between  this  Building  C  and  other  portions  of  the 
plant  shall  be  protected  with  fire  doors  and  that  all  stair¬ 
ways  in  this  building  shall  be  enclosed  with  fireproof  or  fire- 
retarding  partitions. 


601-32-A. 


APPELLANT — Abraham  Grossman,  for  Oscjac  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1030-1056  Metropolitan  avenue. 
270-302  Morgan  avenue  and  1005-1027  Grand  street 
(Block  No.  2925,  Lot  No.  1),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Abraham  Grossman  and  John  J. 
Morris. 


For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE  TO  GRANT— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . . 

Absent  . 

THE  RESOLUTION— 


O 

0 

0 


(601-32-A) 

W  hereas,  Abraham  Grossman,  for  Oscjac  Realty  Corp., 
owner,  filed,  December  6,  1932,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  1030- 
1056  Metropolitan  avenue,  270-302  Morgan  avenue  and  1005- 
1027  Grand  street  (Block  No.  2925,  Lot  No.  1),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  8,  1932  (re  Order  No.  92440-F),  reads: 


620-32-A. 


APPELLANT— Raphael  A.  Egan,  for  Court  Square  Buiid- 
ing,  Inc.,  owner. 

SUBJECT-  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 2-8  Lafayette  street  (Block  No. 

155,  Lot  No.  1),  Manhattan. 

APPEARANCES— 


For  Appellant:  Raphael  A.  Egan  and  Mr.  Lent. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE  TO  GRANT— 


Affirmative :  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative . 

Absent  . 


THE  RESOLUTION— 

(620-32-A) 

Whereas,  Raphael  A.  Egan,  for  Court  Square  Building, 
Inc.,  owner,  filed,  December  20,  1932,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  2-8 
Lafayette  street  (Block  No.  155,  Lot  No.  1),  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  30,  1932  (re  Order  No.  98958-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
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outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building,  erected  in  1927,  is  fireproof, 
twenty-one' stories  (231  ft.  to  main  roof  beams)  in  height, 
100  ft.  3  in.  by  186  ft.  1  in.,  irregular,  in  area;  OCCUPIED 
as  an  office  building;  and 

Whereas,  appellant  contends  that  on  the  mam  roof  of  the 
building  (which  has  an  area  of  14,00  sq.  ft.)  there  is  located 
a  three-story  structure,  2,430  sq.  ft.  in  area ;  the  first  story 
and  second  story  of  this  structure  are  occupied;  the  third 
story  is  vacant ;  and 

Whereas,  appellant  contends,  further,  that  the  gravity 
tank  in  question  has  a  capacity  of  20,000  gallons  (3,500 
gallons  for  standpipe  use)  and  that  the  bottom  of  the  tank 
is  located  5  ft.  7  in.  above  the  hose  outlet  in  the  second 
story  level  above  the  roof  and  proposes  to  provide  y2- inch 
hose  outlets  at  the  ends  of  the  hose  in  the  second  story  above 
the  roof,  and  requests  the  acceptance  of  the  existing  stand¬ 
pipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  herby  is 
granted,  as  to  Order  No.  98958-F,  permitting  the  present 
standpipe  gravity  tank  to  remain  at  its  present,  position  and 
permitting  the  use  of  the  second  floor  and  main  roof  level, 
other  than  that  occupied  as  permitted  in  the  standpipe  rules, 


to  be  occupied  for  office  purposes  and  with  the  occupancy  of 
the  third  floor  restricted  to  tanks  only,  on  condition  that! 
the  hose  nozzles  on  the  main  roof  level  and  second  floor  level 
shall  be  reduced  to  ^  inch  and  that  such  fire  extinguishers 
as  may  be  required  by  the  fire  commissioner  shall  be  installed 
on  all  three  floors. 


PETITION  FOR  VARIATION. 

578-32-S 

PETITIONER— A.  D.  Kelley,  for  Henry  Schultheis  Co., 
lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 142  Fulton  street  (Block  No. 

79,  Lot  No.  26),  Manhattan. 

APPEARANCES— 

For  Petitioner :  A.  D.  Kelley. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  February  3,  1933,  at 
2  p.  m„  to  permit  petitioner  to  consult  with  adjoining 
owner  with  a  view  of  using  adjoining  building  as  a 
means  of  exit. 


Adjourned  4.30  p.  m. 

William 


J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Rlackmer  Rotary . 935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  . 590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25 -S A 


Standards  and  Appeals 

Name  of  Pump  Calendar  No. 


Kraissl  Fuel  Oil  Pump .  •  <  .  •  • 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump . : .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary . 1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimbv  Screw  Pump . 1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotarv  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60'28’5* 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD....  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set . . .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


FORMS  FOR  NOTICESTO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O'Connell  Press,  176  Park  Row,  Manhattan,  al 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1 029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— -20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

201-32-A — 469  West  140th  street,  Manhattan. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA— Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA— A  Diamond  “S”  250  lbs.  2  54 -inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  254-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


359-30-S A  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31  -SA — Lunkenheimer  2  54-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  254-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

485-32-SA — Bethlehem  Steam  Atomizing  Fuel  Oil  Burner, 
approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

518-32-SA — KeWaNee  Oil  Burner,  approval  of. 
528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32- S A — Evenheet  Oil  Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

570-32-SA — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  ivill  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  ivill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
t>y  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
?iven  being  the  amount  of  lime  which  may  be  incorporated 
■  or  each  ninety-five  pound  bag  of  Portland  cement : 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932. .  . 


Cases  filed  up  to  January  23,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


261 


30 


8 


27 


1 

5 
0 

6 
0 
0 
1 
0 
0 

339 

88 


DISPOSITION  OF  CASES. 

Withdrawn  . * 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . 

Appliances  dismissed,  disapproved  or  withdrawn: 

Rules  approved . . . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . 

Requests  withdrawn  or  dismissed . 


Total 


Cases  pending  January  25.  1933 


251 


4 
1 
5| 
C 

34 

3 

1 

0 

0| 

20 

3 
1 
0 

5 
0 
0 
0 

6 
0 
0 
0 
0 
0 
1 
t 

c 

c 

( 

4 

88 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th< 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  a! 
cases  promptly,  for  the  reason  that  the  pendancy  of  ar 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petitior 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  th< 
appellant  or  petitioner  to  file  necessary  data,  or  by  anj 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plan: 
and  data  required  by  law  are  supplied,  as  specified  on  th< 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001.  Municipal  Building, 

New  York  City. 

Enclosed  nlease  find  two  dollars  and  a  half  ($1.50)  for  subscription  for  one  year  to  THE  BUL 
I  FTIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  tc 

Name . 

|  Street . 

fi  P.  O . 

My  Subscription  is  to  begin  with  the  issue  for . .  1933. 
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Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — WOrth  2-0184. 

Dffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

Ill  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en 
gineers  pertaining  to  the  work  of  the  board,  will  be  seei 
on  y  between  the  hours  of  ten  in  the  morning  and  one  it 
the  afternoon — Saturdays  excepted. 


- - vuuiwi  a 

n  TyC  CleJk’s  Calendar  consists  of  applications  under  tl 
building  Zone  Resolution,  and  its  object  is  to  give  intei 
ested  property  owners  opportunity  to  file  objections,  if  an 
and  will  be  called  in  Room  1013,  Tuesday,  February  7  193: 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on 
definite  day. 


ihe  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  February  14,  1933,  at  2  o’clock. 


The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 
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Fuel  Oil  Rules. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  noi  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  ease  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction® 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  February  1,  1933. 

Cal  No.  Department.  Premises  Affected. 

35-33- BZ . B.B.Q _ Southwest  corner  of  Woodhaven 

blvd.  &  Linden  blvd.  (Block 
2222,  Lot  38),  South  Ozone 
_ _  Park,  Q.,  N.  B.  2497-32 

34-33-BZ . B.B.Q _ North  side  of  Queens  blvd.,  48 

ft.  east  of  64th  rd.  (Block 
2092,  Lot  12),  Forest  Hills, 
_  Q.,  N.  B.  3160-32 

33-33-SA . F.D . Hardinge  Oil  Burner,  Model  23, 

_ _ _  Appliance 

32-33-SA . F.D . Wisconsin  Fuel  Oil  Burner, 

_ _ _  Models  O,  A  &  B,  Appliance 

31-33-BZ . B.B.B _ 610-622  Utica  ave.  (Block  4603, 

Lots  40  &  43),  Bklyn., 

_  Applic.  312-33 


F.D  — 
H.D. . . 
B.B.B. . 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx 
T.H.D. 


CODE 

. Fire  Department 

. . Health  Department 

...Bureau  of  Buildings,  Brooklyn 
.Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

...Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


RULES 


Last  Publication  in 

Certificate  of  Occupancy,  approved  Aug.  2,  1932  Vol. 

Concrete5  Flat '  Slat,;.' '  Rule's'.  '. '.  V. '. '.  Tan.  3,  ^-Vol. 
Concrete  Rules  (Hydrated  Lime)..  Jan.  31,  1933—  Vo  . 

Elevator  Rules  .  .  ....Trine  14.  19 32- Vo  1 

Exit  Rules  (Revolving  Doors) -  Oct.  18,  1.  3-  V  ■ 

Factory  Exit  Rules .  Jan.  3,  1983-Vo  - 

!&  ^STrS^.!“’ ::::::  Sit: 

Fire  Retarding  Rules  for  Garages,.  ^  J()  1933— Vol. 

Fireproof '  Wood,' '  Testing '  of  '  ”  ”  ^  Jan,  8,  Ijg-Vol. 

Frame  Garages,  Ruling  for . Jan-  21,  |9T9-Vo  . 

Fuel  Oil  Rules... . ^eb.  7. 

Gas  Shut-Off  Rules .  Apr.  7,  j92o-Vo  1. 

Hatchway  Protection  . •• . June  5,  19-8  Vo. 

Paint,  Varnish  and  Lacquer  Spray-  ^  ^  1932_Vol> 

Plumbfng  Rules  ’ ! ! !  "  "  i .  Nov.  8,  19|2-Vol. 

Re°fnegeraet’ingUSeystems,  Extract  C.  O.  Dec.  20,  1932— Vol. 
Smoking  in  Factories,  Rules  for...  Jan.  3,  1933  Vo. 
Sprinkler  Rules  . . Dec.  6,  193-— Vo  . 

Standpipe— Fire  Line  Rules.... ....  Nov.  -2,  193-  Vo. 

Structural  Alterations,  Reporting ..  June  7,193-— Vol. 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Apr.  10,  1923— Vol 


Bulletin 

17  No.  31 

18  No.  1 
18  No.  5 
17  No.  24 

17  No.  42 

18  No.  1 
17  No.  52 
17  No.  51 


18  No.  2 
18  No.  1 
4  No.  3 
18  No.  6 
10  No.  14 
13  No.  23 


17  No.  50 

17  No.  45 

17  No.  27 

17  No.  51 

18  No.  1 

17  No.  49 

17  No.  47 

17  No.  23 

; — Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  7,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

572-32-BZ.  _  .  ,,  „ 

APPLICANT — Morris  Whinston.  substituted  for  Kudolt  (_. 
P.  Boehler.  for  Evelyn  Silverman,  owner. 

PREMISES _ Southeast  corner  of  Newport  street  and  East 

94th  street  (Block  No.  4690,  Lot  No.  46),  Brook¬ 
lyn. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  as  stores  on  the 
first  story  and  as  dwellings  above  the  first  story. 

577-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Scoland  Building 
Corp.,  owner. 

PREMISES— Southeast  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No.  93),  St.  Al¬ 
bans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

623-32-BZ. 

APPLICANT— Edward  P.  Kenney,  owner. 

PREMISES— East  side  of  Windsor  place,  100  ft.  north  of 
Austin  street  (Block  No.  2076,  Lot  Nos.  39,  40  and 
41),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  , 

TO  PERMIT  in  a  residence  district _  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
business  use. 


626-32-BZ. 

APPLICANT— Philip  Bardes,  for  United  States  Trucking 
Corp.,  owner.  _  XT 

PREMISES — 368-380  Front  street  (Block  No.  243,  Lot  Nos. 
70  to  76),  Manhattan. 


mm  TrA'i'inv'  coptimi  91  nf  the  buildin 


resolution,  .  .  . 

TO  PERMIT  the  extension  from  an  unrestricted  district 
into  a  business  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles. 


45-29-BZ.  _  . 

APPLICANT— Julius  Hollander,  for  Angeline  Dimcola  ant 
Michele  Dinicola,  owners. 

PREMISES— 196-214  Bay  49th  street,  north  side,  .>0  it 
west  of  Harway  avenue  (now  northwest  corner  o 
Bay  49th  street  and  Cropsey  avenue)  (Block  No 
6938,  Lot  No.  52),  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zow 

resolution,  ...  .  ,«  •  . 

TO  PERMIT  partlv  in  a  residence  district  and  partly  in  . 

business  district,  the  erection  and  maintenance  of  i 
motor  vehicle  repair  shop  and,  also,  a  gasoluv 
service  station  (previously  withdrawn  under  sectioi 
21;  reopened  November  15,  1932). 


FEBRUARY  7,  1933,  10  A.  M. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  budding,  zone  resolution,  Tuesday  morning,  Febrtu tr 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 


-Cminurlno*  matters  : 


CAL. 


NO. 


560 


-32-BZ— Application.  November  9,  1932,  unde 
sections  7a,  7b,  7c  and  21  of  the  buildin 
zone  resolution,  of  Ferdinand  Savignaru 
applicant,  on  behalf  of  Goral  Realt 
Corp.,  owner,  to  permit  in  a  resident 
district  the  extension  of  an  existin 
business  use;  premises  403  East  52n 
street  (Block  No.  1364,  Lot  No.  a 
Manhattan. 


106 


CALENDAR 


al.  NO.  2-29-BZ— Application,  January  3,  1929;  denied,  re¬ 
considered  and  granted  for  use  as  a 
garage  for  five  (5)  motor  vehicles  May 
14,  1929;  reopened  September  13,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Irwin  S.  Rever,  applicant, 
on  behalf  of  Weiner  Bros.,  owners,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  and, 
also,  for  minor  repairs  (previously 
granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and 
as  a  motor  vehicle  repair  shop ;  premises 
2111-2117  Atlantic  avenue,  northwest 
corner  of  Olive  place  (Block  No.  1569, 
Lot  No.  35),  Brooklyn. 

al.  no.  669-28-BZ— Application,  August  15,  1928;  denied 
under  section  7a  January  22,  1929;  re- 
opeoned  November  15,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Bessie  Goldenberg,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  alteration  and  conversion  of  occu¬ 
pancy  of  private  garages  to  stores ; 
premises  279  East  173rd  street,  north¬ 
west  corner  of  Monroe  avenue  (Block 
No.  2792,  Lot  No.  54),  The  Bronx. 

\l.  no.  301-30-BZ  Application,  April  30,  1930;  dismissed 
for  lack  of  prosecution  November  11, 
1930 ;  reopened  and  restored  to  Calendar 
November  22,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Lama 
&  Proskauer,  applicants,  substituted  for 
Thomas  J.  Donovan,  on  behalf  of  Sophie 
Marcus,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 

of  a  gasoline  service  station;  premises 
southwest  corner  of  Linden  boulevard 
and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens. 

l.  no.  705-29-BZ— Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

L.  no.  467-32-BZ— Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  7,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
7,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  537-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  reso¬ 
lution,  of  Joseph  D.  Nunan,  Jr.,  ap¬ 
plicant,  on  behalf  of  Wim  Holding 
Corp.,  owner,  to  permit  in  a  business 
use  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
203-02  to  203-10  Linden  boulevard, 
southeast  corner  of  203rd  street  (Block- 
No.  3347,  Lot  No.  l),  St.  Albans,  Bor¬ 
ough  of  Queens. 

cal.  no.  503-32-BZ— Application,  November  16,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  M.  Lonergan,  applicant, 
on  behalf  of  Agnes  Kraus,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  building  occupied  as  a 
motor  vehicle  repair  shop  (brake  service 
station)  ;  premises  4556  Broadway 
(Block  No.  2170,  part  of  Lot  No.  103), 
Manhattan. 

cal.  no.  351-30-BZ— Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway  ave¬ 
nue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  264-30-BZ— Application,  April  15,  1930;  denied  July 
8,  1930,  under  section  21 ;  reopened  No¬ 
vember  4,  1932,  for  consideration  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  John  H.  W.  Krogmann,  appli¬ 
cant,  on  behalf  of  Johanna  Bosch,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot 
No.  14),  St.  Albans,  Borough  of  Queens. 

cal.  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21 ;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resoultion,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  north  side  of  Linden  boulevard, 

50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

:al.  no.  567-32-BZ — Application,  November  18,  1932,  under 
sections  7e  and  21  of  the  building  zone 
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resolution,  of  L.  S.  Posner,  applicant, 
on  behalf  of  Wayside  Realty  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy 
of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles; 
premises  3320-3338  Broadway,  east  side, 
West  134th  to  West  135th  streets 
(Block  No.  1988,  Lot  No.  1),  Manhat¬ 
tan. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  14,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

599-32-BZ. 

APPLICANT— Richard  Morrison,  owner. 

PREMISES — Southwest  corner  of  Gun  Hill  road  and  bta- 
tion  place  (Newell  street),  (Block  No.  3358,  Lot 
No.  40),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

603-32-BZ. 

APPLICANT— Emil  Guterman,  for  Jacob  Nudell,  owner. 

PREMISES — Northwest  corner  of  Liberty  avenue  and  159th 
street  (Block  No.  1118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


TO  PERMIT  in  a  business  district  the  maintenance  of  ; 
gasoline  service  station  (previously  granted  on  cer 
tain  conditions;  reopened  December  16,  1932). 


FEBRUARY  15,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand; 
ards  and  appeals  of  a  public  hearing  under  the  provision 
of  the  building  zone  resolution,  Wednesday  morning,  Pebn 
ary  15,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Build 
ing,  on  the  following  matters: 

cal.  no.  585-32-BZ — Application,  November  26,  1932,  unde 
section  21  of  the  building  zone  resoli 
tion,  of  Emanuel  H.  Waldmann,  appl 
cant,  on  behalf  of  Elizabeth  B  retina; 
owner,  to  permit  in  a  residence  distrii 
the  alteration  and  change  of  occupanc 
of  the  basement  and  first  story  of  a 
existing  building  from  residence  to  bus 
ness  use;  premises  148  West  73rd  stre 
(Block  No.  1144,  Lot  No.  52),  Mai 
hattan. 

cal.  no.  541-32-BZ — Application,  October  25,  1932,  undi 
section  21  of  the  building  zone  resoli 
tion,  of  Robert  C  Weissmantel  &  So 
Inc.,  applicant  and  lessee,  on  behalf 
Tisdale  Lumber  Co.,  owner,  to  pern 
in  a  residence  district  the  change 
occupancy  of  an  existing  building  to 
salesroom,  motor  vehicle  repair  shop  ai 
service  station;  premises  east  side 
130th  street,  330  ft.  south  of  Jamai 
avenue  (Block  No.  234,  Lot  No.  79 
Richmond  Hill,  Borough  of  Queens. 


303-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Edlar  Realty  Corp., 
owner. 

PREMISES— Southeast  corner  of  Intervale  avenue  and  East 
169th  street  (Block  No.  2706,  Lot  No.  52),  I  he 
Bronx.  . 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously  dis¬ 
missed  for  lack  of  prosecution;  reopened  and  re¬ 
stored  to  Calendar  October  14,  1932). 


186-30-BZ. 

APPLICANT— Conroy  &  Hardy  (formerly  known  as  Me- 
Cooey  &  Conroy),  for  Cooper  Gas  Stations,  Inc., 

owner.  .  , 

PREMISES— Southeast  corner  of  Jamaica  avenue  and 
Elderts  lane  (Block  No.  50,  part  of  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21 ;  reopened  for  considera¬ 
tion  under  section  7f  November  4,  1932). 


1 13-27-BZ. 

APPLICANT — William  A.  Meehan,  for  Arthur  J.  Roume, 
owner. 

PREMISES — 1832  Cornaga  avenue,  north  side,  285  ft.  east 
of  Beach  19th  street  (Block  No.  48,  Lot  No.  45), 
Far  Rockaway,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


cal.  no.  550-32-BZ — Application,  November  12,  1932,  und 
section  21  of  the  building  zone  resol 
tion,  of  Samuel  L.  Malkind,  applica 
on  behalf  of  Perma  Securities  Cor 
owner,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  gara 
for  more  than  five  (5)  motor  vehic 
and,  also,  a  gasoline  service  static 
premises  352-360  99th  street,  southw 
corner  of  Fourth  avenue  (Block  1 
6134,  Lot  No.  22),  Brooklyn. 

cal.  no.  616-32-BZ — Application,  December  17,  1932,  unc 
section  21  of  the  building  zone  reso 
tion,  of  De  Rose  &  Cavalieri,  api 
cants,  on  behalf  of  Giuseppe  Chiane 
owner,  to  permit  in  a  business  disti 
the  erection  and  maintenance  of  a  gar; 
for  more  than  five  (5)  motor  vehicl 
premises  west  side  of  Arthur  aver 
115.01  ft.  south  of  East  189th  str 
(Block  No.  3066,  Lot  No.  51),  1 
Bronx. 

cal.  no.  1230-23-BZ — Application,  October  30,  1923;  gran 
on  certain  conditions,  under  section 
for  a  temporary  permit  February 
1925;  reopened  and  temporary  per 
extended  February  1,  1927;  reope 
and  temporary  permit  extended  Ala 
26,  1929;  reopened  April  14,  E 

denied  under  section  21  November 
1931;  reopened  September  16,  1932, 
consideration  under  section  7f  of 
building  zone  resolution,  of  Hymai 
Segall,  applicants,  on  behalf  of  Edm 
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G.  Burke,  present  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  160-01  46th  avenue, 
northeast  corner  of  160th  street  (Block 
No.  1217,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

x.  no.  345-32-BZ — Application,  June  14,  1932;  granted  on 
certain  conditions,  under  section  7 f ,  for 
a  temporary  permit  November  18,  1932; 
reopened  December  13,  1932,  for  re¬ 
consideration- — permanent  permit — under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Patrick  J.  Reilly,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot 
No.  105),  Bayside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15.  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

87-32-A — 605-617  East  5th  street  and  614-618  East  6th 
street  (Block  No.  388,  Lot  No.  60),  Man¬ 
hattan. 

,11-32-A— 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 

27-32-A — 28  Gold  street,  1-13  Cliff  street  and  91-101  John 
street  (Block  No.  76,  Lot  Nos.  11,  13,  15, 
16,  17  and  18),  Manhattan. 

94-32- A — 104-106  West  49th  street  (Block  No.  1001,  Lot 
No.  37),  Manhattan. 

Petitions  for  Variations. 

89-32-S— 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

94-32-S — 14-18  Weirfield  street  (Block  No.  3401,  Lot 
No.  11),  Brooklyn. 

Appliances  Submitted  for  Approval. 

98-32-SA— Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

10-33- S A — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 


FEBRUARY  17,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ds  and  appeals  of  a  public  hearing  under  the  provisions 
the  building  zone  resolution,  Friday  morning,  February 
,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
i  the  following  matters : 

■L.  no.  278-32-BZ — Application,  May  20,  1932;  denied  July 
26,  1932,  under  section  21;  reopened  No¬ 
vember  4,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ray¬ 
mond  McCool,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station : 
premises  southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No. 
4857,  Lot  No.  89),  The  Bronx. 


cal.  no.  470-32-BZ— Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  oi 
a  gasoline  service  station;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue  (Block  No.  4929,  Lot  Nos 
6,  8  and  11),  The  Bronx. 

cal.  no.  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  no.  802-27-BZ — Application,  July  11,  1927;  denied  Feb¬ 
ruary  7,  1928;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogemp  Co.,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  •  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue  (Block  No.  1307,  Lot  Nos.  50, 
51  and  53),  Brooklyn. 

cal.  no.  549-32-BZ— Application,  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
sevrice  station;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792,  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  557-32-BZ — Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  ’dis¬ 
trict,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  206-208  East  12th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

HARRIS  FI.  MURDOCK,  Chairman. 


FEBRUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  February 
17,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  565-32-BZ — Application,  November  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Salvator  Marinello,  applicant,  on 
behalf  of  Giuseppina  Querra,  owner,  to 
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permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  automobile 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  1195-1203  Belmont  ave¬ 
nue,  northwest  corner  of  Conduit  ave¬ 
nue  south  (Block  No.  4241,  Lot  No.  14), 
Brooklyn. 

cal.  no.  505-32-BZ — Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Iasac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11%  in.  east  of 
Hemlock  street  (Block  No.  4217,  part  of 
Lot  No.  16),  Brooklyn. 

cal.  no.  538-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Peter  G.  Schreiner,  applicant, 
on  behalf  of  Anna  Kalb,  owner,  to  per¬ 
mit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
120th  street  and  14th  road  (Block  No. 
115,  Lot  No.  5),  College  Point,  Bor¬ 
ough  of  Queens. 

cal.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  595-32-BZ — Application,  December  2,  1932,  under 
section  12  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Gerosa-Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
southeast  corner  of  Webster  avenue  and 
East  182nd  street  (Block  No.  3030,  Lot 
part  of  No.  42),  The  Bronx. 

cal.  no.  605-32-BZ — Application,  December  8,  1932,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Louis  Miller,  owner,  to 
permit  the  extension  from  a  business  into 
a  residence  district  of  a  proposed  busi¬ 
ness  use  (stores)  ;  premises  northwest 
corner  of  Northern  boulevard  and  194th 
street  (Block  No.  1026,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  21,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

85-30-BZ. 

APPLICANT — James  J.  Millman,  Inc.,  for  Harry  Feld¬ 
man.  owner. 


PREMISES — 1315-1321  55th  street,  north  side,  73  ft.  8  in. 
east  of  New  Utrecht  avenue  (Block  No.  5677,  Lot 
No.  62),  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

I  O  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  (store)  building  (previously  dismissed 
for  lack  of  prosecution;  reopened  and  restored  to 
Calendar  September  20,  1932). 

333-31-BZ. 

APPLICANT — K.  Karl  Klein,  substituted  for  Croker  Na¬ 
tional  Fire  Prevention  Engineering  Co.,  for  Fire¬ 
stone  Tire  &  Rubber  Co.,  owner. 

PREMISES — Northwest  corner  of  Northern  boulevard  and 
155th  street  (Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  consideration 
under  section  7f  October  21,  1932). 

549-31-BZ. 

APPLICANT — James  Kearney,  substituted  for  Max  Siegel, 
for  Jametro  Realty  Corp.,  owner. 

PREMISES — 4024-4032  New  Utrecht  avenue,  northwest 
corner  of  41st  street  (Block  No.  5586,  Lot  Nos.  36 
and  37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn;  reopened  and  restored  to  Calendar  No¬ 
vember  29,  1932). 

330-28-BZ. 

APPLICANT— Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  build  ing  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  July  24,  1928, 

TO  PERMIT  in  lieu  of  the  erection  of  a  six-story  tenement 
house  with  stores  on  the  first  story,  as  provided  in 
the  resolution,  a  one-story  building  occupied  for 
store  use  only — residence  district  (reopened  January 
4,  1933). 

493-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Manhattan  Rail¬ 
way  Co.,  owner. 

PREMISES — 999-1015  Columbus  avenue  and  360-368  Cathe¬ 
dral  parkway,  southeast  corner  (Block  No.  1845, 
Lot  No.  3),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (pre¬ 
viously  dismissed  for  lack  of  prosecution;  reopened 
and  restored  to  Calendar  January  10,  1933). 


FEBRUARY  21,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 
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\L.  NO.  545-32-BZ— Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3970,  Lot  No.  48) , 
Little  Neck,  Borough  of  Queens. 

\L.  NO.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1041-1049 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1405,  Lot 
No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21.  1933.  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  the  provisions 
f  the  building  zone  resolution,  Tuesday  afternoon,  February 
1,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
n  the  following  matters : 

/cl.  NO.  828-25-BZ — Application,  August  13,  1925 ;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station ;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

al.  no.  492-27-BZ — Application,  May  5, 1927  ;  denied  for  use 
as  garage,  motor  vehicle  repair  shop  and 
gasoline  service  station  on  November  18, 
1927;  reopened  November  9,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1134-1144 


East  New  York  avenue  (Block  No.  4600, 
Lot  No.  7),  Brooklyn. 

cal.  no.  347-29-BZ— Application,  May  21,  1929 ;  granted  for 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929;  re¬ 
opened,  modified  and  time  extended 
November  5,  1930;  reopened  and  time 
extended  November  4,  1931;  reopened, 
time  extended  and  application  amended 
November  4,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corp.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  Sedgwick  avenue,  150  ft.  south  of 
West  167th  street  (Block  No.  2539,  Lot 
No.  22),  The  Bronx. 

cal.  no.  575-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Wood  &  Marshall,  applicants, 
on  behalf  of  Suburban  Maintenance  Serv¬ 
ice  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645, 
Lot  No.  19),  Rosedale,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the'  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  March  3, 
1933,  at  10  o'clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  598-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ferdinand  Savignano,  applicant, 
on  behalf  of  Jeremiah  P.  Francis,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1977-1991  At¬ 
lantic  avenue,  northwest  corner  of  Sara¬ 
toga  avenue  and  northeast  corner  of 
Louis  place  (Block  No.  1561,  Lot  Nos. 
1  and  37),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE 

FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
opies  of  Form  7NO,  for  notices  to  property  owners,  such 
)rms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
roperly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  31,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  January  20,  1933;  the  mitiutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  January  20, 
1933 ;  the  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  January  24,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  24,  1933,  were  approved  as  printed  in  Bulletin  No.  5, 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

68-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Jane  David  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1641-1649  Eastern  parkway, 
northeast  corner  of  Hopkinson  avenue  (Block  No. 
1465,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Meyer  Kraushaar. 

For  Opposition:  Max  H.  Levine,  Alderman  Walter 
R.  Hart  and  Lenore  Hershenov. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board  and  for  statement  from  Board  of  Edu¬ 
cation. 


828-25-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Henry  Gerken,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings) ,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  an  existing 
garage  (previously  granted  by  the  board)  so  as  to 
permit  the  inclusion  of  a  gasoline  service  station 
(reopened  June  7,  1932). 

PREMISES  AFFECTED — Southeast  corner  of  Second  ave¬ 
nue  and  Newtown  avenue  (Block  No.  617,  Lot  No. 
8),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

For  Opposition:  Michael  P.  Murphy,  Sidney  H. 

Weinberg,  Margaret  Vaughan  and  John  Keagan. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


492-27-BZ. 

APPLICANT — Halward  Realty  Corp.,  present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  for  garage,  motor  vehicle  repair 
shop  and  gasoline  service  station;  reopened  Novem¬ 
ber  9,  1932). 

PREMISES  AFFECTED— 1134-1144  East  New  York  ave¬ 
nue  (Block  No.  4600,  Lot  No.  7),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  E.  Smith,  Jr. 

For  Opposition:  Seymour  Koff,  Louis  J.  Lipstein 
and  Julius  Cohen. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


347-29-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Infried  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five  (5)  motor 
vehicles  (on  a  site  upon  which  the  board  has  pre¬ 
viously  granted  permission  to  occupy  .as  a  garage 
for  more  than  five  (5)  motor  vehicles)  ;  (reopened 
November  4,  1932). 

PREMISES  AFFECTED — West  side  of  Sedgwick  avenue, 
150  ft.  south  of  West  167th  street  (Block  No.  2539^ 
Lot  No.  22),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition  :  Louis  J.  Nerrell,  Henry  Birnbaum 
and  Jeremiah  J.  O’Connor. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


575-32-BZ. 

APPLICANT — Wood  &  Marshall,  for  Suburban  Mainte¬ 
nance  Service  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645,  Lot  No.  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Cliford  B.  Marshall. 

For  Opposition :  Peter  Zito. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1932, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


598-32-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P. 
Francis,  owner. 

SL^BJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1977-1991  Atlantic  avenue, 

northwest  corner  of  Saratoga  avenue  and  northeast 
corner  of  Louis  place  (Block  No.  1561,  Lot  Nos. 
1  and  37),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  B.  Lederer,  Charles  J. 
Keating,  Charles  S.  Amsel  and  Jeremiah  P. 
Francis. 

For  Opposition:  Joseph  Mascato,  John  W.  App, 
Walter  Redlefsen  and  James  B.  Buckley. 
ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


567-32-BZ. 

APPLICANT — L.  S.  Posner,  for  Wayside  Realty  Co.,  Inc., 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3320-3338  Broadway,  east  side, 
West  134th  to  West  135th  streets  (Block  No.  1988, 
Lot  No.  1),  Manhattan. 
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APPEARANCES— 

For  Applicant:  Louis  S.  Posner. 

For  Opposition :  Gusturvus  Rogers,  H.  E.  Herman, 
J.  R.  Deering  and  Herman  N.  Schwartz. 
ACTION  OF  BOARD — Laid  over  to  February  7,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


512-31-BZ. 

APPLICANT— George  Tiernan,  for  Regina  Boulevard 
Corp.,  owner. 

SUBJECT— Application  to  withdraw  request  for  modifica¬ 
tion  re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  November  18 
1932). 

PREMISES  AFFECTED — 2139-2145  Mott  avenue,  south¬ 
east  corner  of  Regina  boulevard,  Far  Rockaway, 
Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative .  0 

Absent  .  0 


329-29-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Frederick  Prisco, 
owner ;  request  for  reopening  made  by  Irving  Pros- 
kauer,  architect. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  the  building  used  for  automobile 
showrooms  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2849-2855  Fulton  street,  north 
side,  24  ft.  west  of  Barbey  street  (Block  No.  3935, 
Lot  No.  44),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Connell  and  Holland  and  Chief  McElligott..  4 

Negative .  0 

Absent:  Commissioner  Guilfovle .  1 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 

Negative .  0 

Absent:  Commissioner  Guilfoyle .  1 

THE  RESOLUTION— 

(329-29-BZ) 


Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  November  4,  1931,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  No¬ 
vember  4,  1931,  only  as  to  reference  of  rear  wall  being  un- 
pierced .  throughout  its  entire  height  and  length,  be  and  it 
hereby  is  modified  so.  as  to  permit  the  continuation  of  a  door 
that  existed  at  the  time  this  resolution  was  adopted  in  said 
rear  wall  opening  on  the  rear  court,  3  ft.  4  in.  in  width, 
said  door  being  3  ft.  by  7  ft.,  fireproof  and  self-closing,  on 
condition  that  this  modification  shall  not  constitute  legalizing 
1  ms  door  as  a  second  means  of  exit,  and  on  condition  that  it 
shall  continue  only  so  long  as  the  present  building  shall  re¬ 
main  in  its  present  occupancy. 


523-32-BZ. 


8TTPH?rT  a  ,  en’  10r  Juhus  iaft,  owner. 

o  L  t>J  LC I  Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  building  to  be  used  for  business 
purposes. 

PREMISES  AFFECTED— 1008  Rockaway  avenue  (Block 

APPEARANCES— 1  N°‘  57  ^  ^  °f  N°'  54)’  Brooklyn- 


Fr  Applicant :  Murray  Klein,  Bernard  J.  Dillon  and 
Juhus  Taft. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . ...!... .  o 

Absent  .  n 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative:  Commissioner  Connell .  i 

Absent  .  q 

THE  RESOLUTION— 

(523-32-BZ) 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  January  . 13,  1933,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  bv  the  board  on 
January  13,  1933,  only  so  far  as  it  affects  the  distance  that 
the  lunch  wagon  is  to  be  set  back  from  Linden  boulevard 
and  paraUd  thereto,  be  and  it  hereby  is  modified  so  that  the 
modified  resolution  shall  read:  “*  *  *  that  the  lunch  wagon 
shall  be.  located  on  a  concrete  foundation  distant  15  ft.  from 
street  line  of  Linden  boulevard  and  parallel  thereto  *  * 
and  that  the  resolution  of  January  13,  1933,  be  complied 
with  in  all  other  respects. 


472-32-BZ. 


APPLICANT — Bernard  Greenwald,  for  Walter  J.  M. 
Donovan,  owner ;  request  for  reopening  made  by 
Louis  Susman,  attorney  for  applicant. 

SUBJECT — Application. for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  use  district  the  erec- 
,Bon  an<^  roaintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1223  Cromwell  avenue,  north¬ 
west  corner  of  Jerome  avenue  (Block  No.  2871, 
Lot  Nos.  2  and  53),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Louis  Susman,  Charles  Schaefer,  Jr., 
and  Bernard  Greenwald. 


ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle....  4 


Negative:  Chief  McElligott .  i 

Absent  . .  p 


THE  VOTE  TO  MODIFY  RESOLUTION— 


Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle _  4 


Negative:  Chief  McElligott .  i 

Absent  .  p 


THE  RESOLUTION— 

(472-32-BZ) 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  November  9,  1932,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
November  9,  1932,  only  so  far  as  it  relates  to  curbing  on 
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building  lines  of  Cromwell  and  Boscobel  avenues,  be  and  it 
hereby  is  modified  so  that  the  southerly  openings  in  this 
curbing  will  not  be  less  than  5  ft.  on  both  Boscobel  and 
Cromwell  avenues  from  Jerome  avenue  street  line;  that  the 
curb  cuts  shall  be  opposite  the  openings  in  the  concrete  curb 
in  their  new  location,  and  that  otherwise  the  resolution  ot 
November  9,  1932,  shall  be  complied  with  in  all  other 
respects. 


448-32-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Graham  Slater  Co., 

Inc.,  owner.  . 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  ot  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1866  Hylan  boulevard  and  5 
Slater  boulevard,  northeast  corner,  Grant  City,  Bor¬ 
ough  of  Richmond. 

APPEARANCES—  xt  .  w.ir 

For  Applicant:  Thomas  Nunley  and  William 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  ® 

Negative . 

Absent  .«•••••••••••••••••••••***********"***  ^ 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative . 

Absent  . 

THE  RESOLUTION— 

(448-32-BZ) 


Whereas,  this  application  was  granted  by  the  .board  at  its 
meeting  December  16,  1932,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
December  16,  1932,  only  so  far  as  it  refers  to  buildings  to  be 
located  and  constructed  substantially  as  shown  on  approved 
plans  and  elevation  submitted  with  application,  be  and  it 
hereby  is  modified  in  order  to  substitute  therefor  the  revised 
floor  plans  and  elevations  submitted  with  request  for  re¬ 
opening,  said  plans  being  dated  as  received  January  11,  1933, 
including  the  notes  thereon  as  to  kinds  of  materials  to  be 
used  on  condition  that  the  door  to  boiler  room  shall  be  fire¬ 
proof  and  self-closing ;  that  opening  shown  between  greasing 
room  and  passageway  to  boiler  room  shall  be  of  fixed  steel 
sash,  glazed  with  clear  polished  glass ;  that  there  shall  be 
no  excavated  space  under  the  boiler  room  or  under  sales-room 
building;  that  the  resolution  of  December  16,  1932,  be  com¬ 
plied  with  in  all  respects  other  than  those  cited  above. 


29-32-BZ. 

APPLICANT — Louis  Allmendinger,  for  William  Winckel- 
mann,  owner.  . 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Columbia 
avenue  (67th  street)  and  Queens  boulevard,  Win¬ 
field,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  H.  Snackenberg. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock, ..Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative . 0 

Absent  . .  •  . . .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . 0 

Absent  . 0 

THE  RESOLUTION— 

(29-32-BZ) 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  April  29,  1932,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
April  29,  1932,  only  so  far  as  it  refers  to  the  structure  to  be 
erected  on  the  premises  and  the  material  thereof,  be  and  it 
hereby  is  modified  so  that  the  amended  plans,  marked  re¬ 
ceived  January  30,  1933,  shall  be  substituted  for  the  plans 
filed  in  connection  with  the  previous  resolution,  such  amended 
plans  showing  omission  of  garages  and  with  office  relocated 
at  the  southeasterly  corner  of  the  plot  and  eight  (8)  gasoline 
pumps  only  indicated  thereon,  the  material  of  the  office 
building  to  be  face  brick;  no  wall  to  be  required  along  the 
property  line  running  southerly  from  Queens  boulevard  to 
the  office  building;  the  resolution  of  April  29,  1932,  to.  be 
complied  in  all  respects  other  than  the  modification  cited 
above. 


3 1-32-BZ. 

APPLICANT— Edward  Cosgrove,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  “E” 
area  district  the  erection  and  maintenance  of  a 
business  building  (store)  and,  also,  the  omission 
of  the  required  ten  (10)  foot  setback  from  the 
street  line  (granted  by  the  board)  ;  reopened  De¬ 
cember  6,  1932,  for  increased  area  of  building  and 
plot. 

PREMISES  AFFECTED- — 500  Henderson  avenue;  south 
side,  74.11  ft.  east  of  Davis  avenue  (Block  No.  139, 
Lot  No.  5),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Edward  Cosgrove. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . .  5 

Negative  . . ® 

Absent  .  ® 

THE  RESOLUTION— 

(31-32-BZ) 

Whereas,  Edward  Cosgrove,  owner,  filed,  January  25, 

1932;  granted  March  29,  1932;  reopened  for  further  con¬ 

sideration  December  6,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  m  a  residence  use  and  E 
area  district  the  erection  and  maintenance  of  a  business  build¬ 
ing  (store)  and,  also,  the  omission  of  the  required  10  foot 
setback  from  the  street  line ;  premises  500  Henderson  avenue, 
south  side,  74.11  ft.  east  of  Davis  avenue  (Block  139,  Lot 
No.  5),  West  New  Brighton,  Borough  of  Richmond:  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and,  appeals,  at  its  regular  meet- 
ing,  January  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Henderson  avenue  and  Davis  ave¬ 
nue  are  in  residence  use  and  “E”  area  districts;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  25,  1932,  reads  : 

“Re:  N.  B.  24-1932. 

“Res.  (31-32-BZ). 

“N.  B.  811-1932  and  amendment. 

“Your  amendment  to  No.  (N.  B.  811-1932)  tiled  No¬ 
vember  23,  1932,  to  erect  a  one  story  on  premises  No. 
500  Henderson  Ave.,  SS,  74.11'  E.  of  Davis  Ave.,  West 
New  Brighton,  Borough  of  Richmond,  as  follows: 

“(1)  to  file  revised  plans  increasing  width  of  bldg,  to 
32  feet; 

“(2)  to  correct  width  of  plot  from.  30.52  feet  to  32.2 
feet ; 

“(3)  to  omit  four  (4)  foot  side  yard  required  by  E- 
Area  Dist., 

“is  hereby  disapproved;  it  being  contrary  to  the  Zoning 
Resolution  to  omit  four  (4)  foot  side  yard  required  by 
E-Area  District  as  requested  under  item  3  of  amend¬ 
ment. 

“Original  Application  No.  (N.  B.  811-1932)  filed  No¬ 
vember  16,  1932,  and  approved  November  19,  1932,  super¬ 
sedes  No.  (N.  B.  24-1932)  in  form  only,  it  being  neces¬ 
sary  to  submit  a  corrected  plan  to  comply  with  the  re¬ 
quirements  of  Resolution  (31-32-BZ).”; 
ind 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  in  height,  with  a  fronage  of  approx- 
mately  32.2  ft.  and  a  depth  of  approximately  50  ft.,  irregular; 
:o  be  occupied  as  a  business  building  (store)  ;  applicant 
proposes  to  demolish  the  frame  building  now  on  the  site; 
proposes  to  occupy  the  building  as  a  store  and,  also,  proposes 


to  erect  the  building  on  the  street  line,  omitting  the  required 
10  foot  setback;  and 

Whereas,  the  premises  under  appeal  abuts  to  the  east  a 
one  story  building  occupied  for  business  use  and  to  the  west 
a  two-story  building  occupied  as  stores,  granted  by  this 
board  under  Cal.  No.  21-29-BZ,  restricting  the  use  of  these 
stores  as  delicatessen  shops,  meat  or  fish  markets;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
i  diet  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make ;  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
thq  application  be  and  it  hereby  is  granted  for  a  one-story 
building  to  be  used  for  mercantile  stores  or  shops  or  execu¬ 
tive  offices,  prohibiting  fish  markets,  delicatessen  shops  and 
meat  markets,  on  condition  that  any  advertising  displayed 
shall  be  confined  to  the  plate  glass  show  winwdows  of  the 
store  fronts  or  the  facade  of  the  building ;  that  no  mer¬ 
chandise  shall  be  stored  or  displayed  outside  the  building 
line;  that  the  building  may  be  built  to  the  building  line  on 
Henderson  avenue ,  that  if  any  windows  are  constructed  in 
the  lot  line  wall  to  the  east,  that  same  shall  be  fireproof 
self-closing  and,  also,  that  the  area  in  the  rear  of  the  store 
building  shall  conform  to  the  requirements  for  rear  yards  as 
required  in  the  “E”  area;  that  all  permits  required  shall  be 
obtained  within  six  months  and  all  work  involved  thereby 
completed  within  one  year  from  the  date  of  this  action. 


Adjourned  4.30  p.  m. 


William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  31,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol- 
and  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
12-32-A 

APPELLANT — Edward  Hinman,  Jr.,  for  Beard’s  Erie 
Basin,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — 251-267  Richards  street  (Block 
No.  612,  Lot  No.  1),  Brooklyn. 
vPPEARANCES — 

Fr  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

tCTION  OF  BOARD- — Laid  over  to  March  7,  1933,  at 
2  p.  m.,  on  written  request  of  appellant. 

12-32-A. 

APPELLANT — Samuel  Rosenblum,  for  Charlotte  E.  Wood¬ 
bury,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — 565-567  Broadway  and  82-86 
Prince  street  (.Block  No.  498,  Lot  No.  5),  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative .  y 

Absent  . ”  ” "  y 

THE  RESOLUTION— 

(612-32-A) 

Whereas,  Samuel  Rosenblum,  for  Charlotte  E.  Wood¬ 
bury,  owner,  filed,  December  15,  1932,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  565-567 
Broadway  and  82-86  Prince  street  (Block  No.  498,  Lot  No. 
5),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember^,  1932  (Order  No.  99052-F),  reads: 

“You  are  hereby  ordered  and  required,  within  20  days 
from  the  date  of  the  service  of  this  order  to : 

“Raise  the  standpipe  gravity  tank  so  that  the  bottom 
of  said  tank  is  not  less  than  20'  above  the  hose  outlet 
in  the  highest  story.  Secs.  580-581,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.”  ; 
and 

Whereas,  the  building,  erected  prior  to  1913,  is  fireproof, 
nine  stories  in  height,  51  ft.  by  100  ft.  in  area;  OCCUPIED : 
cellar,  storage ;  1st  story,  bank,  25  persons ;  2nd  story,  manu¬ 
facture  of  underwear,  18  persons;  3rd  story,  vacant;  4th 
story,  vacant;  5th  story,  stockroom,  6  persons;  6th  story, 
manufacture  of  electrical  supplies,  23  persons;  7th  story, 
vacant;  8th  story,  offices,  6  persons;  9th  story,  vacant; 
(occupancy  not  to  exceed  permissible  capacity  of  exits,  as 
per  Res.  242-28-S)  ;  and 

Whereas,  the  appellant  contends  that  the  bottom  of  the 
5,000-gallon  capacity  gravity  tank  (3,000  gallons  reserved 
for  standpipe  use)  is  located  8  ft.  6  in  above  the  outlet  in 
the  top  story;  appellant  contends,  further,  that  a  similar 
order  was  issued  by  the  fire  department  in  1920  and  that 
after  certain  work  had  been  done  the  order  was  dismissed  as 
modified. 

Resolved,  that  the  order  of  the  fire  -commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
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granted,  as  to  Order  No.  99052-F,  to  permit  the  continuation 
of  the  standpipe  gravity  tank  in  its  present  location,  on  con¬ 
dition  that  the  bottom  of  the  tank  shall  not  be  less  than  8  ft.  0 
in.  above  the  highest  outlet  in  the  top  story  ;  that  at  least  3,000 
gallons  shall  be  reserved  for  standpipe  fire-line  use;  that  the 
hose  nozzles  in  the  top  floor  shall  be  reduced  to  Yz  inch  in 
diameter;  that  such  further  fire-extinguishing  equipment  as 
shall  be  required  by  the  fire  department  shall  be  installed  in 
the  top  floor  and  that  the  standpipe  fire-line  rules  shall  other¬ 
wise  be  complied  with  in  all  respects. 


613-32-A. 

APPELLANT— Samuel  Rosenblum,  for  J.  Chr.  G.  Hupfel 
Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 114-116  East  13th  street  (Block 
No.  558,  part  of  Lot  No.  13),  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE.  VOTE—  -  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 


(613-32-A) 

Whereas,  Samuel  Rosenblum,  for  J.  Chr.  G.  Hupfel  Co., 
owner,  filed,  December  15,  1932,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  114-116  East 
13th  street  (Block  No.  558,  part  of  Lot  No.  13),  Borough  of 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  25,  1932  (Order  No.  98841-F),  reads: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  20  days  from  the  date  of  the  service 
of  this  order  to: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 


Appeals.” ; 

and  .  .  , 

Whereas,  the  building,  erected  in  1906,  is  fireproof, 
eleven  stories  in  height,  55  ft.  by  93  ft.  in  area ;  OCCU¬ 
PIED  :  cellar,  storage;  1st  story,  candy  salesroom,  10  per¬ 
sons  ;  2nd  story,  offices,  20  persons ;  3rd  story,  candy  manu¬ 
facturing,  12  persons;  4th  story,  candy  manufacturing,  7 
persons;  5th  story,  printer,  14  persons;  6th  story,  sales¬ 
room  (machines),  6  persons;  7th  story,  printing,  8  persons , 
8th  story,  vacant;  9th  story,  printer,  12  persons;  10th  story, 
storage  (cartons),  no  persons;  11th  story,  printer,  12  pei- 
sons ;  occupancy  not  to  exceed  permissible  capacity  of  exits , 

Whereas,  appellant  contends  that  the  bottom  of  the  4,000- 
gallon  capacity  gravity  tank  (3,000  gallons  reserved  for 
standpipe  use)  is  located  7  ft.  above  the  outlet  in  the  top 
story;  appellant  contends,  further,  that  the  building  is  pro¬ 
tected  with  an  automatic  sprinkler  system,  and  requests  the 
acceptance  of  existing  conditions  as  to  the  location  of  the 

gravity  tank.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  98841-F,  to  permit  the  continuation 
of  the  standpipe  tank  in  its  present  location,  on  condition  that 
the  distance  between  the  bottom  of  the  tank  and  the  hose 
outlet  in  the  top  story  shall  not  be  less  than  7  ft. ;  that 
there  shall  be  a  reserve  of  at  least  3,000  gallons  for  stand¬ 
pipe  use  at  all  times  with  a  total  tank  capacity  of  4,000 
o-allons ;  that  the  hose  nozzles  in  the  top  floor  shall  be  re¬ 
duced  to  y2  inch  in  diameter;  that  such  fire-extinguishing 


equipment  as  shall  be  required  by  the  fire  department  shall 
be  installed  and  maintained  on  the  top  floor;  that  the  present 
two-source  sprinkler  system  shall  be  maintained  at  all  times 
in  good  working  order  and  that  the  standpipe  fire-line  rules 
shall  be  complied  with  in  all  other  respects. 


PETITION  FOR  VARIATION. 


588-32-S. 

PETITIONER — John  J.  Gilmartin,  for  Guzy  Realty  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 53-57  West  36th  street  (Block 
No.  838,  Lot  No.  12),  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment  and  Assistant  Engineer  Samuel  Becker 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(588-32-S) 

Whereas,  John  J.  Gilmartin,  for  Guzy  Realty  Co.,  Inc., 
owner,  filed,  November  30,  1932,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
53-57  West  36th  street  (Block  No.  838,  Lot  No.  12),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  24,  1932  (re  Order  No.  97531-LD),  reads: 

“1.  Provide  an  independent  fireproof  passageway  to 
street  from  lower  termination  of  exterior  iron  stairway. 
Sec.  268  of  the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  23,  1932,  reads: 

“This  will  reply  to  your  letter  of  October  21st,  1932, 
relative  to  Order  97531-LD,  affecting  the  above  premises 
in  which  you  request  inspection  and  reconsideration  of 
the  order  for  the  reason  that  the  building  was  con¬ 
structed  in  the  year  1910,  is  12  stories  in  height  with 
one  fireproof  enclosed  stairway  and  an  exterior  stairway 
at  rear  of  building,  etc.,  that  the  means  of  egress  from 
the  termination  of  the  exterior  stairway  is  through  the 
fireproof  enclosed  hallway  at  the  mezzanine  floor  then  to 
the  main  hallway  which  is  also  fireproof  enclosed,  etc. 

“Please  be  advised  the  passageway  referred  to  does 
not  conform  to  the  requirements  of  the  Labor  Law, 
therefore,  your  request  for  reconsideration  must  be 
denied.” ; 

and 

Whereas,  the  building,  erected  in  1910,  is  fireproof, 
twelve  stories  in  height,  60  ft.  by  98  ft.  9  in.  in  area; 
OCCUPIED:  cellar,  storage;  1st  story,  store:  2nd  story, 
manufacture  of  hats,  35  persons ;  3rd  story,  manufacture  of 
hats,  35  persons ;  4th  story,  manufacture  of  hats,  35  persons ; 
5th  story,  manufacture  of  hats,  35  persons ;  6th  story,  manu¬ 
facture  of  hats,  35  persons ;  7th  story,  manufacture  of  forms 
and  dyes,  35  persons ;  8th  story,  manufacture  of  hats,  50 
persons ;  9th  story,  manufacture  of  kiddies  wear,  35  persons ; 
10th  story,  manufacture  of  hats,  35  persons;  11th  story, 
manufacture  of  hats,  35  persons;  12th  story,  manufacture  of 
hats  and  dresses,  35  persons;  EQUIPPED  with  a  sprinkler 
system;  EXITS:  an  interior  fireproof  stairway,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings ;  an  exterior  iron  stairway 
on  the  rear  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  top  story  to  the  first 
(mezzanine)  story,  with  EGRESS  from  the  termination  of 
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the  fire  escape  by  means  of  fireproof  passageway  at  the 
mezzanine  story  level  leading  to  the  main  stairway  of  the 
building;  and 

Whereas,  petitioner  contends  that  conditions  as  to  the 
exit  from  the  exterior  iron  stairway  were  accepted  by  de¬ 
partments  having  jurisdiction  when  the  building  was  erected 

in  1910. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  97531-LD,  so  as  to  waive  the  requirement  for 
the  independent  fireproof  passageway  to  the  street  from  the 
lower  termination  of  the  exterior  steel  stairway,  and  to  ac¬ 
cept  in  lieu  thereof  an  existing  fireproof  passageway  from 
the  rear  exterior  steel  stairway  meeting  an  intermediate 
landing  on  the  main  stairway  with  fireproof  passageway 
through  the  hall  to  the  street,  in  view  of  the  building  being 
of  fireproof  construction  and  protected  with  a  two-source 
sprinkler  system,  on  condition  that  the  sprinkler  system  shall 
be  maintained  in  good  working  order  and  that  the  occupancy 
shall  at  no  time  exceed  the  total  permitted  under  the  labor 
law  based  on  the  main  interior  stairway  including  additional 
occupancy  permitted  because  of  the  sprinkler  system. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
625-32-SA 

PETITIONER — Hyser  &  Lewellen,  owners. 


SLBJEC I— Manufacturers  Tooth  Furnace  Fuel  Oil  Burner 
approval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  ;  referred  to  fire  department  pending  test  and 
report. 


628-32-SA. 

PETITIONER — De  Laval  Steam  Turbine  Co.,  owner;  Tur¬ 
bine  Equipment  Co.,  agent. 

SUBJECT — De  Laval  I  MO  Oil  Pump,  approval  of. 
APPEARANCES— 

For  Petitioner:  William  A.  Reynolds  and  D.  F. 
Miller. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  fire  department  pending  test  and 

report. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals  held  Tuesday  morning,  January  24,  1933,  as  they 
appeared  in  Bulletin  No.  5,  Vol.  XVIII,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(354-32-BZ) 

Whereas,  this  application  was  granted  by  the  board  for 
a  temporary  period  of  two  years  at  its  meeting  November 
4,  1932,  on  certain  conditions,  and  applicant  requested  a 
modification  of  these  conditions  to  permit  twenty-four-hour 
occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 


*  Correction — Words  “of  any  nature  or  description”  omit¬ 
ted  in  line  12 ;  zvord  “stored”  changed  to  “parked”  in  line  13 ; 
zvord  “or”  changed  to  “so”  in  line  16,  and  zvord  “so”  omitted 
after  zvord  “arranged”  in  same  line. 


hereby  make  a  modification  of  the  resolution  adopted  on  No¬ 
vember  4,  1932,  and  that  the  application  be  and  it  hereby  is 
granted,  for  a  temporary  period  of  two  years,  to  permit  its 
use  as  an  open-air  parking  space  for  automobiles  during 
twenty-four  hours  of  each  day,  on  condition  that  there  shall 
be  no  gasoline  stored  on  the  premises  except  that  in  the  tanks 
of  the  cars  parked  thereon;  that  the  electric  lamps  for  gen¬ 
eral  illumination  of  the  area  shall  be  limited  to  100  watt 
each,  spaced  at  least  25  feet  apart,  with  metal  reflectors, 
so  arranged  as  to  throw  the  light  downwardly ;  that  any 
advertising  signs  shall  be  confined  to  one  sign  on  the  Flatbush 
avenue  front  of  the  premises,  indicating  the  name  and  nature 
of  the  business  conducted  therein,  said  sign  shall  not  be 
larger  than  6  ft.  by  6  ft.  in  dimension,  and  that  there  shall 
not  be  built  any  additional  buildings  of  any  nature  on  the 
property  during  the  continuation  of  this  permit;  that  all 
permits  required  shall  be  obtained  within  three  months  and 
all  work  involved  thereby  completed  within  six  months  from 
the  date  of  this  action. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  . 15-31-SA 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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FUEL  OIL  RULES 

CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 

1924;  October  19,  1926;  September  11,  1928;  January 

11,  1929;  March  20,  1931;  May  12,  1931;  November  24, 

1931;  May  10,  1932;  June  24,  1932,  and  November 

4,  1932. 

Rule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following,  terms  shall 
be  interpreted  in  accordance  with  these  definitions: 

DEVICES:  .  .  „  ... 

No  person,  firm,  company  or  corporation  shall  within 
the  limits  of  the  City  of  New  York  use  any  device  or 
apparatus  for  burning  fuel  oil  within  the  meaning  of  these 
rules  unless  such  device  or  apparatus  shall  have  been  ap- 
proved  by  the  Board  of  Standards  and  Appeals. 

DISCHARGE  LINE  shall  be  the  line  between  the  dis¬ 
charge  outlet  of  the  pump  and  the  burner  oil  inlet  con¬ 
nection.  ,  .  „  .  ... 

DWELLINGS  are  buildings  used  exclusively  for  dwelling 
purposes  and  occupied  by  one  or  two  families,  including  con¬ 
vents,  rectories  and  monasteries. 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 
pipe  connection  in  the  storage  tank. 

FIRE  RETARDING  MATERIALS. 

(a)  One-half  (^2)  inch  plaster  boards,  or  asbestos  boards, 

or  three-eighths  04)  inch  gypsum  wall  boards  weighing 
not  less  than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
not  more  than  sixteen  (16)  inches  on  centers,  or  nailed  to 
furring  strips  when  the  floor  beams  are  spaced  more  than 
sixteen  (16)  inches  on  centers,  or  .  ,  . 

(b)  Two  thicknesses  of  one-quarter  04)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams  are 
more  than  sixteen  (16)  inches  on  centers,  or 

(c)  Metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered  with 
Portland  cement  mortar  at  least  three-quarters  04)  incb 

Note — All  fire  retarding  material  to  be  applied  as  required 
in  rules  for  fire  retarding  material  of  the  Board  of  Stand¬ 
ards  and  Appeals.  ...  ,  .  . 

FIRM  FOUNDATION :  A  firm  foundation  is  one  which 
will  carry  the  maximum  load  to  which  it  shall  be  subjected 
without  exceeding  the  safe  bearing  capacity  of  the  soil. 

FUEL  OIL:  Any  liquid  mixture,  substance  or  compound, 
derived  from  petroleum,  which  does  not  exit  an  inflammable 
vapor  below  a  temperature  of  125°  F.  when  tested  in  a 
Tagliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 

Ordinances).  _  ..... 

The  use  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 

prohibited. 

GAUGING  DEVICE:  A  means  by  which  the  level  of 
the  oil  in  a  storage  tank  may  be  indicated. 

HEATERS:  A  device  for  heating  fuel  oil  for  the  purpose 
of  decreasing  the  viscosity. 

OIL  BURNER:  A  device  designed  for  the  purpose  of 
burning  fuel  oil. 

OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
the  oil  from  the  maximum  level  of  an  auxiliary  tank  to  the 
storage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or  other 
means  to  automatically  relieve  pressure  in  excess  of  its 
setting. 

REMOTE  CONTROL:  A  hand,  electric,  or  mechanically 

operated  device  to  shut  off  the  oil  supply. 

RETURN  LINE:  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank. 

SCAVENGING  LINE:  A  line  installed  to  permit  the  re¬ 
moval  of  water  or  foreign  matter  from  a  storage  tank. 

SHUT-OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT:  A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 
naturally  without  breaking  the  line  or  impairing  the  efficiency 
of  the  connection. 

Rule  2  (a).  Manner  of  Storage  for  Fuel  OIL 

Fuel  oil,  to  be  used  for  heating  and  power  purposes, 
shall  be  at  all  times  stored  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks. 

(b).  Oils  Not  Permitted. 

Oils  derived  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit, 
when  tested  in  a  Tagiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
for  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 

Rule  3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  over  275 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or, 
if  in  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda¬ 
tion  or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter  set 
forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
in  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10)  feet,  measured  horizon¬ 
tally  from  any  fire  or  fjame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  Jess  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(d)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not  fastened, 
placed  immediately  above  the  manhole  in  the  top  of  the 
tank. 

A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
root  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

„  J1?,  frame  buildings  the  total  storage  capacity  of 

tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  tanks 
properly  enclosed  or  covered  as  above  required  are  locate'1 
in  a  fireproof  or  detached  room  which  is  cut  off  from  the 
rest  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(j) .  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  125  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connection  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 
1  (h)  and  (i). 

(b)  Tanks  shall  ,be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches  of 
concrete  which  shall  extend  at  least  one  (1)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces¬ 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  in  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 

thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (1J4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  fine  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank.  6 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou- 
sand  (iso,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground,  the  tanks  shall  be 
lot  less  than  one  and  one-quarter  (l%)  tank  diameters 
neasured  from  the  end  of  the  tanks  and  not  less  than 
wo  (2)  tank  diameters  measured  from  the  side  of  the 
anks  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
>f  adjoining  property,  or  the  nearest  buhding  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
d  one  hundred  and  fifty  thousand  (150,000)  gallons 
apacity  or  less  have  been  placed  closer  together  than  one 
ind  one-quarter  (1J4)  tank  diameters,  a  fire  wall  shall  be 


t  huigtht.of,  at  least  two  (2)  feet  above  the  height 
f  highest  tank  completely  separating  the  tanks  for 
their  fun  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 

sftruncted°nf  fild’  lf  fe,ev'ated.  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec- 
rically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  level 
any  piping  to  which  they  may  be  connected,  with  the 
°f  Seo!!ni!  noi  less  tban  two  (2)  feet  below  the 


inches  of  concrete,  which  shall  extend  at  least  one"  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions 

Xy  aXS7  PreVen'  fl°a,inS'  ,anks  shal1  b' 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 

soften  bC  ?aCe<?,  °n  firm  soil  and  surrounded  with 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  completely 

encased  with  six  (6)  inches  of  concrete  when  buried  in 
soil  the  nature  of  which  would  make  additional  protec¬ 
tion  necessary.  K 

Section  5.  Common  Fill  and  Header  Line. 

Where  a  battery  of  tanks  is  installed  containing  the  same 
degree  of  oil  a  common  fill  and  header  line  may  be  installed 
provided  the  area  of  the  fill  or  header  line  is  equal  in  sum 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  line 

tank^'fi?! Wlth  a.  shut-off  valve,  not  more  than  four  (4) 
tanks  will  be  permitted  in  any  one  battery.  V 


Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected  by 
an  embankment  or  a  dike.  Such  protection  shall  have 
a  capaaty  °f  not  less  than  one  and  one-half  (l y2)  times 

leastCfour  v*1?  k°  s.urrounded<  aild  shall  be  at 

Quarter  f  W'  bfUtJn  n°  case  higher  than  one- 

ff/f,  W  the  height  of  the  tank  when  the  height  of 

shflif  hk  exceeds  Slxteen  (16)  feet.  Embankments  or  dikes 
shall  be  made  of  earth-work  with  clay  core;  of  masonry 

ments  concrete-  Earth-work  embank 

ments  shall  be  firmly  and  compactly  built  of  good  earth 

from  which  stones,  vegetable  matter,  etc.,  have  been  re- 

^  aiflat  SCrCtion  at  top  of  not  less  than 
f  1 1/  f  In  f n  ?nd  l  0f  at  least  one  and  one-half 

V  j  -1  T  b°th  sides‘  Concrete  or  masonry  dikes 

thn  n-fC-  s°  des'gI?ed  as  t0  safely  carry  the  entire  volume  of 
the  oil  in  the  tank  so  surrounded. 

•(bL  Embankments  or  dikes  shall  be  continuous  and  un- 
pierced.  Piping  shall  be  carried  either  over  or  under  em- 

ffip  klfflen-tS  °r  d’reS u,n  sucl?  a  manner  as  not  to  interfere  with 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 

sand  (5,000)  gallons  inside  of  buildings  and  ten  thou- 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of  fire 
so  arranged  and  installed  as  to  adequately  protect  the 
buildings  or  surrounding  property.  p 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 

shaikh  CSS  than-  on.e'h,alf  inch  in  size.  The  boilers 

shall  be  conveniently  located,  and  the  steam  to  the  ex 

tmguisher  fines  shall  be  controlled  by  easilyaccessibfe 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning  unit 
there  shall  be  kept  ready  for  use  two  portable  fire  extin¬ 
guishers  of  not  less  than  one  (l)  quart  capacity  each  or  other 
.quivalent  fire  extinguishers  for  extinguishing  oil  fires. 
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Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 


Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  buildings  above  ground). 


(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  open  hearth  process  and 
known  to  the  trade  as  “tank  steel.”  Such  plates  shall 
be  free  from  ohysical  imperfections,  such  as  laminations 
cracks,  etc.  All  steel  must  be  new,  in  good  condition  and 
free  from  rust.  The  thickness  of  steel  required  and  the 
size  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
given  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
riveted  and  welded.  Flanges  or  other  pipe  connections  may 
be  welded.  All  caulking  shall  be  done  with  round  nose 
tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks: 

Tanks  36  in.  in  diameter  and  less — 14  in.  shell,  14  in- 


heads.  .  . 

Tanks  37  to  72  in.  in  diameter— %  in.  shell,  5/16  in. 

heads.  . 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  Yi  in. 

he  cids 

Tanks  over  120  inches  in  diameter  to  be  of  Y&  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 


(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
dished  heads.  Should  flat  heads  be  used  they  must  be  braced 
in  the  same  manner  as  described  for  the  bracing  of  flat 
vides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 
follows: 

In  shell  *4  in.  thick,  Y&  in.  diameter  rivets  2%  in.  pitch. 
In  shell  5/16  in.  thick,  Ys  in.  diameter  rivets  2 Y  in¬ 
pitch.  .  . 

In  shell  Yi  in.  thick,  Y\  in.  diameter  rivets  2 14  in. 

pitch. 

Section  2.  Rectangular  Tanks. 


(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 

of  the  quality  required  for  cylindrical  tanks,  and  of  a 

thickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 

or  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  Y  °f  an  inch  in  diameter 
and  spaced  not  more  than  214  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 

braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
channels  or  beams,  etc.,  the  distance  from  center  to  center 
of  the  rivet  lines  on  these  members  must  not  be  in  excess 
of  twenty-four  inches,  and  the  rivet  spacing  must  be  such 
that  it  will  develop  the  full  strength  of  the  member.  In  no 
case  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to¬ 
gether  with  braces,  in  order  to  reduce  the  effective  length, 
the  braces  shall  not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  on  the  minimum 
net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  by  means  of  rods  or  bars,  these 
members  should  not  be  spaced  farther  apart  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
on  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 

Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
from  laminations  or  cracks.  The  tanks  to  be  equipped  with 
flanged  and  dished  heads.  The  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  14  inch  and  the  minimum  thickness  of  roof 
plates  14  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission) . 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(f)  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 

Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

(lb)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal, 
before  welding  and  kept  tight  together  during  welding. 
Both  inside  and  outside  welds  shall  be  of  full  45  degree 
fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of 
the  flange  being  not  less  than  as  follows: 

For  3/ 1 6  inch  heads,  1 Y  inch  flange. 

For  14  inch  heads,  2  inch  flange. 

For  5/ 1 6  inch  heads,  2  inch  flange. 

For  Y  inch  heads,  2%  inch  flange. 
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For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds.  If  of  1,100  gallon 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 
on  .the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 
shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces ;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  6.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  ouside 

with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 

protection  may  be  required.  Tanks  shall  not  be  coated 

until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
gas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 

Storage  of  Fuel  Oil. 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
or  with  oil  at  a  pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  parts  subjected  to  a  pressure  exceeding 
10  pounds  per  square  inch  shall  be  tested  at  pressure  of  not 
less  than  1 54  times  the  maximum  pressure  to  which  it  is 
subjected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled.  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tanks 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  in  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks.  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  Fire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from  tank  and  purging  of  same 
of  all  explosive  gases  bv  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  .  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
line  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
of  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro¬ 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  gauge  pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
and  glycerine  or  equivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass, 
copper,  wrought  iron  or  steel  for  working  pressures  less 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  (100)  pounds  per  sq.  in., 
extra  heavy  seamless,  drawn  tubing  and  drop  forged  fittings 
shall  be  used.  No  pipe  less  than  one-half  ()4)  inch  inside 
diameter  shall  be  permitted. 

(c)  .  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of  tubing 
shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e) .  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
The  relief  line  shall  be  returned  to  storage  tank  or  to  supply 
line  near  pump.  There  shall  be  no  shut-off  valves  in  the  re¬ 
lief  line. 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  iy2  times  the  maximum  working  pressure  of  the 
system. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  supply  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  provided 
with  means  for  locking  and  located  at  or  above  grade  outside 
of  the  building  within  thirty  (30)  feet  from  curb  or  private 
right-of-way  and  located  as  remote  as  practicable  from  any 
building  opening,  subway  gratings  or  elevated  column,  but 
not  less  than  three  (3)  feet  therefrom. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  and 
a  swing  check  valve,  both  gate  and  check  valve  to  be  located 
at  the  fill  box. 

(c)  Where  there  is  a  storage  system  of  volatile  inflam¬ 
mable  oil,  and  a  storage  system  for  fuel  oil  to  be  used  in  the 
same  premises,  the  fill  boxes  shall  terminate  as  far  as  possible 
from  each  other,  and  the  cover  of  the  fuel  oil  fill  box  shall  be 
painted  green  and  cover  of  gasoline  fill  box  red.  or  covers  of 
fill  boxes  to  have  one  inch  (1")  raised  letters  stamped  there¬ 
on  reading — Fuel  Oil,  Gasoline. 

.(d)  The  terminal  of  fuel  oil  fill  pipe  shall  be  provided 
with  a  left  handed  thread,  and  the  fill  pipe  fitting  to  be  of  a 
different  size  than  that  required  for  the  fill  pipes  to  gasoline 
tanks. 

Section  4.  Vent  Pipes. 

(a)  An  open  vent  pipe  of  standard  wrought  iron  or 
steel  without  trap  and  draining  to  the  tank  shall  be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  1  inch. 
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Cross  connection  between  vent  pipe  and  fill  pipe  is  pro¬ 
hibited. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  degree  of  oil  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
highest  reservoir  from  which  the  tanks  may  be  filled.  The 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  in  tanks  shall  be  screened  by  40 
mesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
area  to  adequately  vent  the  tank  during  the  filling  opera¬ 
tion.  Vents  shall  be  not  less  than  two  (2)  inches  in 
diameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 
case  less  than  one  and  one-quarter  (1^4)  inches  in 
diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  terminate  outside  the  building  above  the 
street  surface,  not  less  than  six  (6)  feet  nor  more  than 
twelve  (12)  feet  above  the  fill  pipe.  Such  vent  outlet 
shall  not  be  located  within  two  (2)  feet  in  any  direction  of 
a  window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions,  to 
carry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
the  fill  box,  and  if  the  fill  lines  are  connected  to  tank 
trucks  by  tight  connections  and  filled  by  pressure,  a  one 
(1)  inch  line  shall  be  connected  to  tank  and  shall  parallel 
the  fill  line  and  terminate  in  the  fill  box  with  unthreaded 
end.  A  check  valve  shall  be  installed  in  the  line  so  as  to 
permit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
shall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
street. 

Section  5.  Return  Line  from  Burners. 

Return  lines  from  burners,  where  used,  shall  not  be 
smaller  in  diameter  than  the  discharge  outlet  from  the 
pump.  They  shall  be  connected  into  the  supply  line  near 
the  pump  or  into  the  storage  tank  without  shut-off  valve  in 
the  return  line.  No  oil  shall  be  returned  to  the  storage 
tank  at  a  temperature  higher  than  one  hundred  and  forty 
(140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
in  any  building  shall  be  only  by  means  of  hot  water  coils 
thermostatically  controlled  and  the  oil  shall  not  be  heated 
above  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
shall  terminate  outside  of  the  building  and  shall  be  capped 
oiltight  when  not  in  use. 

Rule  9.  Valves  and  Control  of  Flow  for  Fuel 

Oil. 

(a)  In  all  installations  a  shut-off  valve  shall  be  provided 
at  or  on  each  burner.  Where  the  top  of  the  storage  tank 
is  located  above  the  oil  inlet  connection  to  the  burner,  a 
shut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
building  as  near  the  tank  as  practicable. 

(b)  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
interlocked  so  that  in  case  of  interruption  of  the  atomizing 
supply,  the  supply  of  oil  will  immediately  be  cut  off. 

(c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working  pres¬ 
sure.  Th's  rule  shall  not  apply  to  burners  and  pumps  ap¬ 
proved  as  a  unit  when  provided  with  a  pressure  relief 
device. 

Rule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil. 

Oil  level  indicating  devices  shall  he  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leak¬ 
age  of  fuel  oil  or  vapor.  Test  wells  shall  not  be  permitted 


in  tanks  located  inside  the  building.  Test  wells  when  located 
outside  the  building  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  11.  Pumps  for  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

(g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
may  be  used  without  the  disconnection  of  the  unit. 

Rule  12.  Burners  for  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  of 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  General  Devices  for  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 

Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 

No  fuel  oil  burning  plant,  other  than  in  dwellings  as 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  in  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 

Rule  16.  Installation. 

No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
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Fire  Commissioner.  Plans  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  are  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2xj4-inch  straps  riveted  or  bolted  to  frame  and  se¬ 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re¬ 
quirements  for  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing  275  gallons  may  be  of  the  gravity  type  if  suitable  auto¬ 
matic  safeguards  to  prevent  abormal  discharge  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank'  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two-family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 

IRule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood¬ 
work,  wooden  lath  and  plaster  partition  or  other  combustible 

i  material  within  four  (4)  feet  of  the  sides  or  back  or 
eight  (8)  feet  from  the  front  of  the  heating  apparatus 
shall  be  covc^d  with  fire  retarding  material.  Above  the 
heating  apparatus  there  shall  be  constructed  a  ceiling  of 
fire  retarding  material  (unless  it  be  of  fireproof  construc¬ 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  beyond 
the  sides  and  back  and  eight  (8)  feet  from  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  a*  Jefined 
in  these  rules,  and  garages  the  fire  protection  shalr  consist 
of  either  a  heating  apparatus  room  constructed  of  fire¬ 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick¬ 
ness  with  all  openings  protected  by  fireproof  self-closing 
doors  and  ceilings  protected  by  fire  retarding  material :  or 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  be 
protected  by  fire  retarding  material,  and  all  vertical  open¬ 
ings  leading  from  the  elevation  on  which  the  heating  ap¬ 


paratus  is  located  shall  be  enclosed  by  fire  retarding  mate¬ 
rials  with  openings  protected  by  fireproof  self-closing  doors. 

(c)  No  combustible  material  shall  be  maintained  within 
ten  (10)  feet  of  a  heating  apparatus,  unless  protected  or 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directly 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  of 
any  smoke  pipe,  shall  be  protected  with  fire  retarding 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inches 
of  any  combustible  ceiling,  shall  be  protected  with  a  covering 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproof 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  between 
pump  and  burner  unit  is  prohibited.  Pressure  in  storage 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  wick  and  when  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  when  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  when 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  with  the  following  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
with  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 
the  area  of  any  damper  not  to  exceed  80%  of  the  area  of 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  in  which  heater  is  installed. 

4.  This  subdivision  of  Rule  22  shall  not  in  any  way  set 
aside  or  waive  provisions  in  these  rules  governing  storage 
tanks,  except  as  follows : 

First — Outside  Buildings. 

Permit  storage  of  not  more  than  fifty-five  gallons  main¬ 
tained  in  metal  shipping  container  equipped  with  ap¬ 
proved  hand  pump. 

Second — Inside  Buildings. 

Permit  storage  of  not  more  than  275  gallons  if  installed 
and  maintained  in  compliance  with  Rule  17  of  these 
rules  and  equipped  with  an  approved  hand  pump. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  in 
these  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  water,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

When  for  any  reason  it  may  be  impracticable  to  comply 
strictly  w  th  the  foregoing  rules  the  fire  commissioner  shall 
have  power  to  modify  their  provisions  so  that  the  spirit  and 
substance  thereof  shall  be  complied  with.  Such  modification 
shall  be  endorsed  upon  the  permit  over  the  signature  of  the 
fire  commissioner  or  designated  representative  of  the  fire 
commissioner. 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure* of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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All  communications  should  be  addressed  to  the  chairman  of 

the  board 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

o  mj-  s  Calendar  consists  of  applications  under  the 

building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  Property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  February  14,  1933 

at  2o  dock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  February  21,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 


Minutes  of  Special 
10  A.  M. 

Meeting, 

February 

3, 

1933, 

Minutes  of  Special 

2  P.  M. 

Meeting, 

February 

3, 

1933, 

Minutes  of  Regular 
10  A.  M. 

Meeting, 

February 

7, 

1933, 

Minutes  of  Special 

2  P.  M. 

Meeting, 

February 

7, 

1933, 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
irom  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

directions 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  February  8,  1933. 

Cal.  No.  Department.  Premises  Affected. 

47-33-S . B.B.Bx. .  .438-442  E.  166th  st.  (Block 

2387,  Lot  27),  Bx., 

-  N.  B.  1966-24 

46-33-BZ . B.B.Q _ South  side  of  Edgemere  ave., 

from  Beach  52nd  st.  to  Beach 
53rd  st.  (Block  3040,  Lot  45), 

-  Edgemere,  Q.,  Decision 

45-33-A . F.D . Cooper  sq.,  Astor  pi.  &  E.  7th 

st.  (Cooper  Union),  (Block 
544,  Lot  76),  Man., 

-  F-99595  &  F-99596 

44-33-BZ . B.B.Q. ..  .43-07  to  43-21  Greenpoint  ave. 

(Block  172,  Lot  1),  L.  I.  C., 

• -  Q.,  N.  B.  3031-32 

43-33-BZ . B.B.Q _ 72-01  45th  ave.  (Block  546,  Lots 

62  &  64),  Winfield,  Q., 

-  N.  B.  63-33 

42-33-S . F.D . 89  Gold  st.  (Block  103,  Lot  24), 

-  Man.,  L.  D.  99038 

41-33-S . B.B.B _ 1206  Gates  ave.  (Block  3341, 

Lot  10) ,  Bklyn., 

-  Applic.  13248-32 

40-33-A . B.B.B _ 7115-7125  Shore  rd.  (Block  5887, 

Lot  1),  Bklyn., 

-  Applic.  9800-32 

39-33-SA . F.D . Cutler-Hammer  Enclosed  High 

&  Low  Water  Float  Switch, 

-  Appliance 

38-33-SA . F.D . Silent  Flash  Oil  Burner,  Model 

-  Cl,  Appliance 

37-33-S . F.D . 1  E.  27th  st.  (Block  857,  Lot 

-  186),  Man.,  L.  D.  94092 

36-33-BZ . B.B.Bx. .  .3070  Webster  ave.  (Block  3330, 

-  Lot  48),  Bx.,  Decision 

Restored  to  Calendar. 

230-32-BZ . B.B.Bx. .. Southeast  corner  of  East  Burn¬ 

side  ave.  &  Walton  ave. 
(Block  2829,  Lots  45  to  53, 
- -  inclusive),  Bx.,  Alt.  145-32 


CODE 

pj) . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . , . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin^ 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 

forms  . 

Concrete  Flat  Slabs.  Rules.. . Jan. 

Concrete  Rules  (Hydrated  Lime)..  Jan. 

Elevator  Rules  . June 


3,  1933— Vol.  18  No. 
31,  1933— Vol.  18  No. 
14.  1932— Vol.  17  No. 


1 

5 

24 


Exit  Rules  (Revolving  Doors)....  Oct. 

Factory  Exit  Rules .  Jan. 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules .  Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . . . Jan. 

Fireproof  Wood,  Testing  of . Jan. 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . Feb. 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec. 

Plumbing  Rules  . .  Nov. 

Procedure,  Rules  of .  July 

Refrigerating  Systems,  Extract  C.  O'.  Dec. 
Smoking  in  Factories,  Rules  for...  Jan. 

Sprinkler  Rules  .  Dec. 

Standpipe— Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Apr. 


18,  1932— Vol.  17  No.  42 
3,  1933— Vol.  18  No.  1 
27.  1932— Vol.  17  No.  52 

20,  1932— Vol.  17  No.  51 

10,  1933— Vol.  18  No.  2 
3,  1933— Vol.  18  No.  1 

21,  1919— Vol.  4  No.  3 
7,  1933— Vol.  18  No.  6 

7,  1925— Vol.  10  No.  14 
5,  1928— Vol.  13  No.  23 

13,  1932— Vol.  17  No.  50 

8,  1932— Vol.  17  No.  45 

5,  1932— Vol.  17  No.  27 
20,  1932— Vol.  17  No.  51 

3,  1933— Vol.  18  No.  1 

6,  1932— Vol.  17  No.  49 

22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  14,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

599-32-BZ. 

APPLICANT — Richard  Morrison,  owner. 

PREMISES — Southwest  corner  of  Gun  Hill  road  and  Sta¬ 
tion  place  (Newell  street),  (Block  No.  3358,  Lot 
No.  40),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

603-32-BZ. 

APPLICANT — Emil  Guterman,  for  Jacob  Nudell,  owner. 

PREMISES — Northwest  corner  of  Liberty  avenue  and  159th 
street  (Block  No.  1118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

303-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Edlar  Realty  Corp., 
owner. 

PREMISES — Southeast  corner  of  Intervale  avenue  and  East 
169th  street  (Block  No.  2706,  Lot  No,  52),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously  dis¬ 
missed  for  lack  of  prosecution;  reopened  and  re¬ 
stored  to  Calendar  October  14,  1932). 

186-30-BZ. 

APPLICANT — Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Cooper  Gas  Stations,  Inc., 
owner. 

PREMISES— Southeast  corner  of  Jamaica  avenue  and 
Elderts  lane  (Block  No.  50,  part  of  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  21 ;  reopened  for  considera¬ 
tion  under  section  7f  November  4,  1932). 

113-27-BZ. 

APPLICANT— William  A.  Meehan,  for  Arthur  J.  Roume, 
owner. 
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PREMISES — 1832  Cornaga  avenue,  north  side,  285  ft.  east 
of  Beach  19th  street  (Block  No.  48,  Lot  No.  45), 
Far  Rockaway,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
gasoline  service  station  (previously  granted  on  cer¬ 
tain  conditions;  reopened  December  16,  1932). 


FEBRUARY  15,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Febru¬ 
ary  15,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

cal.  no.  585-32-BZ — Application,  November  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  H.  Waldmann,  appli¬ 
cant,  on  behalf  of  Elizabeth  Brennan, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  the  basement  and  first  story  of  an 
existing  building  from  residence  to  busi¬ 
ness  use;  premises  148  West  73rd  street 
(Block  No.  1144,  Lot  No.  52),  Man¬ 
hattan. 


denied  under  section  21  November  24, 
1931;  reopened  September  16,  1932,  for 
consideration  under  section  7f  of  the 
building  zone  resolution,  of  Hyman  & 
Segall,  applicants,  on  behalf  of  Edmund 
G.  Burke,  present  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  160-01  46th  avenue, 
northeast  corner  of  160th  street  (Block 
No.  1217,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

c  al.  no.  345-32-BZ— Application,  June  14,  1932;  granted  on 
certain  conditions,  under  section  7f,  for 
a  temporary  permit  November  18,  1932 ; 
reopened  December  13,  1932,  for  re¬ 
consideration-permanent  permit— under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Patrick  J.  Reilly,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot 
No.  105),  Bayside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  541-32-BZ— Application,  October  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  C  Weissmantel  &  Son, 
Inc.,  applicant  and  lessee,  on  behalf  of 
Tisdale  Lumber  Co.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  an  existing  building  to  a 
salesroom,  motor  vehicle  repair  shop  and 
service  station ;  premises  east  side  of 
130th  street,  330  ft.  south  of  Jamaica 
avenue  (Block  No.  234,  Lot  No.  79), 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  5oO-32-BZ — Application,  November  12,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  L.  Malkind,  applicant, 
on  behalf  of  Perma  Securities  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station; 
premises  352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No. 
6134,  Lot  No.  22),  Brooklyn. 

cal.  no.  616-32-BZ— Application,  December  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  appli¬ 
cants,  on  behalf  of  Giuseppe  Chianese, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Arthur  avenue, 
115.01  ft.  south  of  East  189th  street 
(Block  No.  3066,  Lot  No.  51),  The 
Bronx. 

CAL.  NO.  1230-23-BZ— Application,  October  30,  1923 ;  granted 
on  certain  conditions,  under  section  7f, 
for  ^  a  temporary  permit  February  3, 
1925;  reopened  and  temporary  permit 
extended  February  1,  1927;  reopened 
and  temporary  permit  extended  March 
26,  1929 ;  reopened  April  14,  1931 ; 


FEBRUARY  15.  1933.  2  P.  M. 

Appeals  from  Administrative  Orders. 

587-32-A— 605-617  East  5th  street  and  614-618  East  6th 
street  (Block  No.  388,  Lot  No.  60),  Man¬ 
hattan. 

611-32-A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 

627-32- A — 28  Gold  street,  1-13  Cliff  street  and  91-101  John 
street  (Block  No.  76,  Lot  Nos.  11,  13,  15, 
16,  17  and  18),  Manhattan. 

594-32- A — 104-106  West  49th  street  (Block  No.  1001,  Lot 
No.  37),  Manhattan. 

Petitions  for  Variations. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

604-32-S — 14-18  Weirfield  street  (Block  No.  3401,  Lot 
No.  11),  Brooklyn. 

393-27-S — 29  East  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 

Appliances  Submitted  for  Approval. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 


FEBRUARY  17,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  February 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipai  Building, 
on  the  following  matters : 

cal.  no.  278-32-BZ— Application,  May  20,  1932;  denied  July 
26,  1932,  under  section  21;  reopened  No¬ 
vember  4,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  John  J. 
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Dunnigan,  applicant,  on  behalf  of  Ray¬ 
mond  McCool,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station: 
premises  southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No. 
4857,  Lot  No.  89),  The  Bronx. 

cal.  no.  470-32-BZ— Application,  September  2,  1932,  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  David  C.  Broderick,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  1080 
East  233rd  street,  southwest  corner  of 
Ely  avenue  (Block  No.  4929,  Lot  Nos 
6,  8  and  11),  The  Bronx. 

cal  no  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  no.  802-27-BZ — Application,  July  11,  1927 ;  denied  Feb¬ 
ruary  7,  1928 ;  reopened  for  reconsider¬ 
ation  under  new  facts  October  14,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  David  F.  Cohen,  applicant, 
on  behalf  of  Rogemp  Co.,  Inc.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  •  premises  249  Empire 
boulevard,  northwest  corner  of  Rogers 
avenue  (Block  No.  1307,  Lot  Nos.  50, 
51  and  53),  Brooklyn. 

cal.  no.  549-32-BZ — Application.  November  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abram  Shlefstein,  applicant,  on 
behalf  of  Edbro  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
sevrice  station ;  premises  southwest  cor¬ 
ner  of  70th  avenue  and  Cooper  avenue 
(Block  No.  3792.  Lot  No.  20),  Elm¬ 
hurst,  Borough  of  Queens. 

cal.  no.  557-32-BZ — Application,  November  9,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  Estate  of  C.  H.  C.  Beakes, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  206-208  East  12th 
street  (Block  No.  467,  Lot  Nos.  12  and 
13),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  17,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Friday  afternoon,  February 

17,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  565-32-BZ — Application,  November  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Salvator  Marinello,  applicant,  on 
behalf  of  Giuseppina  Guerra,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  automobile 
repair  shop  and,  also,  a  gasoline  service 
station  ;  premises  1195-1203  Belmont  ave¬ 
nue,  northwest  corner  of  Conduit  ave¬ 
nue  south  (Block  No.  4241,  Lot  No.  14), 
Brooklyn. 

cal.  no.  505-32-BZ— Application,  September  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Levine,  applicant,  on 
behalf  of  Iasac  Levingson,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of 
Conduit  boulevard,  5  ft.  11)4  in.  east 
Hemlock  street  (Block  No.  4217,  part  of 
Lot  No.  16),  Brooklyn. 

cal.  no.  538-32-BZ — Application,  October  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Peter  G.  Schreiner,  applicant, 
on  behalf  of  Anna  Kalb,  owner,  to  per¬ 
mit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
120th  street  and  14th  road  (Block  No. 
115,  Lot  No.  5),  College  Point,  Bor¬ 
ough  of  Queens. 

cal.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  595-32-BZ — Application,  December  2,  1932,  under 
section  12  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Gerosa-Paladino  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
southeast  corner  of  Webster  avenue  and 
East  182nd  street  (Block  No.  3030,  Lot 
part  of  No.  42),  The  Bronx. 

cal  no  605-32-BZ — Application,  December  8,  1932,  under 
sections  7c  and  21  of  the  building  zone 
resolution,  of  Boris  W.  Dorfman,  appli¬ 
cant,  on  behalf  of  Louis  Miller,  owner,  to 
permit  the  extension  from  a  business  into 
a  residence  district  of  a  proposed  busi¬ 
ness  use  (stores)  ;  premises  northwest 
corner  of  Northern  boulevard  and  194th 
street  (Block  No.  1026,  Lot  No.  5), 
Flushing,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  21,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

85-30-BZ. 

APPLICANT — Janies  J.  Millman,  Inc.,  for  Harry  Feld¬ 
man.  owner. 

PREMISES — 1315-1321  55th  street,  north  side,  73  ft.  8  in. 
east  of  New  Utrecht  avenue  (Block  No.  5677,  Lot 
No.  62),  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  (store)  building  (previously  dismissed 
for  lack  of  prosecution;  reopened  and  restored  to 
Calendar  September  20,  1932). 

333-31-BZ. 

APPLICANT — K.  Karl  Klein,  substituted  for  Croker  Na¬ 
tional  Fire  Prevention  Engineering  Co.,  for  Fire¬ 
stone  Tire  &  Rubber  Co.,  owner. 

PREMISES — Northwest  corner  of  Northern  boulevard  and 
155th  street  (Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  consideration 
under  section  7f  October  21,  1932). 

549-31-BZ. 

APPLICANT — James  Kearney,  substituted  for  Max  Siegel, 
for  Jametro  Realty  Corp.,  owner. 

PREMISES — 4024-4032  New  Utrecht  avenue,  northwest 
corner  of  41st  street  (Block  No.  5586,  Lot  Nos.  36 
and  37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn;  reopened  and  restored  to  Calendar  No¬ 
vember  29,  1932). 

330-28-BZ. 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES— Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  July  24,  1928, 

TO  PERMIT  in  lieu  of  the  erection  of  a  six-story  tenement 
house  with  stores  on  the  first  story,  as  provided  in 
the  resolution,  a  one-story  building  occupied  for 
store  use  only — residence  district  (reopened  January 
4,  1933). 

493-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Manhattan  Rail¬ 
way  Co.,  owner. 

PREMISES — 999-1015  Columbus  avenue  and  360-368  Cathe¬ 
dral  parkway,  southeast  corner  (Block  No.  1845, 
Lot  No.  3),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (pre¬ 
viously  dismissed  for  lack  of  prosecution;  reopened 
and  restored  to  Calendar  January  10,  1933). 


FEBRUARY  21,  1933,  10  A.  M. 

Bxiilding  Zone  Applications. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
21,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48) , 
Little  Neck,  Borough  of  Queens. 

cal.  no.  68-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1465,  Lot 
No.  1),  Brooklyn. 

cal.  no.  572-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  sub¬ 
stituted  for  Rudolf  C.  P.  Boehler,  on  be¬ 
half  of  Evelyn  Silverman,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be 
occupied  as  stores  on  the  first  story  and 
as  dwellings  above  the  first  story ;  prem¬ 
ises  southeast  corner  of  Newport  street 
and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Brooklyn. 


cal.  no.  577-32-BZ — Application,  November  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Scoland  Building  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
east  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No. 
93),  St.  Albans,  Borough  of  Queens. 


cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman, 
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FEBRUARY  21,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
21,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


cal.  no.  828-25-BZ — Application,  August  13,  1925;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 


cal.  no.  492-27-BZ — Application,  May  5,  1927  ;  denied  for  use 
as  garage,  motor  vehicle  repair  shop  and 
gasoline  service  station  on  November  18, 
1927;  reopened  November  9,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600, 
Lot  No.  7),  Brooklyn. 


cal.  no.  347-29-BZ— Application,  May  21,  1929;  granted  for 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929;  re¬ 
opened,  modified  and  time  extended 
November  5,  1930;  reopened  and  time 
extended  November  4,  1931 ;  reopened, 
time  extended  and  application  amended 
November  4,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corp.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  Sedgwick  avenue,  150  ft.  south  of 
West  167th  street  (Block  No.  2539,  Lot 
No.  22),  The  Bronx. 


cal.  no.  575-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Wood  &  Marshall,  applicants, 
on  behalf  of  Suburban  Maintenance  Serv¬ 
ice  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645, 
Lot  No.  19),  Rosedale,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  28,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

374-32-BZ. 

APPLICANT— John  J.  McHenry,  for  Jennie  F.  Pendleton, 
owner. 

PREMISES — South  side  of  Richmond  terrace,  305  ft.  9  in. 
east  of  Westervelt  avenue  (Block  No.  3,  Lot  No. 
50),  New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

524-32-BZ. 

APPLICANT — William  F.  Regan,  for  Joseph  I.  Levy, 
owner. 

PREMISES — Southeast  corner  of  Van  Wyck  boulevard  and 
104th  avenue  (Block  No.  1087,  Lot  No.  96), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

53-31-BZ. 

APPLICANT — Isaac  T.  Flatto,  owner. 

PREMISES — Northeast  corner  of  West  230th  street  and 
Spuyten  Duyvil  road  (Block  No.  3406-A,  part  of 
Lot  No.  54),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  a  gasoline 
service  station  (previously  granted  by  the  board  for 
a  temporary  period;  reopened  January  4,  1933). 

6-33-BZ. 

APPLICANT — Isabel  Grauer  (lessee),  for  Abraham  Rol- 
nick,  owner. 

PREMISES — 62-59  Dry  Harbor  road  (Block  No.  2969,  part 
of  Lot  No.  40),  Nassau  Heights,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  626-32-BZ — Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Bardes,  applicant,  on  be¬ 
half  of  United  States  Trucking  Corp., 
owner,  to  permit  the  extension  from  an 
unrestricted  district  into  a  business  dis¬ 
trict  of  a  proposed  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
368-380  Front  street  (Block  No.  243, 
Lot  Nos.  70  to  76),  Manhattan. 

cal.  no.  45-29-BZ— Application,  January  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution;  withdrawn  September  24, 
1929;  reopened  under  section  21  May 
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24,  1932;  withdrawn  November  4,  1932; 
reopened  November  15,  1932,  for  con¬ 
sideration  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Julius  Hollander, 
applicant,  on  behalf  of  Angeline  Dini- 
cola  and  Michele  Dinicola,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  196-214  Bay  49th 
street,  north  side,  50  ft.  west  of  Har- 
way  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  L,ot  No.  52),  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  28,  1933,  2  P.  M. 


MARCH  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  March  3, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  598-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ferdinand  Savignano,  applicant, 
on  behalf  of  Jeremiah  P.  Francis,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1977-1991  At¬ 
lantic  avenue,  northwest  corner  of  Sara¬ 
toga  avenue  and  northeast  corner  of 
Louis  place  (Block  No.  1561,  Lot  Nos. 
1  and  37),  Brooklyn. 


SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue 
(Block  No.  4195,  Lot  Nos.  1  and  4), 
The  Bronx. 

cal.  no.  351-30-BZ — Application,  May  23,  1930 ;  garage 
granted  on  certain  conditions  December 
23,  1930 ;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


no.  544-32-BZ — Application,  October  28,  1932,'  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue'  (Block  No.  1332, 
part  of  Lot  No.  1),  Brooklyn. 


cal.  no.  2-29-BZ— Application,  January  3,  1929;  denied,  re¬ 
considered  and  granted  for  use  as  a 
garage  for  five  (5)  motor  vehicles  May 
14,  1929;  reopened  September  13,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Irwin  S.  Rever,  applicant, 
on  behalf  of  Weiner  Bros.,  owners,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  and, 
also,  for  minor  repairs  (previously 
granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and 
as  a  motor  vehicle  repair  shop ;  premises 
2111-2117  Atlantic  avenue,  northwest 
corner  of  Olive  place  (Block  No.  1569, 
Lot  No.  35),  Brooklyn. 

cal.  no.  301-30-BZ— Application,  April  30,  1930;  dismissed 
for  lack  of  prosecution  November  11, 
1930 ;  reopened  and  restored  to  Calendar 
November  22,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Lama 
&  Proskauer,  applicants,  substituted  for 
Thomas  J.  Donovan,  on  behalf  of  Sophie 
Marcus,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Linden  boulevard 
and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens. 

cal.  no.  705-29-BZ— Application,  December  5,  1929;  denied 
November  18,  1930 ;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  or 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 
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cal.  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21 ;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resolution,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  north  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Friday  afternoon,  March  3, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  264-30-BZ — Application,  April  15,  1930;  denied  July 
8,  1930,  under  section  21 ;  reopened  No¬ 
vember  4,  1932,  for  consideration  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  John  H.  W.  Krogmann,  appli¬ 
cant,  on  behalf  of  Johanna  Bosch,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot 
No.  14),  St.  Albans,  Borough  of  Queens. 

HARRIS  H.  MURDOCK.  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  FEBRUARY  3,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

544-32-BZ. 

APPLICANT— Anthony  Giordano,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline  service  sta¬ 
tion.  /T11  . 

PREMISES  AFFECTED— 515-519  Brooklyn  avenue  (block 
No.  1332,  part  of  Lot  No.  1),  Brooklyn. 

APPEARANCES—  ^  a 

For  Applicant:  Nathan  R.  Sobel  and  Anthony 

For  Opposition:  John  Gold  and  Robert  Blumenthal. 
ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
10  a.  m.,  to  obtain  further  data. 


533-32-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Carl  E.  Anderson 
and  Johanna  Anderson,  owners. 

SUBIECT — Application  (re  decision  of  the  superintendent 
'  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue  (Block  No.  4195, 
Lot  Nos.  1  and  4),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  John  J.  Munholland,  Gordon  D. 
McDougal  and  William  Martin. 

\CTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  laid  over  to  February  28,  1933,  at  2  p.  m., 
for  final  determination. 

THE  VOTE  TO  ADOPT  REPORT—  _  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative .  o 

Absent  .  0 


230-32-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner. 

SUBJECT— Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  the  extension  from  a  business 
district  into  a  residence  district  of  a  business  use 
(stores). 

PREMISES  AFFECTED — Southeast  corner  of  East  Burn¬ 
side  avenue  and  Walton  avenue  (Block  No.  2829, 
Lot  Nos.  45  to  53,  inclusive),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  0 

Absent  .  0 


495-32-BZ. 

APPLICANT — William  F.  Regan,  for  Navillus  Realty 
Corp.,  owner. 

SURJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  Rockawav 
boulevard  and  123rd  street  (Block  No.  2512,  Lot 
No.  7),  South  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  withdrawn. 
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THE  VOTE  TO  ADOPT  REPORT— 

Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative . o 

Absent  .  n 

THE  VOTE  TO  WITHDRAW— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . O 

Absent  . 0 

510-32-BZ. 

APPLICANT— David  G.  McConnell,  for  Sadie  Smith 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
aAn.d,. ,mai.^tenance  o£  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Rockaway 
boulevard  and  Van  Wyck  boulevard  (Block  No. 
2558,  Lot  Nos.  1  and  3),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  David  G.  McConnell  and  Joseph  P. 
Healy. 

_ _ For  Opposition :  Samuel  Seid  and  C.  Harry  Levy. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . 0 

Absent  .  O 

THE  VOTE  TO  WITHDRAW— . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . ’’  0 

Absent  .  0 

531-32-BZ. 

APPLICANT— Samuel  Roth,  for  Radium  Club,  Inc., 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  part  of  an  existing  building 
to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 650-654  Lenox  avenue,  south¬ 
east  corner  of  West  143rd  street  (Block  No.  1740, 
Lot  No.  69),  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Roth. 

For  Opposition :  None. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative . (  0 

Absent  . , .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(531-32-BZ) 

Whereas,  Samuel  Roth,  for  Radium  Club,  Inc.,  owner, 

hied,  October  19,  1932,  an  application,  under  the  building  zone 


resolution,  to  permit  in  a  business  district  the  chan°e  of 
occupancy  of  part  of  an  existing  building  to  a  motor  vehicle 
repair  shop;  premises  650-654  Lenox  avenue  southeast  COr- 
ner  ot  West  143rd  street  (Block  No.  1740,  Lot  No  69) 
Borough  of  Manhattan ;  and 

Whereas  a  public  hearing  was  held  on  this  application 

Februarva3  iLT"^  4^  appeal\at  its  sPecial  meeting, 
reoruary  3,  1933,  after  due  notice  by  publication  in  the 

ulletin  of  the  Board  of  Standards  and  Appeals;  and 

hereas  the  use  district  maps  accompanying  the  building 

zone  resolution  show  that  Lenox  avenue  is  in  a  business 

and  unrestricted  district  and  West  143rd  street  is  in  an  un 

restricted  and  residence  district;  and 

ren  l  HEnF'rw  ^  decisl0n  of  the  superintendent  of  buildings 
rendered  October  5,  1932  (re  App.  No.  748-1932),  reads 

See  4  RPaM-  Sh°Pv n0t  ^rmitted  m  business  district, 
denied^’  •  Lu'  dmg  Zone  Resolution.  Reconsideration 

and 

WhereaS,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  50  ft  on 
Lenox  avenue  and  85  ft.  on  West  143rd  street-  it  is  oro- 

hvS<20  X  °aCU-Py  thC  easterly  Potion  of  the  premises,  50  ft. 
y  20  ft  4  in.,  as  a  motor  vehicle  repair  shop  and  iron 
works,  the  remainder  of  the  building  for  conforming  uses; 

Whereas,  this  application  was  the  subject  of  an  inspection 
which  inspection  was  made  and  report  of  same  read  and 
adopted  at  this  hearing;  and 

Whereas  this  report  recommended  the  denial  of  this  ap¬ 
plication  under  section  21. 

Resolved  that  the  decision  of  the  superintendent  of  build- 
anfit'hSeby  is leniel  a“d  that  the  application  be 

546-32-BZ. 

APPLICANT— Milton  M.  Samuels,  for  88th  Holding  Co 
Inc.,  owner.  8  ’ 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
Resolution,  to  permit  in  a  business  district  the  erec- 

PREMISES  ^FFTcTFn^AT^rf  gasoline  se™ce  station. 
rixu.iviisiib  APhhCTED— Northeast  corner  of  Williams- 

bridge  road  and  Lydig  avenue  (Block  No.  4310  Lot 
No.  30),  The  Bronx 

APPEARANCES— 

F°r  Applicant :  A.  H.  Samuels  and  Harrv  I 
Berger. 

For  Opposition:  Norman  Siegel,  Margaret  Melish 
and  Sario  Naggio. 

ACTION  OF  BOARD— Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Cornell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . X 

Absent  . n 

THE  VOTE  TO  GRANT— . 

Affirmative  .  q 

Negative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  . ][ .  q 

THE  RESOLUTION— 

(546-32-BZ) 

Whereas  Milton  S.  Samuels,  for  88th  Holding  Co  Inc 
owner,  filed.  October  31,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station- 
premises  northeast  corner  of  Williamsbridge  road  and  Lvdffi 
avenue  (Block  No.  4310,  Lot  No.  30),  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
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February  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin' of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Williamsbridge  road  is  in  a  busi¬ 
ness  district;  Yates  avenue  is  in  a  residence  district,  and 
Lydig  avenue  is  in  a  residence  and  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  22,  1932  (re  N.  B.  506-1932),  reads: 

“1.  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  in  busi¬ 
ness  district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  86.09  ft.  on  Lydig  avenue  and  approximately 
89  ft.  on  Williamsbridge  road,  upon  which  it  is  proposed  to 
erect  an  office,  16  ft.  by  24  ft.  in  area,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station , 

and  .  . 

Whereas,  this  application  was  the  subject  of  an  inspection, 
which  inspection  was  made  and  report  of  same  read  and 
adopted  at  this  hearing ;  and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 


plication.  .  ,  ... 

Resolved ,  that  the  decision  of  the  superintendent _  of  build- 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


APPLICANT— Martin  J.  Ort,  substituted  for  A.  C.  Benson, 
for  Stuyvesant  Real  Estate  Corp.,  subsidiary  for 
Long  Island  Railroad  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northwest  corner  of  Skillman 
avenue  and  43rd  street  (Block  No.  183,  Lot  No.  1), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  Joseph  C.  Mulligan,  E.  T.  Nolan 
and  Alderman  Bernhard  Schwab. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Ouilfoyle  and  Chief 

McElligott .  5 

Negative . ® 

Absent  ••••••••••••••••••••**•••*****  ^ 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  ® 

Absent  .  0 

THE  RESOLUTION— 

(357-32-BZ) 

Whereas,  Martin  J.  Ort,  substituted  for  A.  C.  Benson, 
for  Stuyvesant  Real  Estate  Corp.,  subsidiary  for  Long  Island 
Railroad  Co.,  owner,  filed  June  16,  1932,  an  .  ap¬ 

plication,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station ;  premises  northwest  corner  of  Skillman  ave¬ 
nue  and  43rd  street  (Block  No.  183,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this .  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Skillman  avenue  is  in  a  business 
and  unrestricted  district;  43rd  street  is  in  a  business  and 
unrestricted  district:  42nd  street . is  in  a  residence  district, 
and  41st  street  is  in  a  residence  district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  11,  1932  (re  Plan  No.  N.  B.  1484-32), 
reads : 

“The  erection  of  a  gas  service  station  in  a  business 
district  is  prohibited  by  section  4  of  the  Zone  Law.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Skillman  avenue  and  100  ft.  on 
43rd  street,  upon  which  it  is  proposed  to  install  an  office, 
11  ft.  by  20  ft.  in  area,  grease  pits  and  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection,  read  and  adopted  at  this  hearing,  recommends 
the  granting  of  this  application  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  a  wall  erected  on  the  interior  property  lines,  faced 
with  enameled  brick  or  similar  material  and  suitably  coped, 
such  walls  shall  be  at  least  10  ft.  high  and  may  rack  back 
from  both  street  fronts  at  an  angle  of  forty-five  degrees 
within  a  distance  of  10  ft. ;  that  the  buildings  shall  be  erected 
against  the  rear  property  lines,  substantially  as  indicated  on 
the  plans  filed  with  this  application ;  there  shall  be  a  concrete 
curb  erected  on  the  street  lines  of  the  property,  both  on 
Skillman  avenue  and  43rd  street,  12  in.  in  width  and  12  in. 
in  height,  with  not  more  than  two  openings  on  Skillman 
avenue  and  two  openings  on  43rd  street,  each  opening  to  be 
not  over  12  ft.  in  width  and  to  be  not  nearer  than  10  ft. 
to  the  junction  of  43rd  street  and  Skillman  avenue,  and 
shall  have  curb  cuts  opposite  such  openings  not  over  14  ft. 
in  width ;  that  the  entire  area  shall  be  cement  paved ;  the 
accessory  buildings  shall  be  of  fireproof  construction  and 
shall  be  limited  to  an  office  and  to  building  over  grease  pits, 
both  faced  with  similar  material  to  that  used  in  the  wall ; 
the  openings  to  the  building  housing  the  grease  pits  shall  be 
arched,  without  doors  thereto;  all  accessory  buildings  shall 
be  roofed  either  with  slate  or  Spanish  tile ;  there  shall  be 
no  cellars  or  open  spaces  under  the  accessory  buildings  and 
no  opeiUflames  permitted  on  the  property;  all  pumps  shall 
be  set  back  at  least  10  ft.  from  each  building  line  and  no 
portable  gasoline  pump  shall  be  used  on  the  premises  or 
for  service  of  cars  at  the  curb;  all  signs  advertising  non- 
conforming  uses  shall  be  confined  to  the  illuminated  globes 
of  the  pumps  and  to  flat  wall  signs  on  the  accessory  building 
and  on  the  brick  walls ;  such  lights  as  are  used  on  the 
premises  for  general  illumination  shall  have  metal  reflectors 
reflecting  downwardly  so  as  not  to  become  a  nuisance  at 
night  to  the  owners  of  residential  buildings  adjacent;  the 
applicant  shall  submit  complete  plans  to  this  board  for  ap¬ 
proval  before  same  are  filed  with  the  bureau  of  buildings  and 
the  fire  department;  all  permits  required  shall  be  obtained 
within  six  months  and  all  work  involved  thereby  completed 
within  one  year  from  the  date  of  this  action. 


838-28-BZ. 

APPLICANT — William  Shary,  for  Webmos  Construction 
Corp.,  present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  an  existing 
garage  for  more  than  five  motor  vehicles  so  as  to 
include  a  gasoline  service  station  (erection  of  garage 
denied  April  23,  1929;  granted  by  Supreme  Court; 
reopened  by  the  board  November  22,  1932). 

PREMISES  AFFECTED — 3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Parkway  North 
(Block  No.  3331,  Lot  No.  75),  The  Bronx. 

APPEARANCE'S— 

For  Applicant :  H  B.  Jackson  and  William  Shary. 
For  Opposition :  None. 


134 


MINUTES 


ACTION  _OF  BOARD — Report  of  committee  adopted ;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . o 

Absent  .  (] 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(838-28-BZ) 

Whereas,  William  Shary,  for  WLbmos  Construction 
Corp.,  present  owner,  filed,  October  21,  1928;  denied  April 
23,  1928;  reopened  November  22,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  for  more  than  five  (5)  motor  vehicles  so  as  to 
include  a  gasoline  service  station;  premises  3041-3051  Web¬ 
ster  avenue,  west  side,  151.34  ft.  north  of  Mosholu  Parkway 
North  (Block  No.  3331,  Lot  No.  75),  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting 
February  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue  is  in  a  business 
and  unrestricted  district  and  Decatur  avenue  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  4,  1932  (re  Applic.  Alt.  529-1932), 
reads : 

“1.  Proposed  alteration  and  occupancy  of  premises  in 
business  district  as  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 
and 

,  Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  two  stories  in  height,  with  a  frontage  of  126  ft.  4  in. 
and  a  depth  of  120  ft. ;  occupied  as  a  garage  for  more  than 
five  motor  vehicles;  it  is  proposed  to  remove  part  of  the 
street  wall  (at  the  first  story)  of  the  existing  garage  and  to 
create  on  the  first  story  of  the  building  a  gasoline  service 
station  having  a  frontage  of  87  ft.  6  in.  and  a  depth  of  24 


ft. ;  it  is  also  proposed  to  install  grease  racks  in  the  extreme 
southerly  portion  of  the  first  story ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  read  and  adopted  at  this  hearing,  recommended 
the  granting  of  the  application  under  section  21  of  the 
building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
space  proposed  for  gasoline  station  in  accordance  with  the 
plans  hied  with  this  application  marked  “Received  Novem- 
ber  15,  1932,  shall  be  cut  off  from  the  balance  of  the 
building  to  be  used  as  a  garage  by  new  brick  dividing 
wall  at  least  12  in.  in  thickness,  and  where  openings  to 
the  garage  are  shown,  same  shall  be  protected  with  over¬ 
head  rolling  steel  shutters  with  fusible  links,  and  where 
window  openings  are  shown  in  the  same,  same 
shall  be  of  steel  frame  with  fixed  sash,  glazed  with 
wire  glass,  no  light  of  which  shall  exceed,  ,360  sq.  in.; 
that  the  front  wall  of  the  building  on  the  first  story  may  be 
cut  away,  as  indicated  on  drawings,  on  the  first  story  only 
provided  the  fireproofing  around  the  steel  columns  meets 
with  the  requirements  of  the  building  code;  there  shall  be 
no  additional  curb  cuts  than  the  four  now  existing;  a  concrete 
curb  shall  be  constructed  12  in.  high  and  12  in.  wide  along 
the  building  line  of  Webster  avenue  except  where  three 
openings  may  be  left  therein,  each  12  ft.  wide,  opposite 
the  three  existing  curb  cuts  for  entrance  to  the  first  floor 
of  the  garage  and  the  existing  curb  cut  at  the  northerly 
end  is  to  remain  to  permit  entrance  to  the  ramp  to  the 
second  floor ;  the  gasoline  pumps  shall  be  not  nearer  than 
10  ft.  from  the  street  building  line ;  there  shall  be  no  excava¬ 
tion  under  the  entire  area  used  for  the  proposed  gasoline 
station  and  the  boiler  room  located  at  the  northerly  side 
under  ramp,  and  present  store  shall  be  entirely  shut  off 
from  the  remainder  of  the  building  and  access  thereto  shall 
be  from  the  exterior  only;  no  new  pumps  shall  be  installed 
other  than  the  four  existing  pumps  and  no  portable  gasoline 
pumps  shall  be  used  on  the  premises;  all  permits  required 
shall  be  obtained  within  three  months  and  all  work  involved 
thereby  completed  within  nine  months  from  the  date  of  this 
action. 


Adjourned  12.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  FEBRUARY  3,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

488-32-A. 

APPELLANT — James  Kearney,  for  Estate  of  George  Wil¬ 
son,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 28-30  Ann  street,  93-99  Nassau 
street  and  135-139  Fulton  street,  Manhattan. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney  .  5 


Negative .  0 

Absent  .  . 

THE  RESOLUTION-  . 

(488-32-A) 

Whereas,  an  appeal  was  filed  by  the  appellant  from  a 
decision  of  the  superintendent  of  buildings;  and 

Whereas,  appellant  failed  to  complete  his  papers  though 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


500-32-A. 

APPELLANT — David  J.  Comyns,  for  J.  Marion  Souers, 
lessee. 

SUBJECT  Appeal  from  an  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 501-503  Third  avenue  and  202 
East  34th  street,  southeast  corner,  Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 
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THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(500-32- A) 

Whereas,  an  appeal  was  filed  by  the  appellant  from  an 
order  of  the  superintendent  of  buildings ;  and 

Whereas,  appellant  failed  to  complete  his  papers  though 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


442-32-A. 

APPELLANT — Hotel  Waldorf-Astoria  Corp.,  for  New 
York  State  Realty  &  Terminal  Co.,  owner. 
SUBJECT — Application  for  reopening — reconsideration  of 
resolution — (motion  made  by  Assistant  Chief  Kid¬ 
ney) — re  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 101-121  East  49th  street.  540- 
550  Lexington  avenue,  100-120  East  50th  street  and 
301-315  Park  avenue  (Block  No.  1304.  Lot  No.  1), 
Manhattan. 

APPEARANCES— 

For  Appellant :  Frank  A.  K.  Bolland. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  CONDITION  No.  13— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative:  Assistant  Chief  Kidney .  1 

Absent  .  0 

THE  VOTE  TO  AMEND  CONDITIONS,  Nos.  6,  7,  8, 

9  and  12 — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(442-32-A) 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  January  6,  1933,  on  certain  conditions,  and  the  case 
was  reopened  for  amendment  of  the  resolution. 

Resolved,  that  the  order  (No.  73844-LC)  and  decisions  of 
the  fire  commissioner  be  and  they  hereby  are  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  filed  with  the  fire  department  and  the  board  of  stand¬ 
ards  and  appeals  affidavits  that  the  contents  of  this  resolution 
will  be  fully  complied  with  at  all  times,  said  affidavits  to  be 
signed  by  an  authorized  agent  of  the  Hotel  Waldorf-Astoria 
Corporation,  and  further,  on  condition,  (l)  that  parking 
space  shall  be  restricted  to  the  central  portion  of  the  drive¬ 
way  shown  on  the  plans  submitted  with  this  appeal,  any 
portion  of  any  parked  car  to  be  not  less  than  20  ft.  distant 
from  the  side  walls  of  the  driveway,  excepting  at  the  north¬ 
east  end,  where  the  easterly  wall  is  unpierced,  except  for 
one  doorway  opening,  where  the  distance  from  the  car  to  the 
side  wall  shall  be  not  less  than  11  ft.,  the  doorway  in  this 
portion  to  be  equipped  with  self-closing,  fireproof  door ; 
(2)  parking  shall  be  limited  to  cars  of  pleasure  car  type, 
prohibiting  any  commercial  vehicles  except  taxicabs;  (3) 
not  more  than  four  taxicabs  to  be  allowed  to  park  at  any 
one  time  and  not  more  than  twenty-one  cars  to  be  permitted 
to  park  at  any  one  time;  (4)  all  parked  cars  shall  have 
motors  fully  stopped  during  the  time  the  car  is  parked;  (.>) 
no  charge  of  any  nature  or  description  shall  be  made  or  per¬ 
mitted  for  the  parking  of  cars;  (6)  there  shall  be  main¬ 
tained  on  both  east  and  west  side  of  parking  space,  between 
the  parking  space  and  the  existing  sidewalk,  driveways  not 
less  than  10  ft.  wide  each,  running  through  from  49th  to 


50th  streets,  these  driveways  to  be  maintained  open  and  un¬ 
encumbered  at  all  times  and  no  cars  shall  be  permitted  to 
remain  in  either  driveway  longer  than  necessary  to  drive 
through  and  to  load  and  unload  passengers;  (7)  that  no 
volatile  or  inflammable  oils,  other  than  in  the  tanks  of  the 
cars,  and  no  combustible  material  or  structure  shall  be  per¬ 
mitted  to  be  stored,  housed  or  kept  in  any  portion  of  the 
driveway;  (8)  that  the  ignition  and  door  key  of  any  parked 
car,  except  taxicabs  and  unless  car  is  left  in  direct  charge 
of  a  licensed  operator,  shall  be  checked  with  the  attendant 
in  charge  of  the  parking  in  the  driveway,  or  that  the  door 
shall  be  required  to  be  left  open  and  that  the  ignition  key 
be  left  in  the  car  instead  of  with  the  attendant  in  charge, 
where  the  operator  does  not  remain  in  the  car ;  operators 
of  taxicabs  shall  not  be  permitted  to  leave  their  cab  at  any 
time  while  cab  is  parked;  (9)  that  there  shall  be  installed 
in  the  driveway,  in  housing  satisfactory  to  the  fire  depart¬ 
ment,  not  less  than  twenty  one-quart  or  more  chemical  ex¬ 
tinguishers  and  such  other  fire-fighting  appliances  as  shall 
be  required  to  be  maintained  there  and  that  there  shall  also 
be  installed  in  the  driveway  in  a  conspicuous  place  four  (4) 
“NO  SMOKING”  signs  with  letters  not  less  than  6  in. 
high;  (10)  no  car  shall  be  allowed  to  park  more  than  four 
(4)  hours;  (11)  this  driveway  shall  be  in  charge  of  not 
less  than  three  competent  attendants  who  shall  be  fully  com¬ 
petent  in  the  use  and  operation  of  chemical  fire  extinguishers 
and  fire  hose  and  who  shall  hold  a  proper  license  for  the 
operation  of  any  autmobile;  (12)  that  the  vestibule  doors 
shall  be  self-closing  and  all  vestibule  doors  and  revolving 
doors  opening  on  the  driveway  shall  be  glazed  with  wired 
glass  in  subdivisions  of  not  more  than  720  sq.  in.;  (13)  that 
the  shop  windows  fronting  on  the  driveway  shall  have  either 
the  existing  plate  glass  windows  as  they  now  exist  without 
transoms,  with  metal  rolling  shutters  with  fusible  links  in 
front  of  all  such  show  windows  fronting  on  the  driveway, 
or  in  lieu  thereof  all  such  show  windows  shall  be  glazed 
with  J/4-mch  plate  glass,  divided  by  fixed  metal  muntins 
into  panels  of  not  over  360  sq.  in.  each,  and  in  either  event 
with  one  line  of  sprinklers  in  the  ceiling  back  of  the  show 
windows,  said  sprinkler  system  to  be  supplied  with  water 
from  the  house  service  line. 


564-32-A. 

APPELLANT — Pollack  Brothers  Scrap  Rubber  Corp., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 228-238  Newport  avenue  (Block 
No.  3616,  Lot  No.  29),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Harold  J.  Levy. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(564-32-A) 

Whereas,  Pollack  Brothers  Scrap  Rubber  Corp.,  owner, 
filed,  November  17,  1932,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  228-238  Newport  avenue 
(Block  No.  3616,  Lot  No.  29),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  28,  1932  (Order  No.  55061-LC),  reads: 

“With  reference  to  application,  dated  June  15,  1932. 
for  a  permit  to  store  and  use  rubber  cement  (an  inflam¬ 
mable  mixture)  at  premises  228-238  Newport  Ave . 
Brooklyn.  I  regret  to  state  that  I  am  without  power  to 
grant  such  a  permit  for  the  following  reason: 

“A  recent  inspection  shows  that  the  premises  are  n  >t 
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occupied  as  a  storage  garage  which  was  erected  under 
Plan  No.  466-18,  approved  Sept.,  1918. 

The  storage  and  use  of  an  inflammable  mixture 
(rubber  cement)  in  a  building  occupied  as  a  storage 
garage  creates  a  dangerous  condition  and  is  a  violation 
of  Sec.  10,  Chap.  10,  Code  of  Ordinances,  N.  Y.,  and 
also  a  violation  of  F.  D.  Plan  466-18  which  restricts  the 
premises  to  a  storage  garage. 

"You  are  therefore  ordered  to  remove  all  rubber 
cement  from  the  premises  and  to  discontinue  the  further 
storage  and  use  of  rubber  cement  in  the  storage  garage 
located  at  228-238  Newport  Avenue,  Brooklyn. 

"NOTE:  Under  the  provisions  of  Chap.  503,  Laws  of 
1916,  this  order  may  be  appealed  within  20  days  from 
date  to  Board  of  Appeals,  Room  1001,  Municipal  Build¬ 
ing.  In  order  that  the  appeal  may  stay  proceedings 
under  this  order,  a  copy  of  the  appeal"  must  be  filed  with 
the  Fire  Commissioner.” ; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  100  ft.  by  100  ft.  in  area;  OCCUPIED  for  the 
storage  of  scrap  rubber  and  rubber  cement  and  garage  for 
two  trucks ;  and 

W  hereas,  appellant  contends  that  he  is  conducting  an 
import  and  export  business  in  scrap  rubber  products  and 
incidental  to  the  conduct  of  that  business  re  maintains  on 
the  premises  five  (5)  gallons  of  rubber  cement,  an  inflam¬ 
mable  mixture ;  that  there  is  buried  an  underground  gasoline 
tank  of  200  gallons  for  the  use  of  commercial  trucks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order. No.  55061-LC,  in  view  of  the  appellant 
having  obtained  a  certificate  of  occupancy,  No.  4083,  from 
the  bureau  of  buildings,  permitting  this  building  to  be  used 
for  a  public  garage,  to  permit  the  storage  of  not  over  five 
(5)  gallons  of  liquid  rubber  cement  in  the  enclosure  at  the 
front  corner  of  the  first  floor  west,  on  condition  that  this 
enclosure  shall  be  constructed  with  tightly  matched  boards 
on  wood  stud  and  with  a  self-closing  door;  that  not  more 
than  two  (2)  trucks  shall  be  permitted  to  be  stored  in  the 
first  floor,  and  that  the  gasoline  installation  shall  remain 
as  at  present,  such  limitation  as  to  number  of  trucks  to  be  in 
force,  however,  only  so  long  as  rubber  cement  is  stored  in  the 
building  and  on  condition  that  such  fire  extinguishers  shall  be 
installed  as  shall  be  required  by  the  fire  department. 


548-32-A. 

APPELLANT — Sidney  L.  Strauss,  for  Montefiore  Hospital, 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 100-30  Gun  Hill  road,  near 
Jerome  avenue,  East  210th  street  (Block  3339,  Lot 
No.  1),  (Montefiore  Hospital),  The  Bronx. 
APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  . 

Negative . 

Absent  . 


0 

0 


THE  RESOLUTION— 

(548-32-A) 

Whereas,  Sidney  L.  Strauss,  for  Montefiore  Hospital, 
owner,  filed,  November  1,  1932,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  100-30 
Gun  Hill  road.  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
9,  1932  (Order  No.  92989-F),  reads: 

“1.  Provide  fireproof,  self-closing  doors  at  openings 
leading  from  the  various  bldgs,  into  the  communicating 


corridors  (bldgs  No.  1  to  9)  at  the  following  locations: 

a.  North  side  of  central  building  on  1st  and  basement 
stones. 

"b.  South  side  of  administration  building  1st  and 
basement  stories. 

"c.  North  side  of  west  building  on  1st  and  basement 
stories. 

"d.  West  side  of  synagogue  on  1st  and  basement 
stones. 

e.  East  side  of  kitchen  building  on  1st  and  basement 
stories. 

Southwest  side  of  dormitory  building  in  basement. 

“g.  Southeast  side  of  dormitory  building  on  1st  and 
basement  stories. 

"h.  North  side  of  east  building  on  1st  and  basement 
stories. 

"i.  West  side  of  Nurses  home  in  basement. 

"j.  South  side  of  central  building  on  1st  and  basement 
stories. 

“k.  North  side  of  south  building  on  1st  and  basement 
stories. 

“Sec.  20,  Ch.  12,  Code  of  Ordinances.”; 
and 

\\  hereas,  the  decision  of  the  fire  commissioner  rendered 
October  26,  1932,  reads: 

“This  will  reply  to  your  letter  of  September  30th 
relative  to  Order  92989-F,  affecting  the  above  premises, 
in  which  you  state  you  have  been  retained  by  the  owners 
of  the  premises  to  file  an  appeal  with  the  Board  of 
Standards  and  Appeals  but  cannot  do  so  due  to  the  fact 
that  more  than  20  days  have  elapsed  since  the  date  of 
issuance  of  the  order  and  request  rescindment  and  re¬ 
issuance  of  the  same  so  that  appeal  may  properly  be 
brought  before  the  above  board. 

“You  are  advised  your  request  is  denied.”; 
and 

Whereas,  the  premises  consist  of  a  group  of  fireproof 
buildings,  erected  in  1917  and  1928,  one  and  four  stories  in 
height,  irregular  in  area,  and -as  indicated  in  filed  plans- 
OCCUPIED  as  a  hospital;  and 

Whereas,  appellant  contends  that  the  doors  mentioned  in 
the  order  of  the  fire  commissioner  are  constructed  of  oak 
and  are  self-closing:  all  doors  are  equipped  with  glass  in 
upper  part,  same  being  %-mch  polished  plate  glass. 

_  Resolved ',  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  92989-F,  and  waiving 
the  requirement  that  the  present  hardwood  veneer  doors 
should  be  made  fireproof  and  accepting  the  same  at  points 
listed  in  the  order,  on  condition  that  where  the  doors  and 
transoms  are  glazed  with  plain  glass,  that  such  glass  shall 
be  changed  to  wire  glass ;  that  any  transoms  that  may 
exist  over  these  openings  are  to  be  fixed  so  as  not  to  open; 
except  that  these  requirements  shall  not  apply  to  the  orna¬ 
mental  transom  on  the  first  floor  of  the  administration 
building. 


PETITIONS  FOR  VARIATIONS. 

393-27-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Oceanic 
Investing  Corp.,  substituted  for  Samuel  Rosenblum, 
for  Bunyard  Realty  Corp.,  lessee. 

SUBJECT  \  ariation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner  (reopened  for  modifica¬ 
tion)  . 

PREMISES  AFFECTED— 29  East  48th  street  and  413 
Madison  avenue  (Block  No.  1284,  Lot  No.  21), 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration :  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1933,  at 
2  p.  m.,  for  petitioner  to  obtain  certificate  of  occu¬ 
pancy  from  building  superintendent. 
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582-32-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Alma  Realty  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire .  commissioner. 

PREMISES  AFFECTED— 99-111  Sutton  street  (Block 

No.  2658,  Lot  No.  26),  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  withdrawn;  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative .  0 

Absent:  Commissioner  Holland .  1 


578-32-S. 

PETITIONER— A.  D.  Kelley,  for  Henry  Schultheis  Co., 


lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 142  Fulton  street  (Block  No. 

79,  Lot  No.  26),  Manhattan. 

APPEARANCES— 

For  Petitioner :  A.  D.  Kelley. 

For  Administration:  Inspector  Maher  _of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney  .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(578-32-S) 

Whereas,  A.  D.  Kelley,  for  Henry  Schultheis  Co.,  lessee, 
filed,  November  22,  1932,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  142 
Fulton  street  (Block  No.  79,  Lot  No.  26),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
12,  1932  (re  Order  No.  94966-LD),  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  fire  escape  rear  of  building  by 
constructing  a  fireproof  passageway  with  an  unobstructed 
width  of  at  least  3  feet  throughout,  leading  to  the  street, 
adequately  lighted  at  all  times  during  working  hours,,  or 
by  means  of  providing  access  to  an  open  area  having 
communication  with  the  street,  as  per  Sec.  273  of  the 
Labor  Law.” ; 

and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

October  21,  1932,  reads: 


“This  will  reply  to  your  letter  of  the  19th  inst.,  rela¬ 
tive  to  Order  94966-LD,  affecting  the  above  premises, 
in  which  you  request  that  this  department  accept  the 
present  fire  escape  on  the  rear  of  the  building  which  was 
erected  in  compliance  with  the  provisions  of  Sections  273 
and  274  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals. 

“You  are  advised  the  above  orders  were  issued  under 
the  mandatory  requirements  of  the  Labor  Law  and  this 
department  is  without  power  to  waive  or  modify  the 
same,  therefore,  it  follows  your  request  must  be  denied.” ; 

and 

Whereas,  the  building,  erected  in  1905,  is  non-fireproof, 
six  stories  in  height,  27  ft.  by  96  ft.  in  area  at  first  story 
and  27  ft.  by  80  ft.  in  area  above;  OCCUPIED:  cellar, 
packing,  4  persons ;  1st  story,  showrooms,  5  persons ;  2nd 
story,  galleries,  4  persons ;  3rd  story,  offices,  10  persons ; 
4th  story,  fitting  room,  5  persons ;  5th  story,  offices,  5  per¬ 
sons  ;  6th  story,  offices,  5  persons  (there  being  persons  en¬ 
gaged  at  manufacturing  on  the  fourth,  fifth  and  sixth 
stories)  ;  EQUIPPED  with  a  sprinkler  system  and  a  fire 
alarm  signal  system;  EXITS:  an  interior  wooden  stairway, 
extending  from  the  first  story  to  roof,  enclosed  in  wood 
stud,  metal  lath  and  plaster  partitions,  with  kalameined 
doors  at  openings ;  a  fire  escape  on  the  rear  of  the  building, 
having  fireproof  openings  along  the  course  thereof,  extend¬ 
ing  from  the  roof  to  the  yard,  with  EGRESS  from  the  ter¬ 
mination  of  the  fire  escape  by  means  of  fire  escapes  on  the 
rear  of  adjacent  buildings,  thence  through  buildings  to 
street ;  and 

Whereas,  petitioner  requests  the  acceptance  of  existing 
conditions  as  to  the  means  of  egress  from  the  termination  of 
fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  94966-LD,  to  permit  the  continuation  of  the  second 
means  of  exit  from  this  building  by  means  of  the  existing 
fire  escape  on  the  rear  of  the  building  leading  and  now  con¬ 
nected  to  a  fire  escape  on  144  Fulton  street,  on  condition  that 
the  doors  opening  off  this  fire  escape  to  the  building  at  144 
Fulton  street  shall  be  provided  with  knobs  and  shall  remain 
openable  at  all  times  during  business  hours,  to  permit  of 
free  escape  by  this  means  from  142  Fulton  street ;  also,  on 
condition  that  there  shall  be  a  bridge  from  the  rear  parapet 
at  the  first  story  extension  of  142  Fulton  street  to  the  rear 
parapet  of  the  first  story  of  15  John  street  and  with  con¬ 
nection  provided  from  the  second  story  fire  escape  balcony  of 
142  Fulton  street  for  access  to  this  bridge  so  as  to  permit 
a  supplementary  means  of  escape  through  buildings  facing 
on  John  street,  and  that  the  consent  to  this  arrangement  on 
the  part  of  the  owners  of  144  Fulton  street  shall  be  filed 
with  the  fire  department. 


Adjourned  3.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  MORNING,  FEBRUARY  7,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  January  31,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
January  31,  1933,  were  approved  as  printed  in  Bulletin  No. 
6,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

2-29-BZ. 

APPLICANT — Irwin  S.  Rever,  for  Weiner  Bros.,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a  garage  for 
five  (5)  motor  vehicles  and,  also,  for  minor  repairs 
(previously  granted  by  the  board)  to  a  garage  for 
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more  than  five  (5)  motor  vehicles  and  as  a  motor 

ddcutcpo  e  (reopened  September  13,  1932). 

PREMISES  AFFECTED — 2111-2117  Atlantic  avenue, 
northwest  corner  of  Olive  place  (Block  No.  1569 
Lot  No.  35),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irwin  S.  Rever  and  Nathan  Weiner. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


301-30-BZ. 


APPLICANT— Lama  &  Proskauer,  substituted  for  Thomas 
J-  Donovan,  for  Sophie  Marcus,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  November  16 
1932). 

PREMISES  AFFECTED — Southwest  corner  of  Linden 
boulevard  and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens 
APPEARANCES— 


For  Applicant :  James  Kearney  and  Alfred  A.  Lama. 
For  Opposition:  Maurice  D.  Young,  Jr.,  E.  A. 
Pierce  and  Joseph  E.  Lehmann. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


705-29-BZ. 

APPLICANT — David  C.  Broderick,  for  County  Holding 
Co.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (pre¬ 
viously  denied ;  reopened  for  reconsideration  under 
new  facts  December  2,  1932). 

PREMISES  AFFECTED— 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue  (Block  No.  2953, 
Lot  No.  48),  The  Bronx. 

APPEARANCES— 

For  Applicant:  David  C.  Broderick  and  Julian 
Gordon. 

For  Opposition:  Max  Monfried,  Henry  H.  Holman, 
Ida  Rutgerson,  Harry  Grossman  and  Jacob 
Abrams. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
10  a.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


467-32-BZ. 

APPLICANT — Thomas  Nunley,  for  Samuel  Seides,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1745  Forest  avenue  and  843 
Richmond  avenue,  Port  Richmond,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  William  A.  Eadie. 

For  Opposition :  Robert  H.  Hicks. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1933,  at 
2  p.  m.,  on  request  of  representative  for  attorney 
for  objectors,  applicant’s  representative  concurring. 
Final  disposition. 

908-23-BZ. 

APPLICANT — Dora  Ebenstein,  owner ;  request  for  reopen¬ 
ing  made  by  Joseph  B.  Schwartz,  attorney. 


UBJECT  Request  for  reopening— reconsideration  under 
new  facts— re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  one-story 
extension  to  an  existing  building  to  be  used  for 
business  purposes  (previously  denied t 
PREMISES  AFFECTEdUos  eL  mrd  street,  south 

side,  4o  it.  east  of  Monroe  avenue  (Block  No  2791 

Lot  No.  13),  The  Bronx  ’ 

APPEARANCES— 

ACTIONOF^POARn  Ar  L'  fBer/°n  and  Dora  Heyman- 
‘VLUUJN  BOARD — Report  of  committee  adopted-  re¬ 

quest  for  reopening  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative . .  o 

Absent  .  n 

THE  VOTE  TO  REOPEN— . 


Affirmative  . 

Negative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Absent  . 


583-32-BZ. 

^^UCANT-  Francesco  A.  Petronio,  owner. 

^UBJECI  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
i  esolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — Northwest  corner  of  Dyre  ave¬ 
nue  and  East  233rd  street,  The  Bronx 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative . •  •  •  •  ■  ^ 

Absent  . ’  ’  ’ '  q 

THE  RESOLUTION— 

(583-32-BZ) 

Whereas,  applicant  failed  to  complete  his  papers  though 

duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


669-28-BZ. 

APPLICANT — Bessie  Goldenberg,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  conversion  of  occupancy  of  private 
garages  to  stores  (previously  denied  under  section 
7a ;  reopened  for  reconsideration  under  section  21 
November  15,  1932). 

PREMISES  AFFECTED — 279  East  173rd  street,  northwest 
corner  of  Monroe  avenue  (Block  No.  2792,  Lot  No. 
54),  The  Bronx. 

APPEARANCES— 

For  Applicant:  A.  L.  Berson  and  Milton  Golden¬ 
berg. 

For  Opposition:  Max  H.  Davidson  and  George 
Bccksr 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


139 


MINUTES 


Negative .  u 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  a 

Absent  .  0 

THE  RESOLUTION— 

(669-28-BZ) 

Whereas,  Bessie  Goldenberg,  owner,  filed,  August  15, 

1928;  reopened  November  15,  1932,  under  section  21,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  alteration  and  conversion  of  occupancy 
of  private  garages  to  stores  (previously  denied  under  section 
7a;  premises  279  East  173rd  street,  northwest  corner  of 

Monroe  avenue  (Block  No.  2792,  Lot  No.  54),  Borough  of 

The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  7,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  173rd  street  is  in  a  residence 
district;  Monroe  avenue  is  in  a  residence  district,  and  East 
174th  street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  2,  1932  (re  Applic.  Alt.  184-1932),  reads: 

“1.  Proposed  alteration  and  conversion  of  occupancy 
of  private  garages  in  residence  district  to  business  use 
(stores)  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

Whereas,  the  existing  building  is  of  non-fi reproof  con¬ 
struction,  one  storv  in  height,  with  a  frontage  of  44  ft.  10  in. 
and  a  depth  of  20  ft. ;  present  legal  occupancy  three  one-car 
garages  accessory  to  corner  building ;  to  be  occupied  as 

stores;  and  ,.  f 

Whereas,  the  premises  under  appeal  was  the  subject  ot 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 
report  recommends  the  denial  of  the  application  under  section 
21  of  the  building  zone  resolution.  .  , 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmtcd  and  the  application  he  and 
it  hereby  is  denied. 


560-32-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Coral  Realty 
Corp.,  owner.  .  .  ,  ,  .  .  ,  , 

SUBTECT — Application  (re  decisions  of  the  superintendent 
of  buildings  and  the  tenement  house  commissionei ) , 
under  sections  7a,  7b,  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  use. 

PREMISES  AFFECTED— 403  East  52nd  street  (Block 
No.  1364,  Lot  No.  5),  Manhattan. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Opposition :  A.  D  Alessandro. 


ACTION  OF  BOARD- — Report  of  committee  adopted;  ap¬ 


plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . . .  5 

Negative  .  0 

Absent  .  ° 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Connell  and  Chief 

McElligott  . 2 

Negative  :  Chairman  Murdock  and  Commissioners 

Holland  and  Guilfoyle .  3 

Absent  .  0 

THE  RESOLUTION— 

(560-32-BZ) 


Whereas,  Ferdinand  Savignano,  for  Coral  Realty  Corp., 
owner,  filed,  November  9,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
extension  of  an  existing  building  use;  premises  403  East 
52nd  street  (Block  No.  1364,  Lot  No.  5),  Borough  of  Man¬ 
hattan  ;  and 

W hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  7,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  52nd  street  is  in  a  residence 
district;  East  53rd  street  is  in  an  unrestricted  district,  and 
First  avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  tenement  house  commissioner, 
rendered  November  7,  1932,  reads : 

“6.  Proposed  extension  of  business  use  in  a  residen¬ 
tial  district  in  violation  of  Zoning  Resolutions.”; 

and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  10,  1932  (re  Applic.  No.  2378-1931), 
reads : 

“12.  Existing  building  mostly  in  a  residential  dis¬ 
trict  must  not  be  extended  for  business  use.  Section  6, 
Article  2,  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof^  con¬ 
struction,  three  stories  and  basement  in  height,  with  a  front¬ 
age  of  19  ft.  6  in.  and  a  depth  of  90  ft.  7  in. ;  basement  occu¬ 
pied  for  business  purposes  and  upper  stories  as  tenement ; 
it  is  proposed  to  extend  the  business  use  in  the  basement 
by  extending  the  basement  story  out  to  the  building  line; 
and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 
report  recommends  the  denial  of  the  application  under  sec¬ 
tions  7a,  7b,  7c  and  21  of  the  building  zone  resolution. 

Resolved ,  that  the  decision  of  the  tenement  house  commis¬ 
sioner  and  the  superintendent  of  buildings  be  and  they  hereby 
are;  affirmed  and  the  application  be  and  it  hereby  is  denied. 


Adjourned  12.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


FORMS  FOR  NOTICESTO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  71NU, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  7,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

351-30-BZ. 

APPLICANT — Frank  G.  Colgan,  substituted  for  William 
A.  Lacerenza,  for  James  Aquavella,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  a  portion  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  into  a  gasoline  service  sta¬ 
tion  (previously  denied;  reopened  for  reconsideration 
under  new  conditions  September  23,  1932). 

PREMISES  AFFECTED — 205-213  Rockaway  avenue 

(Block  No.  1442,  Lot  No.  8),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  G.  Colgan. 

For  Opposition:  James  E.  Soldo. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1933,  at 
2  p.  m.,  on  request  of  applicant. 


264-30-BZ. 


APPLICANT — John  H.  W.  Krogmann,  for  Johanna  Bosch, 
present  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  November  4,  1932). 

PREMISES  AFFECTED — Southwest  corner  of  Foch 
boulevard  and  Cross  Island  boulevard  (Block  No. 
3360,  Lot  No.  14),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  John  H.  W.  Krogmann. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


376-29-BZ. 

APPLICANT — Emil  Guterman,  for  Henry  Mollenhauer, 
Jr.,  present  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  December  2,  1932). 
PREMISES  AFFECTED — North  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No.  1960,  Lot  No. 
63),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Henry  Mollenhauer,  Jr. 

For  Opposition:  Maurice  De  Young,  Jr.,  and  E.  A. 
Pierce. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
10  a.  m.,  on  request  of  owner  of  premises. 


604-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner;  request  for  reopening  made  by  the 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Main 
street  and  Nassau  boulevard  (Block  No.  2104,  Lot 
No.  25).  Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Nicholas  Dyruff. 

AC  I  ION  OF  BOARD — Application  reopened  and  time  ex 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . 

Negative  . . 

Absent  . 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(604-31-BZ) 

Whereas,  this  application  was  granted  by  the  board  at  its 

meeting  April  8,  1932,  on  certain  conditions,  and  time  ex¬ 
tended,  and  applicant  requested  a  further  extension  of  time. 

Resolved,  that  time  to  obtain  permits  be  extended  to  June 

8,  1933,  and  to  complete  work  to  September  8,  1933. 

537-32-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Wim  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 203-02  to  203-10  Linden  boule¬ 
vard,  southeast  corner  of  203rd  street  (Block  No. 
3347,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Morris  Nisonoff. 

For  Opposition:  Maurice  De  Young,  Jr.,  and  E.  A. 
Pierce. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted  ;  application  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle _  4 

Negative  .  o 

Absent:  Chief  McElligott .  l 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  o 

THE  RESOLUTION— 

(537-32-BZ) 


Whereas,  Joseph  D.  Nunan,  Jr.,  for  Wim  Holding  Corp., 
owner,  filed,  October  21,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  203-02  to  203-10  Linden  boulevard,  southeast  corner 
of  203rd  street  (Block  No.  3347,  Lot  No.  1),  St.  Albans, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  7,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is  in  a  business 
district;  203rd  street  is  in  a  residence  district,  and  204th 
street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  7,  1932  (Plan  No.  2532),  reads: 

“It  is  contrary  to  the  Zone  Law  to  erect  a  gas  station 
on  a  lot  located  in  a  business  district.  Art.  II,  sec.  4, 
subd.  G,  B.  Z.  R.  Not  further  considered.” ; 

and 
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Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Linden  boulevard  and  100  ft.  on 
203rd  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  20  ft.  by  20  ft.  in  area,  grease  pits  and,  also,  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
to  be  occupied  as  a  gasoline  service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing  and  made 
a  part  of  this  resolution,  reading : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  537-32-BZ. 

“Premises  203-02  to  203-10  Linden  boulevard,  southeast 
corner  of  203rd  street,  St.  Albans,  Borough  of  Queens. 

“On  Wednesday,  February  1,  1933,  a  committee  of  the 
board  consisting  of  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle  inspected  the  premises 
above  stated. 

“This  is  an  application  under  section  21,  amended  at 
the  hearing  of  the  board  held  on  January  20.  1932,  to 
sections  7f  and  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

“Linden  boulevard  within  the  area  affe^ed  is  a  busi¬ 
ness  use  district.  202nd,  203rd  and  204th  ;t"eets  from 
a  point  100  ft.  north  and  south  of  Linden  boulevard  are 
residence  use  districts.  118th  avenue  is  a  residence  use 
district.  The  site  is  zoned  for  business  use  and  is 
located  in  a  section  which  is  well  built  up  in  the  adjoin¬ 
ing  residence  areas  on  both  sides  of  Linden  boulevard, 
particularly  on  the  street  on  the  corner  of  which  the 
property  is  located  and  where  the  bulk  of  the  objectors 
reside. 

“There  is  no  non-conforming  use  nearby  and  there 
is  an  apparent  need  for  conforming  store  buildings  on 
the  Linden  boulevard  business  frontage.  The  committee 
is  of  the  opinion  that  no  hardship  has  been  proved  by 
the  applicant  to  justify  granting  this  application  under 
section  21  and  that  it  would  be  contrary  to  the  general 
welfare  to  invade  this  section  with  a  non-conforming  use. 
Undoubtedly,  there  is  a  hardship  upon  the  owner,  due  to 
the  present  depressed  business  conditions,  but  in  reason¬ 
ably  normal  times  this  property  could  be  readily  de¬ 
veloped  for  conforming  use. 

“The  committee  does  not  believe  that  a  temporary 
permit  for  two  years  under  section  7f  should  be  granted 
as  it  does  not  consider  this  an  undeveloped  section, 
taking  into  consideration  the  several  blocks  adjacent. 
It  would  be  unfair  to  the  adjacent  developed  residential 
areas  to  permit  the  first  non-conforming  use  even  for 
a  temporary  period  and  a  hardship  upon  them  to  permit 
a  gasoline  service  station  on  property  that  they  had 
every  reasonable  right  to  assume  would  be  developed 
with  conforming  uses  only. 

“Gasoline  service  stations,  while  prohibited  in  business 
districts,  under  section  4,  may  be  permitted  by  the  board 
in  business  districts  in  a  specific  case  under  section  21, 
not  only  ‘where  there  are  practical  difficulties  and  un¬ 
necessary  hardships’  but  also  ‘in  harmony  with  its  (the 
zoning  resolutions)  general  purpose  and  intent,  so  that 
the  public  health,  safety  and  general  welfare  may  be 
secured  and  substantial  justice  done.’ 

“The  committee  recommends  the  denial  of  this  appli¬ 
cation  as  having  no  justification  under  section  7f  and  not 
meeting  the  requirements  of  section  21. 

“(Signed)  H.  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


563-32-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Agnes  Kraus, 
owner. 

SUBJECT — Application  (re  violation  order  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  maintenance  of  a  building  occupied  as  a  motor 
vehicle  repair  shop  (brake  service  station). 

PREMISES  AFFECTED— 4556  Broadway  (Block  No. 

2170,  part  of  Lot  No.  103),  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition :  F.  Finkelhor. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(563-32-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Agnes  Kraus,  owner, 
filed,  November  16,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  building  occupied  as  a  motor  vehicle  repair 
shop  (brake  service  station)  ;  premises  4556  Broadway 
(Block  No.  2170,  part  of  Lot  No.  103),  Borough  of  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  7,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Nagle  avenue  is  in  a  business 
district ;  Broadway  is  in  a  business  district,  and  Hillside 
avenue  is  in  a  residence  district ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  October  27,  1932  (re  Viol.  No.  1836-1932),  reads: 

“You  are  advised  that  Violation  No.  1836-1932  filed 
in  this  Bureau  for  occupying  the  southerly  section  of  the 
above  building  as  a  brake  service  station,  contrary  to 
occupancy  as  auto  wash  room  approved  in  N.  B.  565- 
29  and  certificate  of  occupancy  No.  16280,  is  now  ready 
for  court,  as  a  recent  examination  of  the  records  here 
shows  that  application  No.  481-32  for  a  new  certificate 
of  occupancy  was  disapproved  August  17,  1932,  with  the 
objection  that  a  brake  service  station  is  not  allowed  in 
a  business  district.  Furthermore,  an  inspection  of  the 
above  premises  shows  that  the  building  is  still  being 
illegally  occupied. 

“Action  to  secure  a  compliance  of  the  law  will  be  pro¬ 
ceeded  with  definitely  not  later  than  ten  days  from  the 
date  of  this  letter,  unless  steps  are  taken  within  that 
time  to  discontinue  the  illegal  use  of  the  building.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  25  ft.  and  a 
depth  of  48  ft.  6  in. ;  to  be  occupied  for  minor  repairs  to 
motor  vehicles  and  a  brake  service  station;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  building 
in  question,  25  ft.  bv  50  ft.  and  one  story  high,  to  be  used 
for  minor  automobile  repairs,  including  brake  linings  and 
other  incidental  work,  only  so  long  as  this  building  remains 
and  it  is  not  extended  in  height  or  area,  on  condition  that 
there  is  to  be  no  anvil,  forge  or  open  flame  used  on  the 
premises ;  that  any  machinery  shall  be  limited  to  machines 
driven  by  motors  of  not  more  than  one-half  horsepower  each ; 
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that  such  repair  work  as  is  done  in  this  building  shall  be 
done  on  week  days  only  and  between  the  hours  of  8  a.  m.  and 
6  p.  m. ;  that  there  shall  be  no  signs  overhanging  the  building- 
line,  and  that  any  signs  advertising  repair  work  shall  be 
limited  to  flat  signs  placed  against  the  building. 


567-32-BZ. 

APPLICANT — L.  S.  Posner,  for  Wayside  Realty  Co.,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3320-3338  Broadway,  east  side, 
West  134th  to  West  135th  streets  (Block  No.  1988, 
Lot  No.  1),  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  S.  Posner  and  Mr.  Socoles. 

For  Opposition :  Mario  Vaccaro. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  -application  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott. .  4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  . 0 

THE  RESOLUTION— 

(567-32-BZ) 


Whereas,  L.  S.  Posner,  for  Wayside  Realty  Co.,  Inc., 
owner,  filed,  November  18,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  of  an  existing  building 
to  a  garage  for  more  than  five  (5)  motor  vehicles;  premises 
3320-3338  Broadway,  east  side,  West  134th  to  West  135th 
streets  (Block  No.  1988,  Lot  No.  1),  Borough  of  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  7,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  is  in  a  business  and 
unrestricted  district;  West  135th  street  is  in  a  residence 
1  district,  and  West  134th  street  is  in  a  residence  and  unre¬ 
stricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  3,  1932  (re  Alt.  Applic.  No.  1421-1932), 

reads : 

“13.  A  garage  for  more  than  5  motor  vehicles  is  pro¬ 
hibited  in  a  business  district,  Section  4,  sub,  div.  a-15, 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  199  ft.  10  in.  on  Broadway,  90  ft.  on  West 
134th  street  and  90  ft.  on  West  135th  street;  upon  the  site 


is  located  a  non-fireproof  structure,  two  and  three  stories 
m  height,  approximately  90  ft.  by  199  ft.  10  in.  in  area  • 
occupied  as  a  motion  picture  theatre  on  the  West  135th 
street  corner  and  a  dance  hall  and  stores  on  the  remainder 
of  the  premises ;  it  is  proposed  to  alter  the  existing  buildings 
so  as  to  cover  the  entire  plot  with  a  three  (3)  story  fireproof 
structure  to  be  occupied  as  stores  on  part  of  the  first  story 
and  the  remainder  of  the  structure  to  be  used  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing;  and 
•  tbe  board  deems  that  applicant  has  substan¬ 

tiated  his  basis  of  appeal  under  sections  7e  and  21  of  the 
building  zone  resolution  and  is,  therefore,  entitled  to  relief. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation _  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
present  general  roof  line  of  the  main  theatre  building  shall 
not  be  carried  any  higher  and  that  all  portions  of  the 
building  that  are  not  now  at  that  height  shall  be  allowed 
to  be  carried  up  to  the  present  general  height;  that  plans 
showing  the  proposed  alteration  shall  be  substantially  fol¬ 
lowed,  permitting  that  part  of  the  building  not  now  built 
on,  namely,  a  rear  exit  passage  from  the  theatre,  and  that 
portion  along  Broadway,  now  one  story  high,  to  be  carried 
up  _  to  the  general  height  of  the  building,  that  the 
entire  frontage  of  135th  street  and  for  a  distance  southerly 
from  135th  street  along  Broadway  for  at  least  25  ft.  shall 
be  used  on  the  street  story  for  conforming  business  only, 
with  no  signs  thereon,  indicating  the  use  of  the  building 
as  a  garage  and  such  conforming  use  along  135th  street 
shall  be  cut  off  from  the  garage  portion  with  unpierced 
fireproof  walls ;  that  the  entrances  to  the  garage 
shall  be  limited  to  two  elevator  entrances  on  the 
Broadway  side,  approximately  in  the  center,  and  to  the 
automobile  entrance  from  134th  street  and,  also,  an  addi¬ 
tional  exit  from  the  first  floor  of  the  garage,  to  be  located 
north  of  the  elevators,  on  Broadway ;  that  no  entrance  to 
the  garage  shall  exceed  14  ft.  in  width ;  that  this  variation 
of  the  use  shall  continue  only  so  long  as  the  existing  building 
as  altered  shall  remain ;  that  no  gasoline  shall  be  sold  on 
the  premises  except  in  emergency  for  the  use  of  such  cars 
as  are  stored  therein  with  no  portable  gasoline  tanks  oper¬ 
ating  in  or  from  the  premises;  that  the  tank  for  such 
emergency  gasoline  shall  not  exceed  550  gallons;  that  no 
automobile  repair  work  shall  be  done  on  the  premises ;  that 
the  boiler  room  shall  be  entirely  separated  from  all  other 
parts  of  the  building  with  fireproof  walls,  access  thereto  to 
be  entirely  from  the  exterior  of  the  building;  that  the 
building  shall  be  protected  with  a  standpipe  system  and  a 
sprinkler  system  installed  in  accordance  with  the  rules  of 
the  board  of  standards  and  appeals;  that  complete  plans  for 
the  proposed  work  shall  be  submitted  to  the  board  for 
approval  before  submission  to  the  superintendent  of  build¬ 
ings ;  that  all  permits  shall  be  obtained  within  three  months 
and  work  completed  within  one  year  from  the  date  of  ap¬ 
proval  of  such  plans  by  the  board. 


Adjourned  4.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  February  8,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total . 

Disposed  of  . 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . 

9  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

33  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

10  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

7  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted...^ - 

Requests  for  extension  of  permit  denied - .’ - 

0  Requests  to  install  granted . . . 

Requests  to  install  denied . 

1  Plans  approved  . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

0  Interpretations  . 

_  Requests  withdrawn  or  dismissed . 
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Cases  pending  February  8,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk  s  Calendar  consists  of  applications  under  the 
building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday }  February  21  1933 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  February  28,  1933,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 


RULES 


New  Cases  Filed  up  to  February  15,  1933. 

Cal.  No.  Department.  Premises  Affected. 

60-33-A . F.D . Foot  of  Columbia  st.  (State 

Grain  Elevator),  Bklyn., 

-  Decision 

59-33-BZ . B.B.R....110  Alaska  st.  (Block  197,  Lot 

90),  West  New  Brighton, 

-  Rich.,  Alt.  31-1933 

58-33-BZ . B.B.M. .  ..2293  Second  ave.  (Block  1667, 

-  Lot  26),  Man.,  Alt.  74-1933 

57-33-S . F.D . 417-423  E.  105th  st.  &  404-418 

E.  106th  st.  (Block  1699,  Lots 
5  to  11  &  39),  Man., 

-  L.  D.  99593 

56-33-A . F.D . 417-423  E.  105th  st.  &  404-418 

E.  106th  st.  (Block  1699,  Lots 
5  to  11  &  39),  Man., 

-  F-99592 

55-33-A . F.D . 366-382  Henry  st.  (Block  299, 

Lots  23  to  31,  inclusive), 

-  Bklyn,.  F-95500 

54-33-BZ . B.B.B _ 975  Myrtle  ave.  &  238-246 

Throop  ave.  (Block  1748,  Lot 

-  40),  Bklyn.,  App.  180-1933 

53-33-BZ . B.B.Q _ 15  Dewey  st.  (Block  1577,  Lot 

82),  Elmhurst,  Q., 

-  Alt.  439-1933 

52-33-A . B.B.Bx. .1912-1934  Lewis  pi.  (Block  3231. 

- - -  Lot  18),  Bx.,  Decision 

51-33-S . F.D . 1472-1480  Broadway  (Block  995, 

-  Lot  5),  Man.,  L.  D.  86 

50-33- A . B.B.B.... 8701-8723  Shore  rd.  (Block  6040, 

Lot  1),  Bklyn., 

-  App.  12477-1932 

49-33-SA . F.D . Kleen  Heet,  Type  “R”  Oil 

■ - -  Burner,  Appliance 

48-33-A . F.D . 196-204  N.  14th  st.  (Block  2279, 

-  Lot  15),  Bklyn.,  L.  C.  56723 

Restored  to  Calendar. 

611-32- A . F.D . 67-71  Kent  ave.  (Block  2302, 

Lot  6),  Bklyn., 

-  Plan  5889-1932 

495-32-BZ . B.B.Q _ Northwest  corner  of  Rockaway 

blvd.  &  123rd  st.  (Block  2512, 
Lot  7),  South  Ozone  Park, 

- -  Q.,  N.  B.  2272-1932 

1115-22-SA . F.D . S  &  K  Mechanical  Fuel  Oil 

-  Burner,  Appliance 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . . . Bureau  of  Buildings,  Manhattan 

B.B.Q .  . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Rules  (Hydrated  Lime).. 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors).... 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . . 

Fire  Retarding  Rules  for  Garages, 

etc . . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 

Gas  Shut-Off  Rules . 

Hatchway  Protection  . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . 

Plumbing  Rules  . 

Procedure,  Rules  of . 

Refrigerating  Systems,  Extract  C.  O' 
Smoking  in  Factories,  Rules  for... 

Sprinkler  Rules  . 

Standpipe — Fire  Line  Rules........ 

Structural  Alterations,  Reporting.. 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code) . . 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  21,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

85-30-BZ. 

APPLICANT — James  J.  Millman,  Inc.,  for  Harry  Feld¬ 
man.  owner. 

PREMISES— 1315-1321  55th  street,  north  side,  73  ft.  8  in. 
east  of  New  Utrecht  avenue  (Block  No.  5677,  Lot 
No.  62),  Brooklyn. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  business  (store)  building  (previously  dismissed 
for  lack  of  prosecution;  reopened  and  restored  to 
Calendar  September  20,  1932). 

333-31-BZ. 

APPLICANT — K.  Karl  Klein,  substituted  for  Croker  Na¬ 
tional  Fire  Prevention  Engineering  Co.,  for  Fire¬ 
stone  Tire  &  Rubber  Co.,  owner. 

PREMISES — Northwest  corner  of  Northern  boulevard  and 
155th  street  (Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21 ;  reopened  for  consideration 
under  section  7f  October  21,  1932). 

549-31-BZ. 

APPLICANT — -James  Kearney,  substituted  for  Max  Siegel, 
for  Jametro  Realty  Corp.,  owner. 

PREMISES — 4024-4032  New  Utrecht  avenue,  northwest 
corner  of  41st  street  (Block  No.  5586,  Lot  Nos.  36 
and  37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn ;  reopened  and  restored  to  Calendar  No¬ 
vember  29,  1932). 


330-28-BZ 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 
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PREMISES  Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos 

appt  rrATiniAT  27V8°  and  283>-  The  Bronx.’ 

APPLICATION  under  section  21  of  the  building  zone 

resolution  for  a  modification  of  the  resolution  adopted 
,  by  the  board  on  July  24,  1928, 

TO  PERMIT  in  lieu  of  the  erection  of  a  six-story  tenement 
house  with  stores  on  the  first  story,  as  provided  in 
the  resolution,  a  one-story  building  occupied  for 
store  use  only— residence  district  (reopened  January 

li/Ou  J  , 

493-32-BZ. 

APPLICANT— Joseph  B.  Schwartz,  for  Manhattan  Rail¬ 
way  Co.,  owner. 

,  PREMISES— 999-1015  Columbus  avenue  and  360-368  Cathe¬ 
dral  parkway,  southeast  corner  (Block  No.  1845 
Lot  No.  3),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

1  T0  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  (pre¬ 
viously  dismissed  for  lack  of  prosecution;  reopened 
and  restored  to  Calendar  January  10,  1933). 


FEBRUARY  21,  1933,  10  A.  M. 

Building  'Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
nfdfl  aiKd-prPea  S  °f  a  p“bl.ic  hearing  under  the  provisions 
oi  t  l(v  ,U"fd ilf  ?one  resolution,  Tuesday  morning,  February 
,V>  1933>  a.t  10  0  clock>  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

J'-AD  N0-  08-32-BZ — Application,  February  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Celler  &  Kraushaar,  applicants, 
on  behalf  of  Jane  David  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1641-1649 
Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1465,  Lot 
No.  1),  Brooklyn. 

al.  no.  572-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  sub¬ 
stituted  for  Rudolf  C.  P.  Boehler,  on  be¬ 
half  .of.  Evelyn  Silverman,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be 
occupied  as  stores  on  the  first  story  and 
as  dwellings  above  the  first  story ;  prem¬ 
ises  southeast  comer  of  Newport  street 
and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Brooklyn. 

\L.  no.  577-32-BZ— Application,  November  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Scoland  Building  Corp, 


owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis- 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south- 
east  corner  of  Foch  boulevard  and  Nash- 
ville  avenue  (Block  No.  3358,  Lot  No. 
Jo),  bt.  Albans,  Borough  of  Queens. 

cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  21,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
aids  and  appeals  of  a  public  hearing  under  the  provisions 

of  ’nf  '"8'  fTe  res.oluJa°n>  Tuesday  afternoon,  February 
*'1,  ,1933,’  at  ~.  °  dock,  in  Room  1013,  Municipal  Building 
on  the  following  matters: 

CAL.  NO.  828-25-BZ— Application,  August  13,  1925;  garage 
granted  on  certain  conditions  December 
22,  .1925 ;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
? fuA1jrSd  H-  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist- 
'*ig  garage. so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

cal.  no.  492-27-BZ— Application,  May  5,  .1927 ;  denied  for  use 
as  garage,  motor  vehicle  repair  shop  and 
gasoline  service  station  on  November  18, 
1927 ;  reopened  November  9,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600, 
Lot'  No.  7),  Brooklyn. 

cal.  no.  347-29-BZ— Application,  May  21,  1929 ;  granted  for 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929;  re¬ 
opened,  modified  and  time  extended 
November  5,  1930;  reopened  and  time 
extended  November  4,  1931;  reopened, 
time  extended  and  application  amended 
November  4,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corp.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  Sedgwick  avenue,  150  ft.  south  of 


147 


CALENDAR 


West  167th  street  (Block  No.  2539,  Lot 
No.  22),  The  Bronx. 

cal.  no.  575-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Wood  &  Marshall,  applicants, 
on  behalf  of  Suburban  Maintenance  Serv¬ 
ice  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645, 
Lot  No.  19),  Rosedale,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  626-32-BZ — Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Bardes,  applicant,  on  be¬ 
half  of  United  States  Trucking  Corp., 
owner,  to  permit  the  extension  from  an 
unrestricted  district  into  a  business  dis¬ 
trict  of  a  proposed  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
368-380  Front  street  (Block  No.  243, 
Lot  Nos.  70  to  76),  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  28,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

374-32-BZ. 

APPLICANT— John  J.  McHenry,  for  Jennie  F.  Pendleton, 

owner.  . 

PREMISES— South  side  of  Richmond  terrace,  305  ft.  9  m. 

east  of  Westervelt  avenue  (Block  No.  3,  Lot  No. 
50),  New  Brighton,  Borough  of  Richmond. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


524-32-BZ. 

APPLICANT — William  F.  Regan,  for  Joseph  I.  Levy, 

PREMISES — Southeast  corner  of  Van  Wyck  boulevard  and 
104th  avenue  (Block  No.  1087,  Lot  No.  96), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


53-31-BZ. 


APPLICANT— Isaac  T.  Flatto,  owner. 

PREMISES — Northeast  corner  of  West  230th  street  and 
Spuyten  Duyvil  road  (Block  No.  3406-A,  part  of 
Lot  No.  54),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 


resolution,  .  . 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  a  gasoline 
service  station  (previously  granted  by  the  board  for 
a  temporary  period;  reopened  January  4,  1933). 


APPLICANT— Isabel  Grauer  (lessee),  for  Abraham  Rol- 

PREMISES— 62-59  Dry  Harbor  road  (Block  No.  2969  part 
of  Lot  No.  40),  Nassau  Heights,  Borough  of 


APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  , 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


FEBRUARY  28,  1933,  10  A.  M. 


Building  Zone  Applications. 

NOTICE  TS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


cal.  no.  45-29-BZ— Application,  January  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution ;  withdrawn  September  24, 
1929 ;  reopened  under  section  21  May 
24,  1932;  withdrawn  November  4,  1932; 
reopened  November  15,  1932,  for  con¬ 
sideration  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Julius  Hollander, 
applicant,  on  behalf  of  Angeline  Dini- 
cola  and  Michele  Dinicola,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station ;  premises  196-214  Bay  49th 
street,  north  side,  50  ft.  west  of  Har- 
way  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brook¬ 
lyn. 


cal.  no.  599-32-BZ — Application,  December  5,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Richard  Morrison,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Gun  Hill  road  and  Station 
place  (Newell  street),  (Block  No.  3358, 
Lot  No.  40),  The  Bronx. 


cal.  no.  603-32-BZ — Application.  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
No.  1118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 


cal.  no.  113-27-BZ— Application,  February  4,  1927;  granted 
on  certain  conditions  June  7,  1927;  re¬ 
opened  December  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  A.  Meehan,  applicant,  on 
behalf  of  Arthur  J.  Roume,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1832  Cornaga  avenue,  nortr 
side,  285  ft.  east  of  Beach  19th  streel 
(Block  No.  48,  Lot  No.  45),  Far  Rock- 
away,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 
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FEBRUARY  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue 
(Block  No.  4195,  Lot  Nos.  1  and  4), 
The  Bronx. 

cal.  NO.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930 ;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

:al.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rds  and  appeals  of  a  public  hearing  under  ti.e  provisions 
f  the  building  zone  resolution,  Friday  morning,  March  3, 
933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
ie  following  matters : 

al.  no.  598-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ferdinand  Savignano,  applicant, 
on  behalf  of  Jeremiah  P.  Francis,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1977-1991  At¬ 
lantic  avenue,  northwest  corner  of  Sara¬ 
toga  avenue  and  northeast  corner  of 
Louis  place  (Block  No.  1561,  Lot  Nos. 
1  and  37),  Brooklyn. 


cal.  no.  544-32-BZ — Application,  October  28,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue  (Block  No.  1332, 
part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  2-29-BZ— Application,  January  3,  1929;  denied,  re¬ 
considered  and  granted  for  use  as  a 
garage  for  five  (5)  motor  vehicles  May 
14,  1929;  reopened  September  13,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Irwin  S.  Rever,  applicant, 
on  behalf  of  Weiner  Bros.,  owners,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  and, 
also,  for  minor  repairs  (previously 
granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and 
as  a  motor  vehicle  repair  shop ;  premises 
2111-2117  Atlantic  avenue,  northwest 
corner  of  Olive  place  (Block  No.  1569, 
Lot  No.  35),  Brooklyn. 

cal.  no.  301-30-BZ— Application,  April  30,  1930;  dismissed 
for  lack  of  prosecution  November  11, 
1930;  reopened  and  restored  to  Calendar 
November  22,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Lama 
&  Proskauer,  applicants,  substituted  for 
Thomas  J.  Donovan,  on  behalf  of  Sophie 
Marcus,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Linden  boulevard 
and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens. 

CAL.  NO.  705-29-BZ— Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  oi 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

cal.  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resolution,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  ; 
premises  north  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
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ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  March  3, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  264-30-BZ — Application,  April  15,  1930;  denied  July 
8,  1930,  under  section  21 ;  reopened  No¬ 
vember  4,  1932,  for  consideration  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  John  H.  W.  Krogmann,  appli¬ 
cant,  on  behalf  of  Johanna  Bosch,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
west  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot 
No.  14),  St.  Albans,  Borough  of  Queens. 

cal.  no.  585-32-BZ — Application,  November  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  H.  Waldmann,  appli¬ 
cant,  on  behalf  of  Elizabeth  Brennan, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  the  basement  and  first  story  of  an 
existing  building  from  residence  to  busi¬ 
ness  use;  premises  148  West  73rd  street 
(Block  No.  1144,  Lot  No.  52),  Man¬ 
hattan. 

CAL.  NO.  541-32-BZ — Application,  October  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  C.  Weissmantel  &  Son, 
Inc.,  applicant  and  lessee,  on  behalf  of 
Tisdale  Lumber  Co.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  an  existing  building  to  a 
salesroom,  motor  vehicle  repair  shop  and 
service  station;  premises  east  side  of 
130th  street,  330  ft.  south  of  Jamaica 
avenue  (Block  No.  234,  Lot  No.  79), 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  345-32-BZ — Application,  June  14,  1932;  granted  on 
certain  conditions,  under  section  7f,  for 
a  temporary  permit  November  18.  1932 ; 
reopened  December  13,  1932,  for  re¬ 
consideration — permanent  permit — under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Patrick  J.  Reilly,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot 
No.  105),  Bayside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  7,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

13-33-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

PREMISES — 1552-1560  Stillwell  avenue,  southwest  corner 
of  Kings  highway  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


14-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Michela  Tavino 
Cirrito,  owner. 

PREMISES — South  side  of  Conduit  boulevard,  19  ft.  9  in. 
west  of  Crescent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

18-33-BZ. 

APPLICANT — Hermstarr  Realty  Corp.,  owner. 

PREMISES — East  side  of  Jerome  avenue,  196  ft.  north  of 
East  184th  street  (Block  No.  3187,  Lot  Nos.  18,  19 
and  20),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MARCH  7,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
7,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  303-32-BZ— Application,  May  31,  1932;  dismissed 
for  lack  of  prosecution  July  26,  1932; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  14,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Joseph  B. 
Schwartz,  applicant,  on  behalf  of  Edlar 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block 
No.  2703,  Lot  No.  52),  The  Bronx. 

cal.  no.  186-30-BZ — Application,  March  15,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
withdrawn  April  14,  1931 ;  reopened 
November  4,  1932,  for  consideration 
under  section  7f  of  the  building  zone 
resolution,  of  Conroy  &  Hardy  (for¬ 
merly  known  as  McCooey  &  Conroy), 
applicants,  on  behalf  of  Cooper  Gas  Sta¬ 
tions,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Jamaica 
avenue  and  Elderts  lane  (Block  No.  50. 
part  of  Lot  No.  1),  Jamaica,  Borough  of 
Queens. 

cal.  no.  504-25-BZ — Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop  (application  laid  over  for  full  vote 
of  board  June  14,  1932)  ;  premises  128- 
144  East  98th  street,  west  side,  100  ft. 


CALENDAR 


north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  31),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

312-32- A — 251-267  Richards  street  (Block  No.  612,  Lot  No. 
1),  Brooklyn. 

61 1-32- A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 
519-32-A — 1716-1718  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  N  (Block  No.  6573, 
Lot  No.  40),  Brooklyn. 

630-32- A — 33  West  60th  street  (Block  No.  1113,  Lot  No. 
8),  Manhattan. 

Petitions  for  Variations. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No  29) 
Brooklyn. 

393-27-S  29  Fast  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 
607-32-S — 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 
55  and  56),  Manhattan. 

Appliance  Submitted  for  Approval. 

32-33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 
B,  approval  of. 


MARCH  14,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
14,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  550-32-BZ — Application,  November  12,  1932,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  of  Samuel  L.  Malkind,  applicant, 
on  behalf  of  Perma  Securities  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station  * 
premises  352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No. 
6134,  Lot  No.  22),  Brooklyn. 


cal,,  no.  616-32-BZ — Application,  December  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  appli¬ 
cants,  on  behalf  of  Giuseppe  Chianese, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Arthur  avenue’, 
115.01  ft.  south  of  East  189th  street 
(Block  No.  3066,  Lot  No.  5),  The 
Bronx. 

CAL.  NO.  1230-23-BZ— Application,  October  30,  1923 ;  granted 
on  certain  conditions,  under  section  7f, 
for  _  a  temporary  permit  February  3, 
1925 ;  reopened  and  temporary  permit 
extended  February  1,  1927;  reopened 
and  temporary  permit  extended  March 
26,  1929;  reopened  April  14,  1931; 
denied  under  section  21  November  24, 
1931 ;  reopened  September  16,  1932,  for 
consideration  under  section  7f  of  the 
building  zone  resolution,  of  Hyman  & 
Segall,  applicants,  on  behalf  of  Edmund 
G.  Burke,  present  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  160-01  46th  avenue, 
northeast  corner  of  160th  street  (Block 
No.  1217,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  FEBRUARY  15,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  February  3,  1933 ;  the  minutes  of  the 
special  meeting  of  the  board  held  on  Friday  afternoon,  Feb¬ 
ruary  3,  1933 ;  the  minutes  of  the  regular  meeting  of  the 
board  held  on  Tuesday  morning,  February  7,  1933,  and  the 
minutes  of  the  special  meeting  of  the  board  held  on  Tuesday 
afternoon,  February  7,  1933,  were  approved  as  printed  in 
Bulletin  No.  7,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

585-32-BZ. 

APPLICANT — Emanuel  H.  Waldmann,  for  Elizabeth  Bren¬ 
nan,  owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  the  basement  and 
first  story  of  an  existing  building  from  residence  to 
business  use. 


PREMISES  AFFECTED-148  West  73rd  street  (Block 
APPEARANCES-*  M)’  Man,latta"- 

For  Applicant :  Emanuel  H.  Waldmann 
For  Opposition:  William  Stewart,  Charles  G.  Pease, 
7lz;-.'e  Clarke  Gennert,  Augustus  S.  Mapes  and 
.rWTA1I  Jessie  Schaepkens  Van  Riempst. 

ACTION  OF  BOARD — Laid  over  to  March  3,  1933,  at 
2  p  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


541-32-BZ. 

APPLICANT— Robert  C.  Weissmantel  &  Son.,  Inc.,  lessee, 
tor  1  lsdale  Lumber  Co.,  owner. 

SUBJEC1  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing  building  to  a 
salesroom,  motor  vehicle  repair  shop  and  service 
station. 

PREMISES  AFFECTED-East  side  of  130th  street,  330 
ft.  south  of  Jamaica  avenue  (Block  No.  234,’  Lot 
No.  79),  Richmond  Hill,  Borough  of  Queens.’ 
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APPEARANCES— 

For  Applicant:  William  H.  Vogt  and  James  Tisdale. 
For  Opposition:  George  Lawson  and  Daniel  Ebert. 
ACTION  OF  BOARD— Laid  over  to  March  3,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


550-32-BZ. 

APPLICANT— S.  L.  Malkind,  for  Perma  Securities  Corp., 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

PREMISES  AFFECTED— 352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No.  6134,  Lot  No. 
22),  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  L.  Malkind,  David  Ehrlich,  Jesse 
L.  Dann  and  Abraham  Traub. 

For  Opposition:  H.  A.  Hammer,  Henry  G.  Har¬ 
rington  and  Charles  S.  Eisenberg. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


616-32-BZ. 

APPLICANT— De  Rose  &  Cavalieri,  for  Giuseppe  Chianese, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  Arthur  avenue, 
115.01  ft.  south  of  East  189th  street  (Block  No. 
3066,  Lot  No.  51),  The  Bronx. 
APPEARANCES— 

For  Applicant :  A.  M.  De  Rose. 

For  Opposition:  Joseph  A.  Jacobson  and  Dominick 
A.  Trotta. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 

1230-23-BZ 

APPLICANT — Hyman  &  Segall,  for  Edmund  G.  Burke, 
present  owner. 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  September  16,  1932). 

PREMISES  AFFECTED — 160-01  46th  avenue,  northeast 
corner  of  160th  street  (Block  No.  1217,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  William  Hyman. 

For  Opposition:  Harry  M.  Weinberger,  Edward 
A.  Muller  and  Bernard  Rice. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


345-32-BZ. 

APPLICANT — Patrick  J.  Reilly,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
granted  on  certain  conditions,  under  section  7 f, 
for  a  temporary  permit;  reopened  for  reconsidera¬ 
tion  December  13,  1932 — permanent  permit). 

PREMISES  AFFECTED — North  side  of  47th  avenue,  91  tt. 
east  of  Cross  Island  boulevard  (Block  No.  1299, 
Lot  No.  105),  Bavside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alphonsus  Casey. 

For  Opposition:  Sidney  M.  Wittner  and  Frank 
Kemp. 

ACTION  OF  BOARD — -Laid  over  to  March  3,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


495-32-BZ. 

APPLICANT — William  F.  Regan,  for  Navillus  Realty 
Corp.,  owner ;  request  for  reopening  made  by  the 
owner. 

SUBJECT — Application  for  reopening — consideration  under 
section  7f,  having  been  previously  denied  under  sec¬ 
tion  21 — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED- — Northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No.  2512,  Lot 
No.  7),  South  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  F.  Regan. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  . 0 

Absent  .  0 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  FEBRUARY  15,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
611-32- A. 

APPELLANT— Turner  Construction  Co.,  for  John  Morrell 
Co.,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 67-71  Kent  avenue  and  44-58 
North  10th  street  (Block  No.  2302,  Lot  No.  6), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  John  R.  Voorhees. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Appeal  denied;  reconsidered  and 
laid  over  to  March  7,  1933,  at  2  p.  m.,  for  report  by 
•fire  department  representative. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner 


Guilfoyle  and  Assistant  Chief  Kidney .  3 

Negative:  Commissioners  Connell  and  Holland..  2 

Absent  .  0 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


791-21-A. 

APPELLANT — George  and  Edward  Blum,  for  Silk  Traders 
Buildings,  Inc.,  owner;  request  for  reopening  made 
by  John  J.  Gilmartin,  for  present  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
peal  from  a  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 442-448  Fourth  avenue  (Block 
No.  860,  Lot  No.  37),  Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration :  None. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chaiman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(791-21-A) 


Whereas,  this  appeal,  affecting  premises  442-448  Fourth 
avenue  (Block  No.  860,  Lot  No.  37),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board  at  its  meeting  September  23, 
1921,  on  certain  conditions,  and  owner,  through  his  agent,  re¬ 
quested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  of  the  board  adopted  Sep¬ 
tember  23,  1921,  only  so  far  as  it  affects  the  occupancy  of 
the  existing  pent  house  on  the  roof  of  the  building,  be  and  it 
hereby  is  modified  to  permit  the  existing  pent  house  to  be 
occupied  for  office  purposes  instead  of  exclusively  for  recrea¬ 
tion  and  rest  room  for  employees  of  the  building  as  originally 
granted,  in  view  of  the  fact  that  the  pent  house,  which  is 
approximately  1,600)  sq.  ft.  in  gross  area,  has  two  means  of 
exit  and  is  of  fireproof  construction  throughout  and  is  pro¬ 
vided  with  hose  outlet,  the  standpipe  tank  being  20  ft.  above 
the  pent  house  roof  and  inasmuch  as  the  building  is  pro¬ 
tected  throughout  with  a  two-source  sprinkler  system. 


201-32- A. 

APPELLANT — Margaret  Gibbons,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner — re  Approval  of  the  maintenance  of  an  oil 
burner  not  of  an  approved  type  known  as  the  “Storm 
King  Oil  Burner.” 

PREMISES  AFFECTED — 469  West  140th  street  (Block 
No.  2057,  Lot  No.  33),  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative.  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . .  5 

Absent  .  . 

THE  RESOLUTION—  . 

...  ,  (201-32-A) 

W  hereas,  Margaret  Gibbons,  owner,  filed,  April  11,  1932, 
an  appeal  from  an  order  of  the  fire  commissioner,  affectin°' 
premises  469  West  140th  street  (Block  No.  2057,  Lot  No 
33),  Borough  of  Manhattan;  and 

W hereas,  the  order  of  the  fire  commissioner,  dated  March 
23,  1932  (Order  No.  58727-LC),  reads: 

.  8.  Provide  fuel  oil  burner  or  burners  of  a  type  ap¬ 

proved  by  the  Bd.  of  Standards  &  Appeals,  as  per  rule 
12  of  the  Fuel  Oil  Rules.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories, and 
basement  in  height,  18  ft.  by  60  ft.  in  area ;  OCCUPIED  as  a 
private  residence;  and 

Whereas,  the  appellant  claims  that  a  Storm  King  Oil 
Burner  has  been  installed  in  the  rear  room  of  the  basement 
solely  for  the  purpose  of  heating  the  home  during  Winter; 
the  floor  of  the  room  is  of  cement,  the  ceiling  and  walls  are 
fireproofed  with  metal  in  accordance  with  requirements  of  the 
fire  department ;  the  burner  was  installed  about  1929  at  a 
heavy  expense  under  a  contract  for  an  approved  type  fuel  oil 
burner ;  furthermore,  the  appellant  contends  to  remove  the 
burner  would  cause  an  undue  and  unnecessary  hardship ;  and 

V  hereas,  this  matter  was  submitted  to  the  fire  department 
for  report,  and  a  report  dated  December  16,  1932,  showed 
that  certain  safety  controls  were  necessary,  and  these  con¬ 
trols  have  not  been  provided. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


587-32-A. 

APPELLANT — Amend  &  Amend,  for  Sisters  of  the  Poor  of 
St.  Francis,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 605-617  East  5th  street  and 
614-618  East  6th  street  (Block  No.  388,  Lot  No. 
60),  .Manhattan. 

APPEARANCES— 

For  Appellant:  William  H.  Amend. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 


(587-32-A) 

Whereas,  Amend  &  Amend,  for  Sisters  of  the  Poor  of 
St.  Francis,  owner,  filed,  November  28,  1932,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  605-617  East  5th  street  and  614-618  East  6th  street 
(Block  No.  388,  Lot  No.  60),  Borough  of  Manhattan:  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
21,  1932  (re  Order  No.  96028-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  580-1,  Ch.  5,  Code  of  Or¬ 
dinances  and  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  9,  1932,  reads : 

“This  will  reply  to  your  letter  of  October  31st  and 
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your  call  at  this  office  relative  to  Order  96028-F,  issued 
June  21st,  1932,  affecting  the  above  premises,  in  which 
you  state  you  have  been  retained  by  the  owners  to  appeal 
to  the  Board  of  Standards  and  Appeals  from  the  re¬ 
quirements  of  the  above  order  but  cannot  do  so  due  to 
the  fact  that  more  than  20  days  have  elapsed  since  the 
date  of  issuance  of  the  order  and  request  rescindment 
and  reissuance  of  the  same  so  that  the  matter  may 
properly  be  brought  before  the  above  board. 

“You  are  advised  that  your  request  is  denied.” ; 

and 

Whereas,  the  building,  erected  prior  to  1900,  is  non- 
fireproof,  five  stories  in  height,  150  ft.  by  97  ft.,  irregular, 
in  area ;  OCCUPIED  as  a  home  for  the  aged ;  and 

Whereas,  appellant  contends  that  the  existing  standpipe 
system  is  supplied  from  a  gravity  tank  containing  2,700  gal¬ 
lons,  which  is  located  3  ft.  above  the  roof  and  approximately 
10  ft.  above  the  outlet  located  at  the  top  story;  that  an 
automatic  electric  pump  having  a  capacity  of  seventy-five 
gallons  a  minute  has  been  installed  in  the  cellar  which  feeds 
the  gravity  tank  on  the  roof  through  a  separate  line;  that 
the  water  supply  system  for  the  house  is  fed  directly  from 
the  city  mains;  that  the  house  supply  system  is  also  con¬ 
nected  with  the  gravity  tank,  but  there  is  a  valve  in  the 
line  connecting  the  house  supply  system  with  the  tank,  which 
valve  is  at  all  times  kept  shut. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  accepting  the  existing  tank  in 
its  present  location,  provided  the  bottom  of  the  tank  is  not 
less  than  7  ft.  6  in.  above  the  highest  outlet,  on  condition  that 
the  present  connection  for  house  service  shall  be  carried 
through  the  bottom  of  the  tank  and  up  to  a  point  inside  the 
tank  so  that  water  for  house  service  will  be  taken  out  only 
above  the  1,500-gallon  mark ;  that  the  riser  inside  the  tank 
shall  be  of  brass ;  that  water  in  the  tank  above  the  1,500- 
gallon  mark  shall  be  used  for  emergency  house  service  pur¬ 
poses  only  and  the  valve  on  the  house  service  line  from  the 
tank  shall  remain  shut  at  all  other  times ;  that  the  present 
fire  alarm  system,  watchman’s  system  and  central  office  fire 
alarm  system  now  existing  shall  be  kept  in  good  working 
order  at  all  times ;  that  such  other  fire-extinguishing  equip¬ 
ment  shall  be  installed  and  maintained  as  shall  be  required 
by  the  fire  department,  and  that  the  nozzles  of  the  fire  hose 
on  the  top  floor  shall  be  reduced  to  y2  inch  in.  diameter. 


627-32-A. 

APPELLANT — Shreve,  Lamb  &  Harmon,  for  Insurance 
Company  of  North  America,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 28  Gold  street,  1-13  Cliff  street 
and  91-101  John  street  (Block  No.  76,  Lot  Nos.  11, 
13,  15,  16,  17  and  18),  Manhattan. 
APPEARANCES— 

For  Appellant:  H.  R.  Dowswell. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(627-32-A) 

Whereas,  Shreve,  Lamb  &  Harmon,  for  Insurance  Com¬ 
pany  of  North  America,  owner,  filed,  December  27,  1932,  an 
appeal  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  28  Gold  street,  91-101  John  street  and 
1-13  Chff  street  (Block  No.  76,  Lot  Nos.  11,  13,  15,  16,  17 
and  18),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  5,  1932  (N.  B.  Applic.  No.  8-1932), 
reads : 


“This  amendment  is  disapproved  with  the  following 
objection : 

"12.  Window  openings  less  than  30  ft.  away  from 
openings  in  other  buildings  not  in  the  same  plane  must 
be  protected  by  fire  windows  or  their  equivalent  as  per 
Section  375,  Building  Code.”; 
and 

Whereas,  the  building  is  fireproof,  twenty-five  stories, 
basement  and  pent  house  in  height,  154  ft.  8  in.  by  88  ft.  in. 
in  area;  EQUIPPED  with  a  sprinkler  system  in  the  base¬ 
ment  and  a  standpipe  system  throughout  the  building; 
OCCUPIED  for  offices;  and 

Whereas,  the  appellant  contends  it  is  proposed  to  install 
)4-mch  clear  plate  glass  in  steel  sash  frames  in  all  the 
windows  from  the  second  to  the  twelfth  floors  on  the  Gold 
street  facade.  Gold  street  at  this  point  being  23  ft.  wide; 
that  the  building  directly  opposite  on  Gold  street  is  a  fire¬ 
proof,  sprinklered  building,  with  wire  glass  throughout,  and 
at  the  time  that  building  was  erected  it  was  exposed  to  a 
group  of  four  and  five-story  buildings  on  the  east  side  of 
Gold  street  which  were  occupied  by  a  miscellaneous  class 
of  mercantile  and  manufacturing  tenants  which  constituted 
a  real  hazard  and  that  there  is  now  no  risk  or  hazard 
involved. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modi  fed  and  the  appeal  be  and  it 
hereby  is  granted  to  permit  the  windows  on  that  front  of 
the  building  facing  on  Gold  street  that  are  less  than  30  ft. 
away  from  the  building  on  the  opposite  side  of  Gold  street 
to  be  of  steel  frame  and  sash,  glazed  with  14 -inch  plain 
plate  glass ;  in  view  of  the  building  being  fireproof  and  in 
view  of  the  building  across  Gold  street  being  fireproof, 
sprinklered,  and  having  fireproof  windows,  glazed  with  wired 
glass,  on  condition  that  this  building  under  appeal  shall  be 
for  office  use  only. 


594-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  104-106  West  49th  Street  Corp.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 104-106  West  49th  street  (Block 
No.  1001,  Lot  No.  37),  Manhattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(594-32-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  104-106  West  49th  Street  Corp.,  lessee,  filed,  December 
2,  1932,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  104-106  West  49th  street 
(Block  No.  1001,  Lot  No.  37),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
8,  1932(  (re  Order  No.  84641-F),  reads: 

“1.  Arrange  Standpipe  System  to  conform  to  the 
requirements  of  the  Board  of  Standards  and  Appeals 
and  comply  with  the  following: 

“A.  Arrange  house  supply  to  connect  to  tank  above 
the  3,500  gallon  mark.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  30,  1932,  reads : 

“This  will  reply  to  your  letter  of  November  16th, 
relative  to  Order  84641-F,  issued  August  8th,  1932, 
affecting  the  above  premises  in  which  you  state  you 
have  been  retained  by  the  owner  of  the  premises  to 
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tile  an  appeal  with  the  Board  of  Standards  and  Appeals 
from  the  requirements  of  the  order,  that  the  said  board 
will  not  accept  the  case  due  to  the  fact  that  more  than 
twenty  days  have  elapsed  since  the  order  was  issued,  and 
request  rescindment  and  reissuance  of  the  order  so  that 
the  same  may  be  properly  brought  before  the  above 
board. 

‘‘Please  be  advised  that  your  request  is  denied.”; 
and 

Whereas,  the  building,  erected  in  1902,  is  fireproof,  nine 
stories  and  pent  house  in  height,  43  ft.  by  91  ft.  7  in.  in 
area;  OCCUPIED  as  a  hotel;  and 
Whereas,  appellant  contends  that  the  2,200-gallon  capacity 
gravity  tank  supplying  the  standpipe  system  is  located  18  ft. 
8  in.  above  the  outlet  on  the  ninth  story  and  8  ft.  8  in.  above 
the  outlet  in  the  pent  house  story ;  that  the  pent  house  is  not 
being  used  for  hotel  purposes  but  is  the  private  apartment 
of  the  lessee;  appellant  proposes  to  connect  the  house  supply 
line  on  the  outside  of  the  tank  at  approximately  the  1,500- 
gallon  mark,  and  requests  otherwise  the  acceptance  of  exist¬ 
ing  conditions  as  to  the  gravity  tank. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted  to  permit  the  standpipe  tank  to  remain 
in  its  present  location,  on  condition  that  the  bottom  of  the 
tank  shall  be  not  less  than  18  ft.  8  in.  above  the  highest 
hose  outlet  in  the  ninth  or  top  story  of  the  building  and, 
also,  not  less  than  8  ft.  above  the  hose  outlet  in  the  pent 
house;  that  the  present  house  supply  shall  be  connected  to 
the  tank  above  the  2,000-gallon  mark ;  on  condition  that  the 
hose  nozzles  in  the  pent  house  shall  be  reduced  to  y2  inch 
in  diameter  and  that  such  fire-extinguishing  equipment  shall 
be  installed  in  the  pent  house  story  as  shall  be  required  by 
the  fire  department;  on  condition,  also,  that  the  sixty-five- 
gallon-per-minute  filling  pump  in  the  basement  shall  be  made 
automatic  and  that  the  standpipe  fire  line  rules  shall  be  com¬ 
plied  with  in  all  other  respects. 


PETITIONS  FOR  VARIATIONS 

393-27-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for 
Oceanic  Investing  Corp.,  substituted  for  Sam¬ 
uel  Rosenblum,  for  Bunyard  Realty  Corp., 
lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  or¬ 
ders  of  the  fire  commissioner. 

PREMISES  AFFECTED — 29  East  48th  street  and  413 
Madison  avenue  (Block  No.  1284,  Lot  No.  21), 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOAlRD — Laid  over  to  March  7,  1933,  at 
2  p.  m.,  on  request  of  petitioner. 


589-32-S 

PETITIONER — 'Croker  Fire  Prevention  Corp.,  for  Nor¬ 
man  P.  Findley,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an 
order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 810  Fourth  avenue  (Block 
No.  664,  Lot  No.  29),  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire 
department  and  Assistant  Engineer  Ben¬ 
jamin  Saltzman,  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  the  board. 


276-32-S 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  300 
Penn  Street  Corp.,  owner. 


SUBJECT— Application  for  reopening — modification — 
lev  anation  of  the  labor  law  as  cited  in  an 
Dn DurJi“„er decision  of  the  fire  commissioner. 
PREMISES  AI<  I1  EC  I  ED — 300  Penn  street  (Block  No. 

2221,  Lot  No.  6)  Brooklyn. 

APPEARANCES— 


For  Petitioner:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  . ’  ] ' ’  ’  ’  ’  q 

Absent  .  n 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  . .!!!!!!!!  0 

Absent  .  '  0 

THE  RESOLUTION— 


(276-32-S) 

Whereas,  this  petition,  affecting  premises  300  Penn  street 
(Block  No.  2221,  Lot  No.  6),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  July  26,  1932,  on  certain 
conditions,  and  petitioner  requested  a  modification  of  these 
conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  July 
26,  1932,  be  and  it  hereby  is  modified,  only  so  far  as  it  affects 
the  fire  escape  on  the  rear  so  that  instead  of  it  terminating 
in  the  yard  of  the  premises  at  51  Harrison  avenue  and 
thence  through  that  building  to  Harrison  avenue,  that  a 
fireproof, _  self-closing  door  opening  in  the  direction  of  exit 
shall  be  installed  at  the  lowest  platform  of  the  existing  fire 
escape  balcony  to  permit  exit  from  this  fire  escape  through 
the  building  next  adjacent  on  the  north,  which  petitioner 
states  is  owned  and  controlled  by  the  same  owner  and  in 
which  the  first  floor  is  used  for  office  work  only,  on  condition 
that  this  door  shall  remain  openable  at  all  times  during 
working  hours  to  permit  free  escape  from  the  building  at 
No.  300  Penn  street;  on  condition  that  the  fire  escape  shall 
be  continued  at  the  first  floor  level  to  take  in  at  least  two 
additional  windows  opening  on  the  first  floor  of  the  adjacent 
building,  No.  302  Penn  street,  these  two  adjacent  windows 
to  be  allowed  to  remain  non-fireproof  and  glazed  with  plain 
glass ,  granted  only  so  long  as  the  two  buildings  remain  in 
the  same  ownership  and  only  so  long  as  the  first  floor  of 
the  building  No.  302  Penn  street  is  used  for  office  purposes 
only. 


604-32-S. 

PETITIONER — Ansonia  Fire  Prevention  Eng.  Co., 
Inc.,  for  Chat  Publishing  Co.,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  an  or¬ 
ders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 14-16-18  Weirfield  street 
(Block  No.  3401,  Lot  No.  11),  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire 

department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle 

and  Assistant  Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(604-32-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Chat  Publishing  Co.,  owner,  filed,  December  7,  1932,  a* 
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petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  of  the  fire  commissioner,  affecting 
premises  14-16-18  Weirfield  street  (Block  No.  3101,  Lot  No. 
11),  Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  No¬ 
vember  17,  1932,  read: 

“Order  No.  98660-LD : 

“1.  Extend  the  interior  stairway  at  the  Northwest 
and  Southwest  sides  of  building  to  roof,  as  per  section 
271  of  the  Labor  Law.”; 

and 

"Order  No.  98661-LD : 

“1.  Arrange  iron  bars  on  windows  at  the  Southeast 
side  of  building,  so  as  to  be  readily  movable  or  re¬ 
movable  from  both  sides  in  such  a  manner  as  to  afford 
the  free  and  unobstructed  use  of  such  windows  for  the 
purpose  of  egress,  as  per  Section  272  of  the  Labor 
Law.” ; 

and  .  . 

Whereas,  the  building,  erected  prior  to  1900,  is  frame 
and  brick  construction,  two  stories  in  height,  GO  ft.  by  100 
ft  in  area  at  firgt  story  and  60  ft.  by  66  ft.  6  in.  in  area 
above ;  OCCUPIED :  basement,  press  room,  12  persons ;  1st 
story,  office  and  composing  rooms,  19  persons;  2nd  story, 
offices  and  superintendent’s  apartment,  11  persons;  EQUIP¬ 
PED  with  a  sprinkler  system;  EXITS:  three  interior 
wooden  stairways,  extending  from  the  first  story  to  second 
story,  enclosed  in  wood  and  plaster  partitions,  with  wood 
doors  at  openings;  ROOFS  of  adjoining  buildings:  same 
level;  and 

Whereas,  petitioner  proposes  to  install  double-rung  iron 
ladders  (leading  from  the  second  story  to  the  roof)  at  each 
of  the  three  interior  stairways,  and  contends  that  Order  No. 
98661-LD  refers  to  windows  in  the  basement  story  where 
there  are  ten  barred  windows  opening  into  an  enclosed 
yard,  and  contends,  further,  that  the  bars  on  one  of  these 
windows  are  arranged  to  swing  out  and  that  there  are  othei 
exits  from  the  basement  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  98660-LD,  ort  condition  that  in  lieu  of  carrying  interior 
stairways  to  the  roof  that  double-rung  iron  ladders  shall  be 
installed  from  the  top  floor  to  the  scuttle  in  the  roof  adjacent 
to  each  of  the  three  stairways,  these  ladders  to  be  located  in 
closets  formerly  used  for  wood  ladders  to  the  roof ;  on  con¬ 
dition  that  the  doors  of  these  three  closets  shall  be  removed; 
that  the  roof  scuttles  shall  be  hinged  and  provided  with 
opening  devices  permitting  easy  opening ;  that  scuttles  shall 
be  not  less  than  21  in.  by  28  in.  in  area ;  granted,  as  to  Order 
No.  98661-LD,  on  condition  that  two  of  the  windows  opening 
on  the  yard  on  the  south  wall  and  one  of  the  windows  on 
the  east  wall  shall  be  so  arranged  that  the  iron  bars  can  be 
easily  opened  and  shall  remain  openable  during  all  working 
hours. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
498-32-SA. 

PETITIONER — Micro  Corporation,  owner;  L.  S. 
Knight,  agent. 

SUBJECT— Bettendorf  Oil  Burner,  Model  H.  B.,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — 'Petition  placed  on  Reserve 
Calendar,  pending  test  and  report  of  fire  de¬ 
partment. 


10-33-SA. 

PETITIONER — Schutte  &  Koerting  Co.,  owner. 
SUBJECT — S  &  K  Wide  Range  Fuel  Oil  Burner,  for 
domestic  and  commercial  use,  approval  of. 


APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  placed  on  Reserve 
Calendar,  pending  test  and  report  of  fire  de¬ 
partment. 


1115-22-SA. 

PETITIONER — Schutte  &  Koerting  Co.,  owner. 

SUBJECT — Application  for  reopening — modification — 
re  S  &  K  Mechanical  Fuel  Oil  Burner  (pre¬ 
viously  approved). 

APPEARANCES— 

For  Petitioner:  Clarence  T.  Keet. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  reopened  and  placed 
on  Reserve  Calendar,  pending  test  and  report 
of  fire  department. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle 

and  Assistant  Chief  Kidney .  5 

Negative  . ,  0 

Absent  .  0 


485-32-SA. 

PETITIONER — Bethlehem  Steel  Co.,  owner. 

SUBJECT — Bethlehem  Steam  Atomizing  Fuel  Oil  Burner, 
approval  of. 

APPEARANCES— 

For  Petitioner :  H.  Thomas. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(485-32-SA) 

Whereas,  Bethlehem  Steel  Co.,  owner,  filed,  Septem¬ 
ber  16,  1932;  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  approval  of  their  device  known  as  the  Bethlehem 
Steam  Atomizing  Fuel  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  February  6,  1933,  recommends  the 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Bethlehem  Steam 
Atomizing  Fuel  Oil  Burner  for  use  in  industrial  and  com¬ 
mercial  installations  when  installed  in  accordance  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  in 
conformity  with  the  report  of  the  chief  of  the  bureau  of 
fire  prevention. 


518-32-SA 

PETITIONER — KeWaNee  Oil  Burner  Corp.,  owner;  Engi¬ 
neering  Exchange  Corp.,  agent. 

SUBTECT — KeWaNee  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 
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THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(518-32-SA) 

Whereas,  KeWaNee  Oil  Burner  Corp.,  owner,  filed, 
October  3,  1932,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  KeWaNee 
Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 


ment  for  test  and  report,  and  a  report  of  the  chief  of  the 
bureau  of  fire  prevention,  dated  February  6,  1933,  recom¬ 
mends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  KeWaNee  Oil 
Burner  for  use  in  domestic  and  commercial  installations  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standard  and  appeals  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner _  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  .  485-32-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  A  A .  1361-24-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Fess  Turbine  Burner .  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  . 1278-21-SA 

Hoffiy  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner . 155-20-SA 

Mahrvel  Low  Pressure  Burner. . ; .  8'9-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

May  Oil  Burner .  68-24- S A 


Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  . 198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Ituel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Rurner .  123-23-SA 

Vaporoil  Burner .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 
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Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine . . . . .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D....  I23-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322  m-SA 

Branford  Oil  Burner .  30-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A . .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS....  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1103-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423  29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . 600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA. 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Fairfield  Oil  Burner .  584-31-SA 


Name  of  Burner  Calendar  No. 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26  S A 

Haidinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Hulbv  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F  C.  Oil  Burner .  846-25-SA 

KeWaNee  Oil  Burner  .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 
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Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea;  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

\  Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nn-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . 1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-3il-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-1'5 .  40-31-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

I  G7 . .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

5.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 

5.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner----- .  198-32-S  A 

ichulse  Home  Oil  Burner .  1487-23-SA 

icott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner 


Calendar  No. 


Security  Oil  Burner . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  O . 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  “B” . 

Silent  Automatic  Burner,  Model  “E” . 

Silent  Glow  Oil  Burner,  ModelG . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P.A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner.... 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 
Standard  Automatic  Oil  Burner,  Type  11-G. . . . 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-SK  and  C-6U . 

Sunflower  Model  S-l  Oil  Burner . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sun  Heat  Oil  Burner . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air 

Furnaces  . 

Sword  Automatic  Oil  Burner . .  .  .  .  .  .  .  . 

Tabor  Automatic  Oil  Heater,  Type  "D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spi'.o  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vaporoil  Burner  . . 

Vesta  Oil  Burner.. . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA” 

“KB”  and  Model  “JJ” . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
York  Automatic  Oil  Burner . 


56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

709- 30-SA 

710- 30-SA 
600-30-SA 
345-31-SA 
448-30-SA 
145-31-SA 

1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 
581-26-SA 
755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

624-30-SA 

715-29-SA 

491-31-SA 

400-32-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 
470-31-SA 
94-32-SA 
63-28-SA 
129-27-SA 
498-29-SA 
620-28-SA 
6-24-SA 
44-32-SA 
451-26-SA 
612-30-SA 
320-30-SA 
396-32-SA 
556-29-SA 
1155-25-S A 
115-32-SA 


918-22-SA 

19-25-SA 

44-29-SA 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
hstribution  Division  of  the  City  Record  Office,  378  West 
roadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  February  15,  1933 . . .  00 

Restored  to  Calendar .  13 

Miscellaneous  Applications. 

Requests  to  reopen . . . 

Requests  to  amend  . . 

Requests  for  modification .  12 

Requests  to  rescind . 

Requests  for  extension  of  time.. .  ? 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  1 

Administrative  requests  . 

Requests  for  interpretation . 

Total  .  394 

Disposed  of  .  441 

Cases  pending  February  15.  1933 .  253 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  .  12 

Granted  .  1 

Granted  on  condition .  50 

Appliances  approved  . ; .  5 

Appliances  dismissed,  disapproved  or  withdrawn .  1 

Rules  approved  . _ . 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  32 

Requests  to  reopen  denied .  4 

Requests  to  amend  granted .  1 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  12 

Requests  for  modification  denied .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  ° 

Requests  for  extension  of  time  granted .  7 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  0 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  . 

Plans  disapproved  .  ° 

Administrative  requests  granted - . .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . C 

Requests  withdrawn  or  dismissed .  4 

Total  .  141 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  uie 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 


Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
he  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building 
New  York  City. 


Enclosed  olease  find  two  dollars  and  a  half  ($L50)  for  subscription  for  one  year  to  THE  BUL- 
1  ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name . 


Street. . 

P.  O. 


My  Subscription  is  to  begin  with  the  issue  for. . 
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Subscription 
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DIRECTORY 

- * - 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 
a  n  u°^  ^erlcs  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan”1185  ^  ^  R°°m  1013'  MuniciPal  Building 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

ill  communications  should  be  addressed  to  the  chairman  of 

the  board 


nyjuna  r  UK  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seci 
only  between  the  hours  of  ten  in  the  morning  and  one  ii 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  tin 
Building  Zone  Resolution,  and  its  object  is  to  give  inter 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  wdl  be  called  in  Room  1013,  Tuesday,  February  28  3933 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  ; 
definite  day.  & 

The  next  subsequent  Call  of  the  Calendar  will  be  oi 
1  ucsday.  March  7,  1933,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  th< 
calendar  of  cases  that  have  been  definitely  set  for  liearim 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 


Minutes  of  Special 
10  A.  M. 

Meeting, 

February 

17, 

1933, 

Minutes  of  Special 

2  P.  M. 

Meeting, 

February 

17, 

1933, 

Minutes  of  Regular 
10  A.  M. 

Meeting, 

February 

21, 

1933, 

Minutes  of  Special 

2  P.  M. 

Meeting, 

February 

21, 

1933, 

Fire  Retarding  Rules  for  Garages,  etc. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 
Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  February  22,  1933. 

Cal.  No.  Department.  Premises  Affected. 

69-33-A . F.D . 471  Broadway  (Block  2465,  Lots 

-  42  &  43),  Man.,  L.  C.  55567 

68-33-BZ . B.B.B _ 9707-19  Kings  highway  (Block 

4633,  part  of  Lot  44),  Bklyn., 

- -  N.  B.  864-33 

67-33-BZ . B.B.Bx. .  .3900  Baychester  ave.  (Block 

4955,  Lot  1),  Bx., 

-  N.  B.  35-1933 

66-33-A . F.D . 801-803  E.  136th  st.  (Block  2588, 

-  Lot  1),  Bx.,  F-96799 

65-33-SA . F.D . Economy  Oil  Burner  (Junior 

-  Model),  Appliance 

....F.D . 1  Main  st.  (Block  27,  Lot  l), 

Bklyn.,  L.  C.  55534 


64-33-A. 


63-33-A . F.D . 388-390  Second  ave.  (Block  926, 

part  of  Lot  1),  Man., 

_  F-26 


62-33-SA . F.D . Florence  Oil  Heater,  Model 

-  KC-8,  Appliance 

61-33-S . F.D . 260-266  Fourth  ave.  (Block  849, 

Lot  43),  Man., 

_  L.  D.  90889  &  L.  D.  91971 

Restored  to  Calendar. 

202-30-BZ . B.B.Q _ 220-06  Northern  blvd.  (Block 

3213,  part  of  Lot  1),  Bayside, 
_  Q.,  N.  B.  952-1930 


CODE 

F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . . . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Feb. 

28, 

1933— Vol. 

18  No. 

9 

June 

14, 

1932— Vol. 

17 

No. 

24 

Oct. 

18, 

1932— Vol. 

17 

No. 

42 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Dec. 

27, 

1932 — ‘Vol. 

17 

No. 

52 

Dec. 

20, 

1932— Vol. 

17 

No. 

51 

Feb. 

28, 

1933— Vol. 

18 

No. 

9 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Jan. 

21, 

1919 — Vol. 

4 

No. 

3 

Feb. 

7, 

1933— Vol. 

18 

No. 

6 

Apr. 

7, 

1925— Vol. 

10 

No. 

14 

June 

5, 

1928— Vol. 

13 

No. 

23 

Dec. 

13, 

1932— Vol. 

17 

No. 

50 

Nov. 

8, 

1932— Vol. 

17 

No. 

45 

July 

5, 

1932— Vol. 

17 

No. 

27 

.  Dec. 

20, 

1932— Vol. 

17 

No. 

51 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Dec. 

6, 

1932— Vol. 

17 

No. 

49 

Nov. 

22, 

1932— Vol. 

17 

No. 

47 

June 

7, 

1932— Vol. 

17 

No. 

23 

Apr. 

10, 

1923— Vol. 

8 

No. 

15 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  FEBRUARY  28,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

374-32-BZ. 

APPLICANT — John  J.  McHenry,  for  Jennie  F.  Pendleton, 
owner. 

PREMISES— South  side  of  Richmond  terrace,  305  ft.  9  in. 
east  of  Westervelt  avenue  (Block  No.  3,  Lot  No. 
50),  New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

524-32-BZ. 

APPLICANT — William  F.  Regan,  for  Joseph  I.  Levy, 
owner. 

PREMISES — Southeast  corner  of  Van  Wyck  boulevard  and 
104th  avenue  (Block  No.  1087,  Lot  No.  96), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

53-31-BZ 

APPLICANT — Isaac  T.  Flatto,  owner. 

PREMISES — Northeast  corner  of  West  230th  street  and 
Spuyten  Duyvil  road  (Block  No.  3406-A,  part  of 
Lot  No.  54),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  a  gasoline 
service  station  (previously  granted  by  the  board  for 
a  temporary  period;  reopened  January  4,  1933). 

6-33-BZ. 

APPLICANT— Isabel  Grauer  (lessee),  for  Abraham  Rol- 
nick,  owner. 

PREMISES— 62-59  Dry  Harbor  road  (Block  No.  2969,  part 
of  Lot  No.  40),  Nassau  Heights,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 

forms  . 

Concrete  Flat  Slabs,  Rules.. . 

Concrete  Rules  (Hydrated  Lime).. 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors).... 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . . 

Fire  Drill  Rules . 

Fire  Retarding  Rules  for  Garages, 

etc . . . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 

Gas  Shut-Off  Rules . 

Hatchway  Protection  . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . 

Plumbing  Rules  . 

Procedure,  Rules  of . 

Refrigerating  Systems,  Extract  C.  O. 

Smoking  in  Factories,  Rules  for... 

Sprinkler  Rules  . 

Standpipe — Fire  Line  Rules..... 

Structural  Alterations,  Reporting.. 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code). 


FEBRUARY  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  February 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  626-32-BZ — Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Bardes,  applicant,  on  be¬ 
half  of  United  States  Trucking  Corp., 
owner,  to  permit  the  extension  from  an 
unrestricted  district  into  a  business  dis¬ 
trict  of  a  proposed  garage  for  more 
than  five  (5)  motor  vehicles;  premises 
368-380  Front  street  (Block  No.  243, 
Lot  Nos.  70  to  76),  Manhattan. 

cal.  no.  45-29-BZ — Application,  January  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution;  withdrawn  September  24. 
1 929 ;  reopened  under  section  21  May 
24,  1932;  withdrawn  November  4,  1932: 
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reopened  November  15,  1932,  for  con¬ 
sideration  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Julius  Hollander, 
applicant,  on  behalf  of  Angeline  Dini- 
cola  and  Michele  Dinicola,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  196-214  Bay  49th 
street,  north  side,  50  ft.  west  of  Har- 
way  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brook¬ 
lyn. 

cal.  no.  599-32-BZ — Application,  December  5,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Richard  Morrison,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Gun  Hill  road  and  Station 
place  (Newell  street),  (Block  No.  3358, 
Lot  No.  40),  The  Bronx. 

cal.  no.  603-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
No.  1118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  113-27-BZ — Application,  February  4,  1927 ;  granted 
on  certain  conditions  June  7,  1927;  re¬ 
opened  December  16,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  A.  Meehan,  applicant,  on 
behalf  of  Arthur  J.  Roume,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station; 
premises  1832  Cornaga  avenue,  north 
side,  285  ft.  east  of  Beach  19th  street 
(Block  No.  48,  Lot  No.  45),  Far  Rock- 
away,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman 


FEBRUARY  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  February 
28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
j  on  the  following  matters : 

cal.  no.  533-32-BZ — Application,  October  19,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Carl  E.  Anderson  and  Johanna 
Anderson,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue 
(Block  No.  4195,  Lot  Nos.  1  and  4), 
The  Bronx. 


cal.  no.  351-30-BZ— Application,  May  23,  1930 ;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  ^building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  492-27-BZ— Application,  May  5,  1927 ;  denied  for  us« 
as  garage,  motor  vehicle  repair  shop  and 
gasoline  service  station  on  November  18, 
1927 ;  reopened  November  9,  1932,  undet 
section  21  of  the  building  zone  resolution, 
of  Halward  Realty  Corp.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasa 
line  service  station;  premises  1134-1144 
East  New  York  avenue  (Block  No. 
4600,  Lot  No.  7),  Brooklyn. 

cal.  no.  347-29-BZ — Application,  May  21,  1929;  granted  fo* 
use  as  a  garage  for  more  than  five  (5) 
motor  vehicles  on  July  23,  1929;  re< 
opened,  modified  and  time  extended 
November  5,  1930;  reopened  and  time 
extended  November  4,  1931;  reopened, 
time  extended  and  application  amended 
November  4,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  applicant,  on  behalf  of  In- 
fried  Realty  Corp.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  Sedgwick  avenue,  150  ft.  south  of 
West  167th  street  (Block  No.  2539,  Lot 
No.  22),  The  Bronx. 

cal.  no.  575-32-BZ — Application  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Wood  &  Marshall,  applicants, 
on  behalf  of  Suburban  Maintenance 
Service  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645. 
Lot  No.  19),  Rosedale,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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MARCH  3,  1933,  10  A.  M. 

SPECIAL,  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  tne  provisions 
of  the  building  zone  resolution,  Friday  morning,  March  3, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  598-32-BZ— Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Ferdinand  Savignano,  applicant, 
on  behalf  of  Jeremiah  P.  Francis,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  1977-1991  At¬ 
lantic  avenue,  northwest  corner  of  Sara¬ 
toga  avenue  and  northeast  corner  of 
Louis  place  (Block  No.  1561,  Lot  Nos. 

1  and  37),  Brooklyn. 

CAL.  NO.  544-32-BZ — Application,  October  28,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Anthony  Giordano,  appli¬ 
cant  and  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing 
gasoline  service  station;  premises  515- 
519  Brooklyn  avenue  (Block  No.  1332, 
part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  2-29-BZ— Application,  January  3,  1929;  denied,  re¬ 
considered  and  granted  for  use  as  a 
garage  for  five  (5)  motor  vehicles  May 
14,  1929 ;  reopened  September  13,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  Irwin  S.  Rever,  applicant, 
on  behalf  of  Weiner  Bros.,  owners,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  a  building  occupied  as  a 
garage  for  five  (5)  motor  vehicles  and, 
also,  for  minor  repairs  (previously 
granted  by  the  board)  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and 
as  a  motor  vehicle  repair  shop ;  premises 
2111-2117  Atlantic  avenue,  northwest 
corner  of  Olive  place  (Block  No.  1569, 
Lot  No.  35),  Brooklyn. 

cal.  NO.  301-30-BZ— Application,  April  30,  1930;  dismissed 
for  lack  of  prosecution  November  11, 
1930;  reopened  and  restored  to  Calendar 
November  22,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Lama 
&  Proskauer,  applicants,  substituted  for 
Thomas  J.  Donovan,  on  behalf  of  Sophie 
Marcus,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Linden  boulevard 
and  197th  street  (Block  No.  3319,  Lot 
No.  6),  St.  Albans,  Borough  of  Queens. 

cal.  no.  705-29-BZ — Application,  December  5,  1929 ;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building ;  premises  825 
East  175th  street,  northwest  corner  oi 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 


cal.  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21 ;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resolution,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  north  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  3,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  March  3, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  264-30-BZ — Application,  April  15,  1930;  denied  July 
8,  1930,  under  section  21;  reopened  No¬ 
vember  4,  1932,  for  consideration  under 
section  7f  of  the  building  zone  resolu¬ 
tion,  of  John  H.  W.  Krogmann,  appli¬ 
cant,  on  behalf  of  Johanna  Bosch,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  south¬ 
west  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot 
No.  14),  St.  Albans,  Borough  of  Queens. 

cal.  no.  585-32-BZ — Application,  November  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emanuel  H.  Waldmann,  appli¬ 
cant,  on  behalf  of  Elizabeth  Brennan, 
owner,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy 
of  the  basement  and  first  story  of  an 
existing  building  from  residence  to  busi¬ 
ness  use;  premises  148  West  73rd  street 
(Block  No.  1144,  Lot  No.  52),  Man¬ 
hattan. 

c  at.,  no.  541-32-BZ — Application,  October  25,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Robert  C.  Weissmantel  &  Son, 
Inc.,  applicant  and  lessee,  on  behalf  of 
Tisdale  Lumber  Co.,  owner,  to  permit 
in  a  residence  district  the  change  of 
occupancy  of  an  existing  building  to  a 
salesroom,  motor  vehicle  repair  shop  and 
service  station;  premises  east  side  of 
130th  street,  330  ft.  south  of  Jamaica 
avenue  (Block  No.  234,  Lot  No.  79), 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  623-23-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 
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cal.  no.  345-32-BZ — Application,  June  14,  1932;  granted  on 
certain  conditions,  under  section  7f,  for 
a  temporary  permit  November  18,  1932; 
reopened  December  13,  1932,  for  re¬ 
consideration — permanent  permit — under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Patrick  J.  Reilly,  applicant  and 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  47th  avenue,  91  ft.  east  of  Cross 
Island  boulevard  (Block  No.  1299,  Lot 
No.  105),  Bayside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  7,  1933.  AT  2  P.  M. 

Building  Zone  Cases. 

13- 33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

PREMISES — 1552-1560  Stillwell  avenue,  southwest  corner 
of  Kings  highway  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

14- 33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Michela  Tavino 
Cirrito,  owner. 

PREMISES — South  side  of  Conduit  boulevard,  19  ft.  9  in. 
west  of  Crescent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

18-33-BZ. 

APPLICANT — Hermstarr  Realty  Corp.,  owner. 
PREMISES — East  side  of  Jerome  avenue,  196  ft.  north  of 
East  184th  street  (Block  No.  3187,  Lot  Nos.  18,  19 
and  20),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ. 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  July  24,  1928, 

TO  PERMIT  in  lieu  of  the  erection  of  a  six-story  tenement 
house  with)  stores  on  the  first  story,  as  provided  in 
the  resolution,  a  one-story  building  occupied  for 
store  use  only — residence  district  (reopened  January 
4,  1933). 


MARCH  7,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 


7,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  303-32-BZ— Application,  May  31,  1932;  dismissed 
for  lack  of  prosecution  July  26,  1932; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  14,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Joseph  B. 
Schwartz,  applicant,  on  behalf  of  Edlar 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block 
No.  2705,  Lot  No.  52),  The  Bronx. 

cal.  no.  186-30-BZ — Application,  March  15,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
withdrawn  April  14,  1931;  reopened 
November  4,  1932,  for  consideration 
under  section  7f  of  the  building  zone 
resolution,  of  Conroy  &  Hardy  (for¬ 
merly  known  as  McCooey  &  Conroy), 
applicants,  on  behalf  of  Cooper  Gas  Sta¬ 
tions,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station  ; 
premises  southeast  corner  of  Jamaica 
avenue  and  Elderts  lane  (Block  No.  50, 
part  of  Lot  No.  1),  Jamaica,  Borough  of 
Queens. 

cal.  no.  504-25-BZ— Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop  (application  laid  over  for  full  vote 
of  board  June  14,  1932)  ;  premises  128- 
144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  31),  Brooklyn. 

cal.  no.  85-30-BZ — Application,  February  4,  1930;  dismissed 
for  lack  of  prosecution  June  24,  1930; 
reopened  and  restored  to  Calendar  Sep¬ 
tember  20,  1932,  under  sections  7c  and 
21  of  the  building  zone  resolution,  of 
James  J.  Millman,  Inc.,  applicant,  on 
behalf  of  Harry  Feldman,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
(store)  building;  premises  1315-1321 
55th  street,  north  side,  73  ft.  8  in.  east 
of  New  Utrecht  avenue  (Block  No. 
5677,  Lot  No.  62),  Brooklyn. 

cal.  no.  493-32-BZ — Application,  September  20,  1932;  dis¬ 
missed  for  lack  of  prosecution  December 
16,  1932;  reopened  and  restored  to  Cal¬ 
endar  January  10,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Joseph  B.  Schwartz,  applicant,  on  be¬ 
half  of  Manhattan  Railway  Co.,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  999-1015 
Columbus  avenue  and  360-368  Cathedral 
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parkway,  southeast  corner  (Block  No. 
1845,  Lot  No.  3),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

312-32- A — 251-267  Richards  street  (Block  No.  612,  Lot  No. 
1),  Brooklyn. 

611-32-A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 
519-32- A — 1716-1718  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  N  (Block  No.  6573, 
Lot  No.  40),  Brooklyn. 

630-32-A — 33  West  60th  street  (Block  No.  1113,  Lot  No. 
8),  Manhattan. 

512-32- A — 4423-4429  Broadway  (Block  No.  2180,  Lot  No. 
488),  Manhattan. 

590-32- A — 162-166  Montague  street  and  78-86  Clinton  street 
(Block  No.  249,  Lot  No.  43),  Brooklyn. 

Petitions  for  Variations. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

393-27-S — 29  East  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 
607-32-S— 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 
55  and  56),  Manhattan. 

622-32-S — 1400  Broadway,  northeast  corner  of  West  38th 
street  (Block  No.  814,  Lot  No.  19),  Man¬ 
hattan. 

Appliances  Submitted  for  Approval. 

32-33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 
B,  approval  of. 

65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  14,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

5-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Charles  P.  Day, 
owner. 

PREMISES — Southeast  corner  of  Boston  road  and  Bay- 
chester  avenue  (Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

8-33-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch, 
owner. 

PREMISES — 184-39  Jamaica  avenue  (Block  No.  971,  Lot 
No.  38),  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

J 

17-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Raphael  Zampino, 
owner. 

PREMISES — 1314-1338  Sedgwick  avenue,  southwest  corner 
of  West  169th  street  (Block  No.  2530,  Lot  No.  39), 

The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

30-33-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners. 

PREMISES — 210-212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  of  a  portion  of  a 
garage  for  business  use. 

230-32-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner. 

PREMISES — Southeast  corner  of  East  Burnside  avenue  and 
Walton  avenue  (Block  No.  2829,  Lot  Nos.  45  to  53, 
inclusive),  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  use  (stores)  ;  granted 
by  the  board  and  reopened  on  February  3,  1933,  to 
permit  a  modification  of  the  resolution  insofar  as  the 
conditions  imposed  affect  the  Morris  avenue  front  of 
premises. 


MARCH  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  549-31-BZ — Application,  November  14,  1931;  with¬ 
drawn  February  2,  1932;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
°f  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
(Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklym. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon.  March 
14,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


CALENDAR 


cal.  no.  550-32-BZ — Application,  November  12,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  L.  Malkind,  applicant, 
on  behalf  of  Perma  Securities  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station ; 
premises  352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No. 
6134,  Lot  No.  22),  Brooklyn. 

cal.  no.  616-32-BZ — Application,  December  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  appli¬ 
cants,  on  behalf  of  Giuseppe  Chianese, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Arthur  avenue, 
115.01  ft.  south  of  East  189th  street 
(Block  No.  3066,  Lot  No.  5),  The 
Bronx. 

cal.  no.  1230-23-BZ — Application,  October  30,  1923 ;  granted 
on  certain  conditions,  under  section  7f, 
for  a  temporary  permit  February  3, 
1925 ;  reopened  and  temporary  permit 
extended  February  1,  1927 ;  reopened 
and  temporary  permit  extended  March 
26,  1929;  reopened  April  14,  1931; 

denied  under  section  21  November  24, 
1931 ;  reopened  September  16,  1932,  for 
consideration  under  section  7f  of  the 
building  zone  resolution,  of  Hyman  & 
Segall,  applicants,  on  behalf  of  Edmund 
G.  Burke,  present  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  160-01  46th  avenue, 
northeast  corner  of  160th  street  (Block 
No.  1217,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  NO.  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1933,  10  A.  M.. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 


aids  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  572-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  sub¬ 
stituted  for  Rudolf  C.  P.  Boehler,  on  be¬ 
half  of.  Evelyn  Silverman,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be 
occupied  as  stores  on  the  first  story  and 
as  dwellings  above  the  first  story ;  prem¬ 
ises  southeast  corner  of  Newport  street 
and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Brooklyn. 

cal.  no.  333-31-BZ — Application,  July  1,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution ; 
denied  January  8,  1932;  reopened  Octo¬ 
ber  21,  1932,  for  consideration  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  K.  Karl  Klein,  applicant,  substituted 
for  Croker  National  Fire  Prevention 
Engineering  Co.,  on  behalf  of  Firestone 
Tire  &  Rubber  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Northern  boulevard  and  155th  street 
(Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
21,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  577-32-BZ — Application,  November  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Scoland  Building  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
east  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No. 
93),  St.  Albans,  Borough  of  Queens. 

CAL.  NO.  828-25-BZ— Application,  August  13,  1925;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station ;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  FEBRUARY  17,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

532-32-BZ. 

APPLICANT— Croker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  extension  of  an  existing  gasoline  -service 
station. 

PREMISES  AFFECTED— Southeast  corner  of  Astoria 
avenue  and  31st  street  (Block  No.  620,  Lot  Nos. 
24  and  25),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  adopted ;  laid 
over  to  March  14,  1933,  at  2  p.  m.,  for  applicant 
to  submit  new  plans  for  rearrangement  of  premises. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  3 

Negative  .  0 

Absent  .  0 


278-32-BZ 

APPLICANT— John  J.  Dunnigan,  for  Raymond  McCool, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  No¬ 
vember  4,  1932,  under  section  7f). 

PREMISES  AFFECTED — Southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No.  4857,  Lot  No. 
89),  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Joseph  P.  Houlihan,  Louis  J.  Oar- 
della  and  Alexander  Thompson. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  . . 

Negative:  Chairman  Murdock.  Commissioner 

Connell  and  Assistant  Chief  Kidney . 

Absent  . . 

THE  RESOLUTION— 

(278-32-BZ) 

Whereas,  John  J.  Dunnigan,  for  Raymond  McCool,  owner, 
filed,  May  20.  1932;  reopened  November  4,  1932,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  southwest  corner  of  East  233rd 
street  and  Bussing  avenue  (Block  No.  4857,  Lot  No.  89), 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  17.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


V  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  233rd  street  is  in  a  business 
district;  Bussing  avenue  is  in  a  residence  district,  and  Barnes 
avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  11.  1932  (re  App.  N.  B.  213-1932),  reads: 

“Erection  of  building  and  maintenance  of  premises  in 
business  district  as  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  142.57  ft.  on  East  233rd  street  and  145.44  ft. 
on  Bussing  avenue,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  15  ft.  by  20  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  a  report  of 
which  inspection  was  read  and  adopted  at  this  hearing, 
recommending  the  denial  of  the  application  under  section  7f 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


470-32-BZ. 

APPLICANT — David  C.  Broderick,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1080  East  233rd  street,  south¬ 
west  corner  of  Ely  avenue  (Block  No.  4929,  Lot 
Nos.  6,  8  and  11),  The  Bronx. 
APPEARANCES— 

For  Applicant:  David  C.  Broderick. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted:  ap¬ 


plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


0  THE  RESOLUTION— 

0 

(470-32-BZ) 

Whereas,  David  C.  Broderick,  owner,  filed,  September 
2,  1932,  an  application,  under  the  building  zone  resolution, 
to  permit,  partly  in|  a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  1080  East  233rd  street,  southwest 
corner  of  Ely  avenue  (Block  No.  4929,  Lot  Nos.  6,  8  and 
11).  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting. 
February  17.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  233rd  street  is  in  a  business 
district ;  Laconia  avenue  is  in  a  business  district,  and  Ely 
avenue  is  ip  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  22,  1932  (re  Applic.  N.  B.  417-1932), 
reads : 
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Proposed  erection  of  building  and  maintenance  of 
premises  for  gasoline  service  station  partly  in  business 
district  and  partly  in  residence  district  is  contrary  to  the 
provisions  of  the  Building  Zone  Resolution.”; 

and 

W  hereas,  the  premises  consist  of  a  plot  of  ground  havin°‘ 
a  frontage  of  162.79  ft.  on  East  233rd  street,  81.35  ft.  on 
Ely  avenue  and  78.41  ft.  on  Laconia  avenue  (a  small,  irregu¬ 
lar  portion  of  the  southerly  part  of  the  plot  is  in  the  resi¬ 
dence  district,  the  remainder  is  in  the  business  district), 
upon  which  it  is  proposed  to  erect  a  lunch  wagon,  an  office, 
20  ft.  by  20  ft.  in  area,  and  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station ;  and 
.  Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  a  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  which 
recommended  the  granting  of  the  variation  for  a  temporary 
period  of  two  years,  under  section  7f  of  the  building  zone 
resolution,  with  such  restrictions  as  the  board  sees  fit  to 
impose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  temporary  period 
of  two  years,  on  condition  that  applicant  shall  make  a  return 
of  plans  to  the  board  before  filing  the  same  with  the  bureau 
of  buildings  showing  the  layout  of  the  station  so  that  the 
board  may  impose  such  conditions  as  it  deems  desirable  after 
examination  of  such  plans. 

802-27-BZ. 

APPLICANT — David  F.  Cohen,  for  Rogenip  Co.,  Inc., 
present  owner. 

'SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 249  Empire  boulevard,  north¬ 
west  corner  of  Rogers  avenue  (Block  No.  1307, 
Lot  Nos.  50,  51  and  53)  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  F.  Cohen. 

For  Opposition :  Joseph  Petchesky. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(802-27-BZ) 

W  hereas,  David  F.  Cohen,  for  Rogemp  Co.,  Inc.,  owner, 
iled,  July  11,  1927 ;  denied  February  7,  1928 ;  reopened 
Jctober  14,  1932,  an  application,  under  the  building  zone 
esolution,  to  permit  in  a  business  district  the  erection  and 
naintenance  of  a  gasoline  service  station;  premises  249 
i-mpire  boulevard,  northwest  corner  of  Rogers  avenue  (Block 
>.  1307,  Lot  Nos.  50,  51  and  53),  Borough  of  Brooklyn; 

'  nd 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  special  meeting, 
'ebruary  17,  1933,  after  due  notice  by  publication  in  the 
luhetin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
one  resolution  show  that  Empire  boulevard  is  in  a  business 
istrict;  Rogers  avenue  is  in  a  business  district,  and  Sullivan 
lace  is  in  a  residence  district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  7,  1932  (re  App.  No.  4186-1932),  reads: 

Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art  II  Sec  4-a 
Subdiv.  46  of  the  Zone  Resolution  ”  •  '  ’  ’  4  ’ 

and  '  ’ 

Whereas,  the  premises  consist  of  a  plot  of  ground  havin- 
a  frontage  of  64  ft.  4  in.  on  Empire  boulevard  and  101  ft  1 
in.  on  Rogers  avenue;  on  the  west  part  of  the  plot  there  is 
located  a  one-story  building,  occupied  as  a  five-car  garage 
and  paint  shop;  on  the  central  part  of  the  plot  there  is 
located  an  auto  laundry;  it  is  proposed  to  install  additionally 
upon  the  plot  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station  and,  also,  to  erect  a  one-story  office,  10  ft  bv 
10  ft.  in  area;  and  '  * 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 

rJrt°;n  ^commended  the  granting  of  the  application  under 
section  21  of  the  building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap- 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shah  be  erected  along  the  easterly  front  of  the  existing  one- 
story  building  and  continued  along  for  the  entire  depth 
of  the  lot  from  Empire  boulevard  to  the  rear  line  of  the 
property  fronting  on  Sullivan  place  a  wall  of  enameled  brick 
or  similar  material  not  less  than  7  ft.  in  height ;  that  the 

tnCu P0t  sh^  be,  cement  Paved;  that  a  concrete  curb 
shall  be  erected  on  both  street  lines  12  in.  in  width  and  12 
in.  in  height  with  one  opening  12  ft.  in  width  on  Empire 
boulevard,  said  opening  to  be  at  least  10  ft.  away  from 
the  intersection  of  the  two  street  lines  and  two  openings 
12  it.  in  width  each  on  Rogers  avenue,  neither  within  10  ft 
of  the  intersection  of  the  street  lines;  these  three  openings 
m  the  curb  shall  have  cuts  in  the  street  curb  opposite  same 
not  over  14  ft.  in  width;  such  accessory  buildings  as  are 
erected  shall  be  not  over  one  story  in  height,  erected  along 
the  interior  lot  line  and  shall  be  of  fireproof  construction, 
faced  with  masonry  material  to  agree  with  that  used  on  the 
walls  specified)  above  and  shall  be  roofed  with  tile  or  slate' 
all  existing  buildings  shall  be  removed,  except  the  one-story 
paint  shop  building  now  located-  on  the  westerly  side  of  the 
P.  °t  •  such  grease  pits  as  are  installed,  if  any,  shall  be 
similarly  housed  with  fronts  of  same  left  open;  there  shall 
be  no  cellars  or  other  open  spaces  under  accessory  buildings, 
except  the  grease  pits  and  no  open  flames  of  any  nature  shall 
be  used  on  the  premises;  no  portable  gasoline  pumps  shall 
be  used  or  maintained  on  the  premises ;  all  gasoline  pumps 
shall  be  erected  not  nearer  than  10  ft.  from  the  street  line- 
advertising  signs  shall  be  confined  to  the  illuminated  globes 
of  the  pumps  and  to  flat  wall  signs  placed  against  the  lot 
line  walls  or  on  the  fronts  of  the  accessory  buildings ;  re¬ 
flectors  for  all  lights  for  general  illumination  shall  be  so 
placed  so  as.  to  reflect  downwardly  so  as  not  to  become  a 
nusance  at  night  to  adjacent  owners  and  tenants;  all  permits 
required  shall  be  obtained  within  six  months  and  all  work 
completed  within  one  year  from  the  date  of  this  action 


549-32-BZ. 

APPLICANT — Abram  Shlefstein,  for  Edbro  Realty  Co., 
Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  2.1  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  70th  ave¬ 
nue  and  Cooper  avenue  (Block  No.  3792,  Lot  No. 
20),  Elmhurst,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

For  Opposition:  None. 

ACTION. OF  BOARD— Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 
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THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  ® 

Absent  .  0 

THE  VOTE  TO  GRANT—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(549-32-BZ) 

Whereas,  Abram  Shlefstein,  for  Edbro  Realty  Co.,  Inc., 
owner,  filed,  November  2,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business,  district,  the 
erection  and  maintenance  of  a  gasoline  service  station , 
premises  southwest  corner  of  70th  avenue  and  Cooper  ave¬ 
nue  (Block  No.  3792,  Lot  No.  20),  Elmhurst,  Borough  of 

Queens;  and  ,  , , 

Whereas,  a  public  hearing  was  held  on  this .  application 

by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  17,  1933,  after  due  notice  by  publication  m  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ,  srid  . 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that.  71st  avenue  is  in  an  unrestricted 
district;  Cooper  avenue  is  in  a  business  and  unrestricted 
district,  and  70th  (Edsall)  avenue  is  in  an  unrestricted  and 

business  district;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  12,  1932  (re  N.  B.  2611-1932),  reads. 

“The  erection  of  a  gasoline  service  station  in  a 
Business  District  is  contrary  to  Zone  Law.” ; 

Whereas,  the  premises  in  question  consist  of  a  plot  of 
ground  having  a  frontage  of  52  ft.  8  in.  on  70th  avenue  and 
52  ft.  11  in.  on  Cooper  avenue,  upon  which  it  is.  proposed 
to  erect  a  one-story  office,  8  ft.  by  10  ft.,  grease  . pit  and.  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station , 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of.  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 
report  recommended  the  granting  of  the  application  under 
section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals,  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  .that  the 
accessory  buildings  shall  be  limited  to  an  office,  which  shall 
be  erected  on  the  extreme  northwest  corner  of  the  property 
and  to  a  grease  pit,  housed  similarly  to  the  office,  with  the 
front  left  open,  said  grease  pit  to  run  parallel  to  70th  ave¬ 
nue;  that  along  the  lot  line  from  the  office  to  Cooper  avenue 
there  shall  be  erected  a  masonry  wall  not  less  than  6  ft.  m 
height;  that  these  accessory  buildings  shall  be  of  fireproof 
construction,  faced  on  all  sides,  except  on  the  rear  interior 
lot  line,  with  enameled  brick  or  similar  material,  and  the 
lot  line  wall  above  referred  to  shall  be  similarly  faced;  that 
the  entire  property  shall  be  cement  payed ;  there  shall  be 
erected  along  the  Cooper  avenue  street  line  a  concrete  curb 
at  least  12  in.  in  width  and  12  in.  in  height,  with  not  more 
than  two  openings  in  same,  each  not  exceeding  12  ft.  in 
width,  with  curb  cuts  in  the  sidewalk  curb  opposite  same 
not  over  14  ft.  wide;  there  shall  be  no  open  spaces  under 
the  accessory  buildings  except  the  grease  pits;  no  open 
flames  of  any  nature  or  description  shall  be  used  on  the 
premises;  all  gasoline  pumps  shall  be  located  at. least  10  ft. 
back  from  the  Cooper  avenue  street  line;  all  signs  adver¬ 
tising  the  non-conforming  use  shall  be  confined  to  the  illu¬ 
minated  globes  of  the  pumps  and  to  flat  wall  signs  on  the 
walls  or  on  the  face  of  the  accessory  buildings ;  the  reflectors 
of  all  lights  used  for  general  illumination  shall  be  so  ar¬ 
ranged  as  to  reflect  downwardly  s©  as  not  to  be  a  nuisance 


at  night  to  the  adjacent  owner  on  the  west;  no  portable 
gas  tanks  shall  be  used  on  or  from  the  premises ;  all  permits 
shall  be  obtained  within  six  months  and  all  work  involved 
completed  within  one  year  from  the  date  of  this  action. 


557-32-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  Estate  of  C.  H.  C. 
Beakes,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 206-208  East  12th  street  (Block 
No.  467,  Lot  Nos.  12  and  13),  Manhattan. 
APPEARANCES— 

For  Applicant:  M.  Joseph  Harrison. 

For  Opposition :  M.  Carl  Levine. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Absent  .  0 

THE  RESOLUTION— 

(557-32-BZ) 


Whereas,  M.  Joseph  Harrison,  for  Estate  of  C.  H.  C. 
Beakes,  owner,  filed,  November  9,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  206-208  East  12th  street  (Block  No. 
467,  Lot  Nos.  12  and  13),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  12th  street  is  in  a  residence 
district ;  East  11th  street  is  in  a  business  district,  and  Third 
avenue  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  25,  1932  (re  Alt.  Applic.  No.  1661- 
1932),  reads: 

“1.  A  building  constructed  and  designed  for  a  garage 
and  for  more  than  five  (5)  motor  vehicles  and  use  of 
premises  for  same  purposes  is  a  prohibited  use  in  a 
residence  district  and  a  business  district  as  per  Sections 
3  and  4  of  Building  Zone  Resolution  respectively.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  three  stories  in  height,  with  a  frontage  of  51 
ft.  6  in.  and  a  depth  of  101  ft.  6  in. ;  to  be  occupied  as  a 
garage  for  more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 
report  recommended  the  denial  of  the  application  under  sec¬ 
tion  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


Adjourned  11.45  a.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

FRIDAY  AFTERNOONMraBRUARY  17,  1933.  3 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hoi-  Absent  .  0 

land  and  Guilfoyle  and  Assistant  Chief  Kidney.  ’  THE  RESOLUTION _ 


BUILDING  ZONE  CASES. 

595-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Gerosa  Paladino 
^  Holding  Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair  shoo 
PREMISES  AFFECTED — Southeast  corner  of  Webster 
avenue  and  East  182nd  street  (Block  No.  3030 
part  of  Lot  No.  42),  The  Bronx. 

APPEARANCES— 

For  Applicant:  A.  M.  De  Rose  and  Nathan  Fried¬ 
man. 

For  Opposition:  Harry  W.  Robinson  and  Mr.  Mc¬ 
Donald. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1933,  at 
2  p.  m.,  without  public  notice,  so  that  applicant  may 
file  new  plans. 


562-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  L.  Greenblatt  and 
S.  Bernstein,  owners. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Foch 
boulevard  and  Springfield  boulevard  (Block  No. 

APPEARANCES^0  ^  ^,:>ans’  Borough  of  Queens. 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted;  laid 
over  to  March  14,  1933,  at  2  p.  m,  on  request  of 
applicant  to  confer  with  owner. 

LHE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  . ’  q 

•65-32-BZ. 

APPLICANT — Salvator  Marinello,  for  Giuseppina  Guerra, 
owner. 

5UBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  an  automobile  repair 
shop  and,  also,  a  gasoline  service  station, 

REMISES  AFFECTED — 1195-1203  Belmont  avenue, 
northwest  corner  of  Conduit  Avenue  South  (Block 
No.  4241,  Lot  No.  14),  Brooklyn. 

APPEARANCES — 

For  Applicant :  Salvator  Marinello. 

For  Opposition :  None. 

iCTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

HE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  . 0 

Absent  .  0 

HE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  .  2 


(565-32-BZ) 

Whereas,  Salvator  Marinello,  for  Giuseooina  Guerra 
owner,  filed,  November  17,  1932,’  an  appliS^un^S 
building  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  an  automobile  repair  shop  and 
also,  a  gasoline  service  station;  premises  1195-1203  Belmont 

MCnt!o’,!10rhWx7t  corner  of  Conduit  Avenue  South  (Block 
No.  424 i,  Lot  No.  14),  Borough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 

ebruary  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Conduit  Avenue  South  is  in  a 
residence  district;  Belmont  avenue  is  in  a  business  and  resi¬ 
dence  district,  and  Elderts  lane  is  in  a  residence  district- 
and  ’ 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  28,  1932  (re  Applic.  No.  11627-1932)', 

rC3QS • 

.  Application  denied.  Use  contrary  to  zoning  resolu¬ 
tion,  Art.  2,  Sec.  3. 

“Gasoline  service  station  and  repair  shop  not  permitted 
in  a  residence  district.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  9%  in.  on  Conduit  Avenue  South  and 
86  ft.  6%  in.  on  Belmont  avenue,  upon  which  it  is  proposed 
to  erect  (on  the  westerly  portion)  a  one-story  structure  to  be 
used  as  office,  grease  pits  and  auto  repair  shop  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  station  • 
and  ’ 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
an^  report  of  same  read  and  adopted  at  this  hearing;  and 

Whereas,  this  report  recommended  the  denial  of  this  ap¬ 
plication  under  section  21. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


505-32-BZ. 

APPLICANT  Michael  Levine,  for  Isaac  Levingson, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec- 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — South  side  of  Conduit  boule¬ 
vard,  5  ft.  11%  in.  east  of  Hemlock  street  (Block 
No.  4217,  part  of  Lot  No.  16),  Brooklyn 

APPEARANCES— 

For  Applicant:  Michael  Levine. 

For  Opposition :  None. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  . ’  ’  ’  ’  q 

Absent  .  n 

THE  VOTE  TO  GRANT—  . 

Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Absent  .  q 
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THE  RESOLUTION— 

(505-32-BZ) 

Whereas,  Michael  Levine,  for  Isaac  Levingson,  owner, 
filed,  September  28,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
south  side  of  Conduit  boulevard,  5  ft.  11JJ?  in.  east  of  Hem¬ 
lock  street  (Block  No.  4217,  part  of  Lot  No.  16),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
Februry  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Conduit  boulevard  is  in  a  residence 
district;  Hemlock  street  is  in  a  residence  district;  Autumn 
avenue  is  in  a  residence  district,  and  Glenmore  avenue  is  in 
a  residence  and  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  14,  1932  (re  App.  No.  9716-32),  reads: 

“Proposed  office  and  a  gasoline  service  station  to  be 
located  in  a  residential  district  are  contrary  to  Art.  II, 
Sect.  3  of  Zone  Resolution.” ; 
and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  79  ft.  10  in.  on  Conduit  boulevard  and  a 
distance  of  42  ft.  10  in.  along  the  westerly  lot  line,  upon 
which  it  is  proposed  to  erect  a  one-story  office,  12  ft.  by  12 
ft.  in  area,  grease  pits  and  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  and  adopted  at  this  hearing;  and 
Whereas,  this  report  recommended  the  denial  of  this  ap¬ 
plication  under  section  21.  _ 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 

538-32-BZ. 

APPLICANT— Peter  G.  Schreiner,  for  Anna  Kalb,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business,  district  the  change 
of  occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Southwest  corner  of  120th  street 
and  14th  road  (Block  No.  115,  Lot  No.  5),  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Charles  Kalb. 

For  Opposition:  None. 

ACTION  OF  BOARD— Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  . < .  0 

THE  RESOLUTION— 

(538-32-BZ) 

Whereas,  Peter  C.  Schreiner,  for  Anna  Kalb,  owner, 
filed,  October  21,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  garage  for  more 
than  five  motor  vehicles ;  premises  southwest  corner  of  120th 
street  and  14th  road  (Block  No.  115,  Lot  No.  5),  College 
Point,  Borough  of  Queens;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  14th  road  is  in  a  business  dis¬ 
trict ;  15th  avenue  is  in  an  unrestricted  district ;  14th  avenue 
is  in  a  business  district,  and  120th  street  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  3,  1932  (re  Plan  No.  Alt.  5622-1932), 
reads : 

“The  creation  of  a  garage  for  more  than  five  motor 
vehicles  in  a  business  district  is  contrary  to  Art.  2, 
Section  4,  Subdiv.  15  of  Zone  Law.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft.  on 
14th  road  and  100  ft.  on  120th  street;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  adopted  at  this  hearing;  and 
Whereas,  the  report  recommended  the  granting  of  this 
application  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  dt  hereby  is  granted  on  condition  jthat  the 
building  shall  not  be  increased  in  height  or  area  ;•  that  this 
permit  shall  continue  only  so  long  as  the  building  in  question, 
as  altered,  remains ;  that  the  building  shall  be  made  to  comply 
with  all  the  requirements  covering  the  proposed  garage  occu¬ 
pancy;  that  the  existing  sash  on  the  two  street  fronts  shall 
be  entirely  removed  and  a  brick  wall  substituted;  that  the 
fire  wall  separating  this  building  from  the  next  section  west 
shall  be  unpierced  and  of  the  thickness  required  by  law ; 
that  there  shall  be  no  entrances  for  automobiles  to  the 
building  from  14th  road  (Second  avenue)  and  that  the 
entrance  for  automobiles  shall  be  located  on  120th  street 
only,  toward  the  south,  as  indicated  on  the  plans  filed  in  this 
application,  which  plans  are  to  be  substantially  followed ; 
that  such  heating  plant  as  may  be  installed  shall  be  at  grade 
level,  with  no  cellar  beneath,  and  entirely  separated  from 
the  garage ;  that  if  gasoline  is  sold  on  the  premises,  such 
pumps  and  tanks  as  are  installed  shall  be  in  accordance  with 
legal  requirements ;  that  there  shall  be  no  portable  tanks 
used  in  the  premises  or  for  serving  automobiles  at  the  curb : 
that  signs  advertisting  non-conforming  uses  on  the  14th  road 
frontage  shall  be  confined  to  letters  on  plate  glass  windows, 
and  that  all  permits  necessary  shall  be  obtained  within  three 
months  and  all  work  involved  shall  be  completed  within  nine 
months  from  the  date  of  this  action. 


605-32-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Louis  Miller, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  pro¬ 
posed  business  use  (store). 

PREMISES  AFFECTED— Northwest  corner  of  Northern 
boulevard  and  194th  street  (Block  No.  1026,  Lot 
No.  5),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman. 

For  Opposition :  Wilbur  H.  Hecht  and  William  H. 
Conley. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 
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Negative  . 0 

Absent  .  n 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(605-32-BZ) 

Whereas,  Boris  W.  Dorfman,  for  Louis  Miller,  owner, 
filed,  December  8,  1032,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension  from  a  business  dis¬ 
trict  into  a  residence  district  of  a  proposed  business  use 
(store)  ;  premises  northwest  corner  of  Northern  boulevard 
and  194th  street  (Block  No.  1026,  Lot  No.  5),  Flushing, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard"  is  in  a  busi¬ 
ness  district;  194th  street  is  in  a  residence  district,  and  193rd 
street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  2,  1932  (re  Plan  No.  3045-1932),  reads: 

The  erection  of  a  store  partly  in  a  business  and 
partly  in  a  residence  district  is  contrary  to  art  2,  sec.  3, 
Zoning  Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100.24 
ft.  on  Northern  boulevard  and  144  ft.  on  194th  street ;  the 
northerly  portion  of  the  premises  extend  into  the  residence 


district  for  a  distance  of  approximately  44  ft.,  the  remainder 
is  in  the  business  district;  proposes  to  occupy  the  building- 
tor  stores ;  and  & 

W  hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  ot  same  read  and  adopted  at  this  hearing ;  and 

YY  herf.as,  the  report  recommended  the  granting  of  the  an- 
phcation.  1 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  for  one  occupancy  and  restricted  in  height 
to  one  story,  to  extend  beyond  the  business  use  into  the  resi- 
denhal  area  for  an  average  depth  of  28  J4  ft. ;  that  the  rear 
wall  shall  be  of  face  brick,  same  as  to  be  used  on  the  street 
walls,  and  that  in  this  rear  wall  there  shall  be  medium-sized 
windows  only  and  no  door ;  that  the  windows  facing  on  194th 
sfr«*\  W1thin  the  portion  of  building  in  the  residential  area 
shall  be  medium-sized  windows,  the  sills  of  which  shall  be  at 
least  5  ft.  above  sidewalk;  that  the  balance  of  the  plot  not 
covered  by  the  building  shall  be  cement  paved;  that  there 
shall  be  erected  along  the  rear  property  lines,  entirely  en¬ 
closing  the  balance  of  the  plot,  a  galvanized  woven  iron 
wire  fence,  not  less  than  5  ft.  high,  with  a  gate  in  this  fence 
not  over  3  ft.  in  width  on  194th  street  for  access  to  rear 
yard ;  that  there  shall  be  no  advertising  signs  of  any  nature 
or  description  in  the  residential  area,  and  that  all  permits 
shall  be  obtained  within  three  months  and  all  work  involved 
shall  be  completed  within  six  months  from  the  date  ot  this 
action. 


Adjourned  3.40  p.  m. 


William  J.  O  Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  21,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Wednesday  morning,  February  15,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Wednesday  after¬ 
noon,  February  15,  1933,  were  approved  as  printed  in  Bulletin 
No.  8,  Vol.  XVIII. 


BUILDING  ZONE  CASES 

545-32-BZ. 

APPLICANT — Hotchner,  Drucker,  Bleier  &  Finn,  for 
Downy  Properties,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  247th  street 
(Hillendale  avenue)  and  Northern  boulevard  (Block 
No.  3976,  Lot  No.  48),  Little  Neck,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Solomon  Gottlieb. 

For  Opposition:  Joseph  T.  King. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 

572-32-BZ. 

APPLICANT — Morris  Whinston,  substituted  for  Rudolf  C. 
P.  Boehler,  for  Evelyn  Silverman,  owner. 


SUBJECT  Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  occupied 
as  stores  on  the  first  story  and  as  dwellings  above 
the  first  story. 

PREMISES  AFFECTED— Southeast  corner  of  Newport 

street  and  East  94th  street  (Block  No.  4690  Lot 
No.  46),  Brooklyn 

APPEARANCES— 

For  Applicant:  Morris  Whinston 

A^T^x?°^j9pposition:  Samuel  Schaeffer. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1933,  at 
10  a.  m.,  on  request  of  applicant. 


577-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Scoland  Building 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
„In3!|lt™ce  a  ?as°Bne  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Foch  boule¬ 
vard  and  Nashville  avenue  (Block  No.  3358,  Lot  No. 
93),  St.  Albans,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Charles  P.  Loeser. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 
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623-32-BZ. 

APPLICANT — Edward  P.  Keiiney,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  an  existing 
building  to  a  business  use. 

PREMISES  AFFECTED— East  side  of  Windsor  place,  100 
ft.  north  of  Austin  street  (Block  No.  2076,  Lot  Nos. 
39,  40  and  41),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Walter  B.  Kempner. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  3,  1933,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


202-30-BZ. 

APPLICANT— Rodman  Richardson,  for  Porter  Holding 
Corp.,  owner;  request  for  reopening  made  by  Joseph 
D.  Nunan,  Jr.,  attorney  for  owner. 

SUBJECT— Application  for  reopening— reconsideration  under 
new  facts,  having  been  previously  denied — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the.  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 220-06  Northern  boulevard  and 
45-05  220th  street,  southeast  corner  (Block  No.  3213, 
part  of  Lot  No.  1),  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bertram  F.  Bongard. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Kidney  . . 4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  . 0 


596-32-BZ. 

APPLICANT— Larry  Meltzer,  for  Vincent  Esposito,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 619  East  Fordham  road,  north¬ 
west  corner  of  Hughes  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . * .  5 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION— 

(596-32-BZ) 

Whereas,  applicant  has  failed  to  complete  his  papers  al¬ 
though  duly  notified  to  do  so.  j 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


653-28-BZ. 

APPLICANT— Bertram  G.  Eadie,  substituted  for  J.  J. 
Gloster,  for  Ethel  Samuels,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  nine  (9)  metal  garages 
for  the  storage  of  nine  (9)  motor  vehicles  and, 
also,  the  installation  of  a  gasoline  service  station. 


PREMISES  AFFECTED— Southeast  corner  of  Hylan 
boulevard  and  Evans  street  (Block  No.  3657,  Lot 
Nos.  1  and  3),  Grant  City,  Borough  of  Richmond. 
APPEARANCES— None. 

ACTION  OF  BOARD — -Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 


THE 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(653-28-BZ) 

Whereas,  this  application,  affecting  premises  southeast 
corner  of  Hylan  boulevard  and  Evans  street  (Block  No.  3657, 
Lot  Nos.  1  and  3),  Grant  City,  Borough  of  Richmond,  was 
granted  an  extension  of  time  by  the  board  at  its  meeting 
March  18,  1932,  and  applicant  requested  a  further  extension. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  18,  1932,  be  and  it  hereby  is  modified,  only  so  far  as  it 
refers  to  the  time  mentioned  therein  for  completion,  so  that 
as  revised  the  resolution  will  read:  “and  all  work  involved 
thereby  completed  within  one  year  from  March  8,  1933,”  and 
that  the  resolution  shall  be  complied  with  in  all  other 
respects. 


288-30-BZ. 

APPLICANT — Louis  E.  Drago,  for  Carnela  Esposito, 
owner ;  request  for  reopening  made  by  Francis  P. 
Sabbatino. 

SUBJECT— Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  budd¬ 
ings),  under  sections  7c,  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  ex¬ 
tending  from  an  unrestricted  district  the  erection 
and  maintenance  of  ten  (10)  one-car  garages  and, 
also,  the  installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 16-22  Park  avenue  and  74  Navy 
street,  southwest  corner  (Block  No.  125,  Lot  Nos. 
12,  13  and  15),  Brooklyn. 


APPEARANCES— 


For  Applicant :  Francis  P.  Sabbatino. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(288-30-BZ) 

Whereas,  this  application,  affecting  premises  16-22  Park 
avenue  and  74  Navy  street,  southwest  corner  (Block  No. 
125,  Lot  Nos.  12,  13  and  15),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  March  4,  1932,  on  certain 
conditions,  and  applicant  requested  a  modification  of  the 
resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  4,  1932,  be  and  it  hereby  is  modified,  only  so  far  as  it 
relates  to  the  requirement  that  a  concrete  curbing  not  less 
than  12  in.  wide  and  12  in.  in  height,  with  three  openings 
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■  therein,  shall  be  erected  along  the  Park  avenue  building  line, 
so  that  as  modified  this  resolution  will  provide  ‘that  no 
curb  shall  be  erected  along  the  Park  avenue  building  line,  on 
condition  that  the  curb  shall  be  erected  along  the  entire 
frontage  on  Navy  street  and  that  this  curb  shall  return 
along  the  curb  of  Park  avenue  for  a  distance  of  approximately 
8  ft.  from  the  intersection  of  Park  avenue  and  Navy  street; 
that  there  shall  be  no  gasoline  pumps  erected  elsewhere 
than  immediately  adjacent  to  the  brick  wall  of  the  adjoin¬ 
ing  property  to  the  south,  where  a  total  of  not  to  exceed 
six  (6)  pumps  are  to  be  erected,  and  that  the  resolution 
shall  be  complied  with  in  all  other  respects.” 

68-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Jane  David  Holding 
Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
rir)r,_  _T^I1  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1641-1649  Eastern  parkway, 
northeast  corner  of  Hopkinson  avenue  (Block  No! 
1465,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Meyer  Kraushaar. 

For  Opposition :  Max  H.  Levine. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  dismissed  for  lack  of  jurisdiction 
THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 

THE  RESOLUTION— 

(68-32-BZ) 

Whereas,  Celler  &  Kraushaar,  for  Jane  David  Holding 
Corp.,  owner,  filed,  February  11,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station: 
premises  1641-1649  Eastern  parkway,  northeast  corner  of 
Hopkinson  avenue  (Block  No.  1465,  Lot  No.  1),  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
February  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Eastern  parkway  is  in  a  business 
district ;  Hopkinson  avenue  is  in  a  business  district ;  Prospect 
place,  west  of  Hopkinson  avenue,  is  in  a  residence  district, 
and  Prospect  place,  east  of  Hopkinson  avenue,  is  in  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  10,  1932  (re  Applic.  No.  13634-31), 

reads : 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4a,  of 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  92  ft.  10  in.  on  Eastern 
parkway,  49  ft.  10  in.  on  Hopkinson  avenue  and  78  ft.  4  in. 
on  Prospect  place,  upon  which  it  is  proposed  to  erect  a  one- 
story  office,  12  ft.  by  18  ft.  in  area,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
it  is  proposed  to  demolish  the  brick  structure  now  on  the 
site;  and 

Whereas,  a  question  arose  as  to  whether  the  school  on 
the  same  street  between  the  intersecting  streets  was  a  duly 


r^amzed  school  within  the  purview  of  section  21  of  the 
building  zone  resolution,  and  a  committee  of  the  board  visited 
the  premises  and  the  school  and  reported  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  68-32-BZ. 

“Premises  1641-1649  Eastern  parkway,  northeast  corner 
ot  Hopkinson  avenue,  Borough  of  Brooklyn. 

°f  the  b°ard’  consisting  of  Chairman 
Murdock  and  Commissioners  Holland  and  Guilfoyle  on 

iftirp7*1,  1933r  V1Slted  and  inspected  premises  1641- 
lb49  Eastern  parkway,  northeast  corner  of  Hopkinson 
avenue,  Borough  of  Brooklyn. 

This  is  an  application  under  section  21  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station.  The  property  in  question  is 

Hnnfif  0n  Prospect  pIace  between  the  intersection  of 
nson.  avenue  and  Eastern  parkway. 

onri  er+n  IS  °n  tbe  same  block  as  tIie  site  under  appeal 

which11  EK  T°Sltf  -lte  ?  Prospect  place  an  institution 
?  C  1  Maimed,  is  a  duly  organized  school  under  the 

which  read°s  :SeCtl0n  21  °f  ^  building  ZOne  resolution! 

“  ‘No  gasoline  service  station  may  be  erected  or 
extended  on  any  portion  of  a  street  between  two 
intersecting  streets  in  which  portion  there  exists  an 
exit  from  or  an  entrance  to  a  public  school;  and 
m  no  case,  within  a  distance  of  200  feet  from  the 
nearest  exit  from  or  entrance  to  a  public  school, 
lhis  protection  shall  also  apply  to  duly  organized 
school  for  children  under  sixteen  years  of  age  giv- 
mg  regular  instruction  at  least  five  days  a  week&for 
eight  months  or  more  each  year,  owned  and  oper- 

corporatfoiU estab  ,shed  rellgious  body  or  educational 

.  “AccorchngJy,  the  question  whether  the  board  has 
jurisdiction  in  the  present  case,  depends  on  whether 

of  th^ha-1^h°°  W,thin  ithe  meanin£  of  this  Provision 
the  building  zone  resoluton,  inasmuch  as  it  is  clearly 

shown  by  affidavit  that  it  is  a  school  for  children  unde? 

,XJeetl  years,  of  ,afe’  givmg  regular  instruction  five 
days  a  week  for  eight  months  or  more  each  year  and  is 
operated  by  an  established  religious  body.  The  principal 
A  the  English  department  of  the  school  in  this  affidavit 
stated,  that  the  Yeshiva  Rabbi  Chaim  Berlin  was  duly 

Underu tHe  PaWS  °f  the  State  of  New  York 

for  S  1f,ebSny£rPal  °f  ‘',e  Eng"'Sh 
“A  communication  from  William  J.  O’Shea  superin¬ 
tendent  of  schools,  advises  the  board  as  follows : 

•  blls  scbo°I  has  been  operating  for  approx¬ 

imately  twenty-five  years.  The  teachers  in  the 
English  department  are  regularly  licensed  teachers 
n  the  public  schools  of  the  City  of  New  York  and 

peKrPncClPa1,’  Mr-  Isadore  Zeichel-  a  teacher  in 
Public  School  173,  Brooklyn,  has  been  in  charge  for 
fourteen  years. 

,  ,  ^bere  are  several  schools  of  this  type  in  the 

borough  which  have  been  operating  with  the  knowl- 
edg%of/t]e  Board  of  Education  for  some  vears. 

3.  the  schools  are  inspected  periodically  bv 
representcitives  of  the  State  Department  of  Educa’- 

“  ‘4.  Graduates  are  received  by  public  high 
schools  in  this  borough  and  apparently  do  satis¬ 
factory  work. 

c  5\t  T  scb°o]s  receive  regular  communications 
fr°™ th«  Bureau  of  Attendance  of  the  Department 
of  Education  of  the  City  of  New  York  and  are  under 
their  jurisdiction. 

“  ‘6.  The  principal  informs  me  that  the  course 
of  study  and  the  time  schedules  conform  to  the 
requirements  of  the  Department  of  Education  in  this 
city  and.  is  submitting  copies  for  my  inspection  and 
information. 
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“  ‘7.  There  does  not  seem  to  be  any  regular  in¬ 
spection  of  this  type  of  school  by  the  Board  of 
Education. 

“  ‘8.  This  school  apparently  does  not  comply  with 
the  provisions  of  Section  623  of  Article  XXIII  of 
the  Education  Law,  ‘instruction  elsewhere  than  at 
a  public  school.’  This  section  requires  that  attend¬ 
ance  at  such  a  school  ‘shall  be  of  at  least  as  many 
hours  each  day  thereof  as  are  required  of  children 
of  like  age  at  public  schools.’ ' 

“This  school  has  been  operating  for  approximately 
twenty-five  years  and  the  teachers  in  the  English  de¬ 
partment  are  regularly  organized  teachers  of  the  public 
schools  of  the  City  of  New  York.  Even  if  there  is 
some  doubt  as  to  whether  this  school  complies  with  the 
provisions  of  the  Education  Law,  nevertheless  the  com¬ 
mittee  is  of  the  opinion  that  it  is  a  duly  organized  school 


under  the  intent  of  the  building  zone  resolution,  such 
intent  presumably  being  to  protect  school  children  com¬ 
ing  and  going  to  and  from  the  schools.  In  view  of  the 
facts  stated,  the  committee  is  of  the  opinion  that  it  has 
no  jurisdiction  to  act  in  this  application  and  that  the 
case  should  be  dismissed  as  being  beyond  the  juris¬ 
diction  of  the  board. 

“(Signed)  HENRY  H.  MURDOCK, 

Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  jurisdiction. 


Adjourned  11.45  a.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  21,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

492-27-BZ. 

APPLICANT— Halward  Realty  Corp.,  present  owner 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  elec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  for  garage,  motor  vehicle  repair 
shop  and  gasoline  service  station;  reopened  No¬ 
vember  9,  1932).  v  . 

PREMISES  AFFECTED— 1134-1144  East  New  York  ave¬ 
nue  (Block  No.  4600,  Lot  No.  7),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Kronenberg. 

For  Opposition:  Seymour  J.  Koff. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1933,  at 
2  p.  m.,  pending  inspection  and  report  by  a  committee 
of  the  board. 


347-29-BZ 

APPLICANT— Samuel  Rosenblum,  for  Infried  Realty  Corp., 


owner.  .  .  ,  ,  .  .  ,  . 

SUB  TECT _ Application  (re  decision  of  the  superintendent 

*  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five  (o)  motor 
vehicles  (on  a  site  upon  which  the  board  has  pre¬ 
viously  granted  permission  to  occupy  as  a  garage 
for  more  than  five  (5)  motor  vehicles)  ;  (reopened 

November  4,  1932).  .  . 

PRFMISES  AFFECTED— West  side  of  Sedgwick  avenue, 
“  iSf  ft  south  of  West  167th  street  (Block  No.  2539, 


Lot  No.  22),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  J.  J.  O’Connor. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1933,  at 
2  p.  m„  pending  inspection  and  report  by  a  committee 

of  the  board. 


w  ^  o  q  ^  ^ 

APPLICANT — Wood  &  Marshall,  for  Suburban  Mainte¬ 
nance  Service  Corp.,  owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645,  Lot  No.  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1933,  at 
2  p.  m.,  pending  inspection  and  report  by  a  committee 
of  the  board. 


828-25-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Henry  Gerken, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  an  existing 
garage  (previously  granted  by  the  board  so  as  to 
permit  the  inclusion  of  a  gasoline  service  station 
(reopened  June  7,  1932). 

PREMISES  AFFECTED — Southeast  corner  of  Second  ave¬ 
nue  and  Newtown  avenue  (Block  No.  617,  Lot  No. 
8),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

For  Opposition :  Michael  P.  Murphy,  Margaret 
Vaughan  and  May  Eisert. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  laid  over  to  March  21,  1933,  at  2  p.  m.,  to 
file  new  plans. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


595-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Gerosa  Paladino 
Holding  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under1  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — Southeast  corner  of  Webster 
avenue  and  East  182nd  street  (Block  No.  3030,  part 
of  Lot  No.  42),  The  Bronx. 
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M I  NUT  ES 


APPEARANCES— 

For  Applicant:  A.  M.  De  Rose  and  Nathan  Fried¬ 
man. 

For  Opposition:  Harry  W.  Robinson  and  J.  A.  Mc¬ 
Donald. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE- 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 

Negative  .  0 

Absent  . 0 

THE  RESOEUTION — 

(595-32-BZ) 

Whereas,  De  Rose  &  Cavalieri,  for  Gerosa  Paladino  Hold¬ 
ing  Corp.,  owner,  filed,  December  2,  1932,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  motor  vehicle 

repair  shop;  premises  southeast  corner  of  Webster  avenue 
and  East  182nd  street  (Block  No.  3030,  part  of  Lot  No.  42), 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meeting, 
February  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue,  Folin  street  and 
East  182nd  street  are  all  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  2,  1932  (App.  N.  B.  563-32),  reads: 

“1.  Erection  of  buildings  and  maintenance  of  premises 
in  business  district,  for  occupancy  as  motor  vehicle  service 
and  repair  shop  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 
nnd 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
i  frontage  of  170.37  ft.  on  Webster  avenue  and  100  ft.  on 
East  182nd  street;  on  the  northwest  corner  of  the  plot  (in¬ 
cluding  an  area  of  40  ft.  by  15  ft.)  there  is  located  a  one- 
dory  metal  structure  occupied  as  a  restaurant;  it  is  pro¬ 
posed  to  cover  the  remainder  of  the  plot  with  a  one-story 
ion-fireproof  building  to  be  occupied  as  a  motor  vehicle 
ervice  and  repair  shop;  and 

Whereas,  the  board  deems  that  the  applicant  has  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
:one  resolution  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  district 
emulations  of  the  building  zone  resolution  and  that  the  ap- 
ilication  be  and  it  hereby  is  granted  on  condition  that  the 
)uilding  shall  be  limited  to  one  story  in  height  and  con¬ 
structed  substantially  as  shown  on  the  plans  submitted, 
vhich  are  marked  on  the  back  thereof,  “received  February 
iO,  1933,”  on  condition  that  the  northerly  portion  of  the 
milding,  along  182nd  street  for  a  distance  of  approximately 
>0  ft.  back  along  Webster  avenue,  shall  be  used  for  a 


conforming  use;  that  the  motor  vehicle  repair  shop  and 
r  /"P^f^ment  shall  be  limited  to  the  southerly  portion 
ot  the  building ;  that  there  shall  be  no  openings  on  182nd 
street,  other  than  windows,  and  one  door  for  exit  purposes, 
such  door  to  be  not  over  3  ft.  8  in.  wide  and  8  ft.  in 
height ;  that  the  only  openings  for  vehicles  shall  be  from 
Webster  avenue,  as  indicated  on  the  plans,  and  shall  be 
limited  to  two  driveways;  that  the  rear  wall  along  the 
easterly  lot  line  shall  be  unpierced  throughout;  that  the 
building  shall  be  protected  with  an  approved  one-source 
sprinkler  system  (not  including  the  temporary  lunch 
wagon  on  corner  of  plot)  ;  that  there  shall  be  no  open 
flames,  anvils  or  forges  used  on  the  premises ;  that 
the  machines  used  for  motor  vehicle  repair  work  shall  be 
limited  to  those  requiring  not  more  than  one-half  horse¬ 
power  motor  each ;  that  there  shall  be  a  fireproof  wall  sep¬ 
arating  the  northerly  portion  used  for  conforming  use  and 
the  southerly  portion  used  for  a  motor  vehicle  repair  shop, 
any  doors  therein  to  be  fireproof  and  self-closing ;  that  any 
skylights  shall  be  of  metal  frame,  glazed  with  plain  glass, 
with  wire  screens  above  and  below,  such  skylights  to  be 
not  nearer  than  15  ft.  to  the  easterly  property  line  wall; 
that  any  signs  advertising  any  non-conforming  use  shall  be 
limited  to  that  portion  of  the  building  facing  on  Webster 
avenue  where  the  motor  vehicle  repair  work  is  to  be  done 
and  such  signs  shall  be  only  flat  signs  attached  to  the  face 
of  the  building,  excluding  roof  signs  and  signs  overhanging 
the  building  line ;  that  there  shall  be  no  renting  of  space 
for  the  storage  of  cars  and  there  shall  be  no  sale  of  gasoline 
or  lubricating  oil  on  the  premises ;  that  before  filing  plans 
with  the  superintendent  of  buildings  the  plans  shall  be  sub¬ 
mitted  to  this  board  for  approval ;  that  all  permits  shall  be 
obtained  within  three  months  and  all  work  shall  be  com¬ 
pleted  within  nine  months  from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

472-32-BZ. 

APPLICANT — Bernard  Greenwald,  for  Walter  J.  M.  Dono¬ 
van,  owner. 

SUBJECT — Application  for  approval  of  plans  in  accord¬ 
ance  with  resolution  adopted  by  the  board  on  Janu¬ 
ary  31,  1933. 

PREMISES  AFFECTED — 1223  Cromwell  avenue,  north¬ 
west  corner  of  Jerome  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
engineer’s  report. 

THE  VOTE  TO  APPROVE  PLANS 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


Negative  .  o 

Absent  .  0 


Adjourned  3.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
opies  of  Form  7NO,  for  notices  to  property  owners,  such 
orms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
roperly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Iroadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES.  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions.  ,  . 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  ami  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  \\  ood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  flooi  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (24)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  ()4)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1. 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 

eighths  (24)  inch  gypsum  wall  boards  weighing  not 

less  than  16  pounds  per  square  yard  with  pointed 

joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 

beams  when  spaced  not  more  than  sixteen  (16) 

inches  on  centers,  or  nailed  to  furring  strips  when 
'he  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  ()4)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (1«)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (24)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  tl6)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (24)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (24)  inch  wood,  sheathing, 
one-half  (14)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (24)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (14)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 

to  a  height  of  five  (5)  feet. 

(d)  Two  bv  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 

26  U.  S.  gauge  metal:  . 

(e)  Existing  wood  stud,  lath  and  plaster  nnrtition« 
covered  on  the  garage  side  with  No.  26  1T  S.  gauge 
sheet  metal  with  one  inch  lapped  seams 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA— Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

■i  443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

'  755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2(4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-S A — Kennedy  2  ^4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


3°9  30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA  Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

137-31-SA  Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA — Lunkenheimer  214-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  214-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA— The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA  D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA  Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

498-32-SA  Bettendorf  Oil  Burner,  Model  H.B.,  approval 

of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32-SA — Evenheet  Oil  Burner,  approval  of. 

563 -32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

570-32-SA  Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

625-32- S A — Manufacturers  Tooth  Furnace  Fuel  Oil  Burner, 
approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 

10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
9,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
duction  shall  not  be  prohibited  when  used  in  accordance 
nth  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
pecifi cations  for  this  material  which  have  been  adopted 
y  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
sed  shall  conform  with  the  following  table,  all  weights 
iven  being  the  amount  of  lime  which  may  be  incorporated 
>r  each  ninety-five  pound  bag  of  Portland  cement : 


1-1  /4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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DISPOSITION  OF  CASES. 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  February  22,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total  . 

Disposed  of  . 


261  Withdrawn  . 

Dismissed . 

Denied  . 

qq  Granted  . 

Granted  on  condition . 

Appliances  approved  . 

13  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

43  Requests  to  reopen  granted . . 

Requests  to  reopen  denied . 

1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

13  Requests  for  modification  granted . 

Requests  for  modification  denied . 

0  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

8  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

2  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

0  Interpretations  . 

-  Requests  withdrawn  or  dismissed . 

410 

Total . 

159 


8 

6 

16 

C 

56 

5 

1 

0 

0 

35 

4 

1 

0 

13 

0 

0 

0 

8 

0 

0 

0 

0 

0 

2 

0 

0 

0 

c 

4 

159 


Cases  pending  February  22,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
hoard — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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Minutes  of  Regular  Meeting.  February  28,  1933, 
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NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  £ 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions 
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HARRIS  H.  MURDOCK,  Chairman. 


RULES 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  March  1,  1933. 

Cal.  No.  Department.  Premises  Affected. 

83-33-SA . F.D . Master-Kraft  Oil  Burner, 

_  Appliance 

82-33-, S A . F.D . Inferno  Oil  Burner, 

_  Appliance 

81-33-A . F.D . Transportation  of  gasoline  in 

tank  wagons  throughout  New 
York  City  not  of  approved 

_  type,  Decision 

80-33-BZ . B.B.B _ 786-790  Flatbush  ave.  (Block 

5063,  Lot  56),  Bklyn., 

_  Applic.  1297-33 

79-33-BZ . B.B.Bx. .  .814-818  Morris  Park  ave.  (Block 

4044,  Lots  7  &  8),  Bx., 

_ _  N.  B.  32-1933 

78-33-BZ . B.B.M.... 452-460  W.  167th  st.  (Block 

2111,  Lot  92),  Man., 

_  N.  B.  15-1933 

77-33-BZ . B.B.Q _ Southeast  corner  of  New  York 

blvd.  &  Linden  blvd.  (Block 
3083,  Lot  21),  Cedar  Manor, 

_  Q.,  N.  B.  224-1933 

76-33-A . F.D . 3-15  Hanover  sq.  (Block  30,  Lot 

_  19),  Man.,  F-210  &  F-211 

75-33-BZ . B.B.Bx. .  .Northwest  corner  of  Gun  Hill 

rd.  &  Adee  ave.  (Block  4762, 

. -  Lot  98),  Bx.,  N.  B.  49-1933 

74-33-BZ . B.B.M _ 4650-4664  Broadway  (Block 

2175,  Lot  1),  Man., 

-  Decision 

73-33-BZ . B.B.B _ 229-271  Pulaski  st.  (Block  1773, 

Lot  50),  Bklyn., 

-  Applic.  891-1933 

72-33-S . F.D . 23-25  E.  26th  st.  (Block  856, 

- - -  Lot  58),  Man.,  L.  F.  99375 

71-33-BZ . B.B.Q... . 36-08  33rd  st.  (Block  601,  Lot 

38),  Long  Island  City,  Q., 

_  Decision 

70-33-A . F.D . 5838  Amboy  rd.  (Block  6724, 

Lot  65),  Princes  Bay,  Rich., 

_  L.  C.  79025 

Restored  to  Calendar. 

503-32-BZ . B.B.M _ 16  St.  Nicholas  pi.  (Block  2054, 

Lot  40),  Man., 

-  Alt.  1406-1932 

311-32-BZ . B.B.B _ 3484-3498  Fulton  st.  (Block 

4156,  Lots  26  &  80),  Bklyn., 
-  Applic.  3751-1932 


CODE 

F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . . , . Bureau  of  Buildings,  Manhattan 

B.BQ .  . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932  Vol.  17  No.  31 

Concrete  Flat  Slabs,  Rules .  Jan.  3,  1933  Vol.  18  No.  1 

Concrete  Rules  (Hydrated  Lime)..  Mar.  7,  1933 — Vol.  18  No.  10 

Elevator  Rules  . June  14,  1932 — -Vol.  17  No.  24 

Exit  Rules  (Revolving  Doors)....  Oct.  18,  1932 — Vol.  17  No.  42 

Factory  Exit  Rules . Jan.  3,  1933 — Vol.  18  No.  1 

Fire  Alarm  Rules  (Interior) .  Dec.  27,  1932 — Vol.  17  No.  52 

Fire  Drill  Rules . Mar.  7,  1933— Vol.  18  No.  10 

Fire  Retarding  Rules  for  Garages, 

etc . Feb.  28,  1933— Vol.  18  No.  9 

Fireproof  Wood,  Testing  of . Jan.  3,  1933 — Vol.  18  No.  1 

Frame  Garages,  Ruling  lor . jan.  21,  1919 — Vol.  4  No.  3 

Fuel  Oil  Rules . Feb.  7,  1933— Vol.  18  No.  6 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol.  10  No.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13  No.  23 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec.  13,  1932— Vol.  17  No.  50 

Plumbing  Rules  .  Nov.  8,  1932 — Vol.  17  No.  45 

Procedure,  Rules  of .  July  5,  1932 — Vol.  17  No.  27 

Refrigerating  Systems,  Extract  C.  O.  Dec.  20,  1932 — Vol.  17  No.  51 

Smoking  in  Factories,  Rules  for...  Jan.  3,  1933 — Vol.  18  No.  1 

Sprinkler  Rules  .  Dec.  6,  1932— Vol.  17  No.  49 

Standpipe — Fire  Line  Rules .  Nov.  22,  1932 — Vol.  17  No.  47 

Structural  Alterations,  Reporting..  June  7,  1932 — Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Apr.  10,  1923 — Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  7,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

13- 33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

PREMISES — 1552-1560  Stillwell  avenue,  southwest  corner 
of  Kings  highway  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

14- 33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Michela  Tavino 
Cirrito,  owner. 

PREMISES — South  side  of  Conduit  boulevard,  19  ft.  9  in. 
west  of  Crescent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


18-33-BZ. 

APPLICANT — Hermstarr  Realty  Corp.,  owner. 

PREMISES — East  side  of  Jerome  avenue,  196  ft.  north  of 
East  184th  street  (Block  No.  3187,  Lot  Nos.  18,  19 
and  20),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  July  24,  1928, 

TO  PERMIT  in  lieu  of  the  erection  of  a  six-story  tenement 
house  with'  stores  on  the  first  story,  as  provided  in 
the  resolution,  a  one-story  building  occupied  for 
store  use  only — residence  district  (reopened  January 
4,  1933). 
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CALENDAR 


MARCH  7,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
7,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  303-32-BZ— Application,  May  31,  1932;  dismissed 
for  lack  of 'prosecution  July  26,  1932; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  14,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Joseph  B. 
Schwartz,  applicant,  on  behalf  of  Edlar 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block 
No.  2705,  Lot  No.  52),  The  Bronx. 

cal.  no.  186-30-BZ — Application,  March  15,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
withdrawn  April  14,  1931 ;  reopened 
November  4,  1932,  for  consideration 
under  section  7f  of  the  building  zone 
resolution,  of  Conroy  &  Hardy  (for¬ 
merly  known  as  McCooey  &  Conroy), 
applicants,  on  behalf  of  Cooper  Gas  Sta¬ 
tions,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Jamaica 
avenue  and  Elderts  lane  (Block  No.  50, 
part  of  Lot  No.  1),  Jamaica,  Borough  of 
Queens. 

cal.  no.  504-25-BZ — Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop  (application  laid  over  for  full  vote 
of  board  June  14,  1932)  ;  premises  128- 
144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  31),  Brooklyn. 

cal.  no.  85-30-BZ — Application,  February  4,  1930;  dismissed 
for  lack  of  prosecution  June  24,  1930; 
reopened  and  restored  to  Calendar  Sep¬ 
tember  20,  1932,  under  sections  7c  and 
21  of  the  building  zone  resolution,  of 
James  J.  Millman,  Inc.,  applicant,  on 
behalf  of  Harry  Feldman,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
(store)  building;  premises  1315-1321 
55th  street,  north  side,  73  ft.  8  in.  east 
of  New  Utrecht  avenue  (Block  No. 
5677,  Lot  No.  62),  Brooklyn. 

cal.  no.  493-32-BZ — Application,  September  20,  1932;  dis¬ 
missed  for  lack  of  prosecution  December 
16,  1932;  reopened  and  restored  to  Cal¬ 
endar  January  10,  1933,  under  section 
21  of  the  building  zone  resolution,  of 


Joseph  B.  Schwartz,  applicant,  on  be¬ 
half  of  Manhattan  Railway  Co.,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  999-1015 
Columbus  avenue  and  360-368  Cathedral 
parkway,  southeast  corner  (Block  No. 
1845,  Lot  No.  3),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

312-32-A — 251-267  Richards  street  (Block  No.  612,  Lot  No. 
1),  Brooklyn. 

61 1-32- A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 
519-32- A — 1716-1718  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  N  (Block  No.  6573, 
Lot  No.  40),  Brooklyn. 

630-32- A — 33  West  60th  street  (Block  No.  1113,  Lot  No. 
8),  Manhattan. 

512-32- A — 4423-4429  Broadway  (Block  No.  2180,  Lot  No. 
488),  Manhattan. 

590-32- A — 162-166  Montague  street  and  78-86  Clinton  street 
(Block  No.  249,  Lot  No.  43),  Brooklyn. 

Petitions  for  Variations. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

393-27-S — 29  East  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 
607-32-S — 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 
55  and  56),  Manhattan. 

622-32-S — 1400  Broadway,  northeast  corner  of  West  38th 
street  (Block  No.  814,  Lot  No.  19),  Man¬ 
hattan. 

Appliances  Submitted  for  Approval. 

15-33-S A — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33- S A — Hardinge  Oil  Burner,  Model  23,  approval  of. 

38- 33-SA — Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

39- 33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33- S A — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  14,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

5-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Charles  P.  Day, 
owner. 

PREMISES — Southeast  corner  of  Boston  road  and  Bay- 
chester  avenue  (Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

8-33-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch, 

owner. 
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PREMISES — 184-39  Jamaica  avenue  (Block  No.  971,  Lot 
No.  38),  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

I 

17-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Raphael  Zampino, 
owner. 

PREMISES — 1314-1338  Sedgwick  avenue,  southwest  corner 
of  West  169th  street  (Block  No.  2530,  Lot  No.  39), 

The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

30-33-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners. 

PREMISES — 210-212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  of  a  portion  of  a 
garage  for  business  use. 

230-32-BZ. 

APPLICANT-^Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner. 

PREMISES — Southeast  corner  of  East  Burnside  avenue  and 
Walton  avenue  (Block  No.  2829,  Lot  Nos.  45  to  53, 
inclusive),  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  use  (stores)  ;  granted 
by  the  board  and  reopened  on  February  3,  1933,  to 
permit  a  modification  of  the  resolution  insofar  as  the 
conditions  imposed  affect  the  Morris  avenue  front  of 
premises. 


MARCH  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  545-32-BZ— Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  Hillendale 
•avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  549-31-BZ — Application,  November  14,  1931 ;  with¬ 
drawn  February  2,  1932 ;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
of  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 


and  maintenance  of  a  gasoline  service 
station;  premises 4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
(Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklyn. 

cal.  no.  374-32-BZ — Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

cal.  no.  524-32-BZ- — Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Joseph  I.  Levy,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Van  Wyck  boulevard  and  104th  avenue 
(Block  No.  1087,  Lot  No.  96),  Jamaica, 
Borough  of  Queens. 

cal.  no.  53-31-BZ — Application,  January  30,  1931;  granted 
by  the  board  for  a  temporary  period  on 
June  30,  1931 ;  reopened  January  4,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Isaac  T.  Flatto,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  maintenance  of  a  gasoline 
service  station ;  premises  northeast  cor¬ 
ner  of  West  230th  street  and  Spuyten 
Duyvil  road  (Block  No.  3406- A,  part  of 
Lot  No.  54),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon.  March 
14,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  550-32-BZ— Application,  November  12,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  L.  Malkind,  applicant, 
on  behalf  of  Perma  Securities  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station ; 
premises  352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No. 
6134,  Lot  No.  22),  Brooklyn. 

cal.  no.  616-32-BZ — Application,  December  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  appli¬ 
cants,  on  behalf  of  Giuseppe  Chianese, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Arthur  avenue, 
115.01  ft.  south  of  East  189th  street 
(Block  No.  3066,  Lot  No.  5),  Tbe 
Bronx. 
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cal.  no.  1230-23-BZ — Application,  October  30,  1923 ;  granted 
on  certain  conditions,  under  section  7f, 
for  a  temporary  permit  February  3, 
1925 ;  reopened  and  temporary  permit 
extended  February  1,  1927 ;  reopened 
and  temporary  permit  extended  March 
26,  1929;  reopened  April  14,  1931; 

denied  under  section  21  November  24, 
1931 ;  reopened  September  16,  1932,  for 
consideration  under  section  7f  of  the 
building  zone  resolution,  of  Hyman  & 
Segall,  applicants,  on  behalf  of  Edmund 
G.  Burke,  present  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  160-01  46th  avenue, 
northeast  corner  of  160th  street  (Block 
No.  1217,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 


PREMISES — Southeast  corner  of  Hillside  avenue  and  181st 
street  (Block  No.  961,  Lot  No.  43),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

31-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Denis  P.  Healy, 
owner. 

PREMISES — 610-622  Utica  avenue,  northwest  corner  of 
Winthrop  street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


cal.  no.  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  NO.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 


MARCH  21,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  572-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  sub¬ 
stituted  for  Rudolf  C.  P.  Boehler,  on  be¬ 
half  of  Evelyn  Silverman,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be 
occupied  as  stores  on  the  first  story  and 
as  dwellings  above  the  first  story ;  prem¬ 
ises  southeast  corner  of  Newport  street 
and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  21,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

PREMISES— Northwest  corner  of  Hylan  boulevard  and 
New  Dorp  lane  (Block  No.  3649,  Lot  No.  1),  New 
Dorp,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

19-33-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Sonia  Cooperstein, 

owner. 

PREMISES  1618-1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582,  Lot  No.  23), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

31-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Flora  H.  Guthrie  and 
Elizabeth  J.  Rottenberger,  owners. 


cal.  no.  333-31-BZ — Application,  July  1,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution ; 
denied  January  8,  1932;  reopened  Octo¬ 
ber  21,  1932,  for  consideration  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  K.  Karl  Klein,  applicant,  substituted 
for  Croker  National  Fire  Prevention 
Engineering  Co.,  on  behalf  of  Firestone 
Tire  &  Rubber  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Northern  boulevard  and  155th  street 
(Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

cal.  no.  6-33-BZ — Application,  January  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Isabel  Brauer,  applicant  and  lessee, 
on  behalf  of  Abraham  Rolnick,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  62-59  Dry  Harbor 
road  (Block  No.  2969,  part  of  Lot  No. 
40),  Nassau  Heights,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
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ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
21,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  577-32-BZ — Application,  November  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Scoland  Building  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 
east  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No. 
93),  St.  Albans,  Borough  of  Queens. 


cal.  no.  828-25-BZ — Application,  August  13,  1925 ;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 


cal.  no.  45-29-BZ — Application,  January  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution;  withdrawn  September  24, 
1929 ;  reopened  under  section  21  May 
24,  1932;  withdrawn  November  4,  1932; 
reopened  November  15,  1932,  for  con¬ 
sideration  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Julius  Hollander, 
applicant,  on  behalf  of  Angeline  Dini- 
cola  and  Michele  Dinicola,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  196-214  Bay  49th 
street,  north  side,  50  ft.  west  of  Har- 
way  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brook¬ 
lyn. 


cal.  no.  599-32-BZ— Application,  December  5,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Richard  Morrison,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station :  premises  southwest 
corner  of  Gun  Hill  road  and  Station 
place  (Newell  street),  (Block  No.  3358, 
Lot  No.  40),  The  Bronx. 


cal.  no.  603-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 


No.  1118,  Lot  No,  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
28,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  351-30-BZ— Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  467-32-BZ— Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

617-32- A— 280  Nevins  street  and  543  Union  street  (Block 
No.  432,  part  of  Lot  No.  1),  Brooklyn. 

3- 33-A — 7101-7111  Shore  road  (Block  No.  5887,  Lot  No. 

6),  Brooklyn. 

4- 33- A— 69  East  12th  street  and  120  Fourth  avenue  (Block 

No.  564,  Lot  Nos.  52,  53  and  54),  Man¬ 
hattan. 

9-33-A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14), 
Manhattan. 

26-33-A — Foot  of  Broadway  (Block  No.  185,  Lot  No. 

101),  West  New  Brighton,  Borough  of 
Richmond. 

Petitions  for  Variations. 

610-32-S — 257-267  West  39th  street  (Block  No.  789,  Lot 
No.  9),  Manhattan. 

2-33-S— 138  Livingston  street  (Block  No.  163,  Lot  No. 
16),  Brooklyn. 

7-33-S — 96-11  44th  avenue  (Block  No.  850,  Lot  No.  50), 
Corona,  Borough  of  Queens. 

22-33- S— 150-152  Rivington  street  (Block  No.  349,  Lot 
Nos.  35  and  36),  Manhattan. 


186 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  28,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  February  17,  1933 ;  the  minutes  of  the 
special  meeting  of  the  board  held  on  Friday  afternoon,  Feb¬ 
ruary  17,  1933;  the  minutes  of  the  regular  meeting  of  the 
board  held  on  Tuesday  morning,  February  21,  1933,  and  the 
minutes  of  the  special  meeting  of  the  board  held  on  Tuesday 
afternoon,  February  21,  1933,  were  approved  as  printed  in 
Bulletin  No.  9,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

45-29-BZ. 

APPLICANT— Julius  Hollander,  for  Angeline  Dinicola  and 
Michele  Dinicola,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and, 
also,  a  gasoline  service  station  (previously  with¬ 
drawn  under  section  21 ;  reopened  for  consideration 
under  section  7f  November  15,  1932). 

PREMISES  AFFECTED— 196-214  Bay  49th  street,  north 
side,  50  ft.  west  of  Harway  avenue  (now  northwest 
corner  of  Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Julius  Hollander. 

For  Opposition :  Malvin  B.  Mariash. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


599-32-BZ. 

APPLICANT — Richard  Morrison,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southwest  corner  of  Gun  Hill 
road  and  Station  place  (Newell  street),  (Block  No. 
3358,  Lot  No.  40),  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  K.  Hopkins,  Richard  Mor¬ 
rison  and  William  H.  Hopkins. 

For  Opposition :  F.  Finkelhor  and  W.  K.  Steffens. 
ACTION  OF  BOARD— Laid  over  to  March  21,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


603-32-BZ. 

APPLICANT— Emil  Guterman,  for  Jacob  Nudell,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  Liberty 
avenue  and  159th  street  (Block  No.  1118,  Lot  No. 
19),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  Nudell. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


503-32-BZ.  .  ^ 

APPLICANT— Harry  H.  Sidrow,  for  Fannie  Ross  and 
Wolf  Ross,  owners. 


SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration 
and  extension  of  an  existing  residence  building  so  as 
to  include  a  business  use  (stores). 

PREMISES  AFFECTED — 16  St.  Nicholas  place  (Block 
No.  2054,  Lot  No.  40),  Manhattan. 
APPEARANCES— 

For  Applicant :  Harry  H.  Sidrow. 

ACTION  OF  BOARD — -Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


528-28-BZ. 

APPLICANT — Albert  M.  Yuzzolino,  substituted  for  Bly  & 
Hamann,  for  Sarah  A.  Sweedler,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  extending 
from  an  unrestricted  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 442-452  89th  street  and  8902 
Fifth  avenue  (Block  No.  6066,  Lot  No.  26),  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Albert  M.  Yuzzolino. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  . - .  0 

THE  RESOLUTION— 

(528-28-BZ) 


Whereas,  this  application,  affecting  premises  442-452  89th 
street  and  8902  Fifth  avenue  (Block  No.  6066,  Lot  No.  26), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  December  14,  1928,  on  certain  conditions,  and  ex¬ 
tensions  of  time  granted,  the  last  extension  being  April  26, 
1932,  and  applicant  requests  a  further  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  April 
26,  1932,  be  modified  so  that  it  will  read,  in  part,  as  follows  : 
“all  work  involved  hereby  shall  be  completed  within  one 
year  from  the  date  of  this  action  or  February  26,  1934 ;  the 
resolution  to  be  complied  with  in  all  other  respects.” 


626-32-BZ. 

APPLICANT — Philip  Bardes,  for  United  States  Trucking 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  the  extension  from  an  unre¬ 
stricted  district  into  a  business  district  of  a  proposed 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 368-380  Front  street  (Block 
No.  243,  Lot  Nos.  70  to  76),  Manhattan. 
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MINUTES 


APPEARANCES— 

For  Applicant:  Philip  Bardes. 

For  Opposition:  Samuel  A.  Zuker,  C.  Warren 
Hastings,  James  A.  Donagan  and  Solomon 
Gordon. 

ACTION  OB  BOARD — Application  dismissed  for  lack  of 
jurisdiction. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney . ; .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(626-32-BZ) 

Whereas,  Philip  Bardes,  for  United  States  Trucking 
Corp.,  owner,  filed,  December  27,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  the  extension  from  an 
unrestricted  district  into  a  business  district  of  a  proposed 
garage  for  more  than  five  (5)  motor  vehicles;  premises 
368-380  Front  street  ('Block  No.  243,  Lot  Nos.  70  to  76), 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
Februry  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  acompanying  the  building 
zone  resolution  show  that  Front  street  and  Water  street 
are  in  an  unrestricted  district  and  Jackson  street  is  in  busi¬ 
ness  and  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  16,  1932  (re  N.  B.  App.  131-32),  reads: 

“1.  Public  garage  located  in  an  unrestricted  district 
and  extending  into  a  business  district  is  unlawful.  Sec¬ 
tions  4-15  Zoning  Resolution. 

“2.  No  garage  for  more  than  five  cars  may  be 
erected  on  a  school  block  or  within  200  ft.  from  a  "hos¬ 
pital.  (Art.  5  Zoning  Resolution.)”; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  running  through  the  block  from  street  to  street 
haying  a  frontage  of  94  ft.  9  in.  on  Water  street  and  119  ft. 
4  in.  on  Front  street;  the  garage  building  in  question  is 
located  on  the  Front  street  portion  of  the  plot;  it  is  located 
partly  in  the  business  and  partly  in  the  unrestricted  district, 
is  non-fireproof,  one  story  in  height,  119  ft.  4  in.  by  70  ft.  in 
area;  the  proposed  structure  has  no  opening  on  Front  street, 
but  opens  into  the  existing  garage  building  located  on  the 
Water  street  front  of  the  plot;  and 

Whereas,  the  board  deemed  that  owing  to  the  hospital  on 
this  street  between  the  intersecting  street  within  200  ft.  of 
the  proposed  garage  building  they  had  no  jurisdiction  under 
the  provision  of  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  applcation  be  and  it  hereby  is  dismissed 
for  lack  of  jurisdiction. 


113-27-BZ. 

APPLICANT — William  A.  Meehan,  for  Arthur  J.  Roume, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  service  station 
(previously  granted  on  certain  conditions;  reopened 
December  16,  1932). 


PREMISES  AFFECTED — 1832  Cornaga  avenue,  north 
side,  285  ft.  east  of  Beach  19th  street  (Block  No 

APPEARANCES— 45)’  Faf  R°ckaway’  Boroi,gh  of  Queens. 

For  Applicant:  William  A.  Meehan. 

For  Opposition:  None. 

THE1' VOTEFTO°GRAN^PliCati0n  'granted  °"  condition- 
Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 5 

Negative  . 0 

Absent  .  n 

THE  RESOLUTION—  . . . 

(113-27-BZ) 

Whereas,  William  A.  Meehan,  for  Arthur  ■  J.  Roume. 
owner,  filed.  February  4,  1927 ;  granted  Tune  7,  1927,  for  a 
temporary  permit;  reopened  December  16,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 

business  district  the  permanent  maintenance  of  a  gasoline 
service  station;  premises  1832  Cornaga  avenue,  north  side 
285  tt.  east  of  Beach  19th  street  (Block  No.  48,  Lot  No  45)’ 
Far  Rockaway,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meetiri0'. 

ebruary  28,  1933,  after  due  notice  by  publication  in  :he 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cornaga  avenue  is  in  a  business 
district;  Mott  avenue  is  in  a  business  district,  and  Beach 
19th  street  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  29,  1932  (re  N.  B.  3159-1932),  reads:’ 

1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Zone  Law.  Not  further 
examined.” ; 
and 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  58  ft.  and  a  depth  of  100  ft.,  upon  which  are 
located  an  auto  laundry,  an  office  and  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  section  21  of  the  building  zone 
resolution  for  a  permanent  permit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  buildin°- 
zone  resolution  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  gasoline  selling  station  shall  be 
limited  to  the  plot  in  question,  having  a  frontage  of  58  ft. 
and  a  depth  of  100  ft.,  on  which  there  exists  an  accessory 
building  used  as  an  auto  laundry;  that  the  number  of  gas 
pumps  shall  not  exceed  three  (3)  and  that  none  shall  be 
within  10  ft.  of  the  street  line  of  the  property:  that  adver¬ 
tising  signs  shall  be  restricted  to  the  globes  of  the  pumps 
and  to  flat  signs  on  the  front  of  the  accessory  building,  ex¬ 
cluding  signs  on  the  side  lot  line  within  15  ft.  back  from 
the  street  line  against  the  neighboring  property  to  the  east; 
that  no  portable  tank  pumps  shall  be  operated"  on  the  prem¬ 
ises ,  that  there  shall  be  no  open  flame  permitted  on  the 
premises  and  no  excavation  under  accessory  buildings-  that 
all  required  permits  shall  be  obtained  within  sixty  day’s  and 
all  work  completed  within  three  months  from  the  date  of 
this  action. 


Adjourned  12.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO 
properly  filled  out. 


.  If  ker  desires  additional  copies  for  his  own  convenience 

L"  T^n'r  °Pe?D°'VnerS’  can  obt^n  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 

three  cents  each  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  28,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

351-30-BZ. 

APPLICANT — Frank  G.  Colgan,  substituted  for  William 
A.  Lacerenza,  for  James  Aquavella,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  a  portion  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  into  a  gasoline  service  station 
(previously  denied;  reopened  under  new  facts  Sep¬ 
tember  23,  1932). 

PREMISES  AFFECTED — 203-213  Rockaway  avenue 
(Block  No.  1442,  Lot  No.  8),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  G.  Colgan. 

For  Opposition:  Bella  Ballittieri. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
2  p.  m.,  on  request  of  applicant. 


467-32-BZ. 

APPLICANT — Thomas  Nunley,  for  Samuel  Seides,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

!  PREMISES  AFFECTED — 1745  Forest  avenue  and  843 
Richmond  avenue  (Block  No.  1477,  Lot  No.  52), 
Port  Richmond,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Thomas  Nunley. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
2  p.  m.,  on  request  of  applicant. 


311-32-BZ. 

APPLICANT — Lauritz  Lauritzen,  for  W.  M.  Evans  Dairy 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  6a,  7g  and  21  of  the  building- 
zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  exten¬ 
sion  of  a  milk  bottling  and  distributing  station  and, 
also,  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3484-3498  Fulton  street  (Block 
No.  4156,  Lot  Nos.  26  and  80),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lauritz  Lauritzen. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  . 0 


589-31-BZ. 

APPLICANT — Max  Siegel,  for  Arthur  H.  Beil,  owner. 
SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
^  tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — 159-01  to  159-03  114th  avenue 
(Linden  boulevard),  northeast  corner  of  159th 
street,  and  159-02  to  159-04  Meyer  avenue  (Block 

APPEARANCES-1  N°'  ^  Jamaica’  Borou§h  of  Queens. 


For  Applicant:  John  Yackel. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  3 

Negative  . '  . .  c 

Absent  .  ,, 

THE  VOTE  TO  EXTEND  TIME— . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . . . .....  5 

Negative  . [  ’  ’  ‘  ‘  0 

Absent  .  () 

THE  RESOLUTION— 

(589-31-BZ) 

Whereas,  this  application,  affecting  premises  159-01  to 
lo9-03  114th  avenue  (Linden  boulevard),  northeast  corner 
of  159th  street,  and  159-02  to  159-04  Meyer  avenue  (Block 
No.  2958,  Lot  No.  1),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  board  at  its  meeting  March  4,  1932,  on  certain 
conditions,  and  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  resolution  adopted  March  4,  1932,  be 
modified,  only  so  far  as  it  affects  the  time  to  complete’ the 
work,  which  is  extended  one  year  from  March  4,  1933;  the 
resolution  to  be  complied  with  in  all  other  respects. 


533-32-BZ. 


APPLICANT — Samuel  Rosenblum,  for  Carl  E.  Anderson 
and  Johanna  Anderson,  owners. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue  (Block  No.  4195 
Lot  Nos.  1  and  4),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  John  J.  Munholland  and  Gordon  D. 
McDougall. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 


THE  RESOLUTION— 

(533-32-BZ) 

Whereas.  Samuel  Rosenblum,  for  Carl  E.  Anderson  and 
Johanna  Anderson,  owners,  filed,  October  19,  1932,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  corner  of  Westchester 
avenue  and  Hobart  avenue  (Block  No.  4195,  Lot  Nos.  1  and 
4),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting’. 
February  28.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Westchester  avenue  is  in  a  busi¬ 
ness  district;  Hobart  avenue  is  in  a  residence  district,  and 
Morris  Park  avenue  is  in  a  residence  district;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  30,  1932  (re  N.  B.  450-1932),  reads: 

“1.  Proposed  erection  of  building  and  maintenance  of 
premises  for  use  as  gasoline  service  station  in  business 
district  contrary  to  provisions  of  Building  Zone  Reso¬ 
lution.”  ; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  116.27  ft.  on  Hobart  avenue  and  123.94  ft. 
on  Westchester  avenue,  upon  which  it  is  proposed  to  erect 
a  one-story  office,  12  ft.  by  20  ft.  in  area,  grease  racks  and, 
also,  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 
report  recommended  the  granting  of  the  application  under 
section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  a  wall  not  less  than  7  ft.  6  in.  high,  constructed 
along  the  street  line  of  Hobart  avenue  and  across  the  interior 
property  line  to  the  north,  such  wall  to  be  constructed  of 
face  brick,  both  sides,  paneled  and  suitably  coped  with  stone 
or  terra  cotta  and  racked  back  at  the  southerly  end,  where 
it  is  to  return  to  the  line  of  Westchester  avenue  at  a  height 
of  one  foot  in  four  for  a  distance  of  10  ft.,  starting  with  a 
wall  4  ft.  in  height;  that  the  entire  site  shall  be  cement 
paved ;  that  such  accessory  buildings  as  are  erected  shall  be 
confined  to  the  northwest  side,  against  the  wall  as. specified, 
such  accessory  buildings  to  be  of  fireproof  construction  (with 
slate  or  tile  roof)  to  harmonize  in  design  and  material  with  the 
wall ;  grease  racks  to  be  housed  similarly  to  other  accessory 
buildings,  with  front  left  open ;  that  there  shall  be  no  excava¬ 
tion  under  the  accessory  buildings  except  for  grease  pits ; 
that  there  shall  be  a  curb  constructed  along  .Westchester 
avenue  front,  at  least  12  in.  in  height  and  12  in.  in  width, 
with  not  over  two  openings  therein,  each  opening  to  be  not 
over  12  ft.  wide  with  curb  cuts  opposit  not  over  14  ft. 
wide;  that  there  shall  be  no  open  flame  permitted  on  the 
site ;  that  all  gasoline  pumps  shall  set  back  at  least  10  ft. 
from  the  curb  line;  that  advertising  signs  advertising  non- 
conforming  use  shall  be  confined  to  the  globes  of  the  pumps 
and  to  flat  wall  signs  placed  on  the  east  side  of  the  wall  or 
on  the  front  of  the  accessory  buildings ;  all  reflectors  for 
lights  for  general  illumination  shall  be  equipped  with  metal 
shades  to  reflect  downwardly  so  as  not  to  become  a  nuisance 
to  the  adjacent  owners;  that  all  permits  shall  be. obtained 
within  three  months  and  all  work  completed  within  six 
months  from  the  date  of  this  action. 


492-27-BZ. 

APPLICANT— Halward  Realty  Corp.,  present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  for  garage,  motor  vehicle  repair 
shop  and  gasoline  service  station;  reopened  No¬ 
vember  9,  1932). 

PREMISES  AFFECTED— 1134-1144  East  New  York  ave¬ 
nue  (Block  No.  4600,  Lot  No.  7),  Brooklyn. 

APPEARANCES—  .  ,  T 

For  Applicant:  Alfred  E.  Smith,  Jr.,  and  Harry 
Kronenberg. 

For  Opposition:  Louis  J.  Lipstein,  Julius  Cohen  and 
Charles  Tilgner. 

ACTION  OF  BOARD— Report  of  committee  adopted ;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


Negative  .  0 

Absent  . , .  0 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(492-27-BZ) 

Whereas,  Halward  Realty  Corp.,  owner,  filed,  May  5, 
1927 ;  denied  for  use  as  a  garage,  motor  vehicle  repair  shop 
and  gasoline  service  station  on  November  18,  1927 ;  reopened 
November  9,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600,  Lot  No.  7),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
Februry  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue  is  in  a 
business  and  residence  district;  Portal  street  is  in  a  business 
and  residence  district ;  East  98th  street  is  in  a  business  dis¬ 
trict,  and  Rockaway  parkway  is  in  a  residence  district ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  7,  1932  (re  Applic.  No.  7685-1932),  reads: 

“Application  denied,  contrary  to  Art.  2,  Sect.  4,  Par. 
49  of  the  Zone  Resolution,  proposed  gasoline  station  in 
a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  111  ft.  10  in.  on  East  New  York  avenue  and 
102  ft.  2  in.  on  East  98th  street ;  upon  the  south  part  of  the 
plot  there  is  located  a  one-story  structure,  approximately 
110  ft.  by  30  ft.  in  area,  occupied  as  auto  laundry,  grease 
pits,  office  and  accessory  store;  it  is  proposed  to  install  on 
the  remainder  of  the  plot  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station;  and 

Whereas,  a  committee  of  the  board  inspected  the  premises 
and  reported  unfavorably,  but  the  board  felt  that  as  applicant 
only  needed  a  limited  number  of  pumps  to  supplement  existing 
uses  on  premises  and  evidence  indicated  no  connection  of 
ownership  with  adjoining  property  that  applicant  had  sub¬ 
stantiated  his  basis  of  appeal  and  was  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  erected  along  the  street  lines  of  the  property,  on 
East  98th  street  and  East  New  York  avenue,,  a  concrete 
curbing  at  least'  12  in.  wide  and  12  in.  high,  with  not  over 
two  openings  in  same  on  each  street  and  each  opening  not 
over  12  ft.  wide,  with  none  of  these  openings  nearer  the 
intersection  of  the  two  street  lines  than  10  ft. ;  that  there 
shall  be  a  total  of  not  over  six  gasoline  pumps  and  none 
nearer  than  10  ft.  from  the  street  line;  that  there  shall  be  no 
portable  gasoline  pumps  used  on  the  property  or  for  serv¬ 
icing  cars  at  the  curb;  that  all  advertising  shall  be  con¬ 
fined  to  the  globes  of  the  pumps  and  to  neat,  flat  signs 
placed  against  the  existing  accessory  buildings  used  for  car 
washing  and  car  greasing;  that  any  other  accessory  buildings 
that  may  be  built  shall  be  of  fireproof  construction,  not 
over  one  story  high,  harmonizing  with  the  existing  accessory 
buildings,  and  erected  along  the  interior  property  lines  of 
the  plot ;  that  there  shall  be  a  brick  wall  constructed  on 
the  interior  lot  line  constructed  of  face  brick  to  match  that 
on  the  present  accesory  buildings  between  this  property  and 
the  next  property  adjoining  on  East  New  York  avenue; 
that  this  wall  shall  be  not  less  than  8  ft.  in  height  and  un¬ 
pierced  and  properly  coped  with  stone  or  terra  cotta  and 
may  be  racked  back  for  a  distance  of  10  ft.  from  East  New 
York  avenue,  starting  with  a  wall  not  less  than  4  ft.  in 
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height  at  that  point;  that  there  shall  be  no  open  flame  per¬ 
mitted  on  the  site ;  that  there  shall  be  no  excavations  under 
the  accessory  buildings  other  than  grease  pits;  that  all  per¬ 
mits  shall  be  obtained  within  three  months  and  work  com¬ 
pleted  within  six  months  from  the  date  of  this  action. 


347-29-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Infried  Realty  Corp., 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and,  also,  garages  for  more  than  five  (5)  motor 
vehicles  (on  a  site  upon  which  the  board  has  pre¬ 
viously  granted  permission  to  occupy  as  a  garage 
for  more  than  five  (5)  motor  vehicles)  ;  (reopened 
November  4,  1932). 

PREMISES  AFFECTED— West  side  of  Sedgwick  avenue, 
150  ft.  south  of  West  167th  street  (Block  No.  2539, 
Lot  No.  22),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  Louis  J.  Merrill,  Henry  Birnbaum 
and  J.  J.  O’Connor. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  u 

Absent  .  0 


THE  RESOLUTION— 

(347-29-BZ) 

Whereas,  Samuel  Rosenblum,  for  Infried  Realty  Corp., 
owner,  filed,  May  1,  1929;  reopened  November  4,  1932,  an 
application,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station  and,  also,  garages  for  more  than  five  motor 
vehicles  (on  a  site  upon  which  the  board  has  previously 
granted  a  variation  permitting  the  use  of  same  as  a  garage 
for  more  than  five  motor  vehicles)  ;  premises  west  side  of 
Sedgwick  avenue,  150  ft.  south  of  West  167th  street  (Block 
No.  2539,  Lot  No.  22),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Sedgwick  avenue  is  in  a  business 
district  and  West  167th  street  is  in  an  unrestricted  and  busi¬ 
ness  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  1,  1932  (re  Applic.  N.  B.  267-1930), 
reads : 

“1.  Proposed  erection  of  buildings  and  maintenance  of 
premises  in  business  district  for  occupancy  as  gasoline 
service  station  and  garages  for  storage  of  more  than 
five  motor  vehicles  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  175  ft.  and  a  depth  of  100  ft.,  upon  which  the 
board  has  granted  permission  to  erect  a  garage;  it  is  now 
proposed  (instead  of  erecting  the  garage)  to  erect  on  the 
site  individual  metal  garages  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 


V\  hereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  adopted  at  this  hearing,  and  which 
leport  recommended  the  granting  of  the  application  under 
section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
entire  plot  shall  be  made  substantially  level  and  shall  be  pro¬ 
tected  on  the  west  side  and  on  the  south  side  with  a  woven 
wire  fence  at  least  7  ft.  high;  that  the  layout  of  the  pro¬ 
posed  metal  garages  and  gasoline  pumps  shall  be  substan¬ 
tially  as  shown  on  the  plans  submitted  with  this  application, 
which  application  supersedes  the  former  application  for  which 
permit  was  granted;  that  such  portions  of  the  plot  as  are 
not  occupied  by  the  metal  garages  shall  be  cement  paved; 
that  there  shall  be  erected  along  the  street  line  a  concrete 
cui  bing,  at  least  12  in.  high  and  12  in.  wide,  with  four 
openings  therein  as  shown,  one  pair  to  the  southerly  end  for 
entrance  and  exit  and  one  similar  pair  to  the  northerly  end; 
that  the  curb  cuts  opposite  such  openings  shall  be  not  over 
14  ft.  in  width ;  that  any  advertising  of  non-conforming  use 
shall  be  restricted  to  advertising  signs  on  the  globes  of  the 
gas  pumps  and  to  flat  signs  attached  to  the  face  of  the 
accessory  building  shown  on  the  plans  approximately  in  the 
center  of  the  plot;  that  this  accessory  building  shall  be  of 
fireproof  construction,  not  over  one  story  high,  with  no  ex¬ 
cavation  under  same,  and  with  the  roof  covered  with  slate 
or  Spanish  tile;  that  any  other  accessory  buildings  that  may 
be  erected,  other  than  those  now  shown  on  the  plans,  shall 
be  similarly  designed  and  constructed,  not  exceeding  one 
story  in  height,  with'  no  excavation  under  same  other  than 
for  grease  pits ;  no  greasing  shall  be  done  except  in  an  ac¬ 
cessory  building,  the  front  of  which  is  left  open;  that  there 
shall  be  no  open  flame  permitted  on  the  premises;  that  no 
gasoline  pumps  shall  be  closer  than  10  ft.  to  the  street  line, 
that  all  permits  shall  be  obtained  within  three  months  and 
all  work  completed  within  nine  months  from  the  date  of  this 
action. 


575-32-BZ. 

APPLICANT — Wood  &  Marshall,  for  Suburban  Mainte¬ 
nance  Service  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Merrick 
road  and  242nd  street  (Block  No.  3645,  Lot  No.  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clifford  B.  Marshall. 

For  Opposition:  Thomas  J.  F.  Kirk. 

ACTION  OP'  BOARD — Report  of  committee  adopted;  ap-’ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Connell .  1 

Absent  . 0 

THE  RESOLUTION— 

(575-32-BZ) 


Whereas,  Wood  &  Marshall,  for  Suburban  Maintenance 
Service  Corp.,  owner,  filed,  November  21,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gasoline 
service  station ;  premises  southeast  corner  of  Merrick  road 
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and  242nd  street  (Block  No.  3645,  Lot  No.  19),  Rosedale, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meeting, 
February  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  road  is  in  a  business 
district;  242nd  street  is  in  a  residence  district,  and  243rd 
street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  5,  1932  (re  Plan  No.  2797-1932),  reads: 

“1.  The  erection  of  a  gasoline  station  in  a  business 
district  is  contrary  to  Article  2,  Sec.  4  of  the  Zoning 
Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  122  ft.  on  Merrick  road  and  18.4  ft.  on  242nd 
street,  irregular,  in  area,  upon  which  it  is  proposed  to  erect 
a  one-story  structure,  50  ft.  by  25  ft.,  irregular,  in  area,  to 
be  used  as  grease  pits,  office  and  auto  laundry  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  adopted  at  this  hearing;  and 

Whereas,  the  report  recommended  the  granting  of  the  ap¬ 
plication  for  a  period  of  five  (5)  years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21,  for 
a  period  of  five  (5)  years,  on  condition  that  there  shall  be 
erected  around  the  interior  lot  lines  of  the  plot  a  woven  wire 
fence  7  ft.  high  and  that  there  shall  be  erected  along  the 
street  line  of  Merrick  road  and  return  on  242nd  street  a 
concrete  curb  at  least  12  in.  high  and  12  in.  wide,  with  not 
over  two  openings  therein,  not  over  12  ft.  in  width ;  that  the 
entire  plot  shall  be  either  cement  paved  or  covered  with 


cracked  blue  stone  or  similar  material ;  that  the  accessory 
buildings  shall  be  erected  substantially  as  shown  on  the  plans 
attached  to  this  application,  near  the  rear  lot  lines,  and  shall 
be  not  over  one  story  in  height,  of  fireproof  construction,  the 
roofs  to  be  covered  with  slate ;  the  front  of  the  building  over 
grease  pits  to  be  left  open ;  that  there  shall  be  no  excavations 
under  these  accessory  buildings  except  the  grease  pits;  that 
there  shall  be  no  open  flame  permitted  on  the  premises ;  that 
no  gas  pumps  shall  be  installed  nearer  than  10  ft.  to  the 
street  line;  that  any  advertising  shall  be  limited  to  the 
globes  of  the  pumps  and  to  flat  wall  signs  attached  to  the 
fronts  of  the  accessory  buildings ;  that  there  shall  be  no 
portable  gas  tanks  used  on  or  from  the  premises ;  that  all 
permits  shall  be  obtained  within  three  months  and  any  work 
involved  in  this  application  be  completed  within  nine  months 
from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

381-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  Polros  Building  Co., 
owner. 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  resolution  adopted  by  the  board  December  2, 
1932. 

PREMISES  AFFECTED — 1632-1638  Fulton  street,  south 
side,  25  ft.  east  of  Troy  avenue  (Block  No.  1700, 
Lot  No.  7),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
engineer’s  report. 

THE  VOTE  TO  APPROVE  PLANS — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  . » . . .  o 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Name  of  Pump 
American  Marsh  Duplex 

American  Marsh  Simplex . 

Autopulse  Electric  Fuel  Oil  Pump . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . 

Ballard  Duplex  Electric  Driven  Pump  Set.... 

Beach  Russ  Co.  Rotary . 

Blackmer  Rotary . . . ; - 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  . 

Century  Rotary  . 

Cook  Electric  Oil  Pump . 

Davidson  . 

Dean  Bros.  Durable  Duplex . 

Deming  Double  Oscillating  Force  Pump . 

Deming  Fuel  Oil  Pump . 

Enterprise  Oil  Pump . 

Exeter  Rotary  . 

General  Electric  Oil  Pump . 

Goulds  Hand  Rotary . 

Goulds  Rotary  Oil  Pump . 

Goulds  Triplex  Plunger . 


Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


Approved  by  the  Board  of  Standards  and  Appeals 

Calendar  No. 

638- 25-SA 

639- 25-SA 
215-31-SA 

9-32-SA 
1413-22-SA 
1134-22-SA 
935-24-SA 

372-21-SA 
908-21-SA 
603-25-SA 
590-21-SA 
840-22-SA 
458-27-SA 
298-31-SA 
11-28-SA 
507-22-SA 
475-32-SA 
1133-25-SA 
437-31-SA 
257-22-SA 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  rules,  governing  Fire  Drils,  were 
adopted  by  the  Board  of  Standards  and  Appeals  at  the 
special  meeting  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL  ” 

The  method  and  practice  of  the  systematic  and  or¬ 
derly  vacating  of  a  building  by  its  occupants  in  case  of 
emergency,  panic  or  fire  in  the  least  possible  time — by 
the  nearest  safe  means  of  exit — and  the  use  of  fire  ap¬ 
pliances  which  shall  be  provided  for  the  extinguishing 
or  retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the 
power  conferred  in  section  775-B  of  the  Greater  New 
York  Charter,  it  shall  be  the  duty  of  the  owners,  lessees 
or  tenants  to  conduct  fire  drills  monthly  and  at  such 
other  times  as  the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenant  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female,  who  shall  efficiently  perform  the  duties  of  the 
various  positions  of  the  fire  drill  organization,  as  speci¬ 
fied  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . 

Name  of  concern . - . 

Building  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

it 

a 

u 

a 

u 


SQUAD  MONITORS 
. Squad  No.  1 . 


a  u 


“  “  5 

ft  «  n 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac- 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangerous  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com- 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent,  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule.  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
doors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  dutic'.  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
ail  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  3T8  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

2S1-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— -20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

r?5-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-S A — A  Diamond  “S”  250  lbs.  2^2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-S A — Kennedy  2}4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 


359-30-SA  Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

137-31-SA  Can  t  Pull  Anti-Syphon  Trap,  approval  of. 

250- 31-SA — Lunkenheimer  2)4-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  oi. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

498-32-SA  Bettendorf  Oil  Burner,  Model  H.B.,  approval 

of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32-SA — Evenheet  Oil  Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

570-32-SA — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

G25-32-SA — Manufacturers  Tooth  Furnace  Fuel  Oil  Burner, 
approval  of. 

628-32-SA- — De  Laval-IMO  Oil  Pump,  approval  of. 
10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
Cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1-1/4 -3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 .  &61 

■-v 

■r 

Cases  filed  up  to  March  1,  1933 .  ;J&3 

■V. 

ft 

Restored  to  Calendar .  15 

Miscellaneous  Applications. 


Requests  to  reopen .  f'47 

Requests  to  amend  .  A  1 

Requests  for  modification .  13 

Requests  to  rescind .  0 

Requests  for  extension  of  time .  10 

Requests  for  extension  of  permit .  0 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  3 

Administrative  requests  .  0 

Requests  for  interpretation .  d  0 

.  V _ 

Total . . . . . A  433 

Disposed  of  .  172 


DISPOSITION  OF  CASES. 

Withdrawn  .  8 

Dismissed .  7 

Denied  .  16 

Granted  .  A: .  C 

Granted  on  condition. .  61 

Appliances  approved/^.'...-. .  5 

Appliances  dismissed;  disapproved  or  withdrawn .  1 

Rules  approved  . 0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  39 

Requests  to  reopen  denied .  4 

Requests  to  amend  granted .  1 

Requests  to  amend  denied .  0 

Requests  for  modification  granted . 13 

Requests  for  modification  denied .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  o 

Requests  for  extension  of  time  granted .  10 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  0 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  .  .  3 

Plans  disapproved  .  0 

Administrative  requests  granted . 0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  c 

Requests  withdrawn  or  dismissed .  4 

Total  .  172 


Cases  pending  March  1,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  netition 
will  be  allowed  to  be  hung  up  by  reason  of  failure* of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001.  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($1.50)  for  subscription  for  one  vear  to  THE  BUI  - 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . . . 

P.  O . 


My  Subscription  is  to  begin  with  the  issue  for. 


1% 


,  1933. 


<3^ — S? 


LLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 


DIRECTORY 

♦ - 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

™ee[‘,ngs  f  published  in  this  Bulletin. 

A  n  L°f  (Tlerks  Calendar,  Tuesdays,  at  2  p.  m. 

ManhattTn1"85  ^  hdd  “  R°°m  1013,  MuniciPaI  Building 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — W  Orth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
on  y  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  14,  1933. 

definite0  day'  At  th,S  ^  ^  ^  'S  SCt  f°r  hearinS  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  21,  1933,  at  2  o’clock. 

Ihe  Clerks  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days.  6 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 


Minutes 
10  A. 

of 

M. 

Special 

Meeting, 

March 

3, 

1933, 

Minutes  of 

2  P.  M. 

Special 

Meeting, 

March 

3, 

1933, 

Minutes 

10  A. 

of 

M. 

Regular 

Meeting, 

March 

7, 

1933, 

Minutes 

of 

Regular 

Meeting, 

March 

7, 

1933, 

2  P.  M. 

Approved  Fireline  Hose  Valves. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime), 
Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  Lis  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  nf  same  expedited  by  conforming  to  these 
direction? 
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HARRIS  H,  MURDOCK,  Chairman, 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  March  8,  1933. 

Cal.  No.  Department.  Premises  Affected. 

92-33-BZ . B.B.B _ 1602-1614  Cropsey  ave.  (Block 

6461,  Lot  1),  Bklyn., 

-  Applic.  1226-1933 

91-33-BZ . B.B.M _ 219  E.  64th  st.  (Block  1419,  Lot 

12),  Man., 

- -  Viol.  3866-1932 

90-33-A . F.D . 1135  Willoughby  ave.  (Block 

3197,  Lot  41),  Bklyn., 

-  L.  C.  56008 

89-33-BZ . B.B.Bx. .  .1508-1512  Gun  Hill  rd.  (Block 

4783,  Lots  61  &  63),  Bx., 

-  N.  B.  48-1933 

88-33-A . F.D . North  side  of  Second  ave., 

2,311.7  ft.  north  from  corner 
of  Second  ave.  &  36th  st. 
(Block  662),  Bklyn., 

-  Plan  No.  19-1933 

87-33-BZ . B.B.B _ 59  Avenue  U  (Block  7094,  Lot 

42),  Bklyn., 

-  Applic.  1640-1933 

86-33-BZ . B.B.Bx.  ,.1730-1732  E.  177th  st.  (Block 

3896,  Lot  16),  Bx., 

-  N.  B.  50-1933 

85-33-SA . F.D . Oilbuilt  Burner, 

-  Appliance 

84-33-BZ . B.B.B _ 3449  Fort  Hamilton  pkwy. 

(Block  5302,  Lot  44),  Bklyn., 

-  Applic.  12265-1932 

Restored  to  Calendar. 

030-29-BZ . B.B.Q _ Southwest  corner  of  Barret  st. 

&  Queens  blvd.,  (Block  708, 
part  of  Lot  1),  Briarwood, 
-  Q.,  N.  B.  6742-1929 


Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec. 

Plumbing  Rules  .  Nov. 

Procedure,  Rules  of .  July 

Refrigerating  Systems,  Extract  C.  O.  Dec. 
Smoking  in  Factories,  Rules  for...  Jan. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Apr. 


13,  1932— Vol.  17  No.  50 
8,  1932— Vol.  17  No.  45 

5,  1932— Vol.  17  No.  27 
20,  1932— Vol.  17  No.  51 

3,  1933— Vol.  18  No.  1 

6,  1932— Vol.  17  No.  49 
22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  14,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

5-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Charles  P.  Day, 
owner. 

PREMISES — Southeast  corner  of  Boston  road  and  Bay- 
chester  avenue  (Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


8-33-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch, 
owner. 

PREMISES — 184-39  Jamaica  avenue  (Block  No.  971,  Lot 
No.  38),  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

.J 

17-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Raphael  Zampino, 
owner. 

PREMISES — 1314-1338  Sedgwick  avenue,  southwest  corner 
of  West  169th  street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


F.D... 
H.D. . . 
B.B.B. 
B.B.M. 
B.B  Q. 
B.B.R . 
B.B.Bx 
T.H.D. 


CODE 

. . Fire  Department 

. Health  Department 

. . Bureau  of  Buildings,  Brooklyn 

. . . .  Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

. Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


RULES 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs.  Rules . 

Concrete  Rules  (Hydrated  Lime) . . 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors).... 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . 

Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 

Gas  Shut-Off  Rules . 

Hatchway  Protection 


East 

Publication  in 

Bulletin 

Aug. 

2,  1932— Vol. 

17 

No. 

31 

Jan. 

3,  1933— Vol. 

18 

No. 

1 

Mar. 

14,  1933— Vol. 

18 

No. 

11 

June 

14,  1932— Vol. 

17 

No. 

24 

Oct. 

18,  1932— Vol. 

17 

No. 

42 

Jan. 

3,  1933— Vol. 

18 

No. 

1 

Dec. 

27.  1932— Vol. 

17 

No. 

52 

Mar. 

7,  1933— Vol. 

18 

No. 

10 

Feb. 

28.  1933— Vol. 

18 

No. 

9 

Jan. 

3.  1933— Vol. 

18 

No. 

1 

Jan. 

21,  1919— Vol. 

4 

No. 

3 

Feb. 

7.  1933— Vol. 

18 

No. 

6 

Apr. 

7,  1925— Vol. 

10 

No. 

14 

June 

5,  1928— Vol. 

13 

No. 

23 

30-33-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners. 

PREMISES — 210-212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  of  a  portion  of  a 
garage  for  business  use. 


230-32-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner. 

PREMISES— Southeast  corner  of  East  Burnside  avenue  and 
Walton  avenue  (Block  No.  2829,  Lot  Nos.  45  to  53, 
inclusive),  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  use  (stores)  ;  granted 
by  the  board  and  reopened  on  February  3,  1933,  to 
permit  a  modification  of  the  resolution  insofar  as  the 
conditions  imposed  affect  the  Morris  avenue  front  of 
premises, 
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CALENDAR 


MARCH  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  549-31-BZ — Application,  November  14,  1931 ;  with¬ 
drawn  February  2,  1932;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
of  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
(Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklyn. 

cal.  no.  374-32-BZ — Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

cal.  no.  524-32-BZ — Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Joseph  I.  Levy,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Van  Wyck  boulevard  and  104th  avenue 
(Block  No.  1087,  Lot  No.  96),  Jamaica, 
Borough  of  Queens. 

cal.  no.  53-31-BZ — Application,  January  30,  1931 ;  granted 
by  the  board  for  a  temporary  period  on 
June  30,  1931 ;  reopened  January  4,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Isaac  T.  Flatto,  applicant 
and  owner,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district,  the  maintenance  of  a  gasoline 
service  station;  premises  northeast  cor¬ 
ner  of  West  230th  street  and  Spuyten 
Duyvil  road  (Block  No.  3406- A,  part  of 
Lot  No.  54),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
14,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

CAL.  NO.  550-32-BZ — Application,  November  12,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  L.  Malkind,  applicant, 
on  behalf  of  Perma  Securities  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station; 
premises  352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No. 
6134,  Lot  No.  22),  Brooklyn. 

cal.  no.  616-32-BZ — Application,  December  17,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  appli¬ 
cants,  on  behalf  of  Giuseppe  Chianese, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Arthur  avenue, 
115.01  ft.  south  of  East  189th  street 
(Block  No.  3066,  Lot  No.  5),  The 
Bronx. 

CAL.  NO.  1230-23-BZ— Application,  October  30,  1923 ;  granted 
on  certain  conditions,  under  section  7f, 
for  a  temporary  permit  February  3, 
1925;  reopened  and  temporary  permit 
extended  February  1,  1927;  reopened 
and  temporary  permit  extended  March 
26,  1929 ;  reopened  April  14,  1931 ; 
denied  under  section  21  November  24, 
1931 ;  reopened  September  16,  1932,  for 
consideration  under  section  7f  of  the 
building  zone  resolution,  of  Hyman  & 
Segall,  applicants,  on  behalf  of  Edmund 
G.  Burke,  present  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  160-01  46th  avenue, 
northeast  corner  of  160th  street  (Block 
No.  1217,  Lot  No.  1),  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  532-32-BZ — Application,  October  19,  1932,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  extension  of  an  existing  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Astoria  avenue  and  31st  street 
(Block  No.  620,  Lot  Nos.  24  and  25), 
Astoria,  Borough  of  Queens. 

cal.  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

cal.  no.  705-29-BZ — Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
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zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  21,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

PREMISES — Northwest  corner  of  Hylan  boulevard  and 
New  Dorp  lane  (Block  No.  3649,  Lot  No.  1),  New 
Dorp,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

19-33-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Sonia  Cooperstein, 
owner. 

PREMISES  1618-1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582,  Lot  No.  23), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

21-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Flora  LI.  Guthrie  and 
Elizabeth  J.  Rottenberger,  owners. 

PREMISES — Southeast  corner  of  Hillside  avenue  and  181st 
street  (Block  No.  961,  Lot  No.  43),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

31-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Denis  P.  Healy, 
owner. 

PREMISES — 1>10-622  Utica  avenue,  northwest  corner  of 
Winthrop  street  (Rlock  No.  1603,  Lot  Nos.  40  and 
43),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


MARCH  21.  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

CM,.  NO.  572-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  sub¬ 
stituted  for  Rudolf  C.  P.  Boehler,  on  be¬ 


half  of  Evelyn  Silverman,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be 
occupied  as  stores  on  the  first  story  an<f 
as  dwellings  above  the  first  story ;  prem¬ 
ises  southeast  corner  of  Newport  street 
and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Brooklyn. 

cal.  no.  333-31-BZ — Application,  July  1,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution; 
denied  January  8,  1932;  reopened  Octo¬ 
ber  21,  1932,  for  consideration  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  K.  Karl  Klein,  applicant,  substituted 
for  Croker  National  Fire  Prevention 
Engineering  Co.,  on  behalf  of  Firestone 
Tire  &  Rubber  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Northern  boulevard  and  155th  street 
(Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

cal.  no.  6-33-BZ — Application,  January  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Isabel  Brauer,  applicant  and  lessee, 
on  behalf  of  Abraham  Rolnick,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  62-59  Dry  Harbor 
road  (Block  No.  2969,  part  of  Lot  No. 
40),  Nassau  Heights,  Borough  of 
Queens. 

cal.  no.  13-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high¬ 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  cast 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1933,  2  P.  M. 

Building  Z one  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
21,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  577-32-BZ — Application,  November  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Scoland  Building  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
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gasoline  service  station ;  premises  south¬ 
east  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No. 
93),  St.  Albans,  Borough  of  Queens. 

cal.  no.  S28-25-BZ — Application,  August  13,  1925;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

cal.  no.  45-29-BZ — Application,  January  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution ;  withdrawn  September  24, 
1929;  reopened  under  section  21  May 
24,  1932;  withdrawn  November  4,  1932; 
reopened  November  15,  1932,  for  con¬ 
sideration  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Julius  Hollander, 
applicant,  on  behalf  of  Angeline  Dini- 
cola  and  Michele  Dinicola,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  196-214  Bay  49th 
street,  north  side,  50  ft.  west  of  Har- 
way  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brook¬ 
lyn. 

al.  no.  599-32-BZ — Application,  December  5,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Richard  Morrison,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Gun  Hill  road  and  Station 
place  (Newell  street),  (Block  No.  3358, 
Lot  No.  40),  The  Bronx. 

al.  no.  603-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
No.  1118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  28,  1933.  AT  2  P.  M. 

Building  Zone  Cases. 

-33-BZ. 

PPLICANT — William  E.  Kennedy,  for  Sona  Cooperstein, 

owner. 

REMISES — North  side  of  Queens  boulevard,  48  ft.  east 
of  64th  road  (Block  No.  2092,  Lot  No.  12),  Forest 

Hills,  Borough  of  Queens. 


A I  T  LICA I  ION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

35- 33-BZ. 

I —Conroy  &  Hardy,  for  Leon  Baron,  owner. 

1  REMISES  Southwest  corner  of  Woodhaven  boulevard 
and  Linden  boulevard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

36- 33-BZ.  ' 

APPLICANT — Serafina  Ragazzo,  owner. 

PREMISES — 3070  Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330,  Lot  No.  48) 
The  Bronx. 

APPLICAIION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  garage  for  more  than 
live  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

618-29-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Trojan  Holding  Co., 
Inc.,  owner. 

PREMISES — 651-661  New  York  avenue,  northeast  corner 
of  Hawthorne  street  (Block  No.  4815,  Lot  Nos.  1 
and  64),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

JO  PERMIT  in  a*  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn — re  garage  and  gasoline  station ;  re¬ 
opened  and  restored  to  Calendar  January  17,  1933). 

495-32-BZ. 

APPLICANT— William  F.  Regan,  for  Navillus  Realty 
Corp.,  owner. 

PREMISES— Northwest  corner  of  Rockaway  boulevard  and 
123rd  street  (Block  No.  2512,  Lot  No.  7),  South 
Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  withdrawn  under 
section  21 ;  reopened  and  restored  to  Calendar  for 
consideration  under  section  7f  February  15,  1933). 


MARCH  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  623-32- BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
.  and  _  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 
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cal.  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resolution,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  north  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

cal.  no.  14-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 
14j,  Brooklyn. 

CAL.  NO.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930 ;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 


avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  303-32-BZ — Application,  May  31,  1932 ;  dismissed 
for  lack  of  prosecution  July  26,  1932; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  14,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Joseph  B. 
Schwartz,  applicant,  on  behalf  of  Edlar 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block 
No.  2706,  Lot  No.  52),  The  Bronx. 

cal.  no.  504-25-BZ — Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop  (application  laid  over  for  full  vote 
of  board  June  14,  1932)  ;  premises  128- 
144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  31),  Brooklyn. 

cal.  no.  85-30-BZ — Application,  February  4,  1930;  dismissed 
for  lack  of  prosecution  June  24,  1930; 
reopened  and  restored  to  Calendar  Sep¬ 
tember  20,  1932,  under  sections  7c  and 
21  of  the  building  zone  resolution,  of 
Janies  J.  Millman,  Inc.,  applicant,  on 
behalf  of  Harry  Feldman,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
(store)  building;  premises  1315-1321 
55th  street,  north  side,  73  ft.  8  in.  east 
of  New  Utrecht  avenue  (Block  No. 
5677,  Lot  No.  62),  Brooklyn. 

cal.  no.  493-32-BZ — Application,  September  20,  1932;  dis¬ 
missed  for  lack  of  prosecution  December 
16,  1932;  reopened  and  restored  to  Cal¬ 
endar  January  10,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Joseph  B.  Schwartz,  applicant,  on  be¬ 
half  of  Manhattan  Railway  Co.,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  999-1015 
Columbus  avenue  and  360-368  Cathedral 
parkway,  southeast  corner  (Block  No. 
1845,  Lot  No.  3),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 
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APRIL  4,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

61 7-32- A — 280  Nevins  street  and  543  Union  street  (Block 
No.  432,  part  of  Lot  No.  1),  Brooklyn. 

3- 33-A— 7101-7111  Shore  road  (Block  No.  5887,  Lot  No. 

6),  Brooklyn! 

4- 33- A— 69  East  12th  street  and  120  Fourth  avenue  (Block 

No.  564,  Lot  Nos.  52,  53  and  54),  Man¬ 
hattan. 

9-33- A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14), 
Manhattan. 

26-33-A — Foot  of  Broadway  (Block  No.  185,  Lot  No. 

101),  West  New  Brighton,  Borough  of 
Richmond. 

5 12-32- A — 4423-4429  Broadway  (Block  No.  2180,  Lot  No. 
488),  Manhattan. 

61 1-32- A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 

Petitions  for  Variations. 

61 0-32-S— 257-267  West  39th  street  (Block  No.  789,  Lot 
No.  9),  Manhattan. 

2-33-S — 138  Livingston  street  (Block  No.  163,  Lot  No. 
16),  Brooklyn. 

7-33-S — 96-11  44th  avenue  (Block  No.  850,  Lot  No.  50), 
Corona,  Borough  of  .Queens. 

22-33-S — 150-152  Rivington  street  (Block  No.  349,  Lot 
Nos.  35  and  36),  Manhattan. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

393-27- S— 29  East  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 


607-32-S— 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 
55  and  56),  Manhattan. 


APRIL  11,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  MARCH  3,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Deputy  Chief  Ross. 


BUILDING  ZONE  CASES. 

705-29-BZ. 

APPLICANT— David  C.  Broderick,  for  County  Holding 
Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (pre¬ 
viously  denied;  reopened  for  reconsideration  under 
new  facts  December  2,  1932). 

PREMISES  AFFECTED— 825  East  175th  street,  northwest 
corner  of  Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


376-29-BZ. 

APPLICANT— Emil  Guterman,  for  Henry  Mollenhauer, 
Jr.,  present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  December  2,  1932). 

PREMISES  AFFECTED— North  side  of  Linden  boule¬ 
vard,  50  ft.  east  of  196th  street  (Block  No.  1960, 
Lot  No.  63),  Springfield,  Borough  of  Queens.  1 


APPEARANCES— 

For  Applicant :  G.  S.  Smith. 

For  Opposition :  Maurice  De  Young,  Jr.,  and  D.  A. 
Pierce. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


598-32-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P. 
Francis,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1977-1991  Atlantic  avenue, 
northwest  corner  of  Saratoga  avenue  and  northeast 
corner  of  Louis  place  (Block  No.  1561,  Lot  Nos. 
1  and  37),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  Lederer. 

For  Opposition :  George  B.  Davenport. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  withdrawn  on  request  of  applicant. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  . 

Negative  . 

Absent :  Commissioner  Connell . 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  . 

Negative  . 

Absent:  Commissioner  Connell . 
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301-30-BZ. 

APPLICANT — Lama  &  Proskauer,  substituted  for  Thomas 
J.  Donovan,  for  Sophie  Marcus,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  November  16, 
1932) 

PREMISES  AFFECTED — Southwest  corner  of  Linden 
boulevard  and  197th  street  (Block  No.  3319,  Lot  No. 
6),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Maurice  De  Young,  Jr.,  and  D.  A. 

Pierce. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 


plication  denied. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  4 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(301-30-BZ) 


Whereas,  Lama  &  Proskauer,  substituted  for  Thomas  J. 
Donovan,  for  Sophie  Marcus,  owner,  filed,  April  30,  1930; 
dismissed  for  lack  of  prosecution  November  11,  1930;  re¬ 
opened  and  restored  to  Calendar  November  22,  1932,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest  corner  of  Linden 
boulevard  and  197th  street  (Block  No.  3319,  Lot  No.  6), 
St.  Albans,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  (Central  avenue) 
is  in  a  business  district;  197th  street  is  in  a  residence  dis¬ 
trict,  and  196th  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  10,  1932  (re  Plan  No.  3080-1932),  reads: 

“1.  The  erection  of  a  gasoline  station  in  a  business 
district  is  contrarv  to  Art.  2,  Sect.  4  of  the  Zoning 
Law.”; 

and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  301-30-BZ. 

“Premises  southwest  corner  of  Linden  boulevard  and  197th 
street  (Block  No.  3319,  Lot  No.  6),  St.  Albans,  Bor¬ 
ough  of  Queens. 

“On  February  1,  1933,  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Hol¬ 
land  and  Guilfoyle,  visited  and  inspected  the  above  prem¬ 
ises  in  connection  with  the  property  across  the  street, 
which  was  before  the  board  under  Cal.  No.  376-29-BZ. 

“This  is  an  application  under  section  21  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

“Linden  boulevard  (Central  avenue)  is  a  business  dis¬ 
trict  ;  196th  and  197th  streets,  from  a  point  100  ft.  north 
and  south  of  Linden  boulevard,  are  residence  districts. 

“The  premises  consist  of  a  plot  of  ground  having  a 
frontage  of  100.25  ft.  on  Linden  boulevard  and  84.7  ft. 
on  197th  street,  upon  which  it  is  proposed  to  erect  a 


one-story  office  and  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station. 

“I here  have  been  filed  with  this  application  twenty-one 
objections  and  no  consents. 

Ibis  section  is  well  developed  as  a  residential  area, 
with  dwellings  adjacent  on  197th  street,  both  sides  of 
Linden  boulevard  as  well  as  along  Linden  boulevard. 
The.  owners  of  all  of  these  premises  object  to  the  grant¬ 
ing  of  this  application. 

"Next  to  the  property  in  question,  to  the  west,  is  a 
lumber  yaid,  which  is  a  conforming  use  in  a  business 
district,  and  next  to  that  is  an  ice  storage  building, 
which  is  also  a  conforming  use.  Adjoining  this  lumber 
yard  and  ice  storage  building  on  196th  street  is  a  fire 
house  which  is  partly  in  a  residence  and  partly  in  a 
business  disti  ict.  This  is  also  a  conforming  use  in  a 
residential  district.  Such  neighborhood  stores  as  have 
been  erected  are  across  Linden  boulevard,  westerly  on 
196th  street  and  easterly  on  the  corner  of  198th  street. 

"The  general  building  up  of  this  section  for  blocks 
around  with  one  and  two-family  houses  would  indicate 
the  need  of  neighborhood  stores.  In  fact,  testimony  at 
the  healing  indicated  that  because  of  lack  of  neighbor¬ 
hood  store  accommodations,  residents  of  the  section  were 
compelled  to  trade  at  stores  in  St.  Albans,  several  blocks 
to  the  west. 

“At  the  time  the  case  was  first  filed,  in  April,  1930, 
when  it  was  dismissed  for  lack  of  prosecution,  it  may 
have  been  true  that  the  neighborhood  was  then  poorlv 
developed  to  support  stores,  but  that  is  not  the  case 
now,  and  the  committee  does  not  agree  that  the  presence 
of  the  fire  house  renders  the  neighborhood  unsuitable 
for  residence  use. 

"The  case  is  being  brought  under  section  21— hardship 
—and  the  committee  is  of  the  opinion  that  the  applicant 
has  not  substantiated  his  basis  of  appeal  under  section 
21,  and,  therefore,  even  a  temporary  use  of  the  property 
foi  a  gasoline  station  would  not  be  justified,  and  recom¬ 
mends  the  denial  of  this  application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“JAMES  P.  HOLLAND 

,  “JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  of  inspection  w^as  read  and  adopted 
at  this  hearing  and  recommended  the  denial  of  the  application 
under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


544-32-BZ. 

APPLICANT — Anthony  Giordano,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  extension  of  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED-., wi,  Brooklyn  avenue 

APPEARANCES0-’332'  L°'  N°'  P,rooklya 

For  Applicant:  Nathan  R.  Sobel. 

For  Opposition:  John  Gold. 

ACTION  OF  BOARD— Report  *f  committee  adopted*  ap¬ 
plication  granted  on  condition. 

THE  VOTE  TO  ADOPT  REPORT— 

Affirmative.  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  4 

Negative  .  Q 

Absent :  Commissioner  Connell  i 

THE  VOTE  TO  GRANT—  . 

Affirmative.  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  4 

Negative  . * .  q 

Absent :  Commissioner  Connell . l 
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THE  RESOLUTION—  SUBJECT— Application  (re  decision  of  the  superintendent 

(544-32-BZ)  of  buildings),  under  section  21  of  the  building  zone 

Whereas,  Anthony  Giordano,  owner,  filed,  October  28,  ofoccunanrv  of  f hVn/  business  district  the  change 

1932,  an  application,  under  the  building  zone  resolution,  to  five  ( a . bu  ldlng  occuPied  as  a  garage  for 

permit  in  a  business  district  the  extension  of  an  existing  rD5eviomWr  J+in  K ?i?d  S°Lf°r  minor  rePairs 

gasoline  service  station;  premises  515-519  Brooklyn  avenue  y  fthe  b°ardJ  to  a  SaraSe  for 

(Block  No.  1332,  part  of  Lot  No.  1),  Borough  of  Brooklyn-  lliH™  n(  }  ,motor  V?h‘cles  and  as  a  motor 

and  8  orooKiyn  vehicle  repair  shop  (reopened  September  13,  1932). 

Whereas,  a  public  hearing  was  held  on  this  application  "  A^FECTED— 2111-2117  Atlantic  avenue, 

by  the  board  of  standards  aitd  appeals,  l^  No  ^  ^  N°’  1569’ 

March  3,  1933,  after  due  notice  by  publication  in  the  APPEARANCFS _ ’  y  ' 

Bulletin  of  the  Board  of  Standards  and  Anneals-  and  a  ,•  _ 

Whereas,  the  use  district  maps  accompanying  the  building  Opposhion  ^NoJ'  31X1  NathaU  Weiner- 

zone  resolution  show  that  Brooklyn  avenue  is  in  a  business  ACTION  OF  POARtV  p  \  t 

and  residence  district;  East  New  York  avenue  is  in  a  busi-  KJ BOARD -Report  of  committee  adopted;  ap- 

ness  district,  and  Lefferts  avenue  is  in  a  residence  district;  THE  VOTE  ToTdOPtVePORT— 

Whereas,  the  decision  of  the  superintendent  of  buildings  -Affirmative :  Chairman  Murdock  Commissioners 

rendered  October  11,  1932  (re  Applic.  No.  7250-32)?  read?!  ?°”and  and  Guilfoyle  and  DePuty  Chief 

‘Application  denied,  contrary  to  Art.  2,  Sect.  6  of  Negative  .  4 

bmineTsedtotcttldenied"nding  °'  gaSOlil’e  Stati°"  3  ,  A£sen,:  cimmiaion'eV  'c'omi eli.'.'; '  ? 

and  aistrict  denied.  ,  THE  VOTE  TO  GRANT—  . 

iir  ,  .  .  Affirmative .  Chairman  iMurdock.  CommissionprQ 

Whereas  the  premises  consist  of  a  plot  of  ground  having  Holland  and  Guilfoyle  and  Deputy  Chief 

a  frontage  of  50  ft.  on  Brooklyn  avenue  and  61  ft.  3j4  in.  Ross  . “  .  pty  Uiiet 

on  East  New  York  avenue ;  upon  the  east  portion  of  the  Negative  .  n 

plot  there  is  located  a  one-story  building,  24  ft.  by  50  ft.  Absent:  Commissioner  Conneli .  i 

in  area,  occupied  as  a  four-car  storage  garage  and,  also,  as  a  THF  pFcnT  tittoxt  . 

gasoline  station  operating  under  duly  authorized  permits;  Kfc&ULU  11UJNI— 

on  the  central  portion  of  the  plot  there  is  located  a  two-  (2-29-BZ) 

story  stucco  building  occupied  by  the  owner  of  premises  as  Whereas,  Irwin  S.  Rever,  for  Weiner  Bros,  owners 
a  welling;  it  is  proposed  to  relocate  the  pumps  from  inside  filed,  January  3,  1929;  reopened  September  13,  1932  an  ap- 
t  e  easterly  building  to  an  irregular  shaped  area  at  the  south-  plication,  under  the  building  zone  resolution  to  permit  in  a 
west  portion  of  the  plot  in  question,  said  irregular  area  hav-  business  district  the  change  of  occupancy  of  a  building  occu- 

mg  a  frontage  of  24  ft.  on  East  New  York  avenue  and  24  ft.  Pied  as  a  garage  for  five  (5)  motor  vehicles  and  also  for 

on  Brooklyn  avenue ;  it  is  proposed  also  to  install  gas  tanks  minor  repairs  (previously  granted  by  the  board)  to  a  garage 

and  to  use  the  southwest  corner  of  the  plot  as  a  gasoline  for  more  than  five  (5)  motor  vehicles  and  as  a  motor  vehicle 

service  station;  and  _  repair  shop;  premises  2111-2117  Atlantic  avenue,  northwest 

WHEREAS,  the  premises  under  appeal  was  the  subject  of  comer  Gf  Olive  place  (Block  No.  1569,  Lot  No.  35)  Bor- 

an  inspection  by  a  committee  of  the  board,  a  report  of  which  ougb  of  Brooklyn ;  and 

inspection  was  read  and  adopted  at  this  hearing  recommend-  Whereas,  a  public  hearing  was  held  on  this  application 
ing  the  granting  of  the  application  under  section  21  of  the  by  tbe  board  of  standards  and  appeals,  at  its  special  meet- 

building  zone  resolution.  mg  March  3,  1933,  after  due  notice  by  publication  in  the 

Kcsotvcd  that  the  _  board  of  standards  and  appeals  does  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
hereby  make  a  variation  in  the  application  of  the  use  district  Whereas,  the  use  district  maps  accompanying  the  buildin<> 
regulations  of  the  building  zone  resolution  and  that  the  ap-  zone  resolution  show  that  Atlantic  avenue  is  in  a  business 

plication,  be  . land  it  hereby  is  granted  on  condition  that  the  dl strict;  Olive  place  is  in  a  residence  district;  Herkimer 

proposed  change  of  location  of  the  gas  selling  station  shall  street  ls  111  a  residence  district,  and  Pleasant  place  is  in  a 
be  substantially  as  shown  on  the  plans  filed  with  this  ap-  residence  district;  and 

plication;  that  the  existing  gasoline  tank  in  the  four-car  Whereas,  the  decision  of  the  superintendent  of  buildings 
garage  and  the  existing  pump  shall  be  removed-  that  there  rendered  December  19,  1932  (re  Applic.  No.  13327-1932)’ 

shall  be  no  portable  gas  pumps  used  on  the  premises  or  for  reads  : 

servicing  cars  at  the  curb;  that  the  number  of  gas  pumps  “Application  denied,  proposed  garage  for  more  than 

to  be  installed  shall  not  exceed  three  and  shall  not  be  located  5  cars  and  motor  vehicle  repair  shop  in  a  business  du- 

nearer  than  10  ft.  from  either  street  line;  that  the  entire  tnct-  contrary  to  Art.  2,  Sect.  4,  paragraphs  15  and  29 

area  shall  be  cement  paved;  that  there  shall  be  a  concrete  of  the  Zone  Resolution.”; 

Cf  ’ 'n'  ’n  W1'dtb  and  12  *n-  in  height,  erected  along  both  and 

street  tronts  at  the  corner,  with  one  opening  not  over  12  ft.  Whereas,  the  premises  consist  of  a  plot  of  ground  having 
wide  therein  from  Brooklyn  avenue  and  a  similar  opening  a  frontage  °f  98  ft-  7  in.  on  Olive  place  and  95  ft.  on  Atlantic 
not  over  12  ft.  wide  from  East  New  York  avenue  neither  avenue>  upon  which  are  located  a  gasoline  service  station 
opening  to  be  nearer  than  10  ft.  to  the  intersection  of  the  two  §Tease  P’ts  and,  also,  two  one-story  non-fireproof  structures ; 
streets ;  that  there  shall  be  a  masonry  brick  wall  constructed  tbe  board  granted  a  variation  permitting  the  use  of  these 
as  shown  on  the  plans  to  close  off  the  gasoline  selling  sta-  buildings  as  a  garage  for  five  (5)  motor  vehicles  and,  also, 
ti on  from  the  balance  of  the  plot;  that  such  advertising  as  .  n?lnor  repairs;  it  is  now  proposed  to  use  the  large  (rear) 
is  displayed  for  advertising  non-conforming  use  shall  be  building  as  a  garage  for1  more  than  five  (5)  motor  vehicles 
united  to  advertising  on  the  globes  of  the  gasoline  pumps  •  and  ^|so  a  motor  vehicle  repair  shop  and  the  small  building 
that  there  shall  be  no  open  flame  permitted  on  the  portion  as  office  and  accessory  store;  and 

occupied  by  the  gasoline  station,  and  that  all  permits  shall  Whereas,  the  premises  under  appeal  was  the  subject  of 
be  obtained  within  three  months  and  all  work  included  in  an  ,nsPectl0n  by  a  committee  of  the  board,  report  of  which 
t  ns  permit  completed  within  six  months  from  the  date  of  msPection  was  read  and  adopted  at  this  hearing,  and  which 
tins  action.  report  recommended  the  granting  of  the  application  under 

— - -  section  21  of  the  building  zone  resolution. 

2-29-BZ.  Resolved,  that  the  board  of  standards  and  appeals  does 

APPLICANT Irwin  r_  „  hereby  make  a  variation  in  the  application  of  the  use  district 

WUW1 -Irwin  S.  Rever,  for  Weiner  Bros.,  owners,  regulations  of  the  building  zone  resolution  and  that  the  ap- 
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plication  be  and  it  hereby  is  granted  to  amend  the  resolution 
adopted  by  the  board  May  14,  1929,  under  the  same  calendar 
number,  only  so  far  as  it  affects  the  number  of  automobiles 
permitted  to  be  stored  in  the  garage,  which,  under  the  reso¬ 
lution,  was  limited  to  five,  so  that  as  amended,  this  resolu¬ 
tion  would  permit  the  live  storage  of  more  than  five  automo¬ 
biles,  on  condition  that  the  ceiling  of  the  boiler  room  shall  be 
repaired  and  newly  fire-retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals;  that  any  and  all 
openings  from  the  boiler  room  into  the  garage  portion  shall 
be  fire-stopped;  that  there  shall  be  no  open  flame  permitted 


on  the  premises  and  that  the  motor  vehicle  repair  work  shall 
not  exceed  that  permitted  under  the  resolution  adopted  on 
May  ]  4,  1929;  that  the  buildings  and  equipment  shall  not  be 
increased  in  height  or  area  or  extended ;  that  motor  storage 
in  the  garage  shall  be  limited  to  cars  of  pleasure  type  only; 
that  all  permits  shall  be  obtained  within  three  months  and 
that  all  work  shall  be  completed  within  six  months  from  the 
date  of  this  action. 


Adjourned  11.30  a.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  MARCH  3,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Deputy  Chief  Ross. 


BUILDING  ZONE  CASES. 


PREMISES  AFFECTED— Southwest  corner  of  Foch 
boulevard  and  Cross  Island  boulevard  (Block  No. 
3360,  Lot  No.  14),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jonathan  Green. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


623-32-BZ. 

APPLICANT— Edward  P.  Kenney,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  an  existing 
building  to  a  business  use. 

PREMISE'S  AFFECTED— East  side  of  Windsor  place,  100 
ft.  north  of  Austin  street  (Block  No.  2076,  Lot  Nos. 
39,  40  and  41),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  N.  Rosen. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


APPLICANT— Lauritz  Lauritzen,  for  W.  M.  Evans  Dairy 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  6a,  7g  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the 
extension  of  a  milk  bottling  and  distributing  sta¬ 
tion  and,  also,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles  (reopened 
for  modification  February  28,  1933). 

PREMISES  AFFECTED— 3484-3498  Fulton  street  (Block 
No.  4156,  Lot  Nos.  26  and  80),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Action  of  board  of  February  28, 
1933  (reopening)  rescinded  on  written  request  of 
applicant. 

THE  VOTE  TO  RESCIND— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  4 

Negative  . 0 

Absent:  Commissioner  Connell .  1 


264-30-BZ.  ^  , 

APPLICANT — John  H.  W.  Krogmann,  for  Johanna  Bosch, 
present  owner. 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21 ;  reopened  for 
consideration  under  section  7f  November  4,  1932). 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  4 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(264-30-BZ) 


Whereas,  John  H.  W.  Krogmann,  for  Johanna  Bosch, 
owner,  filed,  April  15,  1930;  denied  July  8,  1930;  reopened 
November  4,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  south¬ 
west  corner  of  Foch  boulevard  and  Cross  Island  boulevard 
(Block  No.  3360,  Lot  No.  14),  St.  Albans,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  boulevard  is  in  a  business 
district  and  Cross  Island  boulevard  is  in  a  business  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  29,  1932  (re  Plan  No.  1059-32),  reads: 

“The  erection  of  a  Gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  the  Zone  Law. 

“Not  further  examined.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Foch  boulevard  and  100  ft.  on  Cross 
Island  boulevard,  upon  which  it  is  proposed  to  erect  a  one- 
story  structure,  43  ft.  by  23  ft.  in  area,  to  be  used  for  office 
and  grease  pits  and,  also,  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing,  said  report  being 
filed  in  this  application,  and  reading  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  264-30-BZ. 

“Premises  southwest  corner  of  Foch  boulevard  and  Cross 
Island  boulevard  (Block  No.  3360,  Lot  No.  14),  St. 
Albans,  Borough  of  Queens. 

“On  February  1,  1933,  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Hol¬ 
land  and  Guilfoyle,  visited  and  inspected  the  above-men¬ 
tioned  premises. 
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This  application,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station, 
was  denied  under  section  21  on  July  8,  1930,  and  re¬ 
opened  November  4,  1932,  for  consideration  under  section 
7,  subdivision  f. 

“Foch  boulevard  and  Cross  Island  boulevard  are  in 
business  use  districts. 

There  is  indicated  on  the  plans  filed  in  the  case  a 
gasoline  station  at  the  northwest  corner  of  Nashville 
avenue  and  Foch  boulevard,  which  is  an  error.  As  a 
matter  of  fact,  there  is  no  gasoline  station  at  that  point, 
but, a  gasoline  station  exists  opposite  the  end  of  Nash¬ 
ville  avenue,  which  does  not  cross  Foch  boulevard. 
This  station  would  have  to  be  eliminated  if  and  when 
Nashville  avenue  is  continued. 

“This  corner  under  appeal  is  approximately  750  ft. 
from  the  intersection  of  Foch  boulevard  and  Springfield 
boulevard,  on  two  corners  of  which  gasoline  stations 
have  been  permitted  by  the  courts.  On  a  third  corner, 
a  committee  of  the  board  has  recommended  a  permit  for 
five  years.  Opposite  Nashville  avenue  is  another  gaso¬ 
line  station  being  the  one  referred  to  in  the  paragraph 
above,  less  than  500  ft.  from  the  property  under  appeal. 
Still  another  application  is  pending  before  the  board  for 
a  gasoline  station  at  the  corner  of  Nashville  avenue  and 
Foch  boulevard,  Cal.  No.  577-32-BZ,  also  less  than  500 
ft.  away. 

“The  committee  believes  that  it  is  its  duty  not  only  to 
pass  on  the  merits  of  the  applicant’s  claim  that  hardship 
results  from  not  being  permitted  to  have  a  non-conform¬ 
ing  use,  but  that  it  is  its  duty  also  to  consider  the  effect 
on  the  general  neighborhood  that  would  be  caused  by 
the  granting  of  too  many  non-conforming  uses.  In 
Werner  vs.  Walsh,  the  court  pointed  out  this  obligation 
as  follows : 

“‘The  rights  of  other  property  owners  in  this 
business  district  must  be  considered  and  respected  in 
regard  to  fire  hazards,  damages  to  the  market  value 
of  the  fee  and  damage  to  the  rental  value.’ 

Also — 

‘The  duty  of  regulation  presupposes  that  there 
will  be  some  limit.  .  .  .’ 

“It  seems  to  the  committee  that  this  same  considera¬ 
tion  should  be  given  to  the  entire  neighborhood  and  not 
to  the  business  areas  only  as  the  presence  of  an  undue 
number  of  gasoline  stations  beyond  the  requirements  of 
the  section  cannot  possibly  have  other  than  a  deteriora¬ 
ting  effect  on  values  and  rentals. 

This  section  is  fairly  well  built  up  in  the  residential 
areas.  Cross  Island  boulevard  has  not  yet  been  con¬ 
structed  across  Foch  boulevard  to  the  south,  although 
indicated  as  already  opened  on  the  plans  filed  with  this 
application.  There  is  an  apparent  need  for  stores  for 
which  this  property  is  well  adapted.  Although  there 
is  a  certain  amount  of  vacant  land  adjacent,  the  com¬ 
mittee  does  not  consider  this  an  undeveloped  section 
within  the  meaning  of  section  7f. 

“This  case  was  denied  under  section  21  in  July,  1930. 
and  now  is  for  consideration  for  a  temporary  permit  of 
two  years.  The  committee  does  not  consider  that  the 
case  has  been  substantiated  and  recommends  denial. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  denial  of  the  ap¬ 
plication  under  section  7,  subdivision  f. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


585-32-BZ. 

APPLICANT — Emanuel  H.  Waldman,  for  Elizabeth  Bren 
nan,  owner. 


SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alterahon  and  change  of  occupancy  of  the  basement 
and  first  story  of  an  existing  building  from  residence 
to  business  use. 

PREMISES  AFFEC1ED — 148  West  73rd  street  (Block 
.  No.  1144,  Lot  No.  52),  Manhattan. 

APPEARANCES— 

For  Applicant:  Jonathan  Green  and  Robert  Beck. 
For  Opposition:  Jessie  Schaepkens  Van  Riempst, 
Charles  G.  Pease,  Francis  N.  Bang  and  Wil¬ 
liam  L.  Wilson. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 

Ross  .  ^ 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(585-32-BZ) 

W  hereas,  Emanuel  H.  Waldman,  for  Elizabeth  Brennan, 
owner,  filed,  November  26,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy  of  the  basement  and 
first  story  of  an  existing  building  from  residence  to  business 
use;  premises  148  West  73rd  street  (Block  No  1144,  Lot 
No.  52),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
ff'S’  March  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  73rd  street  is  in  a  residence 
district ;  V  est  72nd  street  is  in  a  business  district ;  Amster¬ 
dam  avenue  is  in  a  business  district,  and  Columbus  avenue 
is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  23,  1932,  reads: 

“In  answer  to  your  letter  of  December  14,  1932,  we 
wish  to  inform  you  that  inasmuch  as  the  above  premises 
are  within  a  residence  district,  the  proposed  use  of  the 
basement  as  a  laundry  and  the  first  floor  as  a  dance 
studio  are  contrary  to  Article  2,  Section  3  of  the  Build¬ 
ing  Zone  Resolution  and  your  application  is  therefore 
denied.”  ; 


and 


Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  fourt  stories  and  basement  in  height,  with  a  front¬ 
age  of  20  ft.  and  a  depth  of  55  ft. ;  it  is  proposed  to  occupy 
the  basement  story  as  a  laundry,  the  first  story  as  a  dance 
studio  and  the  remainder  of  the  building  as  dwellings;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  said  report  being  filed 
in  this  application;  and 

Whereas,  this  report  recommends  the  denial  of  the  appli¬ 
cation  under  section  21  of  the  building  zone  resolution. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


541-32-BZ. 

APPLICANT — Robert  C.  Weissmantel  &  Son,  Inc.  (lessee), 
for  Tisdale  Lumber  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing  building  to  a 
salesroom,  motor  vehicle  repair  shop  and  service 
station. 

PREMISES  AFFECTED — East  side  of  130th  street,  330  ft. 
south  of  Jamaica  avenue  (Block  No.  234,  Lot  No. 
79),  Richmond  Hill,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  William  H.  Vogt  and  Robert  C. 

Weissmantel. 

For  Opposition :  George  L.  Lawson. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 
Ross  .  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(541-32-BZ) 

Whereas,  Robert  C.  Weissmantel  &  Son,  Inc.  (lessee), 

for  Tisdale  Lumber  Co.,  owner,  filed,  October  25,  1932,  an 
application,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the.  change  of  occupancy  of  an  existing 
building  to  a  salesroom,  motor  vehicle  repair  shop  and  service 
station;  premises  east  side  of  130th  street,  330  ft.  south  of 
Jamaica  avenue  (Block  No.  234,  Lot  No.  79),  Richmond 
Hill,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  130th  street  is  in  a  residence  and 
business  district;  131st  street  is  in  an  unrestricted  district, 
and  Jamaica  avenue  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  13,  1932,  reads : 

“Replying  to  your  communication  of  recent  date,  re¬ 
questing  a  certificate  of  occupancy  for  premises  on  the 
East  side  of  130th  Street,  330  feet  south  of  Jamaica 
Avenue,  which  premises  you  contemplate  using  as  a 
salesroom,  repair  shop  and  service  station,  please  be  ad¬ 
vised  that  such  a  certificate  cannot  be  issued  as  the 
premises  in  question  are  situated  in  a  residence  dis¬ 
trict.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  stories  in  height,  with  a  frontage  of  108  ft.  and  a  depth 
of  1 07  ft.,  irregular ;  to  be  occupied  as  a  motor  vehicle  repair 
shop,  showrooms  and  storage  of  auto  parts;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  made  part  of  the  record  in  this 
application ;  and 

Whereas,  this  report  recommends  the  granting  of  the  ap¬ 
plication  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  all 
ceilings  on  both  the  first  floor  and  second  floor  shall  be  fire- 
retarded  in  accordance  with  the  rules  of  the  board ;  that  a 
one-source  sprinkler  system  in  accordance  with  the  rules  of 
the  board  shall  be  installed  in  the  building,  protecting  all 
parts  thereof ;  that  the  existing  boiler  room  shall  be  cut  off 
from  the  balance  of  the  building  with  fireproof  walls,  with 
no  opening  to  same  from  the  interior  of  the  building,  access 
to  be  from  the  exterior  only ;  that  the  interior  stairs  shall  be 
enclosed  in  fire-resisting  partitions  from  top  to  bottom,  with 
all  doors  therein  fireproof  and  self-closing;  that  the  second 
story  shall  be  used  for  storage  only  of  incombustible  material, 
stored  in  connection  with  proposed  occupancy  of  first  floor 
and  not  to  exceed  the  live  load  permitted  by  the  bureau  of 
buildings;  that  the  ground  floor  shall  be  used  only  as  sales¬ 
room.  repair  shop  and  service  station  for  automobiles,  not 
to  include,  however,  the  sale  or  storage  of  gasoline  other  than 
ia  the  tanks  of  the  cars ;  that  no  anvils,  forges  or  open  flames 
shall  be  used  in  the  premises  and  no  machinery  installed,  re¬ 
quiring  larger  than  one-half  horsepower  motor  per  machine; 
that  any  advertising  signs  on  the  building  advertising  the 


non-conforming  use  shall  be  limited  to  a  neat,  flat  sign  on 
the  face  of  the  building  to  the  exclusion  of  all  other  signs ; 
that  a  fire  escape  on  the  rear,  providing  the  second  means 
of  exit  from  the  second  story,  shall  be  erected  as  shown  on 
the  plans  approved  by  the  bureau  of  buildings  in  1921 ;  that 
such  additional  fire-extinguishing  equipment  shall  be  in¬ 
stalled  as  may  be  required  by  the  fire  department;  that  this 
permit  shall  continue  only  so  long  as  the  existing  building 
is  used  for  the  non-conforming  use  herein  granted,  said  build¬ 
ing  not  to  be  increased  in  height  or  area,  and  that  all  per¬ 
mits  required  shall  be  obtained  within  three  months  and  all 
work  completed  within  six  months  from  the  date  of  this 
action. 


345-32-BZ. 

APPLICANT — Patrick  J.  Reilly,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  certain  conditions  under  section  7f  for  a 
temporary  permit ;  reopened  for  reconsideration  De¬ 
cember  13,  1932 — permanent  permit). 

PREMISES  AFFECTED — North  side  of  47th  avenue,  91 
ft.  east  of  Cross  Island  boulevard  (Block  No.  1299, 
Lot  No.  105),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alphonses  Casey. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Deputy  Chief 


Ross  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(345-32-BZ) 


Whereas,  Patrick  J.  Reilly,  owner,  filed,  June  14,  1932; 
reopened  December  13,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  (previously  granted  under 
section  7f  for  a  temporary  period  of  two  years)  ;  premises 
north  side  of  47th  avenue,  91  ft.  east  of  Cross  Island  boule¬ 
vard  (Block  No.  1299,  Lot  No.  105),  Bayside,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  3,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  47th  avenue  is  in  a  business  and 
residence  district;  Rocky  Hill  road  is  in  a  business  district; 
Cross  Island  boulevard  is  in  a  business  district;  202nd  street 
is  in  a  residence  and  business  district,  and  46th  road  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  4,  1933  (re  N.  B.  1276-1932),  reads: 

“The  proposed  amendment  does  not  comply  with  the 
ruling  of  the  Board  of  Standards  and  Appeals  as  given 
on  November  18,  1932.”; 

and 

Whereas,  the  premises  consist  of  an  interior  lot,  64.31  ft. 
on  47th  avenue  by  100  ft.,  irregular,  in  depth ;  it  is  proposed 
to  erect  an  office,  grease  rack,  three  pumps  and  bury  the 
necessary  tanks  for  the  purpose  of  conducting  a  gasoline 
service  station  partly  in  a  business  district  and  partly  in  a 
residence  district;  and 

Whereas,  this  application  was  the  subject  of  an  inspec¬ 
tion  by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  and  filed  at  this  hearing;  and 

Whereas,  this  report  recommends  the  granting  of  this  ap¬ 
plication  for  a  period  of  five  years. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  21  for  a 
period  of  five  years,  on  condition  that  all  pumps  shall  be  set 
back  not  less  than  10  ft.  from  the  building  line;  that  any 
accessory  use  shall  be  confined  to  one-story  structures;  that 
any  advertising  signs  shall  be  confined  to  illuminated  globes 
of  the  pumps  or  fixed  letters  on  the  facades  of  the  buildings 
erected  on  the  premises ;  that  the  entire  area  shall  be  leveled 
and  covered  with  either  cracked  Milestone  or  cement  paving ; 
that  there  shall  be  a  woven  wire  fence  erected  around  the 


interior  lot  lines,  said  fence  to  be  at  least  7  ft.  high;  that 
tlicie  shall  be  no  cellar  or  other  excavation  under  any  of  the 
accessory  buildings  except  the  grease  pits ;  that  there  shall  lie 
no  open  flame  permitted  on  the  premises ;  that  there  shall  be 
no  portable  gas  pumps  used  on  the  premises  or  used  for 
sei  vicing  cais,  and  that  all  permits  shall  be  obtained  within 
tluee  months  and  any  work  involved  shall  be  completed 
within  nine  months  from  the  date  of  this  action. 


Adjourned  3.50  p.  m. 

William  J.  O  Gorman,  Sccrctarx. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  7,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  February  28,'  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
February  28,  1933,  were  approved  as  printed  in  Bulletin  No. 
10.  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

303-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Edlar  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  October  14,  1932). 

PREMISES  AFFECTED — Southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block  No.  2706,  Lot 
No.  52),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Schwartz. 

For  Opposition:  Hobart  Bird,  Albert  Weiss, 
Abraham  Schwartz  and  Charles  G.  Tilgner. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


104-25-BZ. 

APPLICANT — Nat  C.  Helman,  for  Rachael  Yuttal,  present 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles  (granted  by  the  board)  so 
as  to  include  a  motor  vehicle  repair  shop. 
’REMISES  AFFECTED — 128-144  East  98th  street  (Block 
No.  4616,  Lot  No.  31),  Brooklyn. 

APPEARANCES — 

For  Applicant:  Nat  C.  Helman. 

For  Opposition:  None. 

vCTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
2  p.  m.  Applicant  to  submit  brief.  No  further 

argument. 


5-30-BZ. 

iPPLICANT — James  J.  Millman,  Inc.,  for  Harry  Feldman, 

owner. 

UBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 


ing  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business  (store)  building 
(previously  dismissed  for  lack  of  prosecution;  re¬ 
opened  and  restored  to  Calendar  September  20, 
1932). 

PREMISES  AFFECTED — 1315-1321  55th  street,  north 
side,  73  ft.  8  in.  east  of  New  Utrecht  avenue  (Block 
No.  5677,  Lot  No.  62),  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  J.  Millman. 

For  Opposition :  Lawrence  Meyer  and  Voris  J. 

Friedtiss. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1933,  at 
2  p.  m.,  pending  inspection  and  report  by  a  committee 
of  the  board. 


493-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Manhattan  Railway 
Co.,  owner. 

SUBJECT  -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  jmd  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  Tanuarv  10 
1933) 

PREMISES  AFFECTED — 999-1015  Columbus  avenue  and 
360-368  Cathedral  parkway,  southeast  corner  (Block 
No.  1845,  Lot  No.  3),  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
2  p.  m.,  for  report  by  a  committee  of  the  ’board.’ 


1 86-30-BZ. 


APPLICANT — Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Cooper  Gas  Stations,  Inc., 
owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  in¬ 
stallation  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  withdrawn  under  section  21 ;  re¬ 
opened  for  consideration  under  section  7f  November 
4,  1932). 

PREMISES  AFFECTED— Southeast  corner  of  Jamaica 
avenue  and  Elderts  lane  (Block  No.  50,  part  of 
Lot  No.  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant :  R.  S.  Hardy. 

For  Opposition :  Carlye  L.  Hutzelman. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  owner. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  . 

Absent  . 


158-31-BZ. 

APPLICANT— William  F.  Regan,  substituted  for  Joseph 
A.  Walsh,  for  Ella  Leshnower,  owner.. 

SUBJECT— Application  for  reopening — restoration — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  dismissed,  reopened  and  withdrawn). 

PREMISES  AFFECTED— 137-00  101st  avenue  and  101-01 
Van  Wyck  boulevard,  southeast  corner  (Block  No. 
1066,  Lot  No.  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  F.  Regan. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn;  ap¬ 
plicant  will  file  new  case. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


630-29-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  for  modification— re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7g  and  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 


PREMISES  AFFECTED — 137-30  Queens  boulevard  and 
137-27  Barret  street,  southwest  corner  (Block  No. 
708,  part  of  Lot  No.  1),  Briarwood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Arthur  W.  Renander. 

ACTION  OF  BOARD — Application  reopened,  time  ex¬ 
tended  and  application  laid  over  to  April  11,  1933, 
at  2  p.  m.,  to  file  new  plans. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney . * .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(630-29-BZ) 

Whereas,  this  application,  affecting  premises  137-30 
Queens  boulevard  and  137-27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1),  Briarwood,  Borough 
of  Queens,  was  granted  by  the  board  at  its  meeting  January 
28,  1930,  on  certain  conditions,  and  applicant  requested  ex¬ 
tensions  of  time,  and  now  requests  a  further  extension  of 
time. 

Resolved,  that  the  resolution  adopted  January  28,  1930,  in¬ 
sofar  as  it  affects  the  time  to  obtain  permits  and  complete 
the  work,  be  modified  to  read  that  all  permits  shall  be  ob¬ 
tained  within  six  months  and  that  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action 
and  that  the  resolution  be  complied  with  in  all  other  respects. 


Adjourned  1.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MARCH  7,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

611-32- A. 

APPELLANT— Turner  Construction  Co.,  for  John  Mor¬ 
rell  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 67-71  Kent  avenue  and  44-58 
North  10th  street  (Block  No.  2302,  Lot  No.  6), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  John  R.  Voorhees. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1933,  at 
2  p.  m.,  to  confer  with  owner. 


512-32-A. 

APPELLANT— U  &  S  Motor  Car  Exchange,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 4423-4429  Broadway  (Block 
No.  2180,  Lot  No.  488),  Manhattan. 
APPEARANCES— 


For  Appellant:  Isaac  Darbrow. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1933,  at  2 
p.  m.,  on  request  of  appellant’s  representative. 


519-32-A. 

APPELLANT — Lama  &  Proskauer,  for  Harry  Greenberg, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED1 — 1716-1718  Coney  Island  avenue, 
west  side,  100  ft.  north  of  Avenue  N  (Block  No. 
6573,  Lot  No.  40),  Brooklyn. 

APPEARANCES— 

For  Appellant :  James  Kearney. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
appellant,  there  being  no  definite  matter  before  the 
board  for  determination.  Appellant  will  request  re¬ 
opening  of  building  zone  case. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 
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312-32-A. 

APPELLANT — Edward  Hinman,  Jr.,  for  Beard’s  Erie 
Basin,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 251-267  Richards  street  (Block 
No.  612,  Lot  No.  1),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Edward  Hinman,  Jr. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(312-32-A) 

Whereas,  Edward  Hinman,  Jr.,  for  Beard’s  Erie  Basin, 
Inc.,  owner,  filed,  June  2,  1932,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  251-267  Richards 
street  (Block  No.  612,  Lot  No.  1),  Borough  of  Brooklyn; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
16,  1932  (re  Order  No.  95045-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Secs.  580-581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  building  is  of  frame  construction,  one  story 
in  height,  470  ft.  by  84  ft.  and  150  ft.,  irregular,  in  depth, 
about  62,000  sq.  ft.  floor  area;  OCCUPIED  for  the  storage 
of  molasses,  ten  persons;  and 

Whereas,  the  appellant  claims  the  building  has  no  cellar; 
it  is  separated  from  adjoining  buildings  by  12-inch  brick 
walls  with  parapet  walls  carried  3  ft.  above  the  roof ;  all 
openings  are  provided  with  approved  automatic  fire  doors ; 
the  adjoining  building  as  well  as  the  building  in  question  are 
equipped  with  automatic  dry  pipe  sprinkler  systems ;  seventy- 
six  fire  pails  are  distributed  throughout  the  premises ;  fur¬ 
thermore,  the  appellant  contends  that  the  installation  of  a 
standpipe  system  would  be  of  no  practical  service;  the  occu¬ 
pancy  and  use  is  non-hazardous  and  the  present  fire  protec¬ 
tion  is  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted ,  as  to  Order  No.  95045-F,  waiving  the  requirement 
for  the  installation  of  a  standpipe  system  in  view  of  the 
building  being  protected  throughout  with  a  dry  pipe  sprinkler 
system,  duly  approved  by  the  fire  prevention  bureau  under 
date  of  August  18,  1932,  on  condition  that  such  additional 
auxiliary  fire  appliances  shall  be  installed  as  may  be  re¬ 
quired  by  the  fire  commissioner ;  that  this  grant  shall  con¬ 
tinue  only  so  long  as  the  building  is  used  as  at  present  for 
the  storage  of  molasses  in  steel  tanks  and  in  barrels  and 
hogsheads,  or  for  other  materials  or  merchandise  which  in 
the  opinion  of  the  fire  commissioner  is  not  more  hazardous, 
and  that  the  building  shall  be  not  increased  in  height  or  area. 


630-32-A. 

APPELLANT — Samuel  Rosenblum,  for  Hungerford  Sound 
Studio,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 33  West  60th  street  (Block  No. 

1113,  Lot  No.  8),  Manhattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  nad  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(630-32-A) 

Whereas,  Samuel  Rosenblum,  for  Hungerford  Sound 

Studio,  owner,  filed,  December  27,  1932,  an  appeal  from  an 

order  of  the  fire  commissioner,  affecting  premises  33  West 
60th  street  (Block  No.  1113,  Lot  No.  8),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  20,  1932  (re  Order  No.  77758-LC),  reads: 

“Referring  to  your  application  for  a  permit  to  conduct 
a  sound  recording  studio  in  the  building  33  West  60th 
Street,  Borough  of  Manhattan,  you  are  hereby  notified 
that  such  permit  cannot  be  issued  for  the  following 
reasons : 

“A.  Section  245,  Subd.  1,  of  Art.  20,  Chapter  10, 
Code  of  Ordinances  prohibits  any  occupancy  above  a 
motion  picture  studio  that  is  not  connected  with  or  in¬ 
cidental  to  such  motion  picture  studio. 

“B.  Building  is  within  50  feet  of  a  place  of  public 
assembly  contrary  to  Section  241-a,  Chapter  10,  Code 
of  Ordinances. 


“YOU  ARE  THEREFORE  ORDERED  TO: 

“1.  Discontinue  the  maintenance  of  a  sound  recording 
studio  on  these  premises  in  violation  of  the  Code  of 
Ordinances. 

“2.  Discontinue  the  storing  or  the  keeping  on  hand 
of  inflammable  motion  picture  films  on  these  premises  in 
violation  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in  height, 
109  ft.  by  100  ft.  5  in.  in  area;  OCCUPIED  for  offices  and 
light  manufacturing,  average  of  thirty-four  persons  per  story; 
EQUIPPED  with  a  sprinkler  system  throughout;  and 

Whereas,  the  appellant  claims,  as  to  Item  A,  that  the 
proposed  use  of  part  of  the  fifth  story  should  not  be  classed 
as  a  motion  picture  studio,  it  is  a  “sound  studio”,  no  motion 
pictures  are  developed  and  no  regular  pictures  are  taken 
with  acting;  pictures  that  have  already  been  taken  have 
sound  accompaniments  recorded  and  occasionally  minor  points 
recorded ;  this  same  studio  has  been  occupied  previously  for 
a  period  of  three  years  for  the  same  purpose  under  permits 
issued  by  the  fire  commissioner ;  section  245  refers  to  motion 
picture  film  studios  and  not  to  a  studio  used  exclusively 
for  sound  recording;  as  to  Item  B,  the  place  of  public 
assembly  referred  to  is  a  funeral  parlor  located  on  the  ground 
floor  of  the  adjoining  fireproof  business  building  at  west, 
the  entrance  to  the  so-called  place  of  public  assembly  is  more 
than  63  ft.  away  and  four  stories  lower  and  is  separated  by 
two  independent  fireproof  walls  enclosing  the  buildings ;  sec¬ 
tion  242-a  does  not  apply  to  renewal  of  permits  previously 
granted;  furthermore,  the  total  amount  of  film  stored  on 
the  premises  will  not  exceed  five  reels,  kept  in  proper  safes 
and  cabinets  in  accordance  with  the  requirements  of  the  fire 
commissioner ;  and 

Whereas,  the  building  is  of  fireproof  construction,  equip¬ 
ped  with  a  standpipe  system  and  an  automatic  sprinkler  sys¬ 
tem  and  the  space  under  appeal  is  completely  enclosed  with 
fireproof  partitions  with  fireproof  self-closing  doors ;  and 

Whereas,  this  sound  studio  has  been  maintained  in  this 
location  for  at  least  three  years  and  permits  granted  by  the 
fire  department  for  same  under  the  name  of  Sight  &  Sound 
Corporation,  which  is  understood  consists  of  the  same  per¬ 
sonnel  under  a  different  corporate  name. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Order  No.  77758-LC,  to  permit  the  continu¬ 
ance  of  the  sound  recording  studio  in  this  subdivision  of  the 
fifth  floor,  Room  511,  on  condition  that  at  no  time  shall  there 
be  in  excess  of  five  reels  or  5,000  running  feet  of  inflammable 


211 


MINUTES 


film  stored  on  the  premises,  such  film  to  be  kept  in  proper 
safes  and  cabinets  constructed  and  maintained  in  accordance 
with  the  legal  requirements ;  that  such  additional  auxiliary 
fire  appliances  shall  be  installed  as  may  be  required  by  the 
fire  commissioner. 


590-32-A. 

APPELLANT — National  City  Realty  Corp.,  owner. 
SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 162-166  Montague  street  and 
78-86  Clinton  street  (Block  No.  249,  Lot  No.  43), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Jerome  G.  Young. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney . .  5 

Negative  .  0 

Absent  . • .  0 

THE  RESOLUTION— 

(590-32-A) 


Whereas,  National  City  Realty  Corp.,  lessee,  filed,  De¬ 
cember  1,  1932,  an  appeal  from  orders  and  a  decision  of  the 
fire  commissioner,  affecting  premises  162-166  Montague 
street  and  78-86  Clinton  street  (Block  No.  249,  Lot  No.  43), 
Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  July 
1,  1932,  read: 

“Order  No.  96226-F: 

“1.  Arrange  for  a  flow  test  of  the  standpipe  to  prove 
line  valves,  check  valves  and  Siamese  connections  are 
free  from  obstruction  and  in  working  condition,  after 
which  a  test  of  50  lbs.  in  excess  of  the  pressure  of  the 
water  due  to  gravity  in  the  standpipe  system  must  be 
made.  Both  tests  are  to  be  arranged  for  and  conducted 
by  the  owner  and  at  the  owner’s  risk.  The  Bureau  of 
Fire  Prevention  must  be  notified  at  least  48  hours  before 
the  test  and  all  such  tests  must  be  made  in  the  presence 
of  a  representative  of  the  Bureau.” ; 
and 

“Order  No.  96227-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rule  91,  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

“Order  No.  96228-F: 

“1.  Provide  an  iron  ladder  of  substantial  construction, 
properly  braced  extending  to  top  of  tank. 

“2.  Relocate  valve  of  hose  outlet  of  standpipe  system, 
so  that  the  wheel  controlling  same  is  within  6  feet,  6 
inches  of' stair  landing,  or  within  6'  6"  of  steps  that  are 
within  2'  of  the  standpipe  riser. 

“7.  Remove  the  bonnets  or  caps  of  all  tank  check 
valves,  and  clean  the  interior  of  said  valves  of  all  rust 
or  other  accumulations.  The  body  of  the  valve  to  be 
then  given  a  good  coat  of  red  lead  and  linseed  oil.  Note : 
Above  work  to  be  done  in  the  presence  of  a  representa¬ 
tive  of  this  department. 

“9.  Replace  2"  emergency  drain  with  a  4"  emergency 
drain  with  gate  valves. 

“10.  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof  above 
the  3,500  gallon  mark  only.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  15,  1932,  reads: 

“In  reply  to  yours  of  10-28-32,  relative  to  orders 
96226-F,  96227-F  and  96228-F,  I  regret  to  advise  that 


these  orders  arc  mandatory  and  this  department  is  with¬ 
out  authority  to  waive  or  rescind  same.  However,  if  in 
your  opinion  the  conditions  in  this  building  warrant 
granting  any  further  consideration,  you  may  take  this 
matter  up  with  the  Board  of  Standards  and  Appeals  for 
their  consideration.” ; 

and 

Whereas,  the  building,  erected  in  1893,  is  non-fireproof, 
ten  stories  (approximately  130  ft.)  in  height,  50  ft.  by  93 
ft.  in  area;  OCCUPIED  as  an  office  building,  approximately 
twenty  persons  per  story;  and 

Whereas,  appellant  contends  that  the  2,625-gallon  capacity 
gravity  tank  (1,645  gallons  for  standpipe  reserve)  is  located 
on  the  tenth  (top)  story  of  the  building  and  that  the  bottom 
of  the  tank  is  14  ft.  6  in.  above  the  highest  outlet  (on  the 
eighth  story)  ;  appellant  states  that  the  tenth  story  is  un¬ 
occupied  and  will  not  be  rented  for  tenant  purposes  and, 
contends,  further,  that  the  standpipe  system  was  accepted  at 
the  time  of  installation  by  city  departments  having  juris¬ 
diction,  and  requests  the  acceptance  of  existing  conditions  as 
to  the  standpipe  installation. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  96227-F,  to  permit  the 
existing  wooden  gravity  tank  to  remain  in  its<  present  loca¬ 
tion,  on  condition  that  the  adjacent  steel  tank  with  a  capacity 
of  2,250  gallons  shall  be  connected  to  this  present  gravity 
tank  so  that  there  will  be  available  at  all  times  for  standpipe 
service  a  total  of  approximately  4,000  gallons;  that  the  tank 
equipment  shall  comply  with  the  rules  in  all  other  respects; 
granted,  as  to  Item  2,  of  Order  No.  96228-F,  to  permit  the 
continuance  of  the  hose  outlet  valves  on  the  intermediate 
landing  at  their  present  height  above  the  stair  landing  of  the 
seventh  floor  and  eighth  floor,  on  condition  that  they  shall 
not  exceed  6  ft.  8  in.  from  the  landing  to  the  wheel  of  the 
valve ;  granted,  as  to  Item  10,  of  Order  No.  96228-F,  on  con¬ 
dition  that  the  modification  granted  herein  under  the  heading 
of  Item  1,  of  Order  No.  96227-F,  shall  be  complied  with; 
that  all  other  items  other  than  those  contained  in  Orders 
96227-F  and  96228-F,  herein  modified,  shall  be  complied 
with  ;  that  the  nozzles  on  the  hose  on  the  eighth  floor  shall 
be  reduced  to  one-half  inch  in  diameter;  that  on  the  eighth 
and  ninth  floors  such  additional  auxiliary  fire  appliances 
shall  be  installed  as  may  be  required  by  the  fire  department; 
that  there  shall  be  no  occupancy  on  the  tenth  floor  other 
than  building  equipment,  and  denied  as  to  Order  No.  96226-F. 


PETITIONS  FOR  VARIATIONS. 

589-32-S. 

PEI  I  TIONER — Croker  Fire  Prevention  Corp.,  for  Norman 
P.  Findley,  owner. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 810  Fourth  avenue  (Block  No. 

664,  Lot  No.  29)  Brooklyn 
APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— -Laid  over  to  April  4,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


393-27-S. 

PETITIONER— Croker  Fire  Prevention  Corp.,  for  Oceanic 
Investing  Corp.,  substituted  for  Samuel  Rosenblum 
for  Bunyard  Realty  Corp.,  lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 29  East  48th  street  and  413 
Madison  avenue  (Block  No.  1284,  Lot  No.  21) 
Manhattan. 
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APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment  and  Assistant  Engineer  Samuel  Becker 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1933,  at  2 
p.  m.,  to  obtain  information  from  building  depart¬ 
ment. 


607-32-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Russel 
B.  Corey,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 16-18  West  36th  street  (Block 
No.  837,  Lot  Nos.  55  and  56),  Manhattan 

APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1933,  at  2 
p.  m.,  to  obtain  information  regarding  certificate  of 
occupancy. 


622-32-S 

PETITIONER — H.  I.  Oser,  for  1400  Broadway  Corp., 
lessee. 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 1400  Broadway,  northeast  cor¬ 
ner  of  West  38th  street  (Block  No.  814,  Lot  No. 
19),  Manhattan. 

APPEARANCES— 

For  Petitioner:  J.  Lewis. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  bureau  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION— 


(622-32-S) 

Whereas,  H.  I.  Oser,  for  1400  Broadway  Corp,  lessee, 
filed,  Decembera  21,  1932.  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  1400 
Broadway,  northeast  corner  of  West  38th  street  (Block  No. 
814.  Lot  No.  19),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  21,  1932  (re  Alt.  Applic.  No.  1500-1932), 
reads : 

“1.  In  a  fireproof  factory  building  erected  after  1913, 
all  stairways  must  be  completely  enclosed.  Section  270- 
4  Labor  Law.  Correct  plans.  Show  all  doors  and 
walls.” ; 
and 

Whereas,  the  building,  erected  in  1930,  is  fireproof, 
thirty-five  stories  in  height.  97  ft.  11*4  in.  by  199  ft.  11  y2  in., 
irregular,  in  area;  OCCUPIED:  1st  story,  stores;  upper 
stories,  offices,  showrooms  and  factory,  approximately  200 
persons  per  story:  EQUIPPED  with  a  sprinkler  system  and 
a  fire  alarm  signal  system;  EXITS:  three  interior  fireproof 
stairways,  extending  from.  the  first  story  to  roof,  enclosed 
m  fireproof  partitions,  with  fireproof  doors  at  opening’s  • 
and  ’ 

Whereas,  petitioner  contends  that  the  iron  stairway  in 
question  is  constructed  in  a  highly  ornamental  manner;  that 
it  connects  the  store  located  at  the  northerly  part  of  the 
Broadway  front  of  the  building  with  a  showroom  on  the 
second  story  and  contends,  further,  that  the  store  and  also 
the  showroom  on  the  second  story  are  separated  from  the 


nlfanrf  by  V?™0-  Partitions,  and  that  a  com- 

duct  of The’ business"  Sen0UsIy  in,'rfere  with  the  con’ 

heSh *olvedi  that  th?  ^oard  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted  to  permit  the 
ornamental  stairway  from  the  first  floor  to  the  second  floor 
to  be  unenclosed,  on  condition  that  the  entire  space  occupied 

IV,  .arnaflWherlt!lilStair  exhs  on  the  first  floor  and  on 
e  second  floor  shall  be  completely  shut  off  from  the  other 

parts  of  the  building  with  fireproof  partitions ;  that  the  area 
involved  in  this  petition  on  the  first  floor  and  second  floor 

S  lu  th<l  area  indic,ated  on  the  plans  submitted 

tfV,S  5.etltI0n>  that  there  shall  be  no  manufacturing  on 
eitner  the  first  or  second  floor  areas  under  petition;  that  the 
stairway  to  the  basement  shall  be  enclosed  on  the  first  story 
and  basement  with  fireproof  partitions  and  fireproof  self- 
closing  doors,  and  that  the  labor  law  shall  be  complied  with 
m  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
15-33-SA. 

PETITIONER— Enterprise  Engineering  Co.,  for  Enterprise 
Oil  Burner  Co.,  owner. 

SUBJECT— Enterprise  Steam  Atomizing  Burner,  approval 

APPEARANCES— 

For  Petitioner:  H.  M.  Ficken. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

32- 33-SA. 

PETITIONER— James  M.  Ryan,  for  Wisconsin  Truck 
Equipment  Co.,  owner. 

SUBJECT— Wisconsin  Fuel  Oil  Burners,  Models  O  A  and 
B,  approval  of. 

APPEARANCES— 

For  Petitioner:  James  M.  Ryan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

33- 33-SA. 

PETITIONER— H.  S.  Frasher,  for  Hardinge  Oil  Burner 
Co.,  owner. 

appearances-6  011  Burner’  Model  23)  approval  of' 

For  Petitioner:  David  Tuxhorn. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

38- 33-SA. 

PETITIONER — Irving  Primost,  owner. 

APPEAR^CES— IaSh  °n  Burner’  Model  Cl’  aPProval  of. 
For  Petitioner:  Irving  Primost. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTTON  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

39- 33-SA. 

PETITIONER — Cutler-Hammer,  Tnc.,  owner. 

SUBJECT — Cutler-Hammer,  Tnc.  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm  Systems 
(Bulletin  No.  10041),  approval  of. 
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MINUTES 


APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


49-33-SA. 

PETITIONER— Kleen  Heet,  Inc.,  owner. 

SUBJECT— Kleen  Heet  Type  “R”  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  I.  R.  Cavenaugh. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


65-33-SA. 

PETITIONER — Economy  Burner  Corp.,  owner. 

SUBJECT — Economy  Oil  Burner  (Junior  Model),  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner :  William  Shreiber. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


1115-22-SA. 

PETITIONER — Shutte  &  Koerting  Co.,  owner. 

SUBJECT — S  &  K  Mechanical  Oil  Burner  for  commercial 
installations  (previously  approved  for  industrial  in¬ 
stallations  only),  approval  of. 

APPEARANCES— 

For  Petitioner:  Clarence  Keet. 


For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Kidney  .  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(1115-22-SA) 


Whereas,,  Schutte  &  Koerting  Co.,  owner,  filed,  Septem¬ 
ber  13,  1922;  withdrawn  May  13,  1924;  reopened  October 
14,  1932,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  S  &  K  Mechanical 
Fuel  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  January  6,  1933,  recommends  the 
approval  of  the  device  for  industrial  use ;  and 

Whereas,  a  request  was  made  for  approval  of  the  device 
for  commercial  use,  and  after  request  for  test  a  report  of 
the  bureau  of  fire  prevention  dated  February  20,  1933,  recom¬ 
mended  its  approval  for  commercial  as  well  as  industrial  use. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  S  &  K  Mechanical 
Fuel  Oil  Burner  for  use  in  industrial  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  in  conformity 
with  the  reports  of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

lohn  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) . . . .  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B,  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

i  1029-27-A — 39  Fifth  avenue,  Manhattan. 

1030-27-A — 13-16  Central  Park  West,  Manhattan, 
i  1031-27-A — 20-28  West  72nd  street,  Manhattan, 
i  1032-27-A — 242-248  West  76th  street,  Manhattan. 

726-30- A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

T75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

'  952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-S A — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA— Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  anoroval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

137-31-SA — Can’t  Pull  Anti-Syphon  Trap,  approval  of. 

250-31 -S  A — Lunkenheimer  2^-Inch,  Figure  No.  8610 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA— Lunkenheimer  2J^-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA— Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32- S A — Evenheet  Oil  Burner,  approval  of. 
561-32-SA— Wills  Fuel  Oil  Burner,  approval  of. 

570-32-SA — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH,  approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

625-32-SA — Manufacturers  Tooth  Furnace  Fuel  Oil  Burner, 
approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 
10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 
15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33-SA — Hardinge  Oil  Burner,  Model  23,  approval  of. 

38- 33-SA — Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

39- 33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33- S A — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-SA — Economy  Oil  Burter  (Junior  Model),  approval 
of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 
j  The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1-1 -3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

l-2J^-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


docket. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  March  8,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . . . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . . . 

Cases  pending  March  8,  1933 . 


DISPOSITION  OF  CASES. 

2G1  Withdrawn  . 

Dismissed . 

Denied . 

02  Granted  . 

Granted  on  condition . 

Appliances  approved  . 

1G  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

49  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

13  Requests  for  modification  granted . 

Requests  for  modification  denied . 

1  Requests  to  rescind  granted . . 

Requests  to  rescind  denied . 

11  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

0  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

3  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

0  Interpretations  . 

-  Requets  withdrawn  or  dismissed . 

447 

Total  . 

192 


255 


12 

7 

19 

C 

69 

6 

1 

0 

0 

40 

4 
1 
0 

13 

0 

1 

0 

11 

0 
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0 

0 

0 

3 

0 

0 

0 

c 

5 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  oi  the 

hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure* of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($L50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 


Mv  Subscription  is  to  begin  with  the  issue  for.. 

J  * 

216 


1933. 


Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amendeckhv  Chap'  S&J  Laws  of  19ie  anrl 

the  Municipal  Assembly,  Local  Law  No.  13  of  192 £V/)/r.  *7 S 

f  C/pg, .  /  O  , 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1001  toWft  Municitfe4>'Buildine 

New  York  City.  '  {)*. 


Vol.  XVIII 


Subscription 
$2.50  a  year 


MARCH  21,  1933 


Single  Copies,  5  cents 
By  mail,  7  cents 


DIRECTORY 

- • - 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


rUDLiL  riJaAKlNGS 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan *ngS  ^  hdd  R°°m  1013’  MuniciPaI  Building 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

^he  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  21,  1933. 

^  this  caB  each  case  is  set  for  hearing  on  a 

definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  28,  1933,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  March  14,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  March  14.  1933,  2 
P.  M. 

Approved  Fuel  Oil  Pumps. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions 

HARRIS  H.  MURDOCK,  Chairman. 
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Pump,  Appliance 

. .  ..B.B.B. ..  .3068-3074  Ocean  pkwy.  (Block 
7282,  part  of  Lot  57  &  part 
of  Lot  60),  Bklyn., 

Applic.  644-1933 

_ F.D . Elkhart  Flush  Type  Siamese, 

Appliance 

....F.D . Freeport-Silent  Service  Oil 

Burner,  Models  5,  10  &  30, 

Appliance 

. .  ..B.B.Bx . .  .1224-1236  Hollywood  ave.  (Block 
5340,  Lot  1),  Bx., 

N.  B.  57-1933 
...Southeast  corner  of  198th  st. 
(Green  st.)  &  Central  ave. 
(Foch  blvd.)  (Block  3321, 
Lots  1  &  3),  Springfield,  Q., 
N.  B.  3088-1932 
.  .1402-1410  Broadway  (Block  814, 
Lot  52),  Man., 

L.  D.  1024 

..B.B.B. ..  .246-250  Atlantic  ave.  (Block  278, 
Lots  38,  39  &  40),  Bklyn., 
Applic.  1666-1933 

Restored  to  Calendar. 

..B.B.B _ 1716-1718  Coney  Island  ave. 

(Block  6573,  Lot  40),  Bklyn., 
Applic.  3641-1932 

504-23-SA . F.D . Ray  Rotary  Fuel  Oil  Burner, 

Appliance 


13,  1932— Vol. 
8,  1932— Vol. 

5,  1932— Vol. 
20,  1932— Vol. 

3,  1933— Vol. 

6,  1932— Vol. 
22,  1932— Vol. 

7,  1932— Vol. 


17  No.  50 
17  No.  45 
17  No.  27 

17  No.  61 

18  No.  1 
17  No.  49 
17  No.  47 
17  No.  23 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . . . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


10,  1923— Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  21,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

PREMISES — Northwest  corner  of  Hylan  boulevard  and 
New  Dorp  lane  (Block  No.  3649,  Lot  No.  1),  New 
Dorp,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

19-33-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Sonia  Cooperstein, 
owner. 

PREMISES  1618-1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582,  Lot  No.  23), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

i 

2 1-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Flora  H.  Guthrie  and 
Elizabeth  J.  Rottenberger,  owners. 

PREMISES — Southeast  corner  of  Hillside  avenue  and  181st 
street  (Block  No.  961,  Lot  No.  43),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

31-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Denis  P.  Healy, 
owner. 

PREMISES — 610-622  Utica  avenue,  northwest  corner  of 
Winthrop  street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs,  Rules . 

Concrete  Rules  (Hydrated  Lime)  . . 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors)  . . . . 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . 

Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 

Gas  Shut-Off  Rules . 

Hatchway  Protection  . 


Last 

Publication  in 

Bulletin 

Aug. 

2, 

1932— Vol. 

17 

No. 

31 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Mar. 

14, 

1933 — Vol. 

18 

No. 

11 

June 

14, 

1932— Vol. 

17 

No. 

24 

Oct. 

18, 

1932— Vol. 

17 

No. 

42 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Dec. 

27, 

1932— Vol. 

17 

No. 

52 

Mar. 

7, 

1933— Vol. 

18 

No. 

10 

Feb. 

28, 

1933— Vol. 

18 

No. 

9 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Jan. 

21, 

1919— Vol. 

4 

No. 

3 

Feb. 

7, 

1933— Vol. 

18 

No. 

6 

Apr. 

7, 

1925— Vol. 

10 

No. 

14 

June 

5, 

1928— Vol. 

13 

No. 

23 

MARCH  21,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  572-32-BZ — Application,  November  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Morris  Whinston,  applicant,  sub¬ 
stituted  for  Rudolf  C.  P.  Boehler.  on  be¬ 
half  of  Evelyn  Silverman,  owner,  to 


permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be 
occupied  as  stores  on  the  first  story  and 
as  dwellings  above  the  first  story ;  prem¬ 
ises  southeast  corner  of  Newport  street 
and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Brooklyn. 

cal.  no.  333-31-BZ— Application,  July  1,  1931,  under  sec¬ 
tion  21  of  the  building  zone  resolution ; 
denied  January  8,  1932;  reopened  Octo¬ 
ber  21,  1932,  for  consideration  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  K.  Karl  Klein,  applicant,  substituted 
for  Croker  National  Fire  Prevention 
Engineering  Co.,  on  behalf  of  Firestone 
Tire  &  Rubber  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Northern  boulevard  and  155th  street 
(Block  No.  927,  Lot  No.  1),  Flushing, 
Borough  of  Queens. 

cal.  no.  6-33-BZ — Application,  January  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Isabel  Brauer,  applicant  and  lessee, 
on  behalf  of  Abraham  Rolnick,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  62-59  Dry  Harbor 
road  (Block  No.  2969,  part  of  Lot  No. 
40),  Nassau  Heights,  Borough  of 
Queens. 

cal.  no.  13-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high¬ 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  March 
21,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  577-32-BZ — Application,  November  22,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  Scoland  Building  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  south¬ 


east  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358,  Lot  No. 
93),  St.  Albans,  Borough  of  Queens. 

AL.  NO.  S28-25-BZ— Application,  August  13,  1925;  garage 
granted  on  certain  conditions  December 
22,  1925;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permit 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage,  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

vl.  no.  45-29-BZ— Application,  January  21,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution;  withdrawn  September  24, 
1929;  reopened  under  section  21  May 
24,  1932;  withdrawn  November  4,  1932; 
reopened  November  15,  1932,  for  con¬ 
sideration  under  section  7f  of  the  build¬ 
ing  zone  resolution,  of  Julius  Hollander, 
applicant,  on  behalf  of  Angeline  Dini- 
cola  and  Michele  Dinicola,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle 
repair  shop  and,  also,  a  gasoline  service 
station;  premises  196-214  Bay  49th 
street,  north  side,  50  ft.  west  of  Har- 
way  avenue  (now  northwest  corner  of 
Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brook¬ 
lyn. 

l.  no.  599-32-BZ — Application,  December  5,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Richard  Morrison,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Gun  Hill  road  and  Station 
place  (Newell  street),  (Block  No.  3358, 
Lot  No.  40),  The  Bronx. 

..  no.  603-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
No.  1118.  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

..  no.  562-32-BZ — Application,  November  14,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  L.  Greenblatt  and  S.  Bern¬ 
stein,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  gasoline  service  station ;  premises 
southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MARCH  28,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

34- 33-BZ. 

APPLICANT— William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

PREMISES— North  side  of  Queens  boulevard,  48  ft.  east 
of  64th  road  (Block  No.  2092,  Lot  No.  12),  Forest 
Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

35- 33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Leon  Baron,  owner. 

PREMISES— Southwest  corner  of  Woodhaven  boulevard 
and  Linden  boulevard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

36- 33-BZ. 

APPLICANT — Serafina  Ragazzo,  owner. 

PREMISES— 3070  Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330,  Lot  No.  48), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

618-29-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Trojan  Holding  Co., 
Inc.,  owner. 

PREMISES— 651-661  New  York  avenue,  northeast  corner 
of  Hawthorne  street  (Block  No.  4815,  Lot  Nos.  1 
and  64),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a/  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn — re  garage  and  gasoline  station;  re¬ 
opened  and  restored  to  Calendar  January  17,  1933). 

495-32-BZ. 

APPLICANT— William  F.  Regan,  for  Navillus  Realty 
Corp.,  owner. 

PREMISES — Northwest  corner  of  Rockaway  boulevard  and 
123rd  street  (Block  No.  2512,  Lot  No.  7),  South 
Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  withdrawn  under 
section  21;  reopened  and  restored  to  Calendar  for 
consideration  under  section  7f  February  15,  1933). 


MARCH  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  March 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 


section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 

cal.  no.  376-29-BZ — Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resolution,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  north  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

cal.  no.  14-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
.  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
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ards  and  appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  afternoon,  March 

28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 

on  the  following  matters : 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  303-32-BZ — Application,  May  31,  1932;  dismissed 
for  lack  of  prosecution  July  26,  1932; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  14,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Joseph  B. 
Schwartz,  applicant,  on  behalf  of  Edlar 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block 
No.  2706,  Lot  No.  52),  The  Bronx. 

cal.  no.  504-25-BZ — Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop  (application  laid  over  for  full  vote 
of  board  June  14,  1932)  ;  premises  128- 
144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  31),  Brooklyn. 

cal.  no.  85-30-BZ — Application,  February  4,  1930;  dismissed 
for  lack  of  prosecution  June  24,  1930; 
reopened  and  restored  to  Calendar  Sep¬ 
tember  20,  1932,  under  sections  7c  and 
21  of  the  building  zone  resolution,  of 
James  J.  Millman,  Inc.,  applicant,  on 
behalf  of  Harry  Feldman,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
(store)  building;  premises  1315-1321 


55th  street,  north  side,  73  ft.  8  in.  east 
of  New  Utrecht  avenue  (Block  No 
5677,  Lot  No.  62),  Brooklyn. 

cal.  no.  493-32-BZ— Application,  September  20,  1932;  dis¬ 
missed  for  lack  of  prosecution  December 
16,  1932;  reopened  and  restored  to  Cal¬ 
endar  January  10,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Joseph  B.  Schwartz,  applicant,  on  be¬ 
half  of  Manhattan  Railway  Co.,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  999-1015 
Columbus  avenue  and  360-368  Cathedral 
parkway,  southeast  corner  (Block  No 
1845,  Lot  No.  3),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  4,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

44-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Mango  Holding  Corp., 
owner. 

PREMISES — 43-07  to  43-21  Greenpoint  avenue,  northeast 
corner  of  Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  l),  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

54-33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Esther  M.  Ohriner, 
owner. 

PREMISES — 238-246  1  hroop  avenue,  northwest  corner  of 
Myrtle  avenue  (Block  No.  1748,  Lot  No.  40) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

58-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Frank  Tursellino, 
owner. 

PREMISES — 2293  Second  avenue  (Block  No.  1667,  Lot  No. 
26),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business,  district  the  change  of  occupancy 
of  an  existing  building  to  an  ice  manufacturing 
plant. 

78-33-BZ. 

APPLICANT — Philip  Bardes,  for  Helen  Flood,  owner 

PREMISES— 452-460  West  167th  street  (Block  No.  2111, 
Lot  No.  92),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  blacksmith  shop  and  motor  vehicle  re¬ 
pair  shop. 


APRIL  4,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  4, 
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1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  8-33-BZ — Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

ilte  ■>* 11 

cal.  no.  17-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

cal.  no.  30-33-BZ- — Application,  January  24,  1933,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli. 
cant,  on  behalf  of  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  of  a  portion  of  a  garage  for  busi¬ 
ness  use;  premises  210-212  Prospect 
Park  Southwest,  west  side,  75  ft.  north 
of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

cal.  no.  230-32-BZ — Application,  May  2,  1932,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Evelyn  L.  Wood, 
owner,  to  permit  the  extension  from  a 
business  district  into  a  residence  district 
of  a  business  use  (stores)  ;  granted  by 
the  board  on  June  24,  1932,  on  certain 
conditions;  reopened  on  February  3, 
1933,  to  permit  a  modification  of  the 
resolution  insofar  as  the  conditions  im¬ 
posed  affect  the  Morris  avenue  front  of 
premises;  premises  southeast  corner  of 
East  Burnside  avenue  and  Walton  ave¬ 
nue  (Block  No.  2829,  Lot  Nos.  45  to  53, 
inclusive) ,  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

617-32- A — 280  Nevins  street  and  543  Union  street  (Block 
No.  432,  part  of  Lot  No.  1),  Brooklyn. 

3- 33-A — 7101-7111  Shore  road  (Block  No.  5887,  Lot  No. 

6),  Brooklyn. 

4- 33- A — 69  East  12th  street  and  120  Fourth  avenue  (Block 

No.  564,  Lot  Nos.  52,  53  and  54),  Man¬ 
hattan. 

9-33-A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14), 
Manhattan. 

26-33-A — Foot  of  Broadway  (Block  No.  185,  Lot  No. 

101),  West  New  Brighton,  Borough  of 
Richmond. 

512-32- A— 4423-4429  Broadway  (Block  No.  2180,  Lot  No. 
488),  Manhattan. 

611-32-A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 


Petitions  for  Variations. 

610-32-S— 257-267  West  39th  street  (Block  No.  789,  Lot 
No.  9),  Manhattan. 

2-33-S — 138  Livingston  street  (Block  No.  163,  Lot  No. 
16),  Brooklyn. 

7-33-S — 96-11  44th  avenue  (Block  No.  850,  Lot  No.  50), 
Corona,  Borough  of  Queens. 

22-33-S — 150-152  Rivington  street  (Block  No.  349,  Lot 
Nos.  35  and  36),  Manhattan. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

393-27- S — 29  East  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 
607-32-S— 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 
55  and  56),  Manhattan. 


APRIL  11,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  11, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter  : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters  : 

cal.  no.  630-29-BZ— Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station ;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no.  549-31-BZ — Application,  November  14,  1931;  with¬ 
drawn  February  2,  1932;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
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of  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
.Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklyn. 

cal„  no.  524-32-BZ — Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Joseph  I.  Levy,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Van  Wyck  boulevard  and  104th  avenue 
(Block  No.  1087,  Lot  No.  96),  Jamaica, 
Borough  of  Queens. 

cal.  no.  705-29-BZ — Application,  December  5,  1929 ;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  25, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  374-32-BZ — Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  owner  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  3.30  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

61 8-32- A — 116  University  place  (Block  No.  570,  Lot  No. 
22),  Manhattan 

621-32-A — 200  East  42nd  street  (Block  No.  1315,  Lot  No. 
49),  Manhattan. 

624-32- A — 81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

50-33-A — 8701-8723  Shore  road  (Block  No.  6040,  Lot  No. 
1),  Brooklyn. 

52-33-A — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 

69- 33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42 

and  43),  Brooklyn. 

70- 33-A — 5838  Amboy  road  (Block  No.  6724,  Lot  No.  65), 

Princes  Bay,  Borough  of  Richmond. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  14,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  March  3,  1933 ;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  March  3, 
1933 ;  the  minutes  of  the  regular  meeting  of  the  board  held 
on  Tuesday  morning,  March  7,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  7,  1933,  were  approved  as  printed  in  Bulletin  No.  11, 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

545-32-BZ. 

APPLICANT — Hotchner,  Drucker,  Bleier  &  Finn,  for 
Downy  Properties,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED- — Northeast  corner  of  247th  street 
(Hillendale  avenue)  and  Northern  boulevard  (Block 
No.  3976,  Lot  No.  48),  Little  Neck,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  F.  Finn,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative, 
for  final  disposition. 


549-31-BZ. 

APPLICANT — James  Kearney,  substituted  for  Max  Siegel, 
for  Jametro  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a,  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  and  restored  to 
Calendar  November  29,  1932). 

PREMISES  AFFECTED — 4024-4032  New  Utrecht  avenue, 
northwest  corner  of  41st  street  (Block  No.  5586, 
Lot  Nos.  36  and  37),  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  Kearney  and  Walter  Siemers. 
For  Opposition:  Muriel  Quigg,  Mrs.  E.  Popino  and 
Otto  Edler. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


374-32-BZ. 

APPLICANT — John  J.  McHenry,  for  Jennie  F.  Pendleton, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — South  side  of  Richmond  terrace, 
305  ft.  9  in.  east  of  Westervelt  avenue  (Block  No. 
3,  Lot  No.  50),  New  Brighton,  Borough  of  Rich¬ 
mond. 
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APPEARANCES— 

For  Applicant:  John  J.  McHenry  and  A.  F.  Pendle¬ 
ton. 

For  Opposition:  George  W.  Kutscher. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


524-32-BZ. 

APPLICANT — Wiliam  F.  Regan,  for  Joseph  I.  Levy, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Van  Wyck 
boulevard  and  104th  avenue  (Block  No.  1087,  Lot 
No.  96),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  F.  Regan. 

For  Opposition:  James  E.  Doherty  and  Robert 
McRobinson. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


314-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Harry  Greenberg, 
owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — -re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  change  of 
occupancy  of  the  first  story  of  an  existing  building 
to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 1716-1718  Coney  Island  avenue, 
west  side,  100  ft.  north  of  Avenue  N  (Block  No. 
6573,  Lot  No.  40),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


331-32-BZ. 

APPLICANT— William  F.  Doyle,  for  Elljane  Holding 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7f  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Boston  road 
and  Astor  avenue  (Block  No.  4343,  Lot  No.  31), 
The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock.  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(331-32-BZ) 

V  HF.REAS,  this  application,  affecting  premises  southeast 
corner  of  Boston  road  and  Astoria  avenue  (Block  No.  4343, 
Lot  No.  31),  Borough  of  The  Bronx,  was  granted  by  the 
board  September  23,  1932,  and  applicant  requests  an  exten¬ 
sion  of  time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  resolution  of  the  board  adopted  Septem¬ 
ber  23,  1932,  only  so  far  as  it  relates  to  the  time  for  obtaining 
permits  and  completing  the  work,  be  amended  so  that,  as 
amended,  this  portion  of  the  resolution  will  read :  “that  all 
permits  shall  be  obtained  within  three  months  and  all  work 
completed  within  six  months  from  the  date  of  this  amended 
resolution" ;  the  resolution  to  be  complied  with  in  all  other 
respects. 

593-30- BZ. 

APPLICANT — Edward  L.  Kelly,  for  Civic  Realty  Corp., 
owner ;  request  for  reopening  made  by  Sugarman  & 
Berger,  architects. 

SUBJECT — Application  for  reopening — extension  of  time  to 
obtain  permits  and  to  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 219-02  to  219-12  Horace  Hard¬ 
ing  boulevard  (Nassau  boulevard),  southeast  corner 
of  219th  street  (Block  No.  3419,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  William  J.  Minogue. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners. 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 


(593-30-BZ) 

Whereas,  this  application,  affecting  premises  219-02  to 
219-12  Horace  Harding  boulevard  (Nassau  boulevard), 
southeast  corner  of  219th  street  (Block  No.  3419,  part  of 
Lot  No.  1),  Bayside,  Borough  of  Queens,  was  granted  by' 
the  board  at  its  meeting  March  31,  1931,  and  time  extended 
to  obtain  permits  and  complete  the  work,  and  applicant  re¬ 
quests  a  further  extension  of  time. 

Resolved ,  that  the  resolution  adopted  by  the  board  March 
31,  1931,  only  so  far  as  it  affects  the  obtaining  of  permits 
and  the  completion  of  the  work,  be  amended  so  that,  as 
amended,  the  resolution  will  read :  “that  all  permits  shall  be 
obtained  within  six  months  and  any  work  involved  thereby 
completed  within  one  year  from  the  date  of  this  amended 
resolution,  on  condition  that  all  other  requirements  of  the 
original  resolution  shall  be  complied  with  and  that  no  further 
extension  of  time  for  obtaining  permits  and  completing  work 
shall  be  requested.” 


683-29-BZ. 

APPLICANT — Caroline  Rodgers,  owner. 

SUBJECT — Application  for  reopening — extension  of  tem¬ 
porary  permit — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 


224 


MINUTES 


PREMISES  AFFECTED — 56  Sand  lane,  southwest  corner 
of  Hylan  boulevard  (Block  No.  3266,  Lot  No.  30), 
Arrochar,  Borough  of  Richmond. 
APPEARANCES— 


For  Applicant :  Caroline  Rodgers. 

ACTION  OF  BOARD — Application  reopened  and  temporary 
permit  extended. 

THE  VOTE  TO  REOPEN— 


THE 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

VOTE  TO  EXTEND  TEMPORARY  PERMIT— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . 


5 

0 

0 


THE  RESOLUTION— 

(683-29-BZ) 

Whereas,  this  application,  affecting  premises  56  Sand 
lane,  southwest  corner  of  Hylan  boulevard  (Block  No.  3266, 
Lot  No.  30),  Arrochar,  Borough  of  Richmond,  was  granted 
by  the  board  April  7,  1931,  for  a  period  of  two  years,  and 
applicant  requests  an  extension  of  this  period. 

Resolved,  that  the  permit  granted  under  this  calendar 
number  (683-29-BZ)  on  April  7,  1931,  be  extended  for  a 
period  of  two  years  from  April  7,  1933,  under  the  same  con¬ 
ditions  as  set  forth  in  the  resolution  of  April  7,  1931,  on  con¬ 
dition  that  all  permits  shall  be  obtained  within  three  months 
from  the  date  of  this  action  and  that  the  existing  arrangement 
and  structure  shall  not  be  materially  altered. 


53-31-BZ. 


APPLICANT — Isaac  T.  Flatto,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  maintenance  of  a 
gasoline  service  station  (previously  granted  by  the 
board  for  a  temporary  period;  reopened  January  4, 
1933) 

PREMISES  AFFECTED — Northeast  corner  of  West  230th 
street  and  Spuyten  Duyvil  road  (Block  No.  3406-A, 
part  of  Lot  No.  54),  The  Bronx. 
APPEARANCES— 


For  Applicant :  Isaac  T.  Flatto. 

For  Opposition:  Bernard  Fineson,  Ellen  McCarthy 
and  James  Golden. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . . 


5 

0 

0 


THE  RESOLUTION— 

(53-31-BZ) 

Whereas,  Isaac  T.  Flatto,  owner,  filed,  January  30,  1931; 


granted  by  the  board  for  a  temporary  period  June  30,  1931; 
reopened  January  4,  1933  (on  request  for  permanent  permit 
under  section  21),  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of  West  230th  street  and 
Spuyten  Duyvil  road  (Block  No.  3406-A,  part  of  Lot  No. 
54),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Spuyten  Duyvil  road  is  in  a  busi¬ 
ness  and  unrestricted  district;  230th  street  is  in  a  business 
and  residence  district,  and  Tibbett  avenue  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  23,  1933,  reads: 

“Your  letter  of  January  18th,  1933,  received  in  ref¬ 
erence  to  gasoline  service  station  at  northeast  corner 
of  230th  Street  &  Spuyten  Duyvil  Road,  Borough  of 
The  Bronx. 

“The  gasoline  service  station  was  erected  under  permit 
S.  A.  1454  of  1931,  issued  by  this  Bureau  to  Benj.  I. 
Solinger,  149  West  79th  Street,  Borough  of  Manhattan, 
and  complies  with  the  conditions  of  approval  of  the  Board 
of  Standards  and  Appeals — Cal.  No.  53  of  1931,  approved 
June  30,  1931,  for  a  period  of  two  years  from  June  30, 
1931,  expiring  June  30,  1933. 

“A  certificate  of  occupancy  for  permanent  use  of 
premises  for  gasoline  service  station  cannot  be  issued  by 
this  Bureau  until  the  same  has  been  approved  by  the 
Board  of  Standards  and  Appeals  for  permanent  use.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  85.45  ft.  and  a  depth  of  approximately  75  ft., 
irregular,  in  area,  upon  which  it  is  proposed  to  maintain  a 
one-story  office  and  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  for  a  per¬ 
manent  permit,  but  that  an  extension  of  the  temporary  permit 
might  be  granted,  conditions  in  the  neighborhood  being  prac¬ 
tically  unchanged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit,  under  section 
7f  of  the  building  zone  resolution,  the  continuance  for  a 
period  of  two  years  from  the  date  of  the  expiration  of  the 
present  permit,  a  gasoline  service  station  subject  to  the  same 
conditions  as  recited  in  the  resolution  adopted  June  30,  1931, 
of  the  board  under  the  same  calendar  number  (53-31-BZ). 


Adjourned  1.15  p.  m. 


William  J.  O’Gorman,  Secretary. 


NOTICE 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  14,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

562-32-BZ, 

APPLICANT — Lama  &  Proskauer,  for  L.  Greenblatt  and 
S.  Bernstein,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Foch 
boulevard  and  Springfield  boulevard  (Block  No. 
3358,  Lot  No.  50),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1933,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


705-29-BZ. 

APPLICANT — David  C.  Broderick,  for  County  Holding 
Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (pre¬ 
viously  denied ;  reopened  for  reconsideration  under 
new  facts  December  2,  1932). 

PREMISES  AFFECTED — 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue  (Block  No.  2953, 
Lot  No.  48),  The  Bronx. 

APPEARANCES— 

For  Applicant :  David  C.  Broderick. 

For  Opposition:  Richard  Monfried. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1933,  at 
2  p.  m.,  on  request  of  applicant. 


550-32-BZ. 

APPLICANT — S.  L.  Malkind,  for  Perma  Securities  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
Eve  motor  vehicles  and,  also,  a  gasoline  service 
station. 

PREMISES  AFFECTED — 352-360  99th  street,  southwest 
corner  of  Fourth  avenue  (Block  No.  6134,  Lot  No. 
22),  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  L.  Malkind  and  Abraham  Traub. 
For  Opposition:  James  P.  McManus  and  Henry  J. 
Harrington. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 
Absent  .  0 

THE  RESOLUTION— 

(550-32-BZ) 

Whereas,  Samuel  L.  Malkind,  for  Perma  Securities  Corp., 
owner,  filed,  November  12,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service  station; 
premises  352-360  99th  street,  southwest  corner  of  Fourth 
avenue  (Block  No.  6134,  Lot  No.  22),  Borough  of  Brook¬ 
lyn  ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fourth  avenue  is  in  a  business 
district ;  99th  street  is  in  a  business  and  residence  district, 
and  100th  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  17,  1932  (re  Applic.  No.  10999-32),  reads: 

“Proposed  public  garage  for  more  than  five  motor 
vehicles  and  a  gasoline  service  station  to  be  located  in  a 
business  use  district  are  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Fourth  avenue  and  87  ft.  6  in.  on 
99th  street ;  it  is  proposed  to  occupy  the  Fourth  avenue  front¬ 
age  of  the  plot,  for  a  depth  of  20  ft.,  as  a  gasoline  service 
station  and  to  erect  on  the  remainder  of  the  plot  a  non- 
fireproof  structure,  two  stories  in  height,  100  ft.  by  67  ft. 
6  in.  in  area,  to  be  used  as  a  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  the  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  filed  at  this  hearing,  and  which 
report  recommended  the  denial  of  the  application  under  sec¬ 
tion  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


616-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Giuseppe  Chianese, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Arthur  avenue, 
115.01  ft.  south  of  East  189th  street  (Block  No.  3066, 
Lot  No.  51),  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  Cavalieri. 

For  Opposition:  Joseph  A.  Jacobson. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  o 

Absent  .  0 


THE  RESOLUTION— 

(616-32-BZ) 

W hereas,  De  Rose  &  Cavalieri,  for  Giuseppe  Chianese, 
owner,  filed,  December  17,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  west  side  of  Arthur  avenue,  115.01 
ft.  south  of  East  189th  street  (Block  No.  3066,  Lot  No.  51), 
Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Arthur  avenue  is  in  a  business 
and  residence  district;  Hoffman  avenue  is  in  a  residence 
district ;  East  189th  street  is  in  a  business  district,  and  East 
188th  street  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  28,  1932  (re  N.  B.  522-1932),  reads: 
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“1.  Erection  of  garage  for  storage  of  more  than  5 
motor  vehicles  in  business  district  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.”: 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  50.01  ft.  and 
a  depth  of  111.58  ft.;  to  be  occupied  as  a  garage  for  more 
than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  filed  at  this  hearing,  and  which 
report  recommended  the  granting  of  the  application  under 
section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
garage  shall  be  constructed  substantially  as  indicated  on  the 
plans  submitted  with  this  application  and  shall  not  exceed 
one  story  in  height;  that  there  shall  be  one  entrance  from 
the  street,  this  entrance  not  to  exceed  12  ft.  wide;  that  the 
gasoline  stored  on  the  premises  shall  be  limited  to  one 
550-gallon  tank  and  that  the  sale  of  gasoline  shall  be  limited 
exclusively  to  the  cars  stored  within  the  building;  that  the 
boiler  room  shall  be  entirely  separated  from  the  balance  of 
the  building  with  fireproof  walls  and  enterable  from  the  ex¬ 
terior  of  the  building  only;  that  there  shall  be  no  open  flame 
permitted  in  the  garage  proper  and  that  there  shall  be  no 
excavation  under  the  building  other  than  the  above-referred 
to  boiler  room;  that  the  front  of  the  building  shall  be  con¬ 
structed  of  face  brick  with  terra  cotta  or  stone  trimmings 
and  copings;  that  the  rear  wall  shall  be  carried  up  either 
with  masonry  or  with  an  iron  fence  of  sufficient  height  to 
protect  the  adjoining  property  owner  to  the  west  and  to 
prevent  entry  to  the  roof  from  the  adjoining  property;  that 
there  shall  be  a  vestibule  constructed  at  the  rear  of  the  first 
floor,  in  which  vestibule  ladder  leading  to  the  scuttle  in  the 
roof  shall  be  maintained,  said  vestibule  to  be  constructed  of 
terra  cotta  blocks  and  with  a  fireproof,  self-closing  door ; 
that  all  walls  on  the  interior  lot  lines  shall  be  unpierced ;  that 
there  shall  be  no  portable  gasoline  pumps  used  on  the 
premises  ;  that  any  advertising  of  non-conforming  uses  shall 
be  limited  to  a  small,  neat  sign  attached  to  the  face  of  the 
building;  that  the  building  shall  in  all  respects  comply  with 
the  laws  governing  the  construction  and  operation  of  garages ; 
that  all  permits  required  shall  be  obtained  within  three  months 
and  all  work  completed  within  nine  months  from  the  date  of 
this  action. 


1230-23-BZ. 

APPLICANT — Hyman  &  Segall,  for  Edmund  G.  Burke, 
present  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  September  16,  1932). 

PREMISES  AFFECTED — 160-01  46th  avenue,  northeast 
corner  of  160th  street  (Block  No.  1217,  Lot  No.  1), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  Hyman. 

For  Opposition :  Joseph  Roth  and  Bernard  Rice. 

ACTION  OF  BOARD — Application  denied 
’  THE  VOTE  TO  GRANT— 


Affirmative:  Commissioner  Holland .  1 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott. .  4 

Absent  .  0 

THE  RESOLUTION— 

(1230-23-BZ) 


Whereas,  Hyman  &  Segall,  for  Edmund  G.  Burke,  owner, 
filed,  October  20,  1923;  reopened  September  16,  1932,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in 


a  business  district  the  erection  and  maintenance  of  a  gasoline 
service  station ;  premises  160-01  46th  avenue,  northeast  corner 
of  160th  street  (Block  No.  1217,  Lot  No.  1),  Flushing, 
Borough  of  Queens;  and 

Whereas  a  public  hearing  was  held  on  this  application 
n  the  board  ot  standards  and  appeals  at  its  regular  meet- 
'J1®’  starch  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  building 
zone  lesolution  show  that  46th  avenue  is  in  a  business  and 
lesidence  district;  160th  street  is  in  a  residence  district,  and 
161st  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  18,  1932  (re  Plan  No.  3329-32),  reads: 

The  erection  of  a  building  in  a  business  district  to 
be  occupied  as  an  auto  lubrication  and  gasoline  station  is 
contrary  to  the  Zone  Law.  (Art.  11,  Sec.  4,  subd.  46, 
BZR.  Not  further  examined.”; 
and 


M  hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  46th  avenue  and  100  ft.  on  160th  street, 
upon  which  are  now  located  a  one-story  and'  basement  frame 
structure  and  three  550-galon  gasoline  tanks ;  it  is  proposed 
to  i  estore  the  pumps  as  located  under  the  provisions  of  the 
(previous)  temporary  permits  and  maintain  a  gasoline  ser¬ 
vice  station,  and 

W hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  filed  at  this  hearing',  and  which 
report  recommended  the  denial  of  the  application  under  sec¬ 
tion  7f  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


532-32-BZ. 

APPLICANT — Uroker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 

r>r,T-ATToief-eT^ston^)f  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Astoria  ave¬ 
nue  and  31st  street  (Block  No.  620,  Lot  Nos.  24 
and  25),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
1 n h  VUi  E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . g 

Absent  . ! ! . .  o 

THE  RESOLUTION— 


(532-32-BZ) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner,  filed,  October  19,  1932,  an  application,  under 
the  budding  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline  service  station;  prem¬ 
ises  southeast  corner  of  Astoria  avenue  and  31st  street  (Block 
No.  620,  Lot  Nos.  24  and  25),  Astoria,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Astoria  avenue  is  in  a  business 
district;  25th  avenue  is  in  a  business  district;  31st  street 
is  in  a  business  district,  and  32nd  street  is  in  a  residence  dis¬ 
trict  ;  and 


MINUTES 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  3,  1932  (re  Plan  No.  7194-1932),  reads. 

“Establishing  or  extending  gasoline  station  in  a^  busi¬ 
ness  district  contrary  to  Zone  Resolution,  Art.  2,  Sec.  4, 
subd.  46. 

“Not  further  examined.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  131  ft.  4J4  in.  on  31st  street  and  37  ft.  on 
Astoria  avenue,  irregular,  in  area ;  included  in  this  plot  is  a 
triangular  shaped  piece  of  ground  having  a  frontage  ot 
108  ft.  iy2  in.  on  31st  street  and  a  distance  of  25  ft.  10%  in. 
along  the  south  lot  line;  it  is  proposed  to  install  tanks  and 
pumps  on  this  triangular  plot  and  to  use  it  as  a  gasoline 
service  station  and  as  an  exit  to  street  from  the  structures 
erected  on  the  easterly  portion  of  the  premises;  on  the 
easterly  portion  of  the  premises  there  is  located  a  gasoline 
service  station  and,  also,  a  one  and  two-story  structure  occu¬ 
pied  as  office,  garage  and  repair  shop;  and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  sections  7a  and  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  incorporating  into  the 
present  gasoline  station  area  the  triangular  plot  fronting  for 
a  distance  of  108  ft.  1  %  in.  on  31st  street,  on  condition  that 
all  the  existing  accessory  buildings  on  the  property,  with 
the  exception  of  the  office,  shall  be  removed .  and  recon- 
structed  and  located  against  the  easterly  lot  line  and  not 
exceeding  the  dimensions  shown  on  the  plans  submitted^  in 
connection  with  this  application  and  dated  March  10,  1933; 
that  such  accessory  buildings  shall  be  not  over  one  story  in 
height  and  shall  include  office,  auto  laundry,  three  grease 
pits  and  automobile  repair  shop ;  that  all  accessory  buildings 
shall  be  constructed  on  the  sides  facing  toward  the  public 
highways  with  face  brick,  properly  coped  with  stone  or  terra 
cotta ;  that  all  roofs  and  ceilings  of  such  buildings  shad  be 
constructed  either  of  'fireproof  or  fire-retarded  material , 
that  a  wall  not  less  than  7  ft.  6  in.  in  height  shall  be  built 
along  the  interior  lot  line,  northerly  from  the  office  structure, 
of  face  brick  similar  to  that  used  on  the  accessory  buildings 
and  shall  be  properly  coped  with  stone  or  terra  cotta;  that 
a  similar  wall  shall  be  built  on  the  southerly  lot  line  from 
the  corner  of  the  repair  shop  to  the  street  line  of  31st 
street;  that  the  entire  area  not  covered  by  accessory  build¬ 
ings  shall  be  cement  paved;  that  a  concrete  curb  not  less 
than  12  in.  in  width  and  12  in.  in  height  shall  be  constructed 
on  the  street  lines  with  one  opening  therein  on  Astoria 
avenue  and  four  openings  therein  on  31st  street;  that  no 
opening  shall  be  over  12  ft.  in  width  and  no  portion  of  any 
opening  nearer  than  10  ft.  from  the  intersection  of  31st  street 
and  Astoria  avenue;  that  all  openings  in  this  curb  shall  ha\e 
cuts  in  the  sidewalk  curb  opposite  such  openings  not  more 
than  14  ft.  in  width;  that  there  shall  be  no  excavation  under 
any  of  the  accessory  buildings  except  the  pits  under  the 
greasing  stands ;  that  no  open  flame  shall  be  permitted  on 
the  premises ;  that  the  repair  work  permitted  on  the  premises 
shall  be  limited  to  the  automobile  repair  shop  and  shall 
exclude  heavy  machine  work  requiring  more  than  one-half 
horsepower  motor  and  shall  exclude  also  the  use  of  anvils 
and  open  forges ;  that  signs  advertising  non-conforming  uses 
shall  be  restricted  to  the  globes  of  the  gasoline  pumps  and 
to  neat,  flat  wall  signs  attached  to  the  facades  of  the  ac¬ 
cessory  buildings ;  that  all  gasoline  pumps;  shall  be  set  back 
at  least  10  ft.  from  the  street  line  and  not  nearer  than  10  ft. 
to  any  openings  to  an  accessory  building;  that  no  portable 
gasoline  pumps  shall  be  used  on  the  premises ;  that  reflectors 
for  all  lights  for  general  illumination  shall  be  so  arranged 
as  to  reflect  downwardly,  so  as  not  to  become  a  nuisance  at 
night  to  the  adjoining  owners  to  the  east  and  to  the  south; 
that  all  permits  required  shall  be  obtained  within  three  months 
and  the  work  involved  completed  within  six  months  from 
the  date  of  this  action. 


PETITION  FOR  VARIATION. 

52G-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Ganis  Holding 
Corp.,  owner ;  request  for  reopening  made  by  Alfred 
M.  Ran. 

SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  orders  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 284-286  Pearl  street  (Block  No. 

95,  Lot  No.  21),  Manhattan. 

APPEARANCES— 

For  Petitioner  :  William  M.  Steinman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(526-22-S) 

Whereas,  this  petition,  affecting  premises  284-286  Pearl 
street  (Block  No.  95,  Lot  No.  21),  Borough  of  Manhattan, 
was  granted  by  the  board  at  its  meeting,  June  20,  1922,  there 
being  certain  statements  as  to  occupancy,  and  owner  requests 
a  modification  as  to  the  occupancy  permitted. 

Resolved,  that  the  resolution  adopted  by  the  board  on  June 
20,  1922,  only  so  far  as  it  refers  in  the  last  paragraph  there¬ 
of  to  the  occupancy  so  that,  as  amended,  this  last  paragraph 
will  read :  “Resolved,  further,  that  this  variation  be  granted 
only  so  long  as  conditions  as  to  use  continue  and  only  so 
long  as  the  occupancy  does  not  exceed  fifteen  persons  per 
floor  above  the  first  floor.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
625-32-SA. 

PETITIONER — Hyser  &  Lewellen,  owners. 

SUBJECT — Manufacturers  Tooth  Furnace  Fuel  Oil  Burner, 
approval  of. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  . 0 


504-23-SA 

PETITIONER — Preferred  Utilities  Company. 

SUBJECT — Application  for  reopening — amendment — Ray 
Rotary  Fuel  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  restored  to 
Calendar ;  placed  on  Reserve  Calendar. 

THE  VOTE  TO  REOPEN: 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 
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Negative  . .  0 

Absent  .  0 


570-32-SA. 

PETITIONER — Petroleum  Heat  &  Power  Co.,  owner. 
SUBJECT — Petro-Nokol  Industrial  Oil  Pump,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLTION — 

(570-32-SA) 

Whereas,  Petroleum  Heat  &  Power  Co.,  owner,  filed 

November  21,  1932,  a  petition  with  the  board  of  standards 

and  appeals  for  approval  of  their  device  known  as  the  Petro- 
Nokol  Industrial  Oil  Pump;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  February  14,  1933,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Petro-Nokol  Indus¬ 
trial  Oil  Pump  for  use  in  industrial  and  commercial  instal¬ 
lations  when  installed  in  accordance  with  the  fuel  oil  rules 
of  the  board  of  standards  and  appeals  and  in  conformity  with 
the  report  of  the  chief  of  the  bureau  of  fire  prevention. 

614-32-SA. 

PETITIONER — Power  Plant  &  Engineering  Co.,  Inc.,  for 
Petroleum  Heat  &  Power  Co.,  owner. 


SUBJECT — Petroleum  Heat  &  Power  Company  Fuel  Oil 
Burner,  Model  W-AH,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(614-32-SA) 

Whereas,  Power  Plant  Engineering  Co.,  on  behalf  of 
Petroleum  Heat  &  Power  Co.,  owner,  filed  December  16, 
1932,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  device  known  as  the  Petroleum  Heat  & 
Power  Company  Fuel  Oil  Burner,  Model  W-AH;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  February  21,  1933,  recom¬ 
mends  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Petroleum  Heat  & 
Power  Company  Fuel  Oil  Burner,  Model  W-AH  for  use 
in  industrial  and  commercial  installations  when  installed  in 
accordance  with  the  fuel  oil  rules  of  the  board  of  standards 
and  appeals  and  in  conformity  with  the  report  of  the  chief 
of  the  bureau  of  fire  prevention. 


Adjourned  4.05  p.  m. 


William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25 -S A 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner . 1103-22-SA 

Combustion  Fuel  Oil  Burner.  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner -  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D'Flia  Oil  Burner .  1 55-31  -SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner . 943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Fasternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

F.conomy  Oil  Burner.  Type  A-1 .  45-31-SA 

Fisler  Automatic  Oil  Burner .  481-27-SA 

Flectrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-S.A 

Kmber-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

F.spo  Oil  Gas  Burner .  1431-23-SA 

Fairfield  Oil  Burner .  584-31-SA 


Name  of  Burner 

Faultless  Oil  Burner . 

Fluid  Heat  Domestic  Oil  Burner,  Type  O - 

Fluid  Heat  Oil  Burner . 

Foster  Oil  Burner . 

Franklin  Domestic  Oil  Burner . 

Fuelo  Oil  Burner . 

Gar  Wood  Oil  Burner . 


Calendar  No. 

493-24-SA 

1094-27-SA 

361-32-SA 

715-26-SA 

560-26-SA 

47-3Q-SA 

373-30-SA 


Gar  Wood  Oil  Burner,  Model  K  and  Model 


K-3500  . 

General  Electric  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner . 

Gilbert  &  Barker  Flexible  Flame  Burner . 

Gill  Oil  Burner . 


481-32-SA 

434-32-SA 

348-31-SA 

520-31-SA 

109-31-SA 

1231-23-SA 


Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 . 

Goodspeed  Automatic  Oil  Burner . 

Grant  Oil  Burner,  Model  “C” . 

Gulf  Oil  Burner . 


444-31-SA 

957-27-SA 
232-32-SA 
382-26 -S A 


Hardinge  Oil  Burner .  813-25- 

Harris  Fuel  Oil  Burner .  690-30- 

Hart  Automatic  Oil  Burner .  1162-24- 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29- 

Hay  ward  Oil  Burner .  696-30- 

Heatiator  Oil  Burner .  1346-23- 

Hercules  Oil  Burner .  510-29- 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32- 

Holby  Type  A  Fuel  Oil  Burner .  688-29- 

Homer  Domestic  Oil  Burner .  1211-25- 


Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner -  372-30-SA 

International  Oil  Burner .  1305-24-SA 


Johnson  Improved  Rotary  Fuel  Oil  Burner....  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F  C.  Oil  Rurner .  846-25-SA 

IveWaNee  Oil  Burner  .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner . 693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner . 68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

McTlvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merro  Oil  Burner .  637-29-SA 


Mid-West  Oil  Rurner,  Models  106,  108,  208, 
211,  311  and  114 . 


327-31 -SA 
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APPROVED  APPLIANCES 


Name  of  Burner .  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea;  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nii-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner . 394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 . ; .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner 


Calendar  No. 


Security  Oil  Burner . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  O . 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  “B” . 

Silent  Automatic  Burner,  Model  “E” . 

Silent  Glow  Oil  Burner,  ModelG . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P.A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner.... 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 

Standard  Automatic  Oil  Burner,  Type  11-G _ 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-SK  and  C-6U . 

Sunflower  Model  S-l  Oil  Burner . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sun  Heat  Oil  Burner . 

Sunway  Oil  Burner . , . 

Super  Automatic  Oil  Heater  Model  SSH . 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . 

Sword  Automatic  Oil  Burner . . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spi'o  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vaporoil  Burner . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
York  Automatic  Oil  Burner . 


56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

700-30-SA 

710-30-SA 

600-30-SA 

345-31-SA 

446-30-SA 

145-31-SA 

1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 
581-26-SA 
755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

624-30-SA 

715-29-SA 

491-31-SA 

400-32-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 
470-31-SA 
94-32-SA 
63-28-SA 
129-27-SA 
498-29-SA 
620-28-SA 
6-24-SA 
44-32-SA 
451-26-SA 
012-30-SA 
320-30-SA 
396-32-SA 
556-29-SA 
1155-25-SA 
115-32-SA 


918-22-SA 

19-25-SA 

44-29-SA 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  March  15,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans... . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 


261  Withdrawn  .  12 

Dismissed .  7 

Denied .  21 

Granted  .  C 

Granted  on  condition .  72 

Appliances  approved  . 8 

18  Appliances  dismissed,  disapproved  or  withdrawn .  2 

Rules  approved  .  0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

55  Requests  to  reopen  granted .  46 

Requests  to  reopen  denied .  4 

1  Requests  to  amend  granted .  1 

Requests  to  amend  denied .  0 

14  Requests  for  modification  granted .  14 

Requests  for  modification  denied .  0 

1  Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  0 

13  Requests  for  extension  of  time  granted .  13 

Requests  for  extension  of  time  denied .  0 

1  Requests  for  extension  of  permit  granted .  1 

Requests  for  extension  of  permit  denied .  0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

3  Plans  approved .  3 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

0  Interpretations  .  C 

-  Requets  withdrawn  or  dismissed .  5 

468  - 

Total  .  210 
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Cases  pending  March  15,  1933 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 

applicants,  and  to  all  lawyers,  architects  and  engineers 

representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 

hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001.  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($'2. 50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name. 


My.  Subscription  is  to  begin  with  the  issue  for. 
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t-utsiv hj  HEARINGS 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 
am  u  ?  efk  s  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan1185  ^  hdd  R°°m  1013,  MuniciPal  Building, 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
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Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  he  addressed  to  the  chairman  of 

the  board 

CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  March  21,  1933, 

10  A.  M. 

Minutes  of  Regular  Meeting,  March  21,  1933, 

2  P.  M. 

Approved  Fireline  Hose  Valves. 

Elevator  Rules. 

Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime), 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

u  ^  j?  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  March  28,  1933, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  April  4,  1933,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  Lis  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  game  expedited  by  conforming  to  these 
directions 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 
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DOCKET. 


CALL  OF  CLERK’S  CALENDAR 


Nezv  Cases  Filed  up  to  March  22,  1933. 


TUESDAY,  MARCH  28,  1933,  AT  2  P.  M. 


Cal.  No.  Department.  Premises  Affected. 

109-33-BZ . B.B.Q. .. .70-23  73rd  pi.  (Proctor  st.) 

(Block  3792,  Lot  44),  Glen- 

-  dale,  Q.,  N.  B.  1519-1933 

108-33-BZ . B.B.Q _ 36-02  to  36-16  23rd  ave.  (Potter 

ave.)  (Block  819,  Lot  33), 

-  Astoria,  Q.,  N.  B.  257-1933 

107-33-BZ . B.B.B _ 436-446  Hegeman  ave.  (Block 

4318,  Lots  6  &  10),  Bklyn., 

-  Applic.  2076-1933 

106-33-SA . F.D . Sun-Ray  Fuel  Oil  Burner, 

-  Appliance 

105-33-BZ . B.B.Bx. .  .2101-2105  Williamsbridge  rd. 

(Block  4332,  Lot  26),  Bx., 

_  N.  B.  58-1933 

104-33-BZ . B.B.Q _ Northeast  corner  of  Merrick  rd. 

&  Linden  blvd.  (Block  1293, 
Lot  1),  Jamaica,  Q., 

_  N.  B.  41-1933 

103-33- A . F.D . 278-280  Madison  ave.  (Block 

869,  Lot  61),  Man., 

_  F-1278  &  F-1279 

102-33-SA . F.D . Everedy  Oil  Burner, 

-  Appliance 

Restored  to  Calendar. 

12-32-BZ . B.B.B _ 6513-6519  Fifth  ave.  (Block 

5828,  Lot  1),  Bklyn., 

_  Applic.  23-1932 


F.D... 
H.D... 
B.B.B. 
B.B.M . 
B.BQ. 
B.B.R. 
B.B.Bx 
T.H.D. 


CODE 

. . Fire  Department 

. Health  Department 

. . Bureau  of  Buildings,  Brooklyn 

....Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

. . Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


RULES 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs,  Rules.. . 

Concrete  Rules  (Hydrated  Lime).. 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors).... 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . 

Fire  Retarding  Rules  for  Garages, 

etc . . . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 

Gas  Shut-Off  Rules . 

Hatchway  Protection  . 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . 

Plumbing  Rules  . 

Procedure,  Rules  of . 

Refrigerating  Systems,  Extract  C.  O. 
Smoking  in  Factories,  Rules  for... 

Sprinkler  Rules  . 

Standpipe — Fire  Line  Rules .... - 

Structural  Alterations,  Reporting.. 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code)  . . 


Last 

Publication  in 

Bulletin 

Aug. 

2, 

1932— Vol. 

17 

No. 

31 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Mar. 

28, 

1933— Vol. 

18 

No. 

13 

Mar. 

28, 

1933— Vol. 

18 

No. 

13 

Oct. 

18, 

1932— Vol. 

17 

No. 

42 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Dec. 

27, 

1932— Vol. 

17 

No. 

52 

Mar. 

7, 

1933— Vol. 

18 

No. 

10 

Feb. 

28, 

1933— Vol. 

18 

No. 

9 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Jan. 

21, 

1919— Vol. 

4 

No. 

3 

Feb. 

7, 

1933— Vol. 

18 

No. 

6 

Apr. 

7, 

1925— Vol. 

10 

No. 

14 

June 

5, 

1928— Vol. 

13 

No. 

23 

Dec. 

13, 

1932— Vol. 

17 

No. 

50 

Nov. 

8, 

1932— Vol. 

17 

No. 

45 

July 

5, 

1932— Vol. 

17 

No. 

27 

■  Dec. 

20, 

1932— Vol. 

17 

No. 

51 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Dec. 

6. 

1932— Vol. 

17 

No. 

49 

Nov. 

22, 

1932— Vol. 

17 

No. 

47 

June 

7, 

1932— Vol. 

17 

No. 

23 

Apr. 

10, 

1923— Vol. 

8 

No. 

15 

Building  Zone  Cases. 

34-33-BZ. 

APPLICANT— William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

PREMISES — North  side  of  Queens  boulevard,  48  ft.  east 
of  64th  road  (Block  No.  2092,  Lot  No.  12),  Forest 
Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


35-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Leon  Baron,  owner. 

PREMISES — Southwest  corner  of  Woodhaven  boulevard 
and  Linden  boulevard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


36-33-BZ. 

APPLICANT — Serafina  Ragazzo,  owner. 

PREMISES — 3070  Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330,  Lot  No.  48), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

618-29-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Trojan  Holding  Co., 
Inc.,  owner. 

PREMISES — 651-661  New  York  avenue,  northeast  corner 
of  Hawthorne  street  (Block  No.  4815,  Lot  Nos.  1 
and  64),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn — re  garage  and  gasoline  station;  re¬ 
opened  and  restored  to  Calendar  January  17,  1933). 

495-32-BZ. 

APPLICANT — William  F.  Regan,  for  Navillus  Realty 
Corp.,  owner. 

PREMISES— Northwest  corner  of  Rockaway  boulevard  and 
123rd  street  (Block  No.  2512,  Lot  No.  7),  South 
Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  withdrawn  under 
section  21 ;  reopened  and  restored  to  Calendar  for 
consideration  under  section  7f  February  15,  1933). 


MARCH  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the.  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  March 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cat.,  no.  623-32-BZ— Application,  December  21.  1932.  under 
section  21  of  the  building  zone  resolu- 
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tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 

cal.  no.  376-29-BZ— Application,  May  31,  1929;  denied  No¬ 
vember  26,  1929,  under  section  21 ;  re¬ 
opened  December  2,  1932,  for  consider¬ 
ation  under  section  7f  of  the  building 
zone  resolution,  of  Emil  Guterman,  ap¬ 
plicant,  on  behalf  of  Henry  Mollenhauer, 
Jr.,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  north  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No. 
1960,  Lot  No.  63),  Springfield,  Bor¬ 
ough  of  Queens. 

cal.  no.  14-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district ;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  afternoon ,  March 

28,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building, 

on  the  following  matters : 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  467-32-BZ — Application,  August  29,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Thomas  Nunley,  applicant,  on 
behalf  of  Samuel  Seides,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Forest 
avenue,  400  ft.  east  of  Richmond  avenue 
(Block  No.  1477,  Lot  No.  52),  Port 
Richmond,  Borough  of  Richmond. 

cal.  no.  303-32-BZ — Application,  May  31,  1932;  dismissed 
for  lack  of  prosecution  July  26,  1932; 
reopened  and  restored  to  Calendar  Octo¬ 
ber  14,  1932,  under  section  21  of  the 
building  zone  resolution,  of  Joseph  B. 
Schwartz,  applicant,  on  behalf  of  Edlar 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block 
No.  2706,  Lot  No.  52),  The  Bronx. 

cal.  no.  504-25-BZ — Application,  May  13,  1925 ;  granted  on 
condition  for  a  garage  December  8, 
1925;  reopened  for  amendment  January 
26,  1932,  under  section  21  of  the  building 
zone  resolution,  of  Nat  C.  Helman,  ap¬ 
plicant,  on  behalf  of  Rachel  Yuttal,  pres¬ 
ent  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (garage  granted  by  the  board) 
so  as  to  include  a  motor  vehicle  repair 
shop  (application  laid  over  for  full  vote 
of  board  June  14,  1932)  ;  premises  128- 
144  East  98th  street,  west  side,  100  ft. 
north  of  Winthrop  street  (Block  No. 
4616,  Lot  No.  31),  Brooklyn. 

cal.  no.  85-30-BZ — Application,  February  4,  1930;  dismissed 
for  lack  of  prosecution  June  24,  1930; 
reopened  and  restored  to  Calendar  Sep¬ 
tember  20,  1932,  under  sections  7c  and 
21  of  the  building  zone  resolution,  of 
James  J.  Millman,  Inc.,  applicant,  on 
behalf  of  Harry  Feldman,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
(store)  building:  premises  1315-1321 
55th  street,  north  side,  73  ft.  8  in.  east 
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of  New  Utrecht  avenue  (Block  No- 
5677,  Lot  No.  62),  Brooklyn. 

cal.  no.  493-32-BZ — Application,  September  20,  1932;  dis¬ 
missed  for  lack  of  prosecution  December 
16,  1932;  reopened  and  restored  to  Cal¬ 
endar  January  10,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Joseph  B.  Schwartz,  applicant,  on  be¬ 
half  of  Manhattan  Railway  Co.,  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  999-1015 
Columbus  avenue  and  360-368  Cathedral 
parkway,  southeast  corner  (Block  No 
1845,  Lot  No.  3),  Manhattan. 

cal.  no.  828-25-BZ — Application,  August  13,  1925 ;  garage 
granted  on  certain  conditions  December 
22,  1925 ;  reopened  June  7,  1932,  under 
section  21  of  the  building  zone  resolution, 
of  Alfred  H.  Eccles,  applicant,  on  be¬ 
half  of  Henry  Gerken,  owner,  to  permrt 
in  a  business  district  the  alteration  and 
change  of  occupancy  of  part  of  an  exist¬ 
ing  garage  so  as  to  permit  the  inclusion 
of  a  gasoline  service  station;  premises 
southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  4,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

44-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Mango  Holding  Corp., 
owner. 

PREMISES — 43-07  to  43-21  Greenpoint  avenue,  northeast 
corner  of  Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

54-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Esther  M.  Ohriner, 
owner. 

PREMISES — 238-246  Throop  avenue,  northwest  corner  of 
Myrtle  avenue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

58-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Frank  Tursellino, 
owner. 

PREMISES — 2293  Second  avenue  (Block  No.  1667,  Lot  No. 
26),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  an  ice  manufacturing 
plant. 

78-33-BZ. 

APPLICANT — Philip  Bardes,  for  Helen  Flood,  owner. 

PREMISES— 452-460  West  167th  street  (Block  No.  2111, 
Lot  No,  92),  Manhattan. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  blacksmith  shop  and  motor  vehicle  re¬ 
pair  shop. 


APRIL  4,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  4, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  8-33-BZ — Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

cal.  no.  17-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

cal.  no.  30-33-BZ — Application,  January  24,  1933,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli. 
cant,  on  behalf  of  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  of  a  portion  of  a  garage  for  busi¬ 
ness  use;  premises  210-212  Prospect 
Park  Southwest,  west  side,  75  ft.  north 
of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

cal.  no.  230-32-BZ — Application,  May  2,  1932,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Evelyn  L.  Wood, 
owner,  to  permit  the  extension  from  a 
business  district  into  a  residence  district 
of  a  business  use  (stores)  ;  granted  by 
the  board  on  June  24,  1932,  on  certain 
conditions;  reopened  on  February  3, 
1933,  to  permit  a  modification  of  the 
resolution  insofar  as  the  conditions  im¬ 
posed  affect  the  Morris  avenue  front  of 
premises;  premises  southeast  corner  of 
East  Burnside  avenue  and  Walton  ave¬ 
nue  (Block  No.  2829,  Lot  Nos.  45  to  53, 
inclusive),  The  Bronx. 

cal.  no.  11-33-BZ — Application,  January  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bache,  applicant,  on  behalf  of 
Richmond  Boro  Home  Sites  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Hylan  boulevard  and  New 
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Dorp  lane  (Block  No.  3649,  part  of  Lot 
No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

617-32-A — 280  Nevins  street  and  543  Union  street  (Block 
No.  432,  part  of  Lot  No.  1),  Brooklyn. 

3- 33-A — 7101-7111  Shore  road  (Block  No.  5887,  Lot  No. 

6),  Brooklyn. 

4- 33-A — 69  East  12th  street  and  120  Fourth  avenue  (Block 

No.  564,  Lot  Nos.  52,  53  and  54),  Man¬ 
hattan. 

9-33-A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14), 
Manhattan. 

26-33-A — Foot  of  Broadway  (Block  No.  185,  Lot  No. 

101),  West  New  Brighton,  Borough  of 
Richmond. 

5 12-32- A- — 4423-4429  Broadway  (Block  No.  2180,  Lot  No. 
488),  Manhattan. 

61 1-32- A — 67-71  Kent  avenue  and  44-58  North  10th  street 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 


Petitions  for  Variations. 

61 0-32- S — 257-267  West  39th  street  (Block  No.  789,  Lot 
No.  9),  Manhattan. 

2-33-S — 138  Livingston  street  (Block  No.  163,  Lot  No. 
16),  Brooklyn. 

7-33-S — 96-11  44th  avenue  (Block  No.  850,  Lot  No.  50), 
Corona,  Borough  of  Queens. 

22-33-S — 150-152  Rivington  street  (Block  No.  349,  Lot 
Nos.  35  and  36),  Manhattan. 

589-32-S — 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29), 
Brooklyn. 

393-27-S — 29  East  48th  street  and  413  Madison  avenue 
(Block  No.  1284,  Lot  No.  21),  Manhattan. 
G07-32-S — 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 
55  and  56),  Manhattan. 

Appliance  Submitted  for  Approval. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

43-33-BZ. 

APPLICANT — William  O.  Staber,  for  Edward  Pokorny, 
owner. 

PREMISES — Northeast  corner  of  45th  avenue  and  72nd 
street  (Block  No.  546,  Lot  Nos.  62  and  64),  Win¬ 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

46-33-BZ. 

APPLICANT — Alex  Litman,  owner. 

PREMISES — South  side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block  No.  343, 
Lot  No.  45),  Edgemere,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  use  and  maintenance 
of  a  plot  of  ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles. 


80-33-BZ. 

APPLICANT^-Slee  &  Bryson,  for  William  A.  Harfield, 
owner. 

PREMISES— 786-790  Flatbush  avenue,  west  side,  195  ft. 
3 in.  north  of  Caton  avenue  (Block  No.  5063,  Lot 
No.  58),  Brooklyn. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  building  and,  also,  the 
omission  of  the  required  rear  yard  in  a  “C”  area 
district. 


12-32-BZ. 

APPLICANT — Herbert  Benon,  for  George  White,  owner. 

PREMISES — 6513-6519  Fifth  avenue,  northeast  corner  of 
66th  street  (Block  No.  5828,  Lot  No.  1),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone  reso¬ 
lution  for  a  modification  of  a  resolution  adopted  by 
the  board  on  April  12,  1932, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  part  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  by  permitting 
existing  vehicular  opening  in  66th  street  to  remain 
and  by  permitting  minor  motor  vehicle  repairs  (re¬ 
opened  March  21,  1933). 


APRIL  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  11, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  545-32-BZ— Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises  1618- 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

CAL.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
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business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  31-33-BZ' — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station ;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no.  r>49-31-BZ — Application,  November  14,  1931;  with¬ 
drawn  February  2,  1932;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
of  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
.Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklyn. 

cal.  no.  524-32-BZ— Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Joseph  I.  Levy,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Van  Wyck  boulevard  and  104th  avenue 
(Block  No.  1087,  Lot  No.  96),  Jamaica, 
Borough  of  Queens. 


cal.  no.  705-29-BZ — Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

cal.  no.  603-32- BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
No.  118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  6-33- BZ — Application,  January  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Isabel  Grauer,  applicant  and  lessee, 
on  behalf  of  Abraham  Rolnick,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  62-59  Dry  Harbor 
road  (Block  No.  2969,  part  of  Lot  No. 
40),  Nassau  Heights,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  10  A.  M. 

Building  Zone  Application. 

NO  PICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  25, 
1933.  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  13-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high-, 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  25, 
1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter  : 

cal.  no.  374- 32-BZ— Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  owner  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
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station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 
HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25.  1933,  3.30  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

618-32-A — 116  University  place  (Block  No.  570,  Lot  No. 
22),  Manhattan. 


621-32- A — 200  East  42nd  street  (Block  No.  1315,  Lot  No. 
49),  Manhattan. 

624-32- A — 81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

50-33-A — 8701-8723  Shore  road  (Block  No.  6040,  Lot  No. 
1),  Brooklyn. 

52-33-A — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 

69- 33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42 

and  43),  Brooklyn. 

70- 33-A — 5838  Amboy  road  (Block  No.  6724,  Lot  No.  65), 

Princes  Bay,  Borough  of  Richmond. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  21,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  March  14,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  14,  1933,  were  approved  as  printed  in  Bulletin  No.  12, 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

6-33-BZ. 

APPLICANT — Isabel  Grauer  (lessee),  for  Abraham  Rol- 
nick,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 62-59  Dry  Harbor  road  (Block 
No.  2969,  part  of  Lot  No.  40),  Nassau  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isabel  Grauer  and  Charles  Fornsel. 
For  Opposition:  Charles  Staiger,  Louis  Van  Hans- 
wyk  and  Sadie  Barandon. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


13-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1552-1560  Stillwell  avenue, 
southwest  corner  of  Kings  highway  (Block  No.  6253, 
Lot  No.  29),  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Kearney  and  Alfred  A.  Lama. 
For  Opposition :  Philip  P.  Schor. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


18-33-BZ. 

APPLICANT — Hermstarr  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— East  side  of  Jerome  avenue,  196 
ft.  south  of  East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),'  The  Bronx. 


APPEARANCES— 

For  Applicant:  James  J.  Regan, 
bor  Opposition:  Alfred  E.  Smith,  N.  Joseph  Fried¬ 
man  and  Raymond  J.  Knoeppel. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1933,  at 
10  a.  m.,  on  request  of  attorney  for  opposition. 

477-28-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner;  request  for  reopening  made  by  Philip 
J.  Dunn,  attorney  for  owner. 

SUBJECT— Application  for  reopening— extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection 
and  maintenance  of  a  business  use  (stores). 

PREMISES  AFFECTED — Southwest  corner  of  Burnside 
avenue  and  Grand  concourse  (Block  No.  2808,  Lot 
No.  82),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Shaw. 

AC  I'lON  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(477-28-BZ) 


Whereas,  this  application,  affecting  premises,  southwest 
corner  of  Burnside  avenue  and  Grand  concourse  (Block  No. 
2808,  Lot  No.  82),  Borough  of  The  Bronx,  was  granted 
by  the  board  at  its  meeting  February  5,  1929,  and  time  ex¬ 
tended  from  time  to  time,  and  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved ,  that  the  resolution  adopted  by  the  board  on  Feb¬ 
ruary  5,  1929,  be  and  it  hereby  is  amended,  only  so  far  as  it 
refers  to  the  time  to  obtain  permits  and  to  complete  the 
work,  so  that  as  amended  that  portion  of  the  resolution  will 
read:  “that  all  permits  required  shall  be  obtained  within  six 
months  and  ail  work  involved  shall  be  completed  within  one 
year  from  the  date  of  this  amended  resolution. 


572-32-BZ. 

APPLICANT — Morris  Whinston,  substituted  for  Rudolf  C. 
P.  Boehler,  for  Evelyn  Silverman,  owner. 
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SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  occupied  as 
stores  on  the  first  story  and  as  dwellings  above  the 
first  story. 

PREMISES  AFFECTED — Southeast  corner  of  Newport 
street  and  East  94th  street  (Block  No.  4690,  Lot  No. 
46),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Whinston,  Nathan  C.  Suskin 
and  David  Silverman. 

For  Opposition :  Samuel  Schaeffer,  Myron  Wisoff 
and  Carl  Orloff. 

ACTION  OF  BOARD — -Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Absent  .  0 

THE  RESOLUTION— 

(572-32-BZ) 

Whereas,  Morris:  Whinston,  substituted  for  Rudolf  C.  P. 
Boehler,  for  Evelyn  Silverman,  owner,  filed,  November  21, 
1932,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  erection  and  maintenance 
of  a  building  to  be  occupied  as  stores  on  the  first  story  and 
as  dwellings  above  the  first  story ;  premises  southeast  corner 
of  Newport  street  and  East  94th  street  (Block  No.  4690, 
Lot  No.  46),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  94th  street  is  in  a  residence 
district ;  East  93rd  street  is  in  a  residence  district,  and  New¬ 
port  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  November  5,  1933,  reads : 

“Proposed  stores  in  a  residence  district  is  contrary  to 
Article  2,  subdiv.  3  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  two  stories  in  height,  with  a  frontage  of  40  ft.  and  a 
depth  of  100  ft. ;  to  be  occupied  as  stores  on  the  first  story 
and  as  dwellings  above  the  first  story;  and 

Whereas,  the  board  deemed  that  applicant  failed  to  sub¬ 
stantiate  his  basis  of  appeal  under  section  21  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  tenement  house  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


333-31-BZ. 

APPLICANT — K.  Karl  Klein,  substituted  for  Croker  Na¬ 
tional  Fire  Prevention  Engineering  Co.,  for  Fire¬ 
stone  Tire  &  Rubber  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  October  21,  1932).' 

PREMISES  AFFECTED — Northwest  corner  of  Northern 
boulevard  and  155th  street  (Block  No.  927,  Lot  No. 
1),  Flushing,  Borough  of  Queens. 


APPEARANCES— 

for  Applicant:  K.  Karl  Klein  and  Benjamin  R. 
Bonsholly. 

For  Opposition:  Richard  E.  Weldon,  Edward  S. 


Malone  and  Lester  Rabbino. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative'  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Absent  .  0 

THE  RESOLUTION— 

(333-31-BZ) 


Whereas,  K.  Karl  Klein,  substituted  for  Croker  National 
Fire  Prevention  Engineering  Co.,  for  Firestone  Tire  &  Rub¬ 
ber  Co.,  owner,  filed,  July  1,  1931;  denied  January  8,  1932; 
reopened  October  21,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises  north¬ 
west  corner  of  Northern  boulevard  and  155th  street  (Block 
No.  927,  Lot  No.  l),  Flushing,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  business 
district  ;  155th  street  is  in  a  residence  district,  and  154th 
street  is  in  a  business  and  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  13,  1932  (re  Plan  No.  Alt.  8545-1932), 
reads : 

“Your  application  for  a  permit  on  the  above  location 
has  been  rejected  as  an  examination  of  your  drawings 
and  applications  show  that  corrections  must  be  made  in 
the  form  of  Amendment  or  subsequent  statements  in 
triplicate  (both  for  Construction  and  Plumbing),  type¬ 
written  and  filed  with  original  papers,  as  they  do  not 
conform  with  the  Laws,  Rules  and  Regulations  for  the 
following  reasons: 

“1.  So  much  of  the  application  as  calls  for  the  crea¬ 
tion  of  a  gasoline  service  station  within  a  business  dis¬ 
trict,  as  same  appears  on  the  zone  map  is  contrary  tq 
article  2,  section  4,  subdivision  46  of  the  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  56.8  ft.  on  Northern  boulevard  and  100  ft.  on 
155th  street;  upon  the  north  portion  of  the  plot  there  is 
located  a  one-story  structure,  65  ft.  by  approximately  56  ft. 
in  area,  used  as  an  office,  and  five  (5)  car  garage;  on  the 
Northern  boulevard  front  of  the  plot  it  is  proposed  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  which  inspection  was 
made  and  read  and  filed  at  this  hearing  and  which  report 
recommended  the  denial  of  this  application  under  section  7f 
of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


Adjourned  1.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  21,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfovle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

828-25-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Henry  Gerken,  owner. 

SUBJECT— Application  (re  decision  cf  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  an  existing 
garage  (previously  granted  by  the  board)  so  as  to 
permit  the  inclusion  oi  a  gasoline  service  station 
(reopened  June  7,  1932). 

PREMISES  AFFECTED — Southeast  corner  of  Second 
avenue  and  Newtown  avenue  (Block  No.  617,  Lot 
No.  8),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

For  Opposition:  Mrs.  May  Eisert  and  Michael 
Murphy. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1933,  at 
2  p.  m.,  for  applicant  to  amend  plans. 


603-32-BZ. 

APPLICANT — Emil  Guterman,  for  Jacob  Nudell,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northwest  corner  of  Liberty 
avenue  and  159th  street  (Block  No.  1118,  Lot  No. 
19),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Nudell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


1 2-32-BZ. 

APPLICANT — Herbert  Benon,  for  George  White,  owner. 

SUBJ  ECT— Application  for  reopening — extension  of  time 
and  modification — re  Application  (decision  cf  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  change  of  occupancy  of  a  portion  of  an 
existing  building  to  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 6513-6519  Fifth  avenue,  north¬ 
east  corner  of  66th  street  (Block  No.  5828,  Lot  No. 
1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  Benon. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
Calendar,  subject  to  usual  procedure,  and  time  also 
extended. 

THE  VOTE  T<3  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  . 

Absent  . 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(12-32-BZ) 

W  hfreas,  this  application,  affecting  premises  6513-6519 

Fifth  avenue,  northeast  corner  of  66th  street  (Block  No. 


5828,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  September  23,  1932,  on  certain  conditions, 
and  applicant  requested  an  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on  Sep¬ 
tember  23,  1932,  only  so  far  as  it  relates  to  the  time  for  ob¬ 
taining  permits  and  completing  the  work,  be  amended  so 
that  as  amended  the  amended  resolution  will  read:  “that  all 
permits  required  shall  be  obtained  within  six  months  and 
any  work  involved  thereby  shall  be  completed  within  nine 
months  from  the  date  of  this  amended  resolution.” 


577-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Scoland  Building 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Foch  boule¬ 
vard  and  Nashville  avenue  (Block  No.  3358,  Lot 
No.  93),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . ;  5 

Absent  .  0 

THE  RESOLUTION— 

(577-32-BZ) 

Whereas,  Lama  &  Proskauer,  for  Scoland  Building  Corp., 
owner,  filed,  November  22,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station:  premises  southeast 
corner  of  Foch  boulevard  and  Nashville  avenue  (Block  No. 
3358.  Lot  No.  93),  St.  Albans,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  boulevard  is  in  a  business 
district;  Nashville  avenue  is  in  a  residence  district,  and 
Springfield  boulevard  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  3,  1932  (re  Plan  No.  2796-1932),  reads: 
“The  erection  of  a  gasoline  station  located  partly  in  a 
business  and  partly  in  a  residence  district  is  contrary 
to  art.  2,  sections  3  &  4  of  the  Zoning  Law.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  102  ft.  on  Nashville  avenue  and  100.3  ft.  on 
Foch  boulevard ;  the  southerly  portion  of  the  plot  extends 
approximately  two  (2)  feet  into  the  residence  district  and 
the  remainder  is  in  the  business  district ;  it  is  proposed  to 
erect  on  the  plot  a  one-story  building,  approximately  55  ft. 
by  22  ft.  in  area,  to  be  used  as  auto  laundry,  grease  pits  and 
0  office  and  to  install  the  necessary  tanks  and  pumps  for  a 
0  gasoline  service  station ;  and  ; 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  said  report  being  filed 
in  this  application,  and  reading  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  577-32-BZ. 

“Premises  southeast  corner  of  Foch  boulevard  and  Nash¬ 
ville  avenue  (Block  No.  3358.  Lot  No.  93),  St.  Albans, 
Borough  of  Queens. 
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“Size  of  ploc  100  ft.  3  in.  on  Foch  boulevard  by  102  it. 
on  Nashville  avenue,  located  mostly  in  a  business  district 
but  partly  in  a  lesidential  district  along  southerly  interior 
line. 

“On  several  occasions  within  the  last  three  months  a 
committee  of  the  board  has  inspected  property  under  ap¬ 
peal  in  this  immediate  neighborhood,  particularly  the 
adjoining  plot  at  the  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358,  Lot  No.  50), 
where  an  application  before  fhe  board  for  a  gasoline 
service  station  was  filed  (Calendar  No.  562-32-BZ,  No¬ 
vember  24,  1932),  and  where  the  committee  recommended 
granting  the  application  for  a  term  of  five  years  under 
section  21  and  also  the  plot  at  the  corner  of  Foch  boule¬ 
vard  and  Cross  Island  boulevard,  approximately  500  ft. 
to  the  west  (Block  No.  3360,  Lot  No.  14),  where 
the  board,  acting  on  the  committee’s  recommendation  in 
Calendar  No.  264-30-BZ,  denied  on  March  3,  1933,  a 
variation  of  the  zoning  resolution  to  permit  a  gasoline 
selling  station.  The  board  also  in  Calendar  No.  301-30- 
BZ  denied  a  variation  for  a  gasoline  station  at  hearing 
of  March  3,  1933,  at  Foch  (Linden)  boulevard  and  197th 
street  (Block  No.  3319,  Lot  No.  6). 

“The  opposition  in  this  application  is  almost  entirely 
from  the  property  owners  on  Nashville  avenue  in  the 
residential  area  adjoining  the  business  area  of  100  ft.  in 
depth  from  Foch  boulevard.  These  houses  are  good 
quality  brick  houses.  An  objector  owning  three  of  these 
houses  has  filed  his  refusal  to  consent  on  several  grounds, 
among  them  that  he  purchased  the  property  based  on  the 
condition  under  the  zoning  resolution  that  the  business 
property  was  to  be  used  for  conforming  business  use; 
that  there  is  no  need  for  additional  gasoline  stations; 
that  the  granting  of  this  application  will  cause  him 
hardship  and  irreparable  loss  and  damage. 

“There  are  two  gasoline  stations  nearby  at  present, 
one  directly  across  Foch  boulevard  and  the  other  at  the 
northeast  corner  of  Foch  boulevard  and  Springfield 
boulevard,  while  one  more,  under  permission  of  the 
court,  may  locate  on  the  northwesterly  corner,  and  a 
fourth  is  possible  under  a  five-year  permit  (Calendar 
No.  562-32-BZ). 

“The  applicant  basis  his  case  on  hardship  mainly  on 
the  existing  and  proposed  gasoline  stations  affecting  ‘the 
nature  of  future  development  on  this  plot  as  to  make  it 
useless  for  anything  but  a  gas  station.’  He  calls  atten¬ 
tion  to  the  lack  of  development  of  this  side  of  Foch 
boulevard,  failing  to  mention  the  almost  complete  built-up 
condition  of  Nashville  avenue  at  the  corner  of  which  his 
property  is  located. 

“As  the  committee  pointed  out  in  its  report  on  Cal¬ 
endar  No.  264-30-BZ  (Cross  Island  boulevard  and  Foch 
boulevard,  less  than  500  ft.  away)  quoting  in  part  from 
fhe  court  decision  in  Werner  vs.  Walsh,  ‘the  rights  of 
other  property  owners  in  this  business  district  must  be 
considered  and  respected  in  regard  to  fire  hazards, 
damages  to  the  market  value  of  the  fee  and  damage  to 
rental  value  .  .  .”  also  ‘the  duty  of  regulation  presup¬ 
poses  that  there  will  be  some  limit.  .  .  .’  The  com¬ 
mittee  feels  that  these  same  considerations  should  apply 
to  the  adjacent  residential  areas  and  also  that  more 
gasoline  stations  than  are  beyond  the  normal  require¬ 
ments  must  necessarily  deteriorate  values  and  rentals,  a 
conclusion  which  the  petitioner  has  apparently  reached 
when  he  claims  that  his  hardship  is  at  least  partly  caused 
by  too  many  adjacent  gas  stations.  If  the  petitioner  and 
the  committee  are  correct,  then  to  grant  his  petition  and 
to  add  another  gas  station  to  this  neighborhood  would  be 
to  magnify  the  hardship  and  spread  it  to  other  adjacent 
plots,  deteriorating  the  value  of  all. 

“The  committee  believes  that  there  are  enough  gaso¬ 
line  stations  either  in  existence  or  in  prospect  at  or  near 
the  important  intersection  of  Foch  boulevard  and  Spring- 
field  boulevard  and  to  bear  out  this  belief  it  calls  atten¬ 
tion  to  provision  being  made  by  the  Long  Island  Parkway 


Commission  for  gasoline  stations  along  its  heavily 
traversed  parkways  at  intervals  of  five  miles.  That  is 
to  be  compared  with  four  existing  or  permitted  gas  sta¬ 
tions  within  200  ft.  of  this  site  under  appeal. 

“The  committee  not  only  believes  that  it  is  its  duty 
to  regulate  the  number  of  gasoline  stations  in  a  given 
section  consistent  with  the  public  requirements  and  the 
general  welfare,  but  that  the  court  will  rule  that  in  doing 
so  there  would  be  no  ‘clear  abuse  of  discretion  or  the 
assumption  of  power’  (Goldenburg  vs.  Walsh,  242  N.Y. 
576). 

“The  fact  that  the  property  is  now  vacant  and  claimed 
by  the  applicant  as  ‘useless  for  anything  but  a  gas  sta¬ 
tion’  does  not  in  the  committee’s  opinion  necessarily  con¬ 
stitute  a  hardship.  In  another  case  quite  parallel  to  this 
and  relatively  near  by,  the  board,  under  Calendar  No. 
69-32-BZ  denied  a  permit  for  a  gasoline  station.  This 
property  was  located  at  Cross  Island  boulevard,  Hollis. 
The  business  property  on  Cross  Island  boulevard  for 
some  distance  was  vacant  and  the  adjacent  residential 
area  included  quite  a  number  of  newly  erected  houses. 
An  appeal  was  taken  to  review  the  board’s  decision  and 
the  decision  of  the  Supreme  Court  just  handed  down 
reads : 

“  ‘People  ex  rel.  Kraushaar  v.  Connell.  No  sufficient 
reason  appears  in  the  papers  submitted  to  bring  the  case 
within  section  21  of  the  zoning  resolution,  and  no  facts 
are  presented  which  will  justify  the  court  in  interfering 
with  the  decision  of  the  board  of  standards  and  appeals.’ 

“The  committee  is  of  the  opinion  that  the  petitioner 
has  not  proved  hardship  and  recommends  denial  of  the 
application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JOHN  GUILFOYLE, 
“HENRY  L.  CONNELL, 
Dissenting  as  to  effect  of  non- 
conforming  uses  on  adjoining 
property  to  property  under  ap¬ 
peal,  but  agrees  with  recom¬ 
mendation  to  deny. 

“JAMES  P.  HOLLAND.” 

and 

Whereas,  this  report  recommends  the  denial  of  the  appli¬ 
cation  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


45-29-BZ. 

APPLICANT — Julius  Hollander,  for  Angeline  Dinicola  and 
Michele  Dinicola,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and, 
also,  a  gasoline  service  station  (previously  with¬ 
drawn  under  section  21 ;  reopened  for  consideration 
under  section  7f  November  15,  1932). 

PREMISES  AFFECTED — 196-214  Bay  49th  street,  north 
side,  50  ft.  west  of  Harway  avenue  (now  northwest 
corner  of  Bay  49th  street  and  Cropsey  avenue), 
(Block  No.  6938,  Lot  No.  52),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julius  Hollander. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Kidney  .  4 

Absent  . 0 
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THE  RESOLUTION— 

(45-29-BZ) 

Whereas,  Julius  Hollander,  for  Angelina  Dinicola  and 
Michele  Dinicola,  owners,  filed,  January  21,  1929;  reopened 
November  15,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline  service  sta¬ 
tion  ;  premises  196-214  Bay  49th  street,  north  side,  50  ft. 
west  of  Harway  avenue  (now  northwest  corner  of  Bay  49th 
street  and  Cropsey  avenue),  (Block  No.  6938,  Lot  No.  52), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  March  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Harway  avenue  is  in  a  business 
district ;  Bay  49th  street  is  in  a  residence  district,  and  Bay 
48th  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  9,  1933  (re  Applic.  No.  16119-1928), 
reads : 

“Application  denied.  Use  contrary  to  Zoning  Resolu¬ 
tion,  Art.  II,  Sec.  3  &  Sec.  4.  Gas  service  station  and 
Repair  Shop  for  motor  vehicles  not  permitted  in  a 
Residential  and  Business  Districts.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  40  ft.  and  a  depth  of 
175  ft.,  upon  which  it  is  proposed  to  erect  a  one-story  build¬ 
ing,  43  ft.  by  28  ft.,  irregular,  in  area,  and  to  erect  on  the 
Harway  avenue  front  of  the  plot  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station  and  a  motor  vehicle 
repair  shop;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  and  filed  at  this  hearing;  and 

Whereas,  this  report  recommends  the  denial  of  the  ap¬ 
plication  under  section  7,  subdivision  f. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


599-32-BZ. 

AFPLICANT — Richard  Morrison,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southwest  corner  of  Gun  Hill 
road  and  Station  place  (Newell  street),  (Block 
No.  3358.  Lot  No.  40),  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  K.  Hopkins  and  William 
H.  Hopkins. 

For  Opposition:  Daniel  Harned  and  Charles  Belous. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


Negative  . .  0 

Absent  .  0 


THE  RESOLUTION— 

(599-32-BZ) 

Whereas,  Richard  Morrison,  owner,  filed,  December  5, 
1932,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  southwest  corner  of  Gun 
Hill  road  and  Station  place  (Newell  street),  (Block  No. 

1  3358.  Lot  No.  40),  Borough  of  The  Bronx;  and 

Wh  ereas.  a  public  hearing  was  held  on  this  application 
by  the  hoard  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  March  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Gun  Hill  road  is  in  a  business,  un¬ 
restricted  and  residence  district ;  Station  place  is  in  a  busi¬ 
ness  district,  and  Bronx  River  parkway  is  in  a  residence 
district:  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  26,  1932  (re  N.  B.  264-1932),  reads: 

“Maintenance  of  premises  and  erection  of  buildings  on 
plot  in  business  district  for  gasoline  service  station  is 
contrary  to  provisions  of  Building  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  39  ft.  10  in.  on  Gun  Hill  road  and  72  ft.  5  in. 
on  Station  place ;  the  plot  is  located  below  the  street  grade, 
and  applicant  proposes  to  erect  on  the  site  a  steel  and  con¬ 
crete  structure  extending  up  to  the  street  grade;  it  is  pro¬ 
posed  to  erect  thereon  a  one-story  office  and  rest  room  and 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  the  hearing,  said  report  being  filed 
in  this  application;  and 

Whereas,  the  report  recommends  the  granting  of  the  ap¬ 
plication  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a-  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
entire  structure  shall  be  of  fireproof  construction  throughout, 
including  the  protection  of  all  openings,  and  arranged  sub¬ 
stantially  as  indicated  on  the  revised  plans  filed  with  this  ap¬ 
plication  marked  “Received  February  27,  1933”;  that  that 
portion  of  the  structure  below  the  curb  level  of  Gun  Hill 
road  shall  be  used  only  for  the  storage  of  materials  and  mer¬ 
chandise  that  will  not  support  combustion ;  that  the  area  at 
approximate  curb  level  of  Gun  Hill  road  shall  be  used  only 
as  a  gasoline  selling  station,  including  the  usual  accessory 
use ;  that  this  gasoline  selling  area  also  shall  have  a  cement 
paved  finish,  made  proof  against  seepage  of  oil  and  gasoline : 
that  there  shall  be  a  reinforced  masonry  wall,  substantially 
constructed,  and  not  less  than  5  ft.  in  height,  erected  along 
the  westerly  and  southerly  portion,  and  the  southerly  portion 
of  the  easterly  side  of  this  area  for  the  protection  of  the 
public,  and  along  the  balance,  namely,  along  the  street  lines 
of  Gun  Hill  road  and  Station  place  (Newell  street)  there 
shall  be  a  concrete  curb  not  less  than  12  in.  wide  and  12  in. 
high,  with  not  more  than  two  openings  therein  to  Gun  Hill 
road  and  one  similar  to  Station  place,  no  opening  to  be 
over  12  ft.  wide  and  no  part  of  any  opening  to  be  closer  than 
10  ft.  to  the  intersection  of  Gun  Hill  road  and  Station  place 
(Newell  street)  ;  that  the  curb  cuts  opposite  on  the  Gun  Hill 
road  side  shall  he  not  over  14  ft.  in  width  each;  that  all  ac¬ 
cessory  uses  including  greasing  racks  or  pits  shall  be  housed 
in  structures  erected  upon  this  area,  such  structures  to  be 
of  fireproof  construction,  not  over  one  story  in  height,  and 
located  near  the  southerly  side ;  that  the  stairway  from  the 
gasoline  selling  area  to  the  stories  below  shall  be  enclosed  in 
fireproof  construction  and  entered  only  from  Station  place; 
that  there  shall  be  no  trap  door,  elevator  or  other  opening 
through  the  gas  selling  station  floor  except  within  such 
stairway  enclosure  and  except  hte  pits  of  the  greasing  racks, 
which  shall  be  so  constructed  as  to  prevent  seepage  of  oil  or 
gasoline ;  that  no  gasoline  pump  shall  be  erected  nearer  than 
10  ft.  to  any  street  line;  that  no  portable  gasoline  pumps 
shall  he  used  on  or  from  the  premises ;  that  no  advertising 
of  non-conforming  uses  shall  he  displayed  other  than  on  the 
globes  of  the  pumps  and  on  the  fronts  of  the  accessory  build¬ 
ings  which  latter  shall  be  limited  to  flat  wall  signs,  excluding 
signs  of  temporary  nature:  ;that  no  open  flame  shall  be 
permitted  on  the  premises;  that  such  fire-extinguishing  equip¬ 
ment  shall  he  installed  in  the  lower  stories  as  the  fire  de¬ 
partment  may  require;  that  all  construction  and  equipment 
shall  conform  to  all  requirements  of  laws,  ordinances  and 
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rules  relating  thereto;  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  involved  shall  be  com¬ 
pleted  within  nine  months  from  the  date  of  this  action. 


562-32-BZ.  ^ 

APPLICANT— Lama  &  Proskauer,  for  L.  Greenblatt  and 
S.  Bernstein,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southwest  corner  of  Foch  boule¬ 
vard  and  Springfield  boulevard  (Block  No.  3358, 
Lot  No.  50),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 

THE  RESOLUTION— 

(562-32-BZ) 

Whereas,  Lama  &  Proskauer,  for  L.  'Greenblatt  and.  S. 
Bernstein,  owners,  filed,  November  14,  1932,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station :  premises  southwest  corner  of  Foch  boulevard  and 
Springfield  boulevard  (Block  No.  3358,  Lot  No.  50),  St. 

Albans,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  boulevard  is  in  a  business 
district;  Springfield  boulevard  is  in  a  business  district,  and 
Nashville  avenue  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  31,  1932  (re  Plan  No.  2795-1932),  reads: 
“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  art.  2,  sec.  4  of  the  Zoning  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Springfield  boulevard  and  100.40  ft. 
on  Foch  boulevard,  upon  which  it  is  proposed  to  erect  a  one- 
story  structure,  irregular  in  area,  to  be  used  as  office,  auto 
laundry  and  grease  pits  and,  also,  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  the  hearing  held  on  Febru¬ 
ary  17,  1933,  which  report  recommended  the  granting  of  the 
application  under  section  21  of  the  building  zone  resolution 
for  a  term  of  five  years. 


Resolved,  that  Ihe  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  term  of  five  years, 
permitting  the  site  to  be  used  as  a  gas  selling  station,  on 
condition  that  there  shall  be  erected  on  the  interior  lot  lines 
a  substantial  woven  ware  fence  of  not  less  than  6  ft.  in 
height ;  that  there  shall  be  erected  along  the  street  lines  a 
concrete  curb  not  less  than  12  in.  high  and  12  in.  wide  along 
Foch  boulevard  and  Springfield  boulevard,  with  not  over 
three  openings  therein  on  Foch  boulevard  and  three  openings 
therein  along  Springfield  boulevard,  each  opening  to  be  not 
over  12  ft.  in  width  and  with  no  part  of  any  opening  within 
10  ft.  of  the  intersection  of  the  two  boulevards;  that  the  entire 
area  shall  be  either  cement  paved  or  covered  with  cracked 
blue  stone  or  similar  surfacing;  that  the  accessory  buildings 
shall  be  erected  generally  as  indicated  on  the  plans  filed  with 
this  application,  toward  the  rear  corner  of  the  property,  these 
accessory  buildings  to  consist  of  grease  pits,  office  and  auto 
laundry  and  to  be  not  over  one  story  in  height,  of  fireproof 
construction,  with  no  excavations  under  same;  that  there 
shall  be  no  open  flames  permitted  on  the  property;  that  no 
gas  pumps  shall  be  erected  closer  than  10  ft.  to  the  street 
lines ;  that  any  advertising  of  non-conforming  use  shall  be 
restricted  to  the  globes  of  the  pumps  and  to  the  front  of  the 
accessory  buildings  ;  that  no  portable  gas  pumps  shall  be  used 
on  or  from  the  property ;  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  completed  within  nine 
months  from  the  date  of  this  action. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

1 37-31  -SA. 

PETITIONER — Buffalo  Wash  Tray  Works,  Inc.,  owner. 
SUBJECT — Can’t  Pull  Anti  Syphon  Trap,  approval  of. 
APPEARANCES— 

For  Petitioner:  R.  S.  Hardy  and  C.  H.  Small. 
For  Administration:  None. 

ACTION  OF  BOARD — Appliance  disapproved. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Connell . 

Negative:  Commissioners  Holland  and  Guilfoyle 


and  Assistant  Chief  Kidney .  3 

Absent  .  0 

THE  RESOLUTION— 

(137-3i-SA) 


Whereas,  Buffalo  Wash  Tray  Works,  Inc.,  owner,  filed, 
March  23,  1931,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Can’t  Pull 
Anti  Syphon  Trap  for  use  in  plumbing  installations;  and 
Whereas,  this  device  was  subjected  to  the  required  tests. 
Rcsoh’ed,  that  the  device  known  as  the  Can’t  Pull  Anti 
Syphon  Trap  be  and  it  hereby  is  disapproved. 


Adjourned  4.05  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-S A 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Companv .  900-27-SA 

W.  D.  Allen  Mfg.'  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-2S-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28- S A 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cadv .  231-30-SA 

Elkhart  .  15-31 -SA 
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REVISED  ELEVATOR  RULES 

RULES  FOR  THE  CONSTRUCTION,  MAINTENANCE  AND  OPERATION  OF  ELEVA¬ 
TORS  (ADOPTED  JULY  30,  1918,  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS, 
EFFECTIVE  AUGUST  26,  1918;  REVISED  MAY  13,  1919)  AND  REVISED  JUNE 

12,  1931,  EFFECTIVE  DECEMBER  12,  1931. 


[240-19-SR] 

ELEVATOR  RULES 

Definitions 

1.  Alteration. 

An  “Alteration”  of  an  elevator,  dumbwaiter,  or  escalator, 
is  a  change  in  the  use,  classification,  operation,  control, 
character  of  power  supply,  capacity  or  speed  of  the  elevator, 
escalator  or  dumbwaiter,  application  for  which  is  filed 
in  the  Bureau  after  the  Rules  become  effective. 

2.  Auxiliary  Power  Elevator. 

An  “auxiliary  power  elevator”  is  one  having  a  source  of 
mechanical  power,  such  as  shafting,  in  common  with  other 
machinery. 

3.  Bi-Parting  Door  or  Gate. 

A  “bi-parting  door  or  gate”  is  a  vertical-slide,  horizontal- 
slide,  or  swing  door  or  gate  consisting  of  two  or  more 
sections  so  arranged  that  the  sections,  or  pairs  of  sections, 
open  away  from  each  other,  and  so  interconnected  that  both 
sections  operate  simultaneously. 

4.  Board. 

Wherever  the  word  “Board”  is  used  in  these  Rules,  unless 
specifically  stated  otherwise,  it  shall  mean  the  Board  of 
Standards  and  Appeals. 

5.  Bottom  Clearance. 

“Bottom  clearance”  of  the  elevator  car  is  the  vertical  dis¬ 
tance  between  any  obstruction  in  the  pit,  exclusive  of  the  com¬ 
pensating  device,  buffers,  and  buffer  supports,  and  the  lowest 
point  on  the  understructure  of  the  elevator  car  exclusive  of 
the  safeties,  car-frame  channels,  and  guide  shoes,  when  the 
car  floor  is  level  with  the  lower  terminal  landing. 

6.  Bottom  Overtravel. 

“Bottom  overtravel”  of  the  elevator  car  is  the  distance 
the  car  floor  can  travel  below  the  level  of  the  lower 
terminal  landing,  until  the  fully  loaded  car  rests  on  the 
buffers,  and  includes  the  resulting  buffer  compression. 

Bottom  overtravel  of  the  counterweight  is  the  distance 
the  counterweight  can  travel  below  its  position  when  the  car 
platform  is  level  with  the  upper  terminal  landing,  until  the 
counterweight  rests  on  the  buffers,  and  includes  the  resulting 
buffer  compression. 

7.  Buffer. 

A  “buffer”  is  a  device  designed  to  absorb  the  impact  of 
the  car  or  counterweight  at  the  lower  limits  of  travel. 

8.  Bureau. 

Wherever  the  word  “Bureau”  is  used  in  these  Rules,  un¬ 
less  specifically  designated  otherwise,  it  shall  mean  the 
Bureau  of  Buildings. 

9.  Car  or  Counterweight  Safety. 

A  “car  or  counterweight  safety”  is  a  mechanical  device 
attached  to  the  car  or  counterweight  frame  to  stop  and  hold 
the  car  or  counterweight  in  case  of  predetermined  overspeed, 
free  fall,  or  through  slackening  of  the  cables. 

10.  Car  Door  or  Gate. 

A  “car  door  or  gate”  is  the  door  or  gate  in  or  on  the  ele¬ 
vator  car  ordinarily  used  for  entrance  and  exit. 

11.  Car  Door  or  Gate  Electric  Contact. 

A  “car  door  or  gate  electric  contact”  is  a  device  to  open 
the  control  circuit,  or  an  auxiliary  circuit,  when  the  car 
door  or  gate  is  open  more  than  two  inches  from  full  closure, 
and  thus  prevent  operation  of  the  elevator  in  a  direction  to 
move  the  car  away  from  the  landing. 


12.  Car  Enclosure. 

The  “car  enclosure  or  cab”  of  an  elevator  is  the  enclosure 
consisting  of  railings,  doors  or  gates,  walls,  and  the  top  or 
cover  built  upon  the  platform. 

13.  Car  Frame. 

A  “car  frame”  (sling)  is  the  supporting  frame  to  which 
the  car  platform,  upper  and  lower  sets  of  guide  shoes,  and 
the  hoisting  cables  are  usually  attached. 

14.  Car-Leveling  Device. 

A  “car-leveling  device”  is  any  mechanism  or  control  which 
will  move  the  car  within  a  limited  zone  toward  and  stop 
the  car  at  the  landing.  A  car-leveling  device  may  also  be 
used  for  emergency  operation  of  the  car  throughout  its  entire 
travel  and  for  safe-lifting  purposes. 

15.  Car  Platform. 

The  “car  platform”  is  the  structure  which  forms  the  floor 
of  the  car  and  directly  supports  the  load. 

16.  Chain-Driven  Elevator. 

A  “chain-driven  elevator”  is  an  elevator  machine  con¬ 
nected  to  a  reversible  motor,  engine  or  turbine  by  a  chain. 

17.  Contract  Load. 

The  “contract  load”  is  the  load  specified  in  the  contract 
for  the  purchase  of  the  elevator,  or  in  the  application  for 
the  building  permit. 

18.  Contract  Speed. 

“Contract  speed”  is  the  speed  specified  to  be  attained  by 
the  elevator  in  the  up  direction  with  contract  load  in  the  car 
in  the  purchase  contract  or  in  the  application  for  the  building 
permit. 

19.  Control. 

The  “control”  of  an  elevator  is  the  system  of  regulation 
by  which  the  starting,  stopping,  direction  of  motion,  accelera¬ 
tion,  speed,  and  retardation  of  the  elevator  are  governed. 

19.1.  Generator-Field  Control. 

“Generator-field  control”  is  a  system  in  which  con¬ 
trol  is  primarily  accomplished  by  the  use  of  an  in¬ 
dividual  generator  for  each  elevator,  in  which  die 
voltage  applied  to  the  hoisting  motor  is  adjusted  by 
varying  the  strength  and  direction  of  the  generator 
field. 

19.2.  Multi-Voltage  Control. 

“Multi-voltage  control”  is  a  system  in  which  con¬ 
trol  is  accomplished  primarily  by  impressing  suc¬ 
cessively  on  the  armature  of  the  hoisting  motor  a 
number  of  substantially  fixed  voltages  such  as  may 
be  obtained  from  multi-commutator  generators  com¬ 
mon  to  a  group  of  elevators. 

19.3.  Rheostatic  Control. 

“Rheostatic  control”  is  a  system  in  which  control 
is  accomplished  primarily  by  varying  resistance  and 
reactance  in  the  armature  and  field  circuit  of  the 
hoisting  motor. 

20.  Conveyor. 

A  “conveyor”  is  a  device  intended  for  the  continuous 
movement  of  materials  only  and  operating  without  the  ser¬ 
vices  of  an  operator  thereon. 

21.  Door  Closer. 

A  “door  closer”  is  a  device,  operated  by  gravity  or  other 
means,  which  will  automatically  close  a  door  when  released 
by  the  operator  or  by  suitable  automatic  means. 

22.  Double-Belted  Elevator. 

A  “double-belted  elevator”  is  an  auxiliary  power  elevator 
in  which  the  direction  of  motion  is  changed  without  reverse! 
of  the  prime  mover. 
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23.  Dumbwaiter. 

A  “dumbwaiter”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  car,  the  maximum  horizontal  sectional  area 
of  which  is  9  square  feet,  whose  maximum  compartment 
height,  if  provided  with  a  fixed  or  removable  bottom,  is  4 
feet,  the  maximum  capacity  of  which  is  500  pounds,  and 
which  is  used  exclusively  for  carrying  freight  or  materials. 

24.  Electric  Elevator. 

An  “electric  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  through  an  electric  motor  directly 
applied  to  the  elevator  machinery. 

25.  Elevator. 

An  “elevator”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  ear  or  platform  which  moves  in  guides  in  a 
substantially  vertical  direction. 

Dumbwaiters,  hoists,  endless  belts,  conveyors,  chains, 
buckets,  and  similar  machines  used  for  the  purpose  of  ele¬ 
vating  materials,  and  tiering  or  piling  machines  are  not 
included  in  the  term  “Elevator.” 

26.  Elevator  Car. 

An  “elevator  car”  is  the  load-carrying  unit,  including  its 
platform,  car  frame  and  enclosure,  if  any. 

27.  Elevator  Landing. 

An  “elevator  landing”  is  that  portion  of  a  floor,  balcony 
or  platform  immediately  adjacent  to  the  hoistway  opening 
used  to  receive  and  discharge  passengers,  freight  or  materials. 

28.  Elevator  Machine. 

An  “elevator  machine”  is  the  machinery  and  its  equipment 

used  in  raising  and  lowering  the  elevator  car. 

28.1.  Traction  Machine. 

A  “traction  machine”  is  an  elevator  machine  in 

which  the  motion  of  the  car  and  counterweight  is  ob¬ 
tained  by  means  of  traction  between  the  driving 
drum,  sheave,  or  sheaves  and  the  connecting  hoisting 
cables. 

28.2.  Winding-Drum  Machine. 

A  “winding-drum  machine”  is  an  elevator  machine 

in  which  the  cables  are  fastened  to  and  wind  on  a 
drum. 

28.3.  Direct-Drive  Machine. 

A  “direct-drive  machine”  is  one  in  which  the  power 
is  transmitted  directly  to  the  driving  sheave  or  sheaves 
without  intermediate  mechanism  or  gears. 

28.4.  Worm-Geared  Machine. 

A  “worm-geared  machine”  is  one  in  which  the 

power  is  transmitted  to  the  driving  sheaves  or  drum 
through  worm  gearing. 

28.5.  Spur-Geared  Machine. 

A  “spur-geared  machine”  is  one  in  which  the  power 
is  transmitted  to  the  driving  sheaves  or  drum  through 
spur  gearing. 

29.  Emergency  Release. 

An  “emergency  release”  is  a  device  to  make  inoperative 
door  or  gate  electric  contacts  or  door  interlocks  in  case  of 

emergency. 

30.  Emergency  Stop  Switch. 

An  “emergency  stop  switch”  (safety  switch)  is  a  device 
in  the  car  used  to  cut  off  the  power  from  the  elevator 
machine  independently  of  the  operating  devices. 

31.  Escalator. 

An  “escalator”  is  a  moving  inclined  continuous  stairway  or 
runway  used  for  raising  or  lowering  passengers. 

32.  Final  Terminal  Stopping  Device. 

A  “final  terminal  stopping  device”  is  an  automatic  device 
for  stopping  the  car  and  counterweight  from  contract  speed, 
within  the  top  clearance  and  bottom  overtravel,  independently 
of  the  operation  of  the  normal  terminal  stopping  device,  and 
the  operating  device. 

33.  Freight  Elevator. 

A  “freight  elevator”  is  an  elevator  used  for  carrying 
freight  or  materials  and  on  which  only  the  operator  and  the 


persons  necessary  for  handling  the  freight  or  materials  are 
permitted  to  ride. 

34.  Gravity  Elevator. 

A  “gravity  elevator”  is  an  elevator  in  which  gravity  is 
the  source  of  power. 

35.  Hand  Power  Elevator. 

A  “hand  power  elevator”  is  an  elevator  driven  by  manual 

power. 

36.  Hoist. 

A  “hoist”  is  all  the  machinery,  apparatus  and  equipment, 
(except  cranes)  for  raising  or  lowering  freight  by  means  of 
a  sling  or  hook. 

37.  Hoistway. 

A  “hoistway”  is  any  shaftway,  hatchway,  well  hole,  or 
other  vertical  opening  or  space  in  which  an  elevator  or 
dumbwaiter  is  designed  to  operate. 

38.  Hoistway  Door  or  Gate. 

A  “hoistway  door  or  gate”  is  the  hinged  or  sliding  portion 
of  the  hoistway  enclosure  giving  access  to  the  elevator  at 
any  landing. 

39.  Hoistway-Door  or  Gate  Electric  Contact. 

A  “hoistway-door  or  gate  electric  contact”  is  a  device  to 
open  the  control  circuit,  or  an  auxiliary  circuit,  when  the 
hoistway  door  or  gate  at  which  the  car  is  standing  is  open 
more  than  2  inches  from  full  closure,  and  thus  prevent  opera¬ 
tion  of  the  elevator  car  away  from  the  landing. 

39.1.  Door  Unit  Contact  System. 

A  “door  unit  contact  system”  is  a  contact  system 
which  meets  the  requirements  of  the  contact  definition 
above,  but  does  not  require  all  the  hoistway  doors  to 
be  closed. 

39.2.  Hoistway  Unit  Contact  System. 

A  “hoistway  unit  contact  system”  is  a  contact 
system  which  meets  the  requirements  of  the  contact 
definition  above,  and  also  requires  all  hoistway  door* 
to  be  closed. 

40.  Hoistway-Door  Interlock. 

A  “hoistway-door  interlock”  is  a  device,  the  purpose  of 
which  is : 

First:  To  prevent  the  operation  of  the  elevator 
machine  to  move  the  car  away  from  a  landing  unless 
the  hoistway  door  at  that  landing  is  locked  in  the 
closed  position. 

Second:  To  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  special  key), 
unless  the  car  is  at  rest  within  the  landing  zone,  or 
is  coasting  through  the  landing  zone  with  its  operating 
device  in  the  stop  position. 

40.1.  Door  Unit  Interlock  System. 

“Door  unit  interlock  system”  is  an  interlock  sys¬ 
tem  which  meets  the  requirements  of  the  interlock 
definition  above,  but  does  not  require  all  the  hoistway 
doors  to  be  locked  in  the  closed  position. 

40.2.  Hoistway  Unit  Interlock  System. 

“Hoistway  unit  interlock  system”  is  an  interlock 
system  which,  in  addition  to  fulfilling  the  require¬ 
ments  given  under  the  definition  of  interlock,  will 
also  prevent  the  operation  of  the  car  unless  all  hoist¬ 
way  doors  are  locked  in  the  closed  position. 

41.  Hoistway  Enclosure. 

A  ‘hoistway  enclosure”  is  any  structure  which  separates 
the  hoistway,  either  wholly  or  in  part,  from  the  floors  or 
landings  through  which  the  hoistway  extends. 

42.  Hydraulic  Elevator. 

A  “hydraulic  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  from  liquid  under  pressure. 

42.1.  Plunger  Elevator. 

A  plunger  elevator”  is  a  hydraulic  elevator  having 
a  ram  or  plunger  directly  attached  to  the  under  side 
of  the  car  platform. 

42.2.  Rope-Geared  Hydraulic  Elevator. 
A  “rope-geared  hydraulic  elevator”  is  an  elevator 

in  which  the  motion  of  the  car  is  obtained  by 
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multiplying  the  travel  of  a  piston  or  ram  by  a  system 
of  sheaves  over  which  the  hoisting  ropes  operate. 

43.  Installations. 

43.1.  Existing  Installation. 

An  “existing  installation”  of  an  elevator,  dumb¬ 
waiter  or  escalator  is  an  installation  the  application 
for  which  was  filed  with  the  Bureau  before  these 

Rules  become  effective  in  accordance  with  1.1, 
Applications. 

43.2.  New  Installation. 

A  “new  installation”  of  an  elevator,  dumbwaiter 
or  escalator  is  a  complete  elevator,  dumbwaiter  or 
escalator  installation  the  application  for  which  is 
filed  with  the  Bureau  after  these  Rules  become 
effective  in  accordance  with  1.1,  Applications. 

44.  Landing  Zone. 

The  “landing  zone”  is  the  space  within  18  inches  above 
or  below  the  landing. 

45.  Manually  Operated  Door  or  Gate. 

A  “manually  operated  door  or  gate”  is  a  door  or  gate 
which  is  opened  and  closed  by  hand. 

46.  Normal  Terminal  Stopping  Device. 

A  “normal  terminal  stopping  device”  is  an  automatic 

device  for  stopping  the  elevator  car  within  the  overtravel 
independently  of  the  operating  device. 

47.  Operating  Device. 

The  “operating  device”  is  the  car  switch,  push  button, 
rope,  wheel,  lever,  treadles,  or  similar  devices  used  by  the 
operator  to  actuate  the  control. 

48.  Operation. 

“Operation”  is  the  method  of  actuating  the  control. 

48.1.  Automatic  Operation. 

“Automatic  operation”  is  operation  by  means  of 
buttons  or  switches  both  in  the  car  and  at  the  landings, 
the  momentary  pressing  of  which  will  cause  the  car 
to  start  and  stop  automatically  at  the  floor  cor¬ 
responding  to  the  button  pressed. 

48.1.1.  Single  Automatic  Opera¬ 
tion. 

“Single  automatic  operation”  is  automatic 
operation  by  means  of  one  button  at  each 
landing,  so  arranged  that  if  any  car  or 
landing  button  has  been  pressed  the  pressure 
of  any  other  such  button  will  be  without 
effect  on  the  operation  of  the  car  until  the 
response  to  the  first  button  has  been  com¬ 
pleted. 

48.1.2.  Non-  Selective  Collective 
Automatic  Operation. 

“Non-selective  collective  automatic  opera¬ 
tion”  is  automatic  operation  by  means  of  one 
button  in  the  car  for  each  landing  level  served 
and  one  button  at  each  landing.  All  stops 
registered  by  the  momentary  pressure  of 
landing  or  car  buttons  are  made  in  the  order 
in  which  the  landings  are  reached  after  the 
buttons  have  been  pressed,  but  irrespective  of 
its  direction  of  travel,  of  the  number  of  but¬ 
tons  pressed  or  of  the  sequence  in  which  they 
are  pressed. 

48.1.3.  Selective  Collective  Auto¬ 
matic  Operation. 

“Selective  collective  automatic  operation” 
is  automatic  operation  by  means  of  one  but¬ 
ton  in  the  car  for  each  landing  level  served 
and  by  “Up”  and  “Down”  buttons  at  the 
landings.  All  stops  registered  by  the  mo¬ 
mentary  pressure  of  the  car  buttons  are 
made  as  defined  under  non-selective  col¬ 
lective  automatic  operation,  but  the  stops 
registered  by  the  momentary  pressure  of  the 


landing  buttons  are  made  in  the  order  in 
which  the  landings  are  reached  in  each  direc¬ 
tion  of  travel  after  the  buttons  have  been 
pressed.  With  this  type  of  control,  all  “Up” 
landing  calls  are  answered  when  the  car  is 
traveling  in  the  “Up”  direction  and  all 
“Down”  landing  calls  are  answered  when  the 
car  is  traveling  in  the  “Down”  direction 
(except  in  the  case  of  the  uppermost  or 
lowermost  calls,  which  are  answered  as  soon 
as  they  are  reached,  irrespective  of  the  direc¬ 
tion  of  travel  of  the  car). 

48.2.  Car-Switch  Automatic  Floor-Stop 
Operation. 

“Car-switch  automatic  floor-stop  operation”  is 
operation  in  which  the  stop  is  initiated  by  the  oper¬ 
ator  from  within  the  car  with  a  definite  reference 
to  the  landing  at  which  it  is  desired  to  stop,  after 
which  the  slowing  down  and  stopping  of  the  elevator 
is  automatically  effected. 

48.3.  Car-Switch  Operation. 

“Car-switch  operation”  is  operation  in  which  the 

movement  of  the  car  is  directly  and  solely  under  the 
control  of  the  operator  by  means  of  a  switch  in  the 
car. 

48.4  Continuous-Pressure  Operation. 

“Continuous-pressure  operation”  is  operation  with 
up  and  down  buttons  or  an  up  and  down  switch  in 
the  car  and  at  each  landing  (except  the  terminal 
landings  where  one  button  or  switch  may  suffice), 
any  one  of  which  may  be  used  to  control  the  move¬ 
ment  of  the  car  in  the  direction  for  which  the  button 
is  pushed  or  the  switch  actuated,  but  only  so  long 
as  the  button  or  switch  is  manually  held  in  the 
operating  position.  Landing  stops  are  not  automatic. 

48.5.  Dual  Operation. 

“Dual  operation”  is  a  system  of  operation  in  which 
the  elevator  is  arranged  to  be  operated  as  an  auto¬ 
matic-operation  elevator  through  landing  and  car 
buttons  or  switches,  or  as  a  manual-operation  ele¬ 
vator  by  an  operator  in  the  car  who  may  either  use 
a  car  switch  or  the  buttons  provided  in  the  car. 
When  operated  by  an  operator,  upon  the  throwing 
of  a  suitable  switch  or  switches,  the  car  can  no  longer 
be  started  by  the  landing  buttons ;  these  buttons  may 
be  used  to  signal  the  operator  that  the  car  is  desired 
at  a  certain  landing. 

48.6.  Pre-Register  Operation. 

“Pre-register  operation”  is  operation  in  which  sig¬ 
nals  to  stop  are  registered  in  advance  by  buttons  in 
the  car  and  at  the  landings.  At  the  proper  point  in 
the  car  travel  the  operator  in  the  car  is  notified  by  a 
signal,  visual,  audible,  or  otherwise,  to  initiate  the 
stop,  after  which  the  landing  stop  is  automatic. 

48.7.  Signal  Operation. 

“Signal  operation”  is  operation  by  means  of  single 
buttons  or  switches  (or  both)  in  the  car,  and  up  or 

down  direction  buttons  or  switches  (or  both)  at  the 
landings  by  which  predetermined  landing  stops  may 
be  set  up  or  registered  for  an  elevator  or  for  a  group 
of  elevators.  The  stops  set  up  by  the  momentary 
pressure  of  the  car  buttons  are  made  automatically  in 
succession  as  the  car  reaches  those  landings,  irre¬ 
spective  of  its  direction  of  travel  or  the  sequence  in 
which  the  buttons  are  pressed.  The  stops  set  up  by 
the  momentary  pressure  of  the  up  and  down  buttons 
at  the  landing  are  made  automatically  by  the  next 
car  in  the  group  approaching  the  landing  in  the 
corresponding  direction,  irrespective  of  the  sequence 
in  which  the  buttons  are  pressed. 

With  this  type  of  operation  the  car  can  be  started 
only  by  means  of  a  starting  switch  or  button  in  the 
car. 
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49.  Overhead  Structure. 

The  “overhead  structure”  is  all  of  the  elevator  equipment, 
supporting  structure  and  platforms  at  the  top  of  the  hoist¬ 
way. 

50.  Passenger  Elevator. 

A  “passenger  elevator”  is  an  elevator  designed  to  carry 

persons. 

51.  Platform  Elevator. 

A  “platform  elevator”  is  an  elevator  the  platform  of 

which  is  supported  by  ropes  at  two  or  more  points  at  or  below 
the  platform  level,  and  which  is  not  provided  with  an  under- 
slung  frame  or  sling  having  guide  shoes  so  arranged  as  to 
prevent  the  tipping  of  the  platform. 

52.  Pit. 

A  “pit”  is  that  portion  of  an  elevator  hoistway  extending 
below  the  level  of  the  bottom  landing  saddle  to  provide  for 
bottom  overtravel  and  clearance,  and  for  parts  which  require 
space  below  the  bottom  limit  of  car  travel. 

53.  Power  Elevator. 

A  “power  elevator”  is  an  elevator  in  which  the  motive 
power  is  obtained  otherwise  than  manually  or  from  gravity. 

54.  Power-Operated  Door  or  Gate. 

A  “power-operated  door  or  gate”  is  a  door  or  gate  opened 
and  closed  by  power  otherwise  than  by  hand,  gravity,  springs, 
or  the  movement  of  the  car. 

54.1.  Power-Operated  Door  or  Gate, 
Manually  Controlled. 

A  “power-operated  door  or  gate,  manually  con¬ 
trolled,”  is  a  door  or  gate  which  is  opened  and  closed 
by  power  other  than  by  hand,  gravity,  springs,  or 
the  movement  of  the  car,  the  door  movement  in  each 
direction  being  controlled  by  the  elevator  operator. 

54.2.  Power-Operated  Door  or  Gate, 
Automatically  Opened. 

A  “power -operated  door  or  gate,  automatically 
opened”  is  a  door  or  gate  which  is  opened  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car,  the  opening  of  the  door  'being 
initiated  by  the  arrival  of  the  car  at  or  near  the 
landing.  The  closing  of  such  door  or  gate  may  be 
under  the  control  of  the  elevator  operator  or  may  be 
automatic. 

54.3.  Power-Opened,  Self-Closing  Door 
or  Gate. 

A  “power -opened,  self-closing  door  or  gate”  is  a 
door  or  gate  which  is  opened  by  power  other  than 
by  hand,  gravity,  springs,  or  the  movement  of  the 
car,  and  when  released  by  the  operator  is  closed  by 
energy  stored  during  the  operation  of  opening. 

54.4.  Power-Closed  Door  or  Gate. 

A  “power-closed  door  or  gate”  is  a  door  or  gate 
which  is  manually  opened  and  is  closed  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car. 

55.  Power-Operated  Door  or  Gate  Device. 

A  “power-operated  door  or  gate  device”  is  a  device  or 
assemblage  of  devices  to  open  and  close  the  hoistway  door 
and  car  door  or  gate  by  power  other  than  by  hand,  gravity, 
springs,  or  the  movement  of  the  car. 

56.  Self-Closing  Door  or  Gate. 

A  “self-closing  door  or  gate”  is  a  door  or  gate  which  is 
opened  manually  and  closes  when  released. 

57.  Sidewalk  Elevator. 

A  sidewalk  elevator  is  a  sidewalk  type  freight  elevator 
which  serves  no  floors  above  the  sidewalk  or  ground  level, 
and  which  has  no  opening  into  the  structure  at  its  top  limit 
of  travel. 


58.  Sidewalk  Type  Elevator. 

A  “sidewalk  type  elevator”  is  an  elevator  the  platform  of 
which  is  supported  at  two  or  more  points  at  or  below  the 
platform  level  and  which  is  provided  with  an  underslung 
frame  or  sling  and  guide  shoes  so  arranged  as  to  prevent 
the  tipping  of  the  platform. 

59.  Single-Belted  Elevator. 

A  “single-belted  elevator”  is  an  elevator  machine  connected 
by  a  belt  to  a  reversible  motor,  engine  or  turbine. 

60.  Steam  Elevator. 

A  “steam  elevator”  is  an  elevator  in  which  the  motion  ot 
the  car  is  obtained  from  a  steam  engine  directly  applied  to 
the  elevator  machinery. 

61.  Structure. 

“Structure”  shall  mean,  for  the  purposes  of  these  Rulej, 
a  building  or  construction  of  any  kind. 

62.  Superintendent. 

Wherever  the  word  “Superintendent”  is  used  in  these 
Rules,  unless  specifically  stated  otherwise,  it  shall  mean  the 

Superintendent  of  the  Bureau  of  Buildings. 

63.  Top  Clearance. 

The  “top  clearance”  of  the  elevator  car  is  the  distance 
the  car  floor  can  travel  above  the  level  of  the  upper  terminal 
landing  without  any  part  of  the  car  or  devices  attached 
thereto  coming  in  contact  with  the  overhead  structure. 

The  top  clearance  of  the  elevator  counterweight  is  the 
shortest  vertical  distance  'between  any  part  of  the  counter¬ 
weight  structure  and  the  nearest  part  of  the  overhead  struc¬ 
ture  or  any  other  obstruction  when  the  car  floor  is  level 
with  the  lower  terminal  landing. 

64.  Top  Overtravel. 

The  top  overtravel  of  the  elevator  car  is  the  distance 

provided  for  the  car  floor  to  travel  above  the  level  of  the 

upper  terminal  landing  until  the  car  is  stopped  by  the  normal 
terminal  stopping  device. 

65.  Travel  (Rise). 

The  travel  (rise)  of  an  elevator  or  dumbwaiter  is  the 
vertical  distance  between  the  bottom  terminal  landing  and 
the  top  terminal  landing. 

RULE  1.  SCOPE  AND  PURPOSE 

1.1.  Application. 

1  hese  Rules  shall  apply  only  to  elevator,  dumbwaiter  and 
escalator  installations  when  application  for  any  of  the  fol¬ 
lowing  permits  is  filed  with  the  Bureau  after  these  Rules 
become  effective : 

1.  For  construction  of  a  new  structure; 

2.  For  changes  in.  an  existing  structure  involving  altera¬ 
tions  of  the  existing  elevator,  dumbwaiter  or  escalator 
installation ; 

3.  For  the  construction  of  a  new  elevator,  dumbwaiter 
or  escalator  installation. 

1.2.  Scope. 

These  Rules  cover  the  construction,  inspection,  maintenance 
and  operation  of  elevators,  dumbwaiters,  escalators  and  their 
hoistways  (except  devices  inclined  at  an  angle  of  forty-five 
degrees  or  less  for  carrying  one  or  two  persons,  belt,  bucket, 
scoop,  roller  or  similarly  inclined  or  vertical  freight  con- 
\e_vors,  telescopic  ash  hoists,  tiering  or  piling  machines,  skip 
hoists,  wharf  ramps,  or  apparatus  in  kindred  classes,  lift 
bridges  and  elevators  used  only  for  handling  building  mate¬ 
rials  and  workmen  during  construction).  The  use  of  such 
excepted  types  of  apparatus  may  be  permitted  at  the  dis¬ 
cretion  of  the  Superintendent. 

Amusement  devices,  stage  and  orchestra  lifts,  and  elevatori 
of  capacity  exceeding  30,000  pounds  and  platform  area  ex¬ 
ceeding  300  square  feet  when  suspended  by  cables  near  each 
corner  of  the  hoistway  and  at  additional  positions  may  be 
used  subject  to  the  discretion  of  the  Superintendent. 
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1.3.  Purpose,  Interpretation  and  Excep¬ 
tions. 

The  purpose  of  these  Rules  is  to  provide  reasonable  safety 
for  life  and  limb.  In  case  of  practical  difficulty  or  unneces¬ 
sary  hardship  the  Board  may  grant  exceptions  from  the 
literal  requirements  or  permit  the  use  of  other  devices  or 
methods,  but  only  when  it  is  clearly  evident  that  reasonable 
safety  is  secured. 

1.4.  Old  Installations. 

Existing  elevators  moved  to  new  hoistways,  shall  comply 
with  these  Rules. 

Equipment  legally  installed  prior  to  the  adoption  of  these 
Rules  may  be  used  without  being  reconstructed  to  comply 
with  these  Rules  and  shall  be  maintained  by  the  owner  in 
safe  operating  condition. 

Existing  installations  may  be  altered  to  receive  the  benefit 
of  any  provisions  of  these  Rules  provided  the  safety  require¬ 
ments  covering  such  provisions  are  met.  When  the  alteration 
consists  solely  of  a  change  in  the  character  of  electric  power 
supply,  only  such  parts,  the  operation  of  which  is  thereby 
affected,  need  be  changed  (except  that  in  all  such  cases 
electrically  released,  brakes  shall  be  installed  and  the  use  of 
single  speed  induction  motors  for  contract  speeds  exceeding 
110  feet  per  minute  is  forbidden). 

Ordinary  repairs  or  replacements  on  existing  installations 
may  be  made  with  parts  of  equivalent  material  and  at  least 
the  equivalent  in  strength  and  design  to  those  replaced,  with¬ 
out  complying  with  these  Rules.  Damaged  or  defective  parts 
shall  be  wholly  or  partly  replaced  at  the  discretion  of  the 
Superintendent  (except  that  broken  parts  subject  to  bending, 
tension  or  torsional  stresses  and  parts  upon  which  the  sup¬ 
port  of  the  car  depends  shall  not  be  welded). 

RULE  2.  HOISTWAY  CONSTRUC¬ 
TION  FOR  POWER  PASSENGER. 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

2.1.  Hoistway  Construction. 

2.1.1.  Fire  Resistive  Hoistway  Enclosures. 

2.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter 
5  of  the  Code  of  Ordinances,  and,  in  factory 
buildings,  with  Title  3,  Sections  261  and  270'  of 
the  Labor  Law  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  one  story). 

2.1. 1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that  they  must  first  comply  with  2.3.1. 1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

2.1. 1.3.  Design  and  Construction  of  Projec¬ 
tions. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  by  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11,  United  States 


Gage).  The  angle  of  such  bevels  or  guard 

plates  shall  be  at  least  60  degrees  from  the  hori¬ 
zontal.  If  plates  or  guards  are  used  they  shall 
be  smooth  and  firmly  and  permanently  fastened 
to  the  hoistway  enclosure. 

2.1. 1.4.  Recesses. 

Recesses  other  than  landing  openings  in  the  gen¬ 
eral  surface  of  the  hoistway  enclosure  which  are 
opposite  a  car  opening  shall  be  filled  in  flush  with 
the  general  surface  of  the  hoistway  to  comply 
with  2. 1.2.3,  Materials  for  Enclosures  (except 
where  the  corresponding  opening  in  the  car  en¬ 
closure  is  provided  with  solid  panel  car  doors). 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for  pro¬ 
jections  in  2.1. 1.3,  Design  and  Construction  of 

Projections. 

2.1. 1.5.  Strength  of  Hoistway  Enclosures. 
The  hoistway  enclosure  adjacent  to  a  landing 

opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism  and  interlocks. 

2.1.2.  Non-Fire  Resistive  Hoistway  Enclo¬ 
sures. 

2.1.2.1.  Use  and  Enclosure  of  Non-Fire  Re¬ 
sistive  Hoistway  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  sidewalk  elevators  the  travel 
of  which  does  not  exceed  one  story.  Where 
non-fire  resistive  construction  is  permitted,  hoist¬ 
ways  shall  be  enclosed  to  the  full  height  of  the 
hoistway  (except  on  sides  used  for  loading  or 
unloading) . 

2. 1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  sidewalk  elevators  shall  be 
enclosed  from  door  lintel  to  ceiling  on  the  sides 
used  for  loading  or  unloading.  The  enclosure  on 
such  sides  shall  be  at  most  5  inches  from  the 
edge  of  the  car  platform. 

2.1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 

latticed  partitions,  of  incombustible  material,  grill 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grill  work  is  used, 
the  wire  shall  be  at  least  0.0915  inches  in 
diameter  (Number  13  Steel  Wire  Gage),  and 
the  maximum  size  of  mesh  shall  be  2  inches. 
Where  expanded  metal  is  used  its  minimum  thick¬ 
ness  shall  be  0.094  inches  (Number  13  United 
States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch  (except  where  used  as  furring 
material  in  order  to  comply  with  2. 1.2.2,  En¬ 
closures  of  Hoistway  Sides  Used  for  Loading  and 
Unloading) .  In  this  case  the  maximum  spacing 
between  vertical  bars  shall  be  4  inches. 

2.1.2.4.  Netting  Required  on  Enclosures. 
When  either  of  the  following  conditions  exists, 

openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  y2  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

(1)  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

(2)  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  54-inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 
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2.1.2.5.  Protection  of  Inward  Projections. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11  United  States 
Gage).  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees,  and  preferably 
75  degrees,  from  the  horizontal.  If  plates  or 
guards  are  used  they  shall  be  smooth  and  firmly 
and  permanently  fastened  to  the  hoistway  en¬ 
closure. 

2.1. 2.6.  Recesses  to  Be  Filled. 

Recesses,  other  than  landing  openings,  in  the 
general  surface  of  the  hoistway  enclosure  of  a 

freight  elevator,  which  are  opposite  a  car  open¬ 
ing  shall  be  filled  in  flush  with  the  general 
surface  of  the  hoistway  to  comply  with  2.1.2.3, 
Materials  for  Enclosures. 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for 

projections  in  2. 1.2. 5,  Protection  of  Inward  Pro¬ 
jections. 

2. 1.2.7.  Strength  of  Hoistway  Enclosure. 

The  hoistway  enclosure  adjacent  to  a  landing 

opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  and  gates 
with  their  operating  mechanism  and  interlocks. 

2.1.3.  Clearance  Between  Cars,  Counter¬ 
weights,  and  Hoistway  Enclosures  of 
Elevators. 

21.3.1.  Clearance  Between  Cars,  Enclosures 
and  Counterweights. 

The  hoistway  of  an  elevator  shall  have  a 
clearance  of  at  least  Y  inch  between  the  sides 
of  the  car  and  the  hoistway  enclosure  and  of  at 
least  1  inch  between  the  car  and  its  counter¬ 
weights. 

2.1.3. 2.  Clearance  Between  Platforms  and 
Landing  Thresholds. 

The  minimum  clearance  between  the  car  plat¬ 
forms  and  the  landing  saddles  shall  be  at  least 

Vi  inch  for  elevators  using  side-post  construction 
and  34  inch  for  elevators  using  corner-post  con¬ 
struction.  The  maximum  permissible  clearance 
in  each  case  shall  be  1J4  inches. 

2.1.3.3.  Clearance  Between  Hoistway  En¬ 
closure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly 
within  the  hoistway  in  which  case  the  maximum 
permissible  clearance  shall  be  ll/2  inches). 

2.1. 3.4.  Furring. 

If  furring  out  be  necessary  to  comply  with  the 
foregoing  requirements,  the  furring  shall  conform 
to  2. 1.2. 3,  Materials  for  Enclosures. 

2.1. 3. 5.  Clearance  of  Cars  in  Adjoining  Hoist¬ 
ways. 

The  clearance  between  cars  operated  in  adjoin¬ 
ing  hoistways  shall  be  at  least  2  inches. 

2.1.4.  Pits,  Overtravel  and  Clearances. 

2.I.4.I.  Pits. 


2.1. 4.2.  Pit  Dimensions. 

A  pit  for  sidewalk  type  elevators  shall  be  at 
least  2  feet  deep  measured  from  the  saddle  of 
the  lowest  landing. 

Pits  for  elevators  having  a  contract  speed  of 
100  feet  per  minute  or  less  (except  sidewalk 
type  elevators),  shall  have  a  depth  such  that  the 
vertical  clearance  between  the  lowest  projection 
under  the  car  platform  and  any  obstruction  in 
the  pit  shall  be  at  least  24  inches  when  the  buffers 
are  fully  compressed. 

The  pit  for  elevators  having  a  contract  speed 
exceeding  100  feet,  but  not  exceeding  250  fee' 
per  minute  where  spring  buffers  are  permit¬ 
ted  and  used  shall  be  at  least  3 y2  feet  deep  meas¬ 
ured  from  the  saddle  of  the  lowest  landing. 

The  pit  depth  for  elevators  having  a  contract 
speed  exceeding  250  feet  per  minute  where  oil  or 
equivalent  buffers  are  required,  shall  be  at  least 
the  sum  of  the  following  two  distances  measured 
from  the  saddle  of  the  lowest  landing: 

(1)  The  length  of  the  fully  extended  buffer, 
having  a  buffer  stroke  as  determined  by 
3. 2.2.1,  Required  Types  of  Buffers. 

(2)  The  distance  between  the  upper  surface 
of  the  car  platform  and  the  under  surface 
of  the  buffer  strike  plate,  plus  3  inches. 

The  above  gives  minimum  requirements,  but 
additional  pit  depth  shall  be  provided  as  necessary 
to  allow  clearance  for  compensating  rope  sheaves 
and  anv  vertical  movement  thereof,  and  to  com¬ 
ply  with  3.4.3,  Terminal  Stopping  and  Safety 
Devices. 

When  the  car  rests  on  the  fully  compressed 
buffer  there  shall  be  at  least  2  feet  clearance 
vertically  between  the  lowest  projection  of  the 
under  side  of  the  car  platform  (except  guide  shoes 
and  aprons  attached  to  the  sill)  and  any  Obstruc¬ 
tion  in  the  pit,  exclusive  of  compensating  device, 
buffers  and  buffer  supports  (except  for  sidewalk 
type  elevators). 

When  practical  difficulties  make  it  essential,  the 
pit  depth  required  above  may  be  reduced  subject 
to  the  approval  of  the  Superintendent.  If  such 
reduction  in  pit  depth  involves  precompression  of 
either  car  or  counterweight  buffer  or  both,  the 
amount  of  precompression  so  allowed  shall  not  re¬ 
duce  the  extension  of  the  buffer  plunger  to  less 
than  50  per  cent  of  the  buffer  stroke  as  determined 
by  3. 2.2.1.  Required  Types  of  Buffers,  or  to  less 
than  18  inches,  whichever  is  greater,  and  shall  not 
permit  precompression  of  buffers  having  a  stroke 
of  18  inches  or  less. 

In  no  case  shall  the  depth  of  any  depression 
or  trench  in  the  pit  be  included  in  the  pit  depth 
or  clearance. 

The  walls  of  the  pit  shall  be  substantially 
vertical.  The  horizontal  sectional  area  of  the  pit 
shall  include  the  continuation  of  the  horizontal 
clearance  about  the  car  platform,  required  to 
permit  the  passage  of  the  counterweight  and  its 
guide  rails,  the  car  guide  rails  and  any  cables, 
ropes  or  tapes  extending  below  the  lower  terminal 
landing  saddle. 

The  floor  of  the  pit  shall  be  approximately  level 
(except  that  this  requirement  may  be  waived  if 
old  foundation  footings  are  encountered  in  a  new 
installation  and  it  is  inadvisable  to  remove  the 
footing,  but  the  maximum  permissible  encroach¬ 
ment  shall  be  15  per  cent  of  the  cubical  contents 
of  the  pit).  The_  hazard  due  to  an  uneven  pit 
should  be  recognized  and  precautions  taken  to 
minimize  this  hazard. 


Pits  shall  be  provided  at  the  bottom  of  ele¬ 
vator  hoistways. 


2.1. 4.3.  Top  Clearances. 

The  top  clearances  for  passenger  and  freight 
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elevators  (except  sidewalk  type  elevators)  shall 
be  as  given  in  2.1.43.1,  Car  Clearance,  and 

2.1.43.2,  Counterweight  Clearance. 

2.1.4.3.1.  Car  Clearance. 

When  the  car  is  at  its  top  landing,  the  cleai 
distance  between  the  top  of  the  crosshead  of  the 
car  and  the  corresponding  point  of  any  obstruc¬ 
tion  in  the  upper  limit  of  the  hoistway  vertically 
above  it,  shall  be  at  least  the  sum  of  the  fol¬ 
lowing  four  items: 

1.  The  clearance  between  the  bottom  of  the 
counterweight  buffer  and  its  striking  block, 
which  shall  be  at  least  6  inches. 

2.  The  stroke  of  the  counterweight  buffer  used. 

3.  Two  feet. 

4.  One-half  the  counterweight  buffer  stroke 
corresponding  to  the  required  governor  trip¬ 
ping  speed  of  the  car  as  determined  by 

3. 2.2.1,  Required  Types  of  Buffers. 

Item  4  may  be  omitted  if  provision  is  made 
to  eliminate  the  jump  of  the  car  at  counter¬ 
weight  buffer  engagement. 

When  the  car  crosshead  is  2  feet  from  the 
nearest  obstruction  above  it,  no  projection  on  the 
car  shall  strike  any  part  of  the  overhead  structure. 

2.1.4.3.2.  Counterweight  Clearance. 

When  the  car  is  level  with  the  bottom  landing, 
the  clear  distance  between  the  top  of  the  counter¬ 
weight  and  the  corresponding  point  of  any  ob¬ 
struction  in  the  upper  limit  of  the  hoistway  ver¬ 
tically  above  it,  shall  be  at  least  the  sum  of  the 
following  four  items: 

1.  The  clearance  between  the  top  of  the  car 
buffer  and  its  striking  block,  which  shall  be 
at  least  3  inches. 

2.  The  stroke  of  the  car  buffer  used. 

3.  Six  inches. 

4.  One-half  the  car  buffer  stroke  correspond¬ 
ing  to  governor  tripping  speed  of  the  car 

as  determined  by  3.2.2.1,  Required  Types  of 

Buffers. 

Item  4  may  be  omitted  if  provision  is  made 
to  eliminate  the  jump  of  the  counterweight  at 
car  buffer  engagement. 

When  the  pit  depth  has  been  reduced  as  pro¬ 
vided  for  in  2.1.4.2,  Pit  Dimensions,  the  top  clear¬ 
ances  may  be  modified  to  conform  therewith  sub¬ 
ject  to  the  approval  of  the  Superintendent. 
2.I.4.4.  Overtravel  for  Sidewalk  Type  Ele¬ 
vators. 

An  overtravel  of  at  least  6  inches  at  the  top 
and  at  least  3  inches  at  the  bottom  shall  be  pro¬ 
vided  for  sidewalk  type  elevators  (except  as  re¬ 
quired  by  3.33.1,  Enclosures  Required ) . 

2.1.5.  Hoistway  Windows,  Bulkheads  and 
Machine  Rooms. 

2.1. 5.1.  Window  Entrances  to  Freight  Eleva¬ 
tors. 

Windows  in  the  hoistway  enclosure  walls  toward 
which  the  car  of  a  freight  elevator  has  an 
entrance,  shall  (except  in  the  case  of  elevators 
having  car  gates  equipped  with  electric  contacts) 
be  provided  with  vertical  bars  or  grating  having 
clearances  as  specified  in  2.13,  Clearance  Betzveen 
Cars.  Counterweights  and  Hoistway  Enclosures 
of  Elevators,  lhe  soffit  of  the  recess  formed  by 
or  between  the  vertical  bars  shall  be  beveled  as 
specified  for  projections  in  2. 1.2.5,  Protection  of 
Inward  Projections. 

2.1. 5.2.  Protection  of  Hoistway  Windows. 

Windows  in  the  hoistway  enclosure  less  than 


seven  floors  above  the  sidewalk  level  and  less 
than  three  floors  above  the  roof  of  an  adjacent 
structure  shall  be  fitted  with  vertical  metal  bars 
at  least  §4  inch  in  diameter  with  maximum  spac¬ 
ing  of  10  inches. 

2.1. 5.3.  Access  to  Machine  Rooms,  Pits  and 
Overhead  Machinery  Spaces. 

Safe  and  convenient  access  to  the  machine 
rooms,  pits  and  overhead  machinery  spaces  shall 
be  provided.  Where  the  entrance  to  machine 
rooms  and  overhead  machinery  spaces  is  more 
than  5  feet  above  the  adjacent  floor  or  roof  sur¬ 
face,  access  shall  be  provided  by  means  of  a  metal 
ladder  or  stairs  having  a  maximum  angle  of  in¬ 
cline  of  60  degrees  from  the  horizontal  Where 
the  difference  in  level  is  5  feet  or  less,  vertical 
ladders  may  be  used.  The  ladder  or  stairs 
shall  be  fitted  with  a  metal  hand-rail  above 
the  outside  stringers.  When  the  entrance  door 
opens  outward  a  platform  shall  be  provided 
within  8  inches  below  the  door  sill.  The  platform 
shall  be  at  least  2  feet  wide  and  shall  project  at 
least  2  feet  beyond  the  lock  jamb  of  the  door. 
A  guard  rail  shall  be  provided  at  the  edge  of 
this  platform  (except  where  the  ladder  or  stairs 
join  the  platform). 

Access  to  pits  over  5  feet  deep  may  be  provided 
by  means  of  fixed  vertical  metal  ladders.  Where 
the  buffer  cylinder  is  over  5  feet  high  a  fixed 
inclined  metal  ladder  shall  be  provided. 

The  use  of  elevator  machine  rooms  and  over¬ 
head  machinery  spaces  as  public  thoroughfares  is 
forbidden.  Doors  to  elevator  machine  rooms  and 
overhead  machinery  spaces  shall  be  fitted  with 
locks  which  permit  the  door  to  be  opened  from 
the  inside  without  a  key. 

Where  it  is  imoractical  to  provi  h  access  to 
overhead  sheaves  and  governors  from  outside  the 
hoistway,  access  may  be  provided  from  within  the 
hoistway,  if  an  emergency  switch  suitably  marked 
is  placed  inside  the  hoistwav  which,  when  opened, 
will  prevent  operation  of  the  elevator  during  the 
inspection  of  the  overhead  machinery. 

2. 1.5.4.  Lighting. 

Permanent  provision  for  adequate  artificial 
light  shall  be  made  in  machine  rooms,  pits  and 
spaces  for  overhead  machinery  of  elevators. 
Where  electric  light  is  available  the  illumination 
shall  be  based  on  at  least  Y  watt  per  square  foot 
of  floor  area. 

The  machine  room  lighting  switch,  if  electric 
light  is  used,  or  the  lamp,  if  electricity  is  un¬ 
available,  shall  be  within  easy  reach  of  the 
entrance  to  the  machine  room. 

Where  practical  the  elevator  service  switch  and 
the  lighting  switch  shall  be  located  on  the  lock 
jamb  side  of  the  machine  room  entrance  door. 
Both  these  switches  shall  be  of  the  enclosed  type. 

2.1. 5.5.  Head  Room  in  Bulkheads. 

Bulkheads  of  elevators  shall  be  constructed  with 

a  minimum  head  room  of  6  feet  above  the  plat¬ 
form  required  in  2.1.6,  Machine  Supports,  Loads 
on  Supports  and  Factors  of  Safety. 

2.1. 5. 6.  Enclosure  of  and  Access  to  Elevator 
Machines. 

Elevator  machines  shall  be  surrounded  by 
substantial  grill  work  or  other  enclosure  unless 
located  in  machine,  engine  or  pump  rooms  in 
charge  of  an  attendant,  or  unless  otherwise  se¬ 
cured  against  unauthorized  access. 

All  machine  enclosures  shall  provide  12  inches 
horizontal  or  vertical  clearance  as  necessary  to 
give  access  to  such  parts  of  the  machinery  as 
require  maintenance. 
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2.I.5.7.  G  u  a  rd  i  n  g  of  Exposed  Moving 
Machine  Parts. 

Exposed  gears,  sprockets,  tape  sheaves,  and 
ropes  and  tapes  passing  through  the  secondary 
levels  shall  toe  guarded  in  accordance  with  the 
standards  referred  to  in  2.2.1,  Standard  Guards. 

2.1.6.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

2.1.6.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shah 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

2.1.6.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows: 

The  total  load  on  overhead  beams  shall  be  as¬ 
sumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include  the 
complete  weights  of  machine,  sheaves,  controller, 
and  similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 

2. 1.6.3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

2.1. 6.4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material,  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  2. 1.6.2,  Loads  on  Supports,  shall  be  at  least  the 


following : 

For  steel  .  4 

For  reinforced  concrete .  7 


2.1. 6.5.  Allowable  Deflections. 

The  allowable  deflections  of  overhead  beams 
and  their  immediate  supports  shall  be  as  follows : 

(1)  For  overhead  machine  beams  of  all  alter¬ 
nating  current  installations  and  for  direct 
current  installations  where  the  car  speed  is 
over  150  feet  per  minute,  the  deflection 
under  static  load  shall  be  1/2000  of  the 
span  or  less. 

(2)  For  overhead  machine  beams  of  direct  cur¬ 
rent  installations  where  the  car  speed  is 
150  feet  per  minute  or  less,  the  deflection 
under  static  load  shall  be  1/1666  of  the 
span  or  less. 

(3)  For  overhead  sheave  beams  the  deflection 
under  static  load  shall  be  1/1333  of  the 
span  or  less. 

(4)  For  overhead  beams  immediately  support¬ 
ing  the  machine  beams  the  deflection  under 
static  load  shall  be  1/1666  of  the  span  or 
less. 

2.1.7.  Platforms  Under  Machinery. 

2.1. 7.1.  Materials  and  Strength  of  Platforms. 

A  flooring  of  iron,  steel,  or  reinforced  concrete 
capable  of  sustaining  a  concentrated  load  of  300 


pounds  on  any  4  square  inches  of  the  structure, 
shall  be  provided  at  the  top  of  the  hoistway, 
either  immediately  below  the  sheaves  or  at  the 
level  of  the  top  of  the  machine  beams  (except  in 
the  case  of  sidewalk  type  elevators).  It  is  not 
required  that  the  platform  or  its  supports  shall 
be  capable  of  supporting  300  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

If  the  floor  consists  of  a  metal  grating,  the 
mesh  or  opening  between  the  bars  shall  reject  a 
ball  iy2  inches  in  diameter. 

2. 1.7.2.  Extent  of  Grating  or  Flooring. 

The  grating  or  flooring  shall  fill  the  entire 
hoistway  when  the  cross  sectional  area  is  50  square 
feet  or  less;  otherwise  the  platform  shall  extend 
at  least  2  feet  beyond  the  general  contour  of 
the  sheaves  or  machines,  and  to  the  entrance  to 
the  hoistway  at  or  above  the  level  of  the  plat¬ 
form. 

2.1. 7.3.  Handrails  and  Toeboards  Required. 

If  the  platform  does  not  entirely  cover  the 

hoistway  the  open  or  exposed  sides  shall  be  pro¬ 
vided  either  with  a  standard  handrail  and  toeboard 
or  with  a  screen  and  railing  at  least  42  inches 
high. 

21.7.4.  Deflecting  Sheave  Cradles. 

Where  no  slab  or  grating  complying  with 

2. 1.7.1.  Materials  and  Strength  of  Platforms,  is 
provided  over  the  entire  area  of  the  hoistway 
below  the  deflecting  or  secondary  sheaves  ex¬ 
tending  below  the  machine  level,  they  shall  be 
provided  with  cradles  which  comply  with  the  re¬ 
quirements  for  guards  referred  to  in  2.2.1,  Stand¬ 
ard  Guards  (except  in  the  case  of  sidewalk  type 
elevators). 

2.1.8.  Stops  for  Counterweights. 

Where  winding  drum  machines  are  used  a  permanent 
beam  or  bar  shall  be  provided  at  the  top  of  the  counter¬ 
weight  guides  and  beneath  the  counterweight  sheaves  to 
prevent  the  counterweights  from  being  drawn  into  the 
sheaves.  It  shall  be  of  such  strength  that  the  cables  will 
be  pulled  out  of  the  sockets  before  there  is  any  undue 
deflection  of  the  beam. 

The  bars  or  beams  shall  be  so  located  that  the  center  of 
resistance  is  in  line  with  the  center  of  gravity  of  the 
counterweight  or,  if  more  than  one  stop  is  used,  they 
shall  be  located  symmetrically  with  respect  to  the  counter¬ 
weight. 

2.1.9.  Pipes  and  Wiring. 

2.1. 9.1.  Electrical  Conductors. 

The  electrical  conductors  installed  in  or  under 

an  elevator  or  counterweight  hoistway  (except  the 
flexible  cables  connecting  the  car  with  the  fixed 
wiring)  shall  be  encased  in  metal  conduits. 

2.1. 9. 2.  Electrical  Conduits  or  Cables  to  Be 
Continuous. 

Electrical  conduits  or  cables  shall  be  continuous 
between  outlets  or  terminals  situated  entirely  out¬ 
side  the.  hoistway ;  and  openings,  terminals,  out¬ 
lets  or  junctions  within  the  hoistway  are  forbid¬ 
den  (except  in  those  used  to  furnish  or  control 
power,  light,  heat  or  signals  for  the  elevator 
hoistway  and  hoistway  doors).  The  interruption 
of  long  runs  to  support  or  pull  in  conductors  is 
authorized  and  pull  boxes  may  be  installed  foi 
this  purpose. 

Pipes,  conduits  and  armored  cables  shall  be 
securely  fastened  to  the  hoistway  construction. 

2. 1.9.3.  Pipe  Installations. 

The  installation  of  soil,  waste  or  vent  pipes 
and  pipes  conveying  gases  or  liquids  which  if 
discharged  into  the  hoistway  would  end  mger  life, 
jp  or  under  any  elevator  or  counterweight  hoist- 


way  is  forbidden.  Low  pressure  steam  or  hot 
water  pipes  used  only  for  heating  the  elevator 
hoistways  may  be  installed  in  the  hoistways. 

2.1.9.4.  Voltage  of  Car  Control  Systems. 

No  part  of  any  electric  circuit  having  a  rated 
system  or  circuit  voltage  in  excess  of  750  volts 
direct  current,  or  550  volts  alternating  current, 
shall  be  used  for  any  control  or  operating  circuit. 
Circuits  of  higher  rated  system  or  circuit  voltage 
may  be  used  in  machine  rooms  or  bulkheads  for 
the  operation  of  motors,  provided  all  operating  and 
signal  wiring  is  thoroughly  insulated  from  such 
power  circuits  and  all  machine  frames  and  hand- 
ropes  are  permanently  grounded. 

2.1. 9. 5.  Electric  Wiring. 

Live  parts  of  electrical  apparatus  in  elevator 
hoistways  shall  be  suitably  enclosed  to  protect 
against  accidental  contact.  Metal  coverings  shall 
be  permanently  grounded.  Wiring  shall  comply 
with  the  requirements  of  the  Department  of 
Water  Supply,  Gas  and  Electricity. 

2.1.10.  Thoroughfare. 

2.1.10.1.  Thoroughfares  Under  Elevator 
Hoistways  or  Counterweights. 

Thoroughfares  under  elevator  hoistways  or 
counterweights  are  forbidden  unless : 

(1)  Buffers  are  provided  conforming  to  the  re¬ 
quirements  of  3.2.2,  Car  and  Counterweight 
Buffers  for  Elevators;  and 

(2)  The  car  and  counterweights  are  provided 
with  safety  devices  conforming  to  the  re¬ 
quirements  of  3.3.5,  Car  and  Counterweight 
Safeties  and  Speed  Governors ;  and 

(3)  A  structure  is  provided  under  the  hoistway 
sufficiently  strong  to  withstand  without  in¬ 
jury  the  impact  of  the  car  with  contract 
load  or  the  impact  of  the  counterweight 
when  either  is  descending  at  contract  speed, 
or  at  governor  tripping  speed  where  a  gov¬ 
ernor-operated  safety  is  used. 

2.2.  Hoistway  Guards  and  Screens. 

2.2.1.  Standard  Guards. 

The  standard  railings  mentioned  in  these  Rules  shall  be 
of  metal  and  shall  be  between  40  and  46  inches  high  with 
an  intermediate  rail  midway  between  the  top  rail  and  floor. 
The  uprights  and  handrail  shall  be  made  of  angles  measur¬ 
ing  at  least  2  by  2  inches  or  the  equivalent  and  the  mid¬ 
rail  of  angles  measuring  at  least  1  by  2  inches. 

The  toeboards  mentioned  in  these  Rules  shall  be  of  metal 
at  least  as  thick  as  Number  16  United  States  Gage,  at  least 
6  inches  high  or  of  fireproofed  wood  at  least  1  by  6  inches. 

Guards  for  cables  and  machinery  mentioned  in  these 
Rules  shall  conform  to  the  Safety  Code  for  Mechanical 
Power-Transmission  Apparatus  of  the  American  Stand¬ 
ards  Association,  11927. 

2.2.2.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of 
300  pounds  per  square  foot.  The  maximum  permissible 
dimensions  of  sidewalk  openings  shall  be  5  feet  at  right 
angles  to  and  6  feet  parallel  to  the  building  line  (except 
by  permission  of  the  Borough  President).  The  side  of 
the  opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions 
make  this  impractical  this  distance  may  be  increased 
subject  to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used  the  line  of  the 
hinges  shall  be  at  right  angles  to  the  building  line.  Where 
the  covers  open  toward  any  obstruction  the  space  between 
the  fully  "opened  cover  and  such  obstruction  shall  be  at 


least  18  inches.  Where  vertically  lifting  covers  are  used 
there  shall  be  a  clearance  of  at  least  2  feet  between  the 
cover  and  any  obstruction  above  it  when  the  elevator  is 
at  the  top  of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening,  or 
holding,  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch 
opening  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lifting- 
type  covers  may  be  used,  or  doors  may  be  provided  com¬ 
plying  with  2.3.5,  Hoistway  Doors  for  Freight  Elevators, 
and  shall  be  provided  with  interlocks  complying  with 

2.3.2.  Door  Interlocks. 

2.2.3.  Counterweight  Runway  Enclosures. 

2.2.3.1.  Counterweight  Runways  Outside  of 
the  Hoistway. 

Runways  for  counterweights  located  outside  of 
the  elevator  hoistway  shall  be  solidly  enclosed 
throughout  their  height  (except  that  when  the 
runway  is  located  outside  of  the  structure  it  shall 
be  enclosed  to  a  height  of  at  least  7  feet  from  the 
ground) . 

2.2.3. 2.  Counterweight  Runways  Inside  of  the 
Hoistway. 

Each  counterweight  runway  of  elevators  lo¬ 
cated  in  the  elevator  hoistway  shall  be  enclosed 
from  a  point  12  inches  above  the  floor  of  the  pit 
to  a  point  at  least  7  feet  above  the  floor  of  its 
own  pit  and  any  other  pit  adjacent  to  such 
counterweight  runway  (except  where  compensating 
chains  or  cables  which  practically  compensate  for 
the  weight  of  the  hoisting  cables  are  attached  to 
the  counterweight).  In  this  case  counterweight 
enclosures  may  be  omitted  on  the  side  facing  the 
elevator.  Such  enclosures  shall  be  made  of  metal 
at  least  as  thick  as  Number  16  United  States 
Gage. 

2.2.3.3.  Access  to  Counterweight  Runways. 

Access  shall  be  provided  for  inspection,  main¬ 
tenance  and  repair  of  all  counterweights  and 
cables.  Doors  to  counterweight  runway  enclosures 
shall  be  self-closing.  If  the  counterweight  is. 
located  in  the  same  hoistway  as  the  car  and  can 
be  inspected  at  mid-travel  from  the  car,  hinged 
sections  are  unnecessary  in  the  counterweight 
screen. 

2.2.4.  Cable  Enclosures. 

Where  cables  pass  through  floors  outside  the  hoistway 
enclosures,  such  cables  shall  be  guarded  to  a  height  of  at 
least  6  feet  from  each  floor  with  a  standard  power  trans¬ 
mission  guard.  The  floor  openings  shall  be  not  greater 
than  necessary  for  the  free  passage  of  the  cables. 

2.3.  Landings. 

2.3.1.  Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

2.3. 1.1.  Automatic  Fire  Doors  Functioning  Dy 
Heat. 

No  automatic  fire  door,  the  functioning  oi 
which  is  dependent  on  the  action  of  heat,  shall 
lock  any  landing  opening  in  the  hoistway  enclosure 
of  any  passenger  elevator  or  any  exit  leading 
from  any  hoistway  landing  door  to  the  outside  of 
the  structure. 

2.3.1. 2.  Protection  of  Landing  Openings. 

Landing  openings  in  passenger  elevator  hoist¬ 
way  enclosures  shall  be  protected  by  doors  sliding 
horizontally  or  vertically,  combination  sliding  and 
swinging  doors,  swinging  doors,  or  by  counter¬ 
balanced  doors. 
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Where  vertically  sliding  or  counterbalanced 
doors  are  used  the  car  gate  or  door  and  the  hoist¬ 
way  doors  shall  be  so  interlocked  that  the  car  gate 
or  door  cannot  start  to  open  until  the  landing  door 
is  locked  in  its  fully  opened  position  and  so  that 
the  landing  door  cannot  start  to  close  until  the 
car  gate  or  door  is  fully  closed.  (See  2.1.12, 
Landing  Openings  to  Be  Protected) . 

2.3. 1.3.  Clearances  of  Hoistway  Doors. 

The  maximum  distance  between  the  hoistway 
side  of  the  hoistway  door  opposite  the  car  open¬ 
ing  and  the  hoistway  edge  of  the  landing  saddle 
shall  be  4  inches. 

For  automatic-operation  elevators  the  maximum 
distance  between  the  hoistway  side  of  the  hoist¬ 
way  door  opposite  the  car  opening  and  the  hoist¬ 
way  edge  of  the  landing  shall  be  1  inch  for 
swinging  doors  and  2  inches  for  sliding  doors. 

For  existing  installations  of  automatic-operation 
elevators  accessible  to  the  general  public,  where 
the  clearance  exceeds  1  y2  inches  for  swinging 
doors  or  2 $4  inches  for  sliding  doors,  the  space 
between  the  hoistway  side  of  the  hoistway  door 
and  the  hoistway  edge  of  the  landing  saddle  shall 
be  filled  in  immediately  by  suitable  means. 

If  the  door  slides  in  two  or  more  sections  the 
specified  dimension  applies  to  that  section  which 
closes  against  the  lock  jamb. 

No  hardware  (except  that  required  for  inter¬ 
locking,  indicator  and  signal  devices)  shall  project 
into  the  hoistway  beyond  the  line  of  the  landing 
saddle. 

2.3. 1.4.  Hoistway  Door  Interlocks. 

Hoistway  door  interlocks  which  conform  to 
2.3.2,  Door  Interlocks,  shall  be  used  on  the  hoist¬ 
way  doors  of  passenger  elevators.  The  hoistway 
doors  of  hydraulic  passenger  elevators  shall  also 
be  provided  with  a  door  closer  or  with  a  device 
which  will  compensate  for  the  creeping  of  the 
car  away  from  the  landing  caused  by  leakage  in 
the  valve  or  in  the  cylinder. 

2.3. 1.5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  opera¬ 
tive  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic,  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative). 

2.3. 1.6.  Hand  Opening  of  Hoistway  Doors. 

Hoistway  doors  shall  be  arranged  to  be  opened 
by  hand  from  the  hoistway  side  (except  when 
locked  “out  of  service”).  Neither  the  main 
exit  doors  nor  the  doors  at  the  lower  terminal 
landing  shall  be  locked  “out  of  service”  while  the 
elevator  is  in  operation. 

Hoistway  doors  for  passenger  elevators  shall 
be  so  arranged  that  it  is  unnecessary  to  reach 
back  of  any  panel,  jamb,  or  sash  to  operate 
them. 

2.3. 1.7.  Opening  of  Hoistway  Doors. 

If  the  entire  control  of  a  passenger  elevator 
is  located  on  the  car,  the  hoistway  doors  shall 
be  so  arranged  that  they  cannot  be  opened 
from  the  landing  side  (except  as  provided  in 

2.3. 1.8.  Emergency  Landing  Openings  and  Keys). 


If  the  control  is  not  located  entirely  on  the  car, 
the  hoistway  doors  shall  be  so  arranged  that, 
unless  the  car  is  at  the  landing,  the  doors  cannot 

be  opened  from  the  landing  side  (except  as  pro¬ 
vided  in  2.3.1.8,  Emergency  Landing  Openings 
and  Keys). 

2.3. 1.8.  Emergency  Landing  Openings  and 
Keys. 

A  service  key  shall  be  provided  to  open  the 
hoistway  door  from  the  landing  side  at  the  land¬ 
ing  where  the  car  is  normally  parked  out  of  ser¬ 
vice.  This  key  shall  open  this  door  only  when 
the  car  is  at  the  landing  and  shall  open  no  other 
hoistway  door. 

An  emergency  key  shall  be  provided  which 
will,  irrespective  of  the  position  of  the  car, 
open  from  the  landing  side  the  hoistway  door 
at  the  landing  where  the  car  is  normally 
parked,  the  lowest  landing,  and  such  other  hoist¬ 
way  doors  and  emergency  doors  as  are  specified 
below.  It  shall  open  no  other  hoistway  door. 
Such  an  emergency  key  shall  be  placed  in  a 
break  glass  receptacle  clearly  marked  “FOR 
FIRE  DEPARTMENT  AND  EMERGENCY 
USE  ONLY,”  at  the  landing  of  each  elevator 
or  group  of  elevators  that  is  nearest  the  main 
intrance  to  the  structure. 

For  an  elevator  operating  in  a  blind  hoistway, 
the  first  hoistway  door  above  the  blind  portion 
of  the  hoistway  shall  be  so  arranged  that  it  can 
be  opened  from  the  landing  side  by  the  emergency 
key  specified  above,  irrespective  of  the  position 
of  the  elevator  car. 

If  an  elevator  is  installed  in  a  single  hoist¬ 
way,  the  emergency  key  shall  open  all  hoistway 
doors  and  where  the  elevator  is  installed  in  a 
single  blind  hoistway,  then  provision  shall  be 
made  for  emergency  hoistway  doors  at  every 
third  floor,  but  not  more  than  36  feet  apart, 
to  permit  access  to  the  elevator  in  the  blind 
portion  of  the  hoistway. 

Emergency  doors  _  shall  be  at  least  30  inches 
wide  and  6  feet  6  inches  high  (clear  opening), 
and  shall  be  easily  accessible  and  free  from  fixed 
obstructions.  Such  doors  shall  be  self-closing 
and  shall  not  be  openable  from  the  hoistway  side, 
but  need  not  be  provided  with  interlocks  or  elec¬ 
tric  contacts.  The  emergency  key  required  above 
shall  open  all  such  emergency  hoistway  doors. 

2.3.1. 9.  Hangers  for  Power  Operated  Hoist¬ 
way  Doors. 

Hangers  for  power  operated  hoistway  doors 
shall  be  designed  to  withstand  a  downward  thrust 
of  five  times  and  an  upward  thrust  of  four  times 
the  weight  of  the  door. 

2.3.1.10.  Hanger  Stops  and  Guards. 

Means  shall  be  provided  to  prevent  hangers  for 
all  sliding  hoistway  doors  from  jumping  the 
tracks.  Stops  shall  also  be  provided  to  prevent 
the  hanger  carriage  from  leaving  the  ends  of  the 
track,  or  suitable  stops  may  be  provided  on  the 
door  only. 

2.3.1.11.  Vision  Panels. 

For  elevators  which  can  be  operated  from  out¬ 
side  of  the  hoistway,  hoistway  doors  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wire  glass  with  a  maximum  area  of  80 
square  inches. 

2.3.2.  Door  Interlocks. 

2.3.2.I.  Door  Unit  and  Hoistway  Unit  Sys- 
terns  of  Door  Interlocks. 

These  Rules  recognize  two  systems  of  door 
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interlocks  :  (1)  THE  DOOR  UNIT  SYSTEM, 
in  which  the  interlock  prevents  the  operation  ot 
the  elevator  machine  to  move  the  car  away  from 
the  landing  unless  the  hoistway  door  at  that 
landing  at  which  the  car  is  stopping,  or  is  at  rest, 
is  locked  in  the  closed  position. 

(2)  THE  HOISTWAY  UNIT  SYSTEM,  in 
which  the  interlocks  prevent  the  operation  of  the 
elevator  machine  to  move  the  car  away  from  the 
landing  unless  all  its  hoistway  doors  are  locked  in 
the  closed  position. 

The  interlock  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car 
leveling  device. 

In  both  of  these  interlock  systems  the  inter¬ 
lock  shall  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  a  special 
key)  (See  Rules  2.3.17,  Opening  of  Hoistivay 
Doors,  and  2. 3. 1.8,  Emergency  Landing  Open¬ 
ings  and  Keys),  unless  the  car  is  at  rest  within 
the  landing  zone;  or  is  coasting  through  the 
landing  zone  with  its  operating  device  in  the 
“STOP”  position. 

2.3. 2.2.  Use  of  the  Door  Unit  System. 

The  door  unit  interlock  system  may  be  used 
only  where  there  is  a  regular  operator  in  the 
car  and  where  the  elevator  can  be  operated  only 
from  inside  the  car. 

2.3. 2.3.  Closed  Position  of  Hoistway  Doors. 

For  elevators  employing  a  type  of  operation 
that  does  not  require  the  presence  of  an  oper¬ 
ator  in  the  car,  the  hoistway  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  Y  inch  of  contact  with  the  door 
jamb,  or,  in  the  case  of  bi-parting  doors,  when  the 
doors  are  within  Y  inch  of  contact  with  each 
other.  (See  also  Multiple  Dwelling  Law,  Sec¬ 
tion  51.) 

For  elevators  where  the  hoistway  door  is  not 
equipped  with  a  door  closer,  the  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  Y  inch  of  contact  with  the  door 
jamb,  or  in  the  case  of  bi-parting  doors,  only 
when  the  doors  are  within  Y  inch  of  contact  with 
each  other.  (See  also  Multiple  Dwelling  Law, 
Section  51.) 

Where  the  hoistway  door  of  an  elevator  re¬ 
quiring  the  presence  of  an  operator  in  the  car  is 
equipped  with  a  door  closer  the  door  shall  be 
considered  to  be  in  the  closed  position  (and  the 
car  may  be  started)  when  the  door  is  within  4 
inches  of  being  fully  closed  against  the  jamb 
(or  in  the  case  of  a  bi-parting  door  when  the 
sections  are  within  4  inches  of  contact  with  each 
other),  if  at  this  position  and  any  other  up  to 
full  closure  as  defined  in  this  section,  the  door 
cannot  be  opened  from  the  landing  side  more 
than  4  inches  from  the  jamb  (or  the  sections 
more  than  4  inches  from  each  other  in  the  case 
of  a  bi-parting  door),  provided  the  door  closer 
is  of  a  type  which  will  eventually  close  the  dooi 
to  the  fully  closed  position  as  defined  in  this 
section,  and  lock  it  in  this  position.  (See  also 
Multiple  Dwelling  Law,  Section  51.) 

2.3.2.4.  Design  of  Interlocks. 

The  interlocks  for  all  hoistway  doors  shall  be 
so  designed  that  the  door  is  locked  in  the  closed 
position  as  defined  in  2.32.3,  Closed  Position  of 
Hoistway  Doors,  before  the  car  can  be  operated. 

2.3. 2.5.  Use  of  Springs  and  Electric  Circuits 
in  Interlocks. 

The  functioning  of  door  interlocks  to  prevent 
the  movement  of  the  car  shall  be  independent  of 


the  action  of  a  spring  in  tension,  or  of  the  closing 
of  an  electric  circuit.  If  springs  are  used  they 
shall  be  in  compression.  If  an  electric  circuit  is 
used  its  interruption  shall  prevent  the  movement 
of  the  car. 

2.3. 2.6.  Tests  and  Approvals  of  Interlocks. 

Each  type  and  make  of  door  interlock  shall  be 
approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.1,  Tests  of  Inter¬ 
locks,  made  by  or  under  the  supervision  of  a 
competent  designated  laboratory.  Approved  inter¬ 
locks  shall  be  suitably  marked  for  identification 
as  provided  in  2.3.27,  Identification  of  Interlocks. 

2.3.2.7.  Identification  of  Interlocks. 

Approved  interlocks  shall  be  suitably  and 
plainly  marked  for  identification.  The  marking 
shall  be  permanent  and  so  placed  as  to  be  readily 
visible  when  the  interlocks  are  mounted  in  posi¬ 
tion.  Auxiliary  appliances  forming  a  part  of, 
or  used  in  conjunction  with,  an  interlock,  shall 
be  similarly  marked.  Marking  shall  include  the 
following:  Manufacturer’s  name  or  trade-mirk, 
type  or  style  letter  or  number,  and  rated  voltage. 

2.3.3.  Hoistway  Door  Electric  Contacts. 

2. 3. 3.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Contacts. 

These  Rules  recognize  two  systems  of  hoist¬ 
way-door  electric  contacts : 

1.  The  Door  Unit  System  in  which  the  con¬ 
tact  prevents  the  normal  operation  of  the 
car  unless  the  hoistway  door  at  which  the 
car  is  standing  is  in  the  closed  position. 

2.  The  Hoistway  Unit  System  in  which  the 
contact  prevents  the  normal  operation  of 
the  car  unless  all  its  hoistway  doors  are 
in  the  closed  position. 

The  contact  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car¬ 
leveling  device. 

2.3.3. 2.  Use  of  Door  Unit  System. 

The  Door  Unit  System  may  be  used  only  on 
elevators  where  there  is  a  regular  operator  in  the 
car,  and  where  the  elevators  can  be  operated  only 
from  inside  the  car. 

2.3. 3.3.  Closed  Position  of  Electric  Contacts. 
Where  the  hoistway-door  contacts  are  not  a 

part  of  an  interlock  system,  the  door  shall  be 
considered  in  the  closed  position  when  within  2 
inches  of  full  closure  against  the  jamb.  (See 

2.3. 5.4.  Liter  locks  and  Electric  Contacts,  third 
paragraph.) 

2.3.3.4.  Design  of  Electric  Contacts. 
Hoistway-door  contacts  shall  be  designed  so 

that  they  are  positively  opened  by  a  lever  or 
other  device  attached  to  and  operated  by  the  door. 

2.3.3. 5.  Use  of  Springs  or  Electric  Circuits  in 
Contacts. 

The  functioning  of  a  hoistway-door  electric 
contact  to  prevent  the  movement  of  the  car  shall 
be  independent  of  the  action  of  spring  or  springs 
in  tension,  and  of  the  closing  of  an  electric  cir¬ 
cuit.  _  If  springs  are  used,  they  shall  be  in  com¬ 
pression.  The  interruption  of  electric  circuit 
shall  prevent  the  movement  of  the  car. 

2.3.3. 6.  Tests  and  Approvals  of  Electric 
Contacts. 

Each  type  and  make  of  hoistway-door  electric 
contact  shall  be  approved  by  the  Superintendent 
on  the  basis  of  the  engineering  tests  listed  below 
made  by,  or  under  the  supervision  of,  a  com¬ 
petent  designated  laboratory. 
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1.  Endurance  Test. 

2.  Current- Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Insulation  Test. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

2.3. 3. 7.  Identification  of  Approved  Contacts. 

Approved  contacts  shall  be  suitably  marked  for 

identification  as  called  for  in  2.32.7,  Identification 
of  Interlocks. 

2.3.4.  Emergency  Releases. 

2.3. 4.1.  Location  and  Covering  of  Emergency 
Releases. 

The  emergency  release  shall  be  in  the  car, 
plainly  visible  to  the  occupants  of  the  car,  shall 
be  easily  accessible  to  the  operator,  and  shall  be 
provided  with  a  breakglass  cover  and  with  means 
for  breaking  the  glass. 

2. 3. 4.2.  Operative  Position  of  Emergency  Re¬ 
leases. 

To  operate  the  car  under  emergency  conditions, 
it  shall  be  necessary  for  the  operator  to  hold  the 
emergency  release  in  the  operative  position. 

2.3.4.3.  Design  and  Construction  of  Emer¬ 
gency  Releases. 

Emergency  releases  shall  be  constructed  so  that 
they  cannot  be  readily  tampered  with,  or 
“plugged”  in  the  release  position.  Rods,  con¬ 
nections,  and  wiring  used  in  the  operation  of  the 
emergency  release,  which  are  accessible  from  the 
car,  shall  be  enclosed  and  protected  from  injury. 

2.3.4.4.  Tests  and  Approvals  of  Emergency 
Releases. 

Each  make  and  type  of  emergency  release  shati 
be  tested  and  approved  by  the  Superintendent  as 

to  compliance  with  2. 3.4.1,  Location  and  Covering 
of  Emergency  Releases;  2.3.42,  Operative  Posi¬ 
tion  of  Emergency  Releases;  and  23.4.3,  Design 
and  Construction  of  Emergency  Releases,  and  as 
to  meeting  the  requirements  of  8.1.6,  Insulation 
Test. 

2.3.5.  Hoistway  Doors  for  Freight  Elevators. 

2.3.5. 1.  Doors  Required. 

Each  landing  opening  in  a  freight  elevator 
hoistway  enclosure  shall  be  equipped  with  a  door 
which,  if  not  within  the  hoistway,  shall  be  set 
within  4  inches  of  the  face  of  the  landing  saddle 
(except  at  the  upper  landing  of  one  story  sidewalk 
elevators  and  such  other  openings  as  are  covered 
in  2.3.53,  Size  of  Hoistway  Doors). 

Doors  shall  comply  with  the  fire  resistive  re¬ 
quirements  for  doors  in  such  enclosures. 

2.3.5. 2.  Strength  of  Hoistway  Doors. 
Hoistway  doors  shall  withstand  a  force  of  75 

pounds  applied  perpendicularly  to  the  door  at  any 
point  without  being  sprung  from  their  guides. 

2.3. 5.3.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  ttte 
full  width  of  the  landing  openings  and  shall  ex¬ 
tend  the  full  height  from  the  landing  saddle  to 
the  top  of  the  landing  opening  (See  2.1.12,  Land- 
ing  Openings  to  Be  Protected). 

2-3. 5.4.  Interlocks  and  Electric  Contacts. 

Hoistway  doors  for  freight  elevators  (except 
hatch  covers  for  sidewalk  elevators)  shall  be 
provided  with  interlocks  or  electric  contacts  and 
locks.  Interlocks  and  electric  contacts  shall  con¬ 
form  to  the  requirements  of  2.3.2,  Door  Inter¬ 
locks,  and  2.3.3,  Hoistway  Door  Electric  Contacts, 
respectively. 


Where  electric  contacts  are  provided  on  a 
hoistway  door  and  are  not  a  part  of  an  interlocked 
system  the  lock  or  latch  and  contact  shall  be  so 
arranged  as  to  insure  the  door  being  in  a  position 
to  be  locked  or  latched  when  or  before  the  con¬ 
tact  is  closed. 

Door  electric  contacts  and  door  locks  or  latches 
shall  be  so  located  as  normally  to  be  inaccessible 
from  the  landing  side. 

2.3.5. 5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Freight  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative).  No  emergency  releases  shall  be  re¬ 
quired  on  sidewalk  elevators. 

2.3. 5. 6.  Vision  Panels. 

Hoistway  doors  for  elevators  which  can  be 
operated  from  outside  the  hoistway  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  .be 
of  clear  wired  glass,  with  a  maximum  area  of  80 
square  inches. 

2.3.6.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
oreaKs. 

2.3.7.  Landings  for  Passenger  and  Freight 
Elevators. 


2.3.7. 1.  Landing  Saddle. 

The  landing  saddle  shall  be  constructed  and 
maintained  so  that  persons  will  not  readily  slip 
thereon. 


2.3.7.2.  Railroad  Tracks. 


Where  there  is  a  railroad  track  upon  any  ele¬ 
vator  landing,  the  tops  of  the  rails  shall  be  flush 
with  the  floor  for  a  distance  of  6  feet  from  the 
threshold. 


— ^t>**v***S  -*-/ a.  usings. 

When  the  car  of  an  elevator  is  in  service  at  th. 

landing,  the  landing  edges  of  the  saddle  and  car  platforn 

Sh^ai  be,PM  visible.  The  illumination  on  the  landinj 
saddle  shall  be  at  least  l  foot  candle. 


RULE  3.  POWER  PASSENGER, 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

3.1.  Limitations  for  Platform  and  Side¬ 
walk  Type  Elevators. 

3.1.1.  Platform  Elevators  Forbidden. 

The  use  of  platform  elevators  is  forbidden. 

3.1.2.  Sidewalk  Type  Elevators. 

Sidewalk  type  elevators  shall  comply  with  the  require¬ 
ments  of  3,  Power  Passenger,  Freight  and  Sidezmlk  Type 
Rlevators,  unless  specifically  exempted. 

The  maximum  contract  speed  of  sidewalk  type  elevators 
shall  be  33  feet  per  minute  and  the  maximum  platform 
area  shall  be  50  square  feet. 
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3.2.  Guides,  Buffers  and  Counterweights 
for  Passenger,  Freight  and  Side¬ 
walk  Type  Elevators. 

3.2.1.  Guide  Rails. 

3.2.1. 1.  Material. 

Car  and  counterweight  guide  rails  for  elevators 
shall  be  of  steel. 

3.2.1. 2.  Fastenings  and  Joints. 

Guide  rails  shall  be  securely  fastened  with  iron 
or  steel  brackets  (or  their  equivalent)  of  such 
strength,  design  and  spacing  that  the  deflection 
of  the  guide  rails  and  their  fastenings  shall  be 
inch  or  less  under  normal  operation. 


Maximum 

Permissible  Minimum  Weight  of  Each 

Total  Minimum  Counterweight  Guide  Rail 

Weight  of  Weight  of  (Pounds per  foot) 

Car  and  Load,  or  Each  Car 
Total  Weight  of  Guide  Rail 

Counterweights  With  Without  Guide 

Per  Pair  of  Guide  Rail  Safeties 

Rails  ( Pounds  per  Rail  1  to  1  2  to  1 

(Pounds)  Foot)  Safeties  Roping  Roping 


4,000 

I'A 

7J4 

6  H 

6 

15,000 

14 

14 

7  ^ 

7  54 

27,500 

22J4 

22 

7J4 

14 

40,000 

30 

30 

iy* 

14 

When  rail  brackets  used  in  connection  with 
freight  elevators  or  sidewalk  type  elevators  are  so 
located  that  they  receive  the  full  thrust  of  the 
guide  shoes  when  the  car  platform  is  level  with 
the  landing,  the  thrust  due  to  concentrated  loads 
on  the  car  may  be  of  high  magnitude.  Special  at¬ 
tention  shall  therefore  'be  given  to  the  attachment 
of  the  brackets  in  such  cases.  Where  the  dis¬ 
tance  between  rail  supports  is  greater  than  14  feet 
the  rails  shall  be  suitably  backed  or  bracketed 
to  secure  sufficient  rigidity  for  satisfactory  opera¬ 
tion. 

Joints  of  guide  rails  (except  for  sidewalk  ele¬ 
vators  the  travel  of  which  is  15  feet  or  less)  shall 
be  accurately  machined  with  tongue  and  groove 
through  the  webs  at  right  angles  to  the  base  and 
through  the  flanges  parallel  to  the  base,  and  fitted 
with  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail ;  or  accurately 
machined  with  tongue  and  groove  through  the 
webs  and  with  the  backs  of  the  flanges,  where 
the  fishplates  bear,  accurately  machined  at  right 
angles  to  the  tongue  and  groove  and  fitted  with 
finished  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail. 

Guide  rails  shall  withstand  the  application  of 
the  “safety”  when  stopping  a  fully  loaded  car 
or  the  counterweight. 

3.2.I.3.  Size  of  Guide  Rail  Fastenings  and 
Bottoming  of  Guide  Rails. 

Guide  rails  and  their  fastenings  shall  be  se¬ 
cured  in  position  by  clips  or  through  bolts  of  at 
least  the  sizes  given  in  the  following  table : 

SIZE  OF  GUIDE  RAIL  FASTENINGS 
Weight  of  Rails  in  Diameter  of  Bolts 

Pounds  per  Foot  in  Inches 


14  H 

22^  yA 

30  34 

Bolt  holes  in  steel  beams  for  bracket  bolts 
shall  not  exceed  the  diameter  of  the  bolt  by  more 
than  1/16  of  an  inch.  Such  holes  for  'bolts  shall 
be  either  drilled,  punched  or  cut  with  a  torch. 
If  cut  with  a  torch,  bolt  holes  shall  be  cut  of 
smaller  diameter  and  drifted  to  the  required 
diameter. 

The  guide  rails  shall  be  extended  at  the  top  and 

bottom  to  prevent  guide  shoes  running  off  within 
the  limits  of  the  bottom  overtravel  and  the  top 
clearance. 

3.2.1.4.  Cast  Iron  Guide  Rails  Forbidden. 

The  use  of  cast  iron  guide  rails  is  forbidden. 

3.2. 1.5.  Weight  of  Steel  Guide  Rails. 

The  weights  of  steel  guide  rails  (except  for 
sidewalk  elevators  the  travel  of  which  is  15  feet 
or  less)  shall  be  at  least  those  given  in  the  fol¬ 
lowing  table: 


Where  7^4-pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  6  feet  or  less,  the  load  per¬ 
mitted  under  the  preceding  table  may  be  doubled 
for  counterweights  with  guide  rail  safeties. 
Where  7^ -pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  iy2  feet  or  less,  the  load 
permitted  under  the  preceding  table  may  be  in¬ 
creased  to  5,000  pounds  for  cars  with  guide  rail 
safeties. 

The  maximum  weights  of  car  and  load  as  given 
in  the  preceding  table  for  each  pair  of  guide 
rails  are  intended  to  apply  when  only  one  safety 
device  gripping  both  rails  in  a  horizontal  plane  is 
used.  When  two  such  safety  devices  are  used  on 
the  same  guide  rail  and  arranged  so  that  both 
will  be  applied  at  practically  the  same  time  and 
with  substantially  equal  retarding  force  the  total 
weight  may  exceed  that  shown  in  the  table  but 
shall  in  any  case  be  within  the  maximum  weight 
given  in  the  table  multiplied  by  the  following 
factors  based  on  distance  between  safeties: 

Car  Duplex  Safeties 

Multiply  maximum  load 
Distance  between  given  in  the 

sa  f eties  in  f  eet  preceding  table  by 

il8  (or  over)  2.0 

15  1.83 

12  1.67 

9  1.50 

6  1.33 

Counterweight  Duplex  Safeties 
15  (or  over)  2.0 

10  1.67 

5  1.33 

3.2. 1.6.  Use  of  Single  Pair  of  Car  Guide 
Railst 

Whenever  practicable  a  single  pair  of  car  guide 
rails  shall  be  used  for  passenger  elevators. 

3.2.2.  Car  and  Counterweight  Buffers. 

3.2.2. 1.  Required  Types  of  Buffers. 

Buffers  of  the  spring,  oil  or  equivalent  type 

shall  be  installed  under  the  cars  of  elevators 
(except  sidewalk  elevators  having  a  travel  of  15 
feet  or  less). 

Spring  buffers  or  their  equivalent  may  be  used 

with  elevators  having  a  contract  speed  of  250  feet 
per  minute  or  less. 

Oil  buffers  or  their  equivalent  shall  be  used 
with  elevators  having  a  contract  speed  greater 
than  250  feet  per  minute.  The  minimum  total 
stroke  of  oil  buffer  shall  be  based  on  an  average 
retardation  of  32.2  feet  per  second  per  second, 
based  on  governor  tripping  speed. 

Where  speed  retarding  devices  indcpeiklcnt  of 
normal  and  final  stop  switches  are  provided  for 
retarding  car  or  counterweight  or  both  to  a 
definite  limiting  speed  before  the  buffer  is  en¬ 
gaged,  the  required  corresponding  buffer  stroke 
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need  be  based  only  on  retardation  from  such 
speed  rather  than  from  governor  tripping  speed. 
Such  speed  retarding  devices  shall  be  so  designed 
that  the  retarding  force  is  quickly,  but  gradually 
applied,  substantially  constant,  and  the  retarding 
distance  is  at  least  the  sliding  distance  specified 
in  3.3.6,  Car  Safety  Test,  for  Undercar  Safeties. 
For  contract  car  speeds  in  excess  of  500  feet 
per  minute  the  corresponding  reduced  buffer  stroke 
shall  be  at  least  18  inches. 

3.2.2.2.  Oil  Gages  Required. 

Oil  buffers  shall  be  provided  with  means  for 
gaging  the  amount  of  oil  in  them. 

3. 2.2.3.  Location  of  Car  Buffers. 

Buffers  shall  preferably  be  located  symmet¬ 
rically  with  reference  to  the  center  of  the  car. 

3. 2.2.4.  Location  of  Counterweight  Buffers. 

Counterweight  buffers  similar  to  those  re¬ 
quired  for  cars  shall  be  installed  symmetrically 
under  the  counterweights  of  passenger  and  freight 
elevators. 


shall  not  be  of  sufficient  weight  to  cause  undue 
slackening  in  any  of  the  cables  during  accelera¬ 
tion  or  retardation  of  the  car. 

3.2.3.4.  Counterweight  Tie-rods  and  Suspen¬ 
sion  Members. 

Counterweight  sections,  however  carried,  shall 
be  secured  by  at  least  two  tierods  passing  through 
holes  in  all  the  sections,  or  by  other  approved 
means.  The  tierods  and  suspension  rods  shall 
have  lock  nuts  and  cotter  pins  at  each  end  St  s- 
pension  rods  shall  be  free  from  welds. 

3.3.  Car  Construction  and  Safeties  for 
Passenger,  Freight  and  Sidewalk 
Type  Elevators. 

3.3.1.  Car  Construction. 

3.3.I.I.  Materials  for  Car  Frames  and  Plat¬ 
forms. 


3.2.3. 


3. 2.2.5.  Form  of  Buffer  Test. 

Buffers  shall  be  tested  by  running  on  to  them 
with  contract  load  at  contract  speed  with  final 
limit  switches  operative  (except  as  follows: 

If  the  buffer  stroke  has  been  reduced  due  to 
the  use  of  a  speed  retarding  device  as  permitted  in 

3.22.1,  Required  Types  of  Buffers,  the  car  or 
counterweight  shall  be  run  on  the  buffer  at  the 
speed  corresponding  to  the  buffer  stroke  used). 

3.2.2.6.  Buffer  Compression  Switch. 

Where  the  car  or  counterweight  oil  buffer  is 
compressed  more  than  25  per  cent  of  its  stroke 
when  the  car  is  level  with  the  lower  or  upper 
terminal  landing,  respectively,  buffers  shall  be 
provided  with  a  switch  which  shall  prevent  move¬ 
ment  of  the  car,  in  a  direction  to  compress  the 
buffers  at  a  speed  greater  than  one-half  the 
contract  speed  until  the  buffers  are  restored  to 
their  normal  position. 

3.2.27.  Tests  and  Approvals  of  Buffers. 

Each  type  and  size  of  oil  buffer  used  shall  be 
approved  by  the  Superintendent  on  the  basis  of 
the  engineering  tests  listed  in  8.2,  Tests  of 
Buffers,  made  by  or  under  the  supervision  of  a 
competent  designated  testing  laboratory.  Ap¬ 
proved  buffers  shall  be  marked  by  the  manu¬ 
facturer  with  the  range  of  speed  and  load  for 
which  they  have  been  approved. 

Counterweights. 

3 .2.3.1.  Counterweight  Guides  Required. 

Counterweights  shall  run  in  guides. 

3. 2.3. 2.  Clearance  Between  Counterweights 
and  Protection  of  Counterweight 
Cables. 

If  two  counterweights  run  in  the  same  guides 
the  car  counterweight  shall  be  above  the  machine 
counterweight  and  there  shall  be  a  clearance  of 
at  least  8  inches  between  the  counterweights.  The 
cables  of  the  machine  counterweight  shall  be 
covered  or  protected  by  metal  or  fibre  sleeves 
firmly  attached  to  the  cable.  These  sleeves  shall 
be  at  least  6  inches  longer  than  the  car  counter¬ 
weight.  The  ends  of  the  sleeves  shall  be  care¬ 
fully  reamed  before  being  placed  on  the  cables. 

3. 2.3. 3.  Independent  Car  Counterweights. 

If  an  independent  car  counterweight  is  used  if 


-  i i a. v c  uicLrti  car  irames  anc 

metal  outside  frames  of  platforms.  Where  wooc 
p  atform  flooring  is  used,  the  under  side  of  car 
platforms  shall  be  covered  with  metal  at  least  a' 
thick  as  Number  27  United  States  Gage  (except 
where  fireproofed  wood  is  used,  and  except  for 
sidewalk  elevators  the  travel  of  which  does  not 
exceed  one  story). 

3.3.1. 2.  Allowable  Working  Stresses  for  Car 
Frame  Members. 

The  stresses  of  rolled  steel  sections  or  annealed 
cast  steel  in  the  construction  of  car  frames  and 
platforms  based  on  the  static  load  imposed  on 
tnem,  shall  be  within  the  values  given  in  the  fol¬ 
lowing  table  for  steels  meeting  the  standard  speci¬ 
fications  of  the  American  Society  for  Testing 
Materials  Designation,  A  7-29,  for  steel  having  an 
ultimate  strength  of  from  55,000  to  65,000  pounds 
per  square  inch  for  rolled  sections  or  cast  steel 
and  46,000  to  56,000  pounds  per  square  inch  for 
rivets.  Elevators  of  the  plunger  type  which  are 
without  counterweights  are  exempted  from  these 
requirements. 

Allowable  Working  Stresses  for  Car  Frame 
Members 

(For  steels  meeting  the  standard  specifications  of 
the  American  Society  for  Testing  Materials, 

Designation,  A  7-29) 

Passenger  Elevators 


Maximum 

Allowable 

Stress 

.  (Pounds  per 

Loading _ square  inch) 

Tension  .  10,000 

Bending .  10,000 

Shear  on  shop  rivets .  8,000 

Bearing  of  shop  rivets .  16,000 

Shear  on  bolts  in  clearance 

holes .  7,000 

Bearing  on  bolts  in  clearance 

holes .  14,000 

Bolts  or  threaded  portions  of 
rods  in  tension .  6,000 


Compression  .  11.700-49  L/R  Gross 


Basis 

Net  area 
Gross  section 
Net  area 
Net  area 

Gross  section 

Gross  section 

Gross  section 


area 
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Tension . 

12,000 

Net  area 

Bending  of  car  frame  mem¬ 
ber  and  platform  framing 
at  entrance . 

12,000 

Gross  section 

Bending  of  platform 
stringers  . 

15,000 

Gross  section 

Shear  on  shop  rivets . 

9,500 

Net  area 

Bearing  of  shop  rivets . 

19,000 

Net  area 

Shear  on  bolts  in  clearance 
holes . 

8,000 

Gross  section 

Bearing  on  bolts  in  clearance 
holes . 

16,000 

Gross  section 

Bolts  or  threaded  portions  of 
rods  in  tension . 

8,000 

Gross  section 

Compression  . 

14,000-59 

L/R  Gross  area 

L=effective  free  length  of  member  in  inches. 
R=least  radius  of  gyration  in  inches. 


3. 3. 1.3.  Special  Steels. 

For  steels  of  greater  strength  the  allowable 
working  stresses  may  be  increased  proportion¬ 
ately,  based  on  ultimate  strength. 

3.3. 1.4.  Use  of  Cast  Iron  and  Cast  Steel. 

The  use  of  cast  iron  in  the  construction  of  any 

member  of  car  frames  or  platforms  subject  to 
tension,  torsion  or  bending  is  forbidden  (except 
for  compensating  cable  anchorages,  releasing  car¬ 
riers  and  guide  shoe  stands).  Plunger  heads  in¬ 
tension  shall  be  cast  steel. 

3. 3. 1.5.  Use  of  Other  Materials  Than  Steel. 
When  material  other  than  steel  is  used  in  the 

construction  of  car  frames  or  platforms,  the 
maximum  allowable  working  stress  shall  be  13 
per  cent  of  the  ultimate  strength  of  the  material 
for  passenger  and  15.6  per  cent  for  freight  ele¬ 
vators. 

3.3.1. 6.  Reductions  in  Section  and  Reinforce¬ 
ment  of  Holes. 

Local  reductions  in  section  of  a  member  in 
bending  through  bolt  holes  for  the  fastening  of 
hoist-rope  or  compensating  rope  hitches,  auxiliary 
apparatus  on  the  cross  head,  or  safety  plank, 
sheave  boxes,  and  the  fastening  of  platform  to 
safety  plank,  may  be  disregarded.  Holes  in  webs 
of  cross  heads  for  sheave  pins  shall  be  reinforced 
by  means  of  a  plate  at  least  50  per  cent  thicker 
than  the  web  and  riveted  to  it. 

3.3. 1.7.  Deflection  of  Cross-head  and  Safety 
Planks. 

The  deflection  of  cross-head  and  safety  planks 
shall  be  A  inch  or  less  for  each  10  feet  of  span 
under  static  conditions  with  the  contract  load 
substantially  uniformly  distributed  over  the  car 
platform  (except  for  sidewalk  elevators' the  travel 
of  which  is  15  feet  or  less). 

3.3.1. 8.  Slenderness  Ratio. 

The  slenderness  ratio  L/R  for  members  not 
normally  subject  to  compression  shall  be  within 
200;  for  members  normally  subject  to  compres¬ 
sion  this  ratio  shall  be  within  120  (except  for 
sidewalk  elevators  the  travel  of  which  is  15 
feet  or  less).  Loadings  resulting  from  buffer  or 
safety  operation  are  abnormal  loadings. 

3.3.1.9.  Treatment  of  Occasional  Stresses. 

The  stresses  which  occur  when  the  load  is 
moved  from  the  hoistway  landing  to  its  proper 
position  on  the  car  of  freight  elevators,  especially 
heavy  duty  freight  elevators,  may  be  dealt  with  as 
stresses  which  occur  only  occasionally  in  conjunc 
tion  with  the  maximum  live  load,  and  may  exceed 
the  stresses  given  in  3.3. 1.2,  Allowable  Working 


Stresses  for  Car  Frame  Members,  for  freight  ele¬ 
vators  so  long  as  the  deflection  of  car  frame  or 
platform  members  is  considered. 

3.3.1.10.  Car  Platform  Aprons. 

When  car  leveling  devices  are  used,  the  car 
platform  shall  be  provided  with  a  substantial  ver¬ 
tical  apron  flush  with  its  outer  edge,  extending 
a  sufficient  distance  below  the  car  floor  so  that 
there  shall  be  no  horizontal  opening  into  the 
hoistway  while  the  car  is  within  the  landing  zone 
and  the  hoistway  door  is  fully  or  partially  open. 

3.3.1.11.  Bow  Irons  and  Stanchions  for  Side¬ 

walk  Elevator  Hatch  Covers. 

Sidewalk  elevators  using  hinged  hatch  covers 
shall  be  provided  with  bow  irons  at  least  7 y2 
feet_  high  (except  that,  where  necessary  to  permit 
closing  the  covers,  the  Superintendent  may  permit 
lower  bow  irons). 

Sidewalk  elevators  using  vertically  lifting 
covers  shall  be  provided  with  stanchions  framed 
together  at  the  upper  ends  of  sufficient  strength 
to  lift  and  support  the  hatch  cover.  Stanchions 
shall  be  provided  with  suitable  buffer  springs,  and 
shall  be  of  such  height  as  to  permit  the  sidewalk 
hatch  cover  to  be  completely  closed  when  the 
car  platform  is  level  with  the  first  landing  below 
the  sidewalk. 

3.3.1.12.  Guide  Shoes  for  Sidewalk  Type  Ele¬ 
vators. 

Guide  shoes  for  sidewalk  type  elevators  shall 
be  at  least  24  inches  long  unless  two  sets  of  shoes 
are  used  spaced  18  inches  on  centers. 

Where  vertical  lift  covers  are  used  on  sidewalk 
elevators  the  vertical  distance  between  the  centers 
of  the  guide  shoes  remaining  on  the  guide  rails 
when  the  car  platform  is  level  with  the  sidewalk 
shall  be  at  least  one-third  of  the  height  of  the 
hatch  cover  stanchions. 

Where  single  guide  shoes  24  inches  long  are 
used,  6  inches  of  the  shoe  may  be  off  the  rails 
when  the  platform  is  level  with  the  top  landing. 

3.3.1.13.  Railroad  Track. 

If  there  is  a  railroad  track  on  the  elevator  car, 
the  tops  of  the  rails  shall  be  flush  with  the  car 
floor. 

3.3.1.14.  Lighting. 

Elevator  cars  shall  'be  lighted  at  all  times  when 

in  use  (except  sidewalk  elevators).  Electric 
light  shall  be  used  if  available.  The  minimum 
illumination  shall  be  1  foot  candle  at  the  landing 
edge  of  the  car  platform.  A  light  socket  or 
receptacle  shall  be  provided  under  the  car  plat¬ 
form  and  on  top  of  the  car  for  inspection  pur¬ 
poses  (except  sidewalk  elevators). 

3.3.1.15.  Use  of  Glass. 

The  use  of  glass  in  elevator  cars  is  forbidden 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  operation 
of  the  car  and  as  a  vision  panel  in  the  car  door). 
The  use  of  any  piece  of  glass  exceeding  1  square 
foot  in  area  is  forbidden  unless  laminated  or 
otherwise  shatter-proof,  but  the  total  area  of  such 
glass  used  in  the  car  in  connection  with  lighting 
fixtures  whether  in  one  or  more  pieces,  shall  be 
at  most  4  square  feet. 

3  3.1.16.  Design  of  Lighting  Fixtures  for 
Passenger  Elevators. 

Lighting  devices,  or  luminaires,  for  passenger 
elevators  provided  with  glass  or  metal  shades,  or 
reflectors,  shall  be  of  the  railroad-train-lighting 
type  with  integral  base,  husk  and  spring-clamp 
holder.  If  suspended  glass  bowls  or  glass  plates 
are  used  such  bowls  or  plates  shall  rest  in,  and 
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be  fastened  to,  a  metal  supporting  ring  provided 
with  at  least  three-, point  suspension.  Such  glass 
bowls  or  plates  shall  not  be  drilled  for  attach¬ 
ment  to  ring  suspensions. 

Glass  bowls  larger  than  10  inches  in  diameter 
shall  be  of  laminated  or  otherwise  shatter-proof 
glass  or  surrounded  by  a  guard  made  of  wire 
at  least  0.0286  inches  in  diameter  (Number  22, 
Steel  Wire  Gage)  and  of  a  mesh  which  will  reject 
a  one-half  inch  diameter  ball.  Guards  shall  be 
securely  fastened  to  the  holder  or  suspension. 

3.3.2.  Car  Compartments. 

If  an  elevator  car  has  more  than  one  compartment, 
each  compartment  shall  be  equipped  with  an  operating 
device;  there  shall  be  an  operator  in  each  compartment 
which  is  in  use  with  exclusive  control  of  that  car  door 
or  gate  and  hoistway  door;  and  it  shall  be  impossible 
to  start  the  car  unless  both  operating  devices  are  in  the 
starting  position. 

When  any  compartment  is  out  of  use  its  car  door  or 
gate  shall  be  locked  in  the  closed  position,  and  when  so 
locked  the  car  may  be  started  with  the  operating  device 
in  that  compartment  in  the  “off”  position. 

Each  compartment  shall  be  equipped  with  an  emergency 
stop  switch  and  with  an  emergency  release  effective  for 
the  door  or  gate  of  that  compartment  and  kle  correspond¬ 
ing  hoistway  door. 

Each  compartment  shall  be  provided  with  the  emergency 
exits  required  by  3.3.3,  Car  Enclosures,  and  the  upper 
compartment  shall  have  a  trap  door  in  the  floor  connecting 
with  the  top  exit  of  the  compartment  below.  Special 
freight  elevators  upon  which  no  persons  are  permitted  to 
ride  are  exempted  from  this  requirement. 

Two  single  elevators  may  be  used  in  a  single  hoist¬ 
way  provided  both  elevators  are  equipped  with  all  the 
safeguards  required  by  these  Rules  for  a  single  ele¬ 
vator  both  with  relation  to  each  other  and  to  top  and 
bottom  terminals  and  after  an  installation  of  the  same 
type  has  satisfactorily  met  such  tests  as  may  be  required 
by  the  Superintendent. 

3.3.3.  Car  Enclosures. 

3.3  3.1.  Enclosures  Required. 

Cars  for  passenger  elevators  shall  be  enclosed 
at  the  sides  and  top  (except  the  opening  necessary 
for  entrance  or  exit).  An  emergency  exit  shall 
not  be  considered  a  car  opening. 

Cars  for  freight  elevators  shall  be  enclosed  at 
the  sides  (except  at  the  opening  necessary  for 
loading  and  unloading)  to  a.  height  of  at  least  6 
feet  or  to  the  cross-head  if  the  cross-head  is 
lower.  The  section  of  such  car  enclosures  oppo¬ 
site  the  counterweight  shall  extend  to  the  cross¬ 
head  or  car  top. 

Cars  for  sidewalk  elevators  shall  be  enclosed 

at  the  sides  (except  at  the  openings  used  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  above  the  platform  (except  that  where  the 
travel  is  less  than  iy2  feet,  the  height  of  the  en 
closure  may  be  reduced  subject  to  the  approval 
of  the  Superintendent). 

Tops  are  not  required  on  sidewalk  elevators 
and  shall  not  be  used  unless  the  clearance 
between  the  top  and  any  obstruction  above  it 
when  the  car  is  at  the  limit  of  its  top  overtravel 
is  at  least  2  feet. 

3. 3. 3. 2.  Deflection  and  Securing  of  En¬ 
closures. 

The  deflection  of  elevator  car  enclosures  shall 
he  *4  inch  or  less  if  subjected  to  a  force  of  seventy- 
five  pounds  applied  perpendicularly  to  the  car  en¬ 
closure  at  any  point.  The  car  enclosure  shall  be 
secured  to  the  car  floor  and  sling  or  frame  in  such 
a  manner  that  it  cannot  work  loose  or  become  dis¬ 
placed  in  ordinary  service. 


3.3.3.3.  Materials  and  Design. 

The  enclosures,  including  the  top,  sides  and 
car  doors  for  passenger  and  freight  elevators 
(except  sidewalk  elevators  the  travel  of  which 
does  not  exceed  one  story)  if  of  non-fireproof 
wood  or  other  combustible  material,  shall  be 
covered  on  the  exterior,  including  the  top,  with 
sheet  metal  at  least  Number  27  United  States 
Gage.  Openings  other  than  as  required  for 
entrance  and  for  ventilation  in  the  sides  or  top 
of  passenger  elevator  car  enclosures  (except 
emergency  exits)  are  forbidden.  Vent  openings 
less  than  7  feet  above  the  car  platform  shall 
reject  a  ball  2  inches  in  diameter. 

The  enclosures  of  freight  elevators,  if  of  open 
work,  shall  reject  a  ball  2  inches  in  diameter.  The 
enclosure  of  sidewalk  elevators,  if  of  open  work, 
shall  reject  a  ball  4  inches  in  diameter. 

For  freight  elevators  where  the  clearance  from 
any  part  of  the  hoistway  structure  or  the  counter¬ 
weight  is  less  than  5  inches,  openings  which  will 
pass  a  ball  y2  inch  or  larger  in  diameter  shall  be 
covered  with  wire  netting  with  a  mesh  y2  inch 
square  or  less  made  of  wire  at  least  0.0348  inches 
in  diameter  (Number  20  Steel  Wire  Gage)  to 
a  height  of  at  least  6  feet  from  the  car  floor. 

The  use  of  cast  iron  for  car  tops  is  forbidden. 

3. 3. 3.4.  Number  of  Entrances  to  Elevator 
Cars. 

More  than  two  entrances  to  an  elevator  car 
are  forbidden  (except  that  where  conditions  make 
additional  openings  essential,  such  additional  open¬ 
ings  may  be  provided  at  the  discretion  of  the 
Superintendent). 


3.3  3.5.  Access  to  Hand-Ropes  on  Freight 
Elevators. 


If  the  car  enclosure  on  a  freight  elevator  is 
cut  away  to  provide  access  to  the  hand-rope,  the 
enclosure  shall  be  cut  low  enough  to  prevent 
injury  to  the  operators’  hand. 

3.3.3. 6.  Tops  or  Covers  for  Freight  Elevator 
Cars. 


Fi  eight  elevator  cars  (except  for  sidewalk 
elevators  as  provided  in  3. 3.3.1,  Enclosures  Re¬ 
quired,  and  except  on  the  ends  of  freight  ele¬ 
vator  platforms  12  feet  or  more  long  where  there 
are  no.  openings  above  the  lowest  landing)  shall 
be  equipped  with  solid  top  covers  or  wire  grill 
work  having  a  mesh  which  will  reject  a  ball  V/2 
inches  in  diameter  and  made  of  wire  at  least 
0  135  inches  in  diameter  (Number  10  Steel 
Wire  Gage)  or  its  equivalent.  The  top  or 
cover  shall  be  sufficiently  strong  to  sustain  a  load 
of  150  pounds  applied  on  any  4  square  inches.  It 
is  not  required  that  the  top  and  its  supports  be 
capable,  of  supporting  150  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

Where  no  car  gate  is  provided  the  front  sec¬ 
tion  of  the  elevator  car  top  shall  be  hinged  along 
a  line  approximately  18  inches  from  the  front  of 
the  car.  Additional  hinged  panels  may  be  pro¬ 
vided  if  desired. 


vv  lucre 


ireignx  elevator  car  is  entirely  en¬ 
closed  (except  the  sides  used  for  loading  and  un¬ 
loading)  and  the  top  is  unprovided  with  a  hinged 
section,  an  emergency  exit  shall  be  provided  in  the 
top  as  required  by  3.3.37,  Emergency  Exits  from 
Passenger  Elevator  Cars. 


3.3.3.7.  Emergency  Exits  from  Passenger 
Elevator  Cars. 

Passenger  elevator  cars  shall  be  provided 
with  an  emergency  exit  located  in  the  top 

of  the  car.  When  the  space  between  the  car  en- 
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closure  and  the  nearest  wall  surface  exceeds  8 

inches,  a  guard  rail  to  the  level  of  the  top  of  the 
cross-head  shall  be  provided  on  that  side  of  the 
enclosure  roof  where  the  emergency  exit  is  lo¬ 
cated. 

Where  there  is  an  elevator  in  an  adjacent  hoist¬ 
way  without  intervening  enclosures,  an  emergency 
exit  or  exits  shall  also  be  located  in  the  side  of 
the  car  adjacent  to  each  such  adjoining  car. 

Top  emergency  exits  shall  be  at  least  16  inches 
wide  and  at  least  400  square  inches  in  area  (ex¬ 
cept  that  where  the  reduced  size  of  the  car  plat- 
form  area  makes  it  impossible  to  install  exits  of 
the  size  specified,  the  Superintendent  may  permit 
smaller  exits,  but  in  any  case  at  least  14  by  22 
inches). 

Top  exit  panels  shall  be  held  in  place  by 
thumb  screws  arranged  so  that  the  exit  covers 
can  be  readily  opened  from  both  the  inside  and 
outside  of  the  car.  If  not  hinged,  the  cover 
shall  be  secured  to  the  car  by  a  length  of  chain. 

Top  exit  covers  shall  open  outward.  Any 
equipment  and  working  platform  mounted  above 
the  top  of  the  car  shall  be  so  located  as  not  to 
obstruct  access  to  or  from  the  top  emergency 
exit.  If  a  working  platform  is  placed  so  as  to 
cover  any  of  the  required  area  of  the  top  emer¬ 
gency  exit  it  shall  be  provided  with  a  trap  door, 
without  a  catch,  opening  upward. 

Side  emergency  exits  shall  comply  with  the  fol¬ 
lowing  requirements : 

1.  Exit  panels  shall  be  either  of  the  hinged  or 
removable  type. 

2.  Exit  panels  shall  open  inward. 

3.  The  removable  type  of  exit  panel  shall  be 
held  securely  in  place  by  at  least  four 
fastenings  arranged  so  that  they  can  be 
operated  by  hand  from  both  the  inside  and 
outside  of  the  car,  and  so  designed  that  they 
cannot  readily  be  removed  from  the  panel. 

4.  The  hinged  type  of  panel  shall  be  provided 
with  a  lock  arranged  so  that  it  may  be  oper¬ 
ated  from  the  inside  of  the  car  by  means 
of  a  removable  key  and  from  the  outside  of 
the  car  by  means  of  a  non-removable  handle. 
A  key  shall  be  kept  in  each  car  mounted 
under  a  break  glass  cover. 

5.  Where  the  size  of  the  car  permits,  side 
exits  shall  have  a  clear  width  of  at  least  16 
inches  and  shall  extend  from  the  floor  or 
kick  plate  to  the  soffit  moulding  frame,  but 
in  any  case  shall  be  at  least  5  feet  in  clear 
height. 

6.  Side  exits  shall  be  located  so  that  they  are 
unobstructed  by  car  frame  members  and, 
wherever  possible,  traveling  cables  and  other 
hoistway  equipment  shall  not  be  located  in 
line  with  or  so  arranged  as  to  obstruct  the 
exit.  Exits  from  adjacent  cars  shall  be 
directly  opposite  each  other  to  allow  easy 
transfer  of  passengers. 

7.  Exit.  panels  shall  conform  to  3.3.32,  De¬ 
flection  and  Securing  of  Enclosures,  as  re¬ 
gards  deflection. 

8.  On  automatic  operation  elevators  side  exits 
shall  'be  provided  with  electric  contacts  to 
prevent  the  operation  of  the  car  when  the 
panel  is  opened  or  removed. 

3. 3. 3. 8  Car  Doors  or  Gates  Required. 

A  car  door  or  gate  shall  be  provided  at  each 
entrance  on  both  passenger  and  freight  elevator 
cars  (excepting  freight  elevators  handling  motor 
vehicles,  or  hand  trucks  of  over  2,000  pounds 
capacity).  Sidewalk  elevator  cars  shall  have  a 
gate  on  the  sides  used  for  loading  or  unloading 
at  the  sidewalk  level,  which  gate  shall  extend 


from  the  car  platform  to  the  top  of  the  enclosure. 
Each  car  door  or  gate  shall  be  provided  with  a 
car  door  or  gate  electric  contact  complying  with 
3.3.3.10,  Requirements  for  Electric  Contacts; 
3-3.3.11,  Design  of  Contacts;  3.3.3.12,  Use  of 
Spi  ings  or  Electric  Circuits  in  Contacts;  and 
3.3.3.13,  Tests  and  Approvals  of  Contacts. 

For  passenger,  and  freight  elevators  employing 
a  type  of  operation  not  requiring  the  presence  of 
an  operator  in  the  car,  power  car  doors  or  gates, 
other  than  those  closed  by  hand,  shall  be  driven 
by  a  mechanism  so  designed  and  set  that  tne 
force  necessary  to  prevent  the  closing  of  the  gate 
shall  be  less  than  30  pounds,  and  further  that 
the  kinetic  energy  of  the  gate  plus  all  parts  con¬ 
nected  rigidly  thereto,  computed  for  the  average 
closing  speed  shall  be  less  than  5  foot-pounds, 
provided  that  if  the  same  mechanism  also  closes 
the  hoistway  door,  the  total  kinetic  energy  shall 
be  less  than  7  foot-pounds. 

For  automatic  operation  passenger  elevators 
having  power  closed,  power  operated,  automati¬ 
cally  released  self-closing  car  doors  or  gates,  and 
manually  closed  or  self-closing  hoistway  doors, 
the  closing  of  the  car  gate  or  car  door  shall  be 
prevented  unless  the  hoistway  door  is  in  the  closed 
position. 

Car  gates  or  doors  for  freight  elevators  when 
dosed  shall  guard  the  full  opening  to  a  height 
of  6  feet,  or  to  the  top  of  the  enclosure. 

A  weight  used  to  dose  a  car  door  or  gate  auto¬ 
matically  shall  run  in  metal  guides  from  which 
it  cannot  become  dislodged,  or  it  shall  be  boxed 
in.  The  bottoms  of  the  guides  or  boxes  shall  be 
so  constructed  as  to  retain  the  weight  if  the  rope 
breaks. 

Car  gates  or  doors  for  passenger  elevators  when 
closed  shall  guard  the  full  height  and  width  of  the 
opera  ng. 

For  automatic  operation  elevators  the  car  gate 
or  door  shall  be  so  located  with  respect  to  the 
car  platform  sill  that  the  total  distance  from  the 
face  of  the  hoistway  door  to  the  face  of  the  car 
door  or  gate  shall  be  5l/2  inches  or  less.  (See 
also  2.3.1.3,  Clearances  of  Hoistway  Doors). 

Where  the  car  door  consists  of  two  or  more 
sections  the  5j4-inch  dimension  shall  apply  to  the 
section  nearest  to  the  edge  of  the  car  platform 
sill. 

Where  the  hoistway  door  consists  of  two  or 
more  sections  the  oH-inch  dimension  shall  apply 
to  that  section  which  closes  against  the  lock 

jamb. 

Car  gates  of  the  scissors  or  pantograph  type 
used  for  passenger  elevators  shall  be  of  such  de¬ 
sign  that  when  fully  expanded  they  will  reject 

a  ball  3  inches  in  diameter.  For  freight  elevators 
(except  sidewalk  elevators)  such  gates  when  fully 
expanded  shall  reject  a  ball  4)^  inches  in 
diameter. 

For  sidewalk  elevators  the  openings  between 
vertical  bars  in  the  gate  shall  not  exceed  18  inches 
when  the  gate  is  fully  expanded. 

3. 3. 3. 9.  Sliding  Car  Doors  and  Hangers  for 
Power  Operated  Car  Doors. 

Sliding  car  doors  may  be  solid,  may  be  provided 
with  open,  grill  or  bars  which  shall  reject  a  ball 
3  inches  in  diameter  or  may  be  provided  with 
glass  vision  panels  in  accordance  with  3.3.1.15, 
Use  of  Glass.  Open  grills,  bars  or  glass  may  ex¬ 
tend  the  full  height  of  the  door  panel. 

Sliding  car  doors  shall  be  guided  top  and 
bottom. 

Hangers  for  power  operated  car  doors  shall  be 
designed  to  withstand  a  downward  thrust  of  five 
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times  and  an  upward  thrust  of  four  times  the 
weight  of  the  door. 

3.3.3.10.  Requirements  for  Electric  Contacts. 

An  electric  contact  on  the  car  door  or  gate 

shall  prevent  the  operation  of  the  car  unless  the 
door  or  gate  is  within  2  inches  of  full  closure 
against  the  jamb  (except  that  for  elevators  em¬ 
ploying  a  type  of  operation  requiring  the  pres¬ 
ence  of  an  operator  in  the  car  where  the  car  door 
or  gate  is  provided  with  a  door  closer  and  the 
requirements  specified  in  2.3.23,  Closed  Position 
of  Hoistway  Doors,  are  fully  met,  the  electric 
contact  on  the  car  door  or  gate  may  permit  the 
starting  of  the  car  when  the  door  or  gate  is  within 
4  inches  of  full  closure  against  the  jamb). 

The  car  door  or  gate  electric  contact  shall  per¬ 
mit  the  operation  of  the  car  when  the  emergency 
release  is  in  temporary  use  or  when  the  car  is 
being  moved  by  a  leveling  device. 

Automatic  operation  elevators  may  be  operated 
with  an  open  gate  if  there  is  no  person  in  the  car. 

3.3.3.11.  Design  of  Contacts. 

Car  door  or  gate  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or  other 
device  attached  to  and  operated  by  the  door  oi 
gate. 

3.3.3.12.  Use  of  Springs  or  Electric  Circuits 
in  Contacts. 

The  functioning  of  a  car  door  or  gate  contact 
to  prevent  the  movement  of  the  car  shall  be  inde¬ 
pendent  of  the  action  of  a  spring  or  springs  in 
tension,  and  of  the  closing  of  an  electric  circuit. 
If  springs  are  used  they  shall  be  in  compression. 
The  interruption  of  the  electric  circuit  shall  pre¬ 
vent  the  movement  of  the  car. 

3.3.3.13.  Tests  and  Approvals  of  Contacts. 

Each  type  and  make  of  car  door  and  gate  con¬ 
tact  shall  be  tested  and  approved  by  the  Superin¬ 
tendent  on  the  basis  of  the  following  engineering 
tests,  made  by  or  under  the  supervision  of  a  com¬ 
petent  designated  testing  laboratory.  Annroved 
contacts  shall  be  suitably  marked  for  identification. 

1.  Endurance  Test. 

2.  Current  Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Test  of  Insulation. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

3.3.3.14.  Emergency  Releases  Required  on 
Car  Doors  or  Gates. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  car  gate 
or  door  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation,  in  which  case,  an 
emergency  release  shall  be  installed  which  shall 
be  so  arranged  that  when  operating  without  an 
operator  in  the  car,  the  emergency  release  shall  be 
inoperative).  This  emergency  release  shall  be  sep¬ 
arate  and  independent  from  the  emergency  re¬ 
lease  required  by  2. 3. 1.5,  Emergency  Releases  Re¬ 
quired  on  Hoistway  Doors  for  Passenger  Ele¬ 
vators,  and  23.5.5,  Emergency  Releases  Required 
on  Hoistway  Doors  for  Freight  Elevators,  and 
shall  be  placed  within  5  inches  of  such  other 
emergency  release.  Emergency  releases  are  not 
required  on  sidewalk  elevators. 

3.3.3.15.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  the  Structure. 

Freight  elevator  cars  operating  in  hoistways 
outside  the  structure,  which  are  enclosed  only  at 


the  ground  landing  shall  be  protected  on  the  ex¬ 
posed  side  or  sides  by  independently  operated 
gates  equipped  with  electric  contacts. 

3.3.4.  Cars  Counterbalancing  One  Another. 

Arrangement  of  elevator  cars  to  counterbalance  one 
another  is  forbidden. 

3.3.5.  Car  and  Counterweight  Safeties  and 

Speed  Governors. 

3.3.5. 1.  Requirements  for  and  Application  of 
Car  Safeties. 

Elevator  cars  suspended  by  cables  shall  be  pro¬ 
vided  with  a  car  safety  or  safeties  attached  to 

the  car  frame  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  15  feet  which 
are  not  required  to  have  car  safeties).  When 
one  safety  is  used  it  shall  be  located  beneath 
the  car  frame.  When  duplex  safeties  are  used 
at  least  one  shall  be  located  beneath  the  car 
frame.  The  safety  or  safeties  shall  be  capable 
of  stopping  and  sustaining  the  car  with  contract 
load. 

The  application  of  the  safety  or  safeties  shall 
not  cause  the  car  platform  to  become  out  of  level 
in  excess  of  J4  inch  per  foot  measured  in  any 
direction. 

When  the  car  safety  or  safeties  apply,  no  de¬ 
crease  in  the  tension  of  the  governor  cable  or 
motion  of  the  car  in  the  descending  direction  shall 
release  the  car  safety  or  safeties.  • 

Car  safeties  shall  be  operated  by  speed  gover¬ 
nors  (except  that  broken  rope  type  car  safeties 
may  be  used  for: 

1.  Sidewalk  elevators  having  a  travel  between 
15  and  35  feet; 

2.  Freight  elevators  inside  the  building  having 
a  travel  of  15  feet  or  less,  a  maximum 
contract  speed  of  35  feet  per  minute,  and 
a  maximum  platform  area  of  50  square 
feet). 

3.3. 5. 2.  Requirements  for  and  Application  of 
Counterweight  Safeties. 

Counterweight  safeties,  where  provided,  shall 
be  capable  of  stopping  and  sustaining  the  weight 
of  the  counterweight. 

The  application  of  counterweight  safeties  where 
provided,  shall  not  cause  the  counterweight  frame 
to  become  out  of  level  in  excess  of  inch  per 
foot  in  any  direction. 

When  the  counterweight  safety,  where  pro¬ 
vided,  is  applied,  no  decrease  in  the  tension  of 
the  governor  cable  or  motion  of  the  counterweight 
in  the  descending  direction  shall  release  the 
counterweight  safety. 

Counterweight  safeties  shall,  where  provided, 

be  operated  by  speed  governors  (except  as  pro¬ 
vided  in  33.5.4,  Application  of  the  Safeties). 

3. 3. 5. 3.  Design  of  Car  and  Counterweight 
Safeties. 

Sleeve  bearings  for  car  and  counterweight 
safety  drums  and  screw  shafts  shall  be  of  non- 
ferrous  material. 

Jaws  and  other  parts  of  car  and  counterweight 
safeties  of  the  sliding  type,  if  made  of  forged 
steel  of  an  ultimate  strength  of  at  least  55,000 
pounds  per  square  inch  and  cast  steel  of  an  ultimate 
strength  of  at  least  65,000  pounds  per  square  inch, 
may  in  action,  be  stressed  to  17,000  pounds  per 
square  inch.  For  steels  of  greater  strength,  the 
allowable  stress  may  be  increased  proportionately 
based  on  ultimate  strength. 

Car  and  counterweight  safeties  may  be  released 
by  reversing  the  direction  of  motion  of  the 
machine. 
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3. 3.5.4.  Application  of  Governor  Controlled 
Safeties. 


The  car  speed  governor  shall  be  set  to  cause  the 
application  of  the  safety  at  a  speed  between  40 
per  cent  and  15  per  cent  above  the  contract  speed, 
provided  that  no  governor  shall  'be  required  to  trip 
at  less  than  175  feet  per  minute.  For  contract 
speed  between  500  and  700  feet  per  minute  the 
maximum  governor  tripping  speed  shall  be  33  1/3 
per  cent  above  the  contract  speed,  and  for  con¬ 
tract  speed  exceeding  700  feet  per  minute,  25  per 
cent  above  contract  speed. 

The  counterweight  safety,  if  provided,  may  be 
operated  by  the  same  governor  and  governor  rope 
used  to  operate  the  car  safety  provided  it  com¬ 
plies  with  the  requirements  for  and  application 
of  counterweight  safeties.  Provision  shall  be 
made  to  cause  the  application  of  the  counterweight 
safety  at  a  speed  greater  than  the  car  safety,  but 
at  HO  per  cent  or  less  above  that  at  which  the  car 
safety  applies.  Broken  rope  safeties  of  the  in¬ 
stantaneous  type  may  be  used  on  counterweights 
within  the  limits  of  the  following: 

Total  Weight  of 


Contract  Speed  in 
Feed;  Per  Minute 
250 
200 
160 
125 


Counterweight 
in  Pounds 
2,000 
3,000 
4,000 
5,000 


3.3. 5. 5.  Recognized  Types  of  Safeties. 

The  following  four  types  of  safeties  are  recog¬ 
nized  : 

1.  Type  I,  Instantaneous. 

2.  Type  W.C.,  Wedge  Clamp,  with  constant 
retarding  force. 

3.  Type  G.W.C.,  Gradual  Wedge  Clamp,  with 
gradually  increasing  retarding  force. 

4.  Type  F.G.C.,  Flexible  Guide  Clamp,  with 
constant  retarding  force. 

Each  safety  shall  be  marked  for  identification, 
preferably  with  letters  cast  on  the  safety  jaws. 

The  distance  between  the  safety  jaws  shall  be 
at  least  the  thickness  of  the  guide  rail  plus  3/32 
inches,  and  the  jaws  shall  not  drag  against  the 
rail. 

3.3.5.6.  Marking  of  Safeties. 

Safeties  shall  be  marked  by  the  manufacturer 
with  the  range  of  weight  and  speed  for  which 
they  are  designed;  such  weight  to  include  the 
complete  car  structure,  the  safety,  the  contract 
load  in  the  car,  and  all  moving  equipment,  the 
weight  of  which  is  borne  by  the  safety. 

3. 3. 5. 7.  Instantaneous  Safeties. 

Instantaneous  safeties  of  the  broken  rope  type 

shall  only  be  used  in  accordance  with  3. 3. 5.1,  Re¬ 
quirements  for  and  Application  of  Car  Safeties. 

Governor  controlled  safeties  of  the  instantane¬ 
ous  type  may  be  used  on  elevators  having  a  con¬ 
tract  speed  of  100  feet  per  minute  or  less  pro¬ 
vided  that  the  elevator  speed  is  110  feet  per 
minute  or  less  on  uptravel  with  the  contract  load 
in  the  car.  On  overspeed  such  safeties  shall  be 
applied  by  the  governor.  On  the  parting  of  the 
hoisting  cables  such  safeties  shall  apply  instantly 
and  independently  of  the  speed  action  of  the 
governors. 

3w3.5.8.  Safeties  for  Ascending  Cars. 

Car  safeties  for  stopping  ascending  cars  are 
forbidden.  If  an  ascending  car  is  to  be  stopped 
on  account  of  over-speed,  a  safety  shall  be  ap¬ 
plied  to  the  counterweight  for  this  purpose.  The 
car  safety  may  be  permitted  to  stop  the  ascending 
car  above  the  upper  terminal  landing,  provided 
the  retardation  of  the  ascending  car  under  such 


conditions  is  within  32.2  feet  per  second  per 
second.  The  governor  may  open  the  motor  circuit 
and  apply  the  brake  in  case  of  over-speed  in  the 
up  direction. 

3.3. 5.9.  Location  of  Governor. 

The  governor  shall  be  located  where  it  cannot 
be  struck  by.  the  car  in  case  of  over-travel  and 
where  there  is  sufficient  space  for  full  movement 
of  governor  parts. 

3.3.5.10.  Opening  of  Motor  Control  and 
Brake  Control  Circuits. 

Where  governor  controlled  safeties  are  used, 
the  motor  control  circuit  and  the  brake  control 
circuit  shall  be  opened  before  or  at  the  time  the 
governor  trips  by  a  switch  located  on  the  gover¬ 
nor  or  car  safety  device. 

3.3.5.11.  Materials,  Design  and  Replacement 
of  Governor  Cables. 

Governor  cables  shall  be  of  iron,  steel,  monel 
metal,  or  phosphor  bronze.  The  cable  shall  be  at 
least  3/%  inch  in  diameter.  The  use  of  tiller  rope 
construction  for  governor  cables  is  forbidden 
(except  that  tiller  rope  may  be  used  for  the  por¬ 
tion  of  the  cable  wound  on  the  safety  drum). 
Such  rope  shall  be  of  corrosion  resisting  metal. 

Replacements  for  existing  governor  cables  shall 
be  of  the  same,  size,  material  and  construction 
as  the  cable  originally  furnished  by  the  manu¬ 
facturer  (except  that  where  a  cable  of  either 
different  material  or  construction  is  employed,  a 
test  of  the  car  or  counterweight  safety  shall  be 
made  with  the  new  cable  to  demonstrate  that  it 
will  successfully  operate  the  safety). 

Governor  ropes  shall  run  clear  of  governor  jaws 
during  the  normal  operation  of  the  elevator. 

The  size,  material  and  construction  of  the  gov¬ 
ernor  rope,  together  with  the  proper  tripping 
speed  of  the  governor,  shall  be  stamped  on  the 
governor  stand  or  given  on  a  brass  plate  attached 
to  it  in  letters  at  least  %  inch  in  height. 

3.3.5.12.  Operation  of  the  Governor. 

The  arc  of  contact  between  the  governor  rope 
and  its  driving  sheave  shall,  in  conjunction  with 
a  tension  device,  provide  sufficient  traction  to 
cause  proper  operation  of  the  governor. 

The  design  and  length  of  governor  jaws  shall 
be  such  that  no  serious  cutting,  tearing,  or  de¬ 
formation  of  the  rope  shall  result  from  the  opera¬ 
tion  of  the  safety. 

The  governor  shall  so  function  that  the  safety 
rope  will  pull  through  the  governor  jaws  on  the 
application  of  a  stress  exceeding  that  required  to 

operate  the  safety  so  as  to  stop  the  car  (except 
in  the  case  of  instantaneous  type  safeties). 

Governors  shall  have  a  protective  covering  over 
sheave,  jaws  and  exposed  gears. 

3.3.5.13.  Slack  Cable  Devices. 

Winding-drum  machines  shall  be  provided  with 
a  slack-cable  device  which  will  cut  off  the  power 
and  stop,  the  elevator  machine  if  the  car  is  ob¬ 
structed  in  its  descent. 

Slack-cable  switches  shall  be  so  constructed  that 
they  will  not  automatically  reset  when  the  slack 
in  the  cable  is  removed. 

3.3.5.14.  Application  of  Car  Safeties. 

The  use  of  car  safeties  which  depend  for 
application  upon  the  completion  or  maintenance  of 
an  electric  circuit  is  forbidden.  Car  safeties 
shall  be  applied  mechanically. 

3.3.5.15.  Use  of  Gripping  Surfaces  of  Safeties. 
The  use  of  the  gripping  surfaces  of  car  or 

counterweight  safeties  to  guide  the  car  or 

counterweights  is  forbidden. 
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3.3.5.16.  Pawls  and  Ratchets. 

Pawls  and  ratchets  shall  be  considered  insuf¬ 
ficient  as  a  safety  device. 

3.3.6.  Car  Safety  Test. 

3. 3. 6.1.  Car  Safety  Test  Required. 

An  over  speed  test  with  contract  load  in  the 
car  shall  be  made  of  the  safeties  of  each  new 
elevator  before  the  elevator  is  placed  in  regular 
service  (except  that  governor  controlled  instant¬ 
aneous  type  safeties  shall  be  tested  at  contract 
speed,  the  governor  being  tripped  by  hand  and 
broken  rope  instantaneous  type  safeties  shall  be 
tested  by  obtaining  the  necessary  slack  rope  to 
cause  them  to  function).  For  wedge  clamp, 
gradual  wedge  clamp  and  flexible  guide  clamp 


FIG  1.*  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
W.C.  (WEDGE  CLAMP) 


*  Correction — Diagram  in  Fig.  1  and  diagram  in  Fig.  3 
have  been  transposed;  diagram  of  Fig.  3  now  becoming  dia¬ 
gram  of  Fig.  1  and  vice  versa. 


safeties,  this  test  shall  be  made  to  determine 
whether  the  safety  will  operate  within  the  al¬ 
lowable  limits  of  the  maximum  and  minimum 
stopping  distances.  Over-speed  tests  shall  be 
made  with  all  electric  apparatus  intact  (except 
for  the  over-speed  contact  on  the  governor). 

For  alternating  current  elevators,  where  the 
contract  load  is  unable  to  bring  about  over-speed, 
the  safety  governor  shall  be  tripped  by  hand  at 
maximum  obtainable  speed. 

No  test  of  the  safeties  with  safe  lifting  load 
in  the  car  shall  be  made. 

3.3. 6. 2.  Maximum  and  Minimum  Stopping 
Distances  of  Wedge  Clamp  Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  wedge  clamp  type 
with  constant  retarding  force  shall  be  within  that 
shown  by  Figure  1,  Curve  III,  for  cars  with 
contract  load  and  for  the  counterweight,  and  the 
minimum  stopping  distance  shall  be  at  least  that 
shown  by  Curve  I  for  cars  with  150  pound  load, 
and  Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3.63.  Maximum  and  Minimum  Stopping 
Distances  of  Gradual  Wedge  Clamp 
Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  Gradual  Wedge 
Clamp  type,  G.W.C.,  with  increasing  retarding 


GOVERNOR  TRIPPING  SPEED  IN  FEET  PER  MIN. 


DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
G.W.C.  (GRADUAL  WEDGE  CLAMP) 
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force  shall  be  within  that  shown  by  Figure  2, 
Curve  III,  for  cars  with  contract  load  and  for 
the  counterweight,  and  the  minimum  stopping 
distance  shall  be  at  least  that  shown  by  Figure 
2,  Curve  I,  for  cars  with  130  pound  load,  and 
Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3. 6.4.  Maximum  and  Minimum  Stopping 
Distances  of  Flexible-Guide  Clamp 
Safeties. 

The  maximum  stopping  distance  of  the  car  and 

counterweight  safeties  of  the  Flexible-Guide 
Clamp  Type,  F.G.C.,  shall  be  within  that  shown 
by  Figure  3,  Curve  III,  for  the  car  with  contract 
load  and  for  the  counterweight,  and  the  minimum 
stopping  distance  shall  be  at  least  that  shown  by 
Figure  3,  Curve  I,  for  cars  with  150  pound  load 
* GOVERNOR  TRIPPING  SPEED  IN  FEET  PER  MIN. 
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and  Curve  II  for  cars  with  contract  load  and 
for  counterweights. 

3. 3.6.5.  Pull-Out  of  the  Governor  Cable. 

For  elevators  having  a  contract  speed  of  475 

feet  per  minute  or  more,  the  pull-out  of  the 
governor  cable  from  its  normal  running  position 
until  the  safety  jaws  begin  to  apply  pressure  to 
the  guide  rails  shall  be  30  inches  or  less. 

3. 3. 6.6.  Stopping  Distance. 

Stopping  distance  is  actual  slide  as  indicated  by 
the  marks  on  the  rails. 

3.3.7.  Capacity  and  Loading. 

3. 3. 7.1.  Contract  Load  of  Elevators. 

The  contract  load  of  a  passenger  elevator  in 
pounds  shall  be  at  least  the  amount  given  by 
Curve  A  in  Figure  4  corresponding  to  the 
effective  platform  area  of  the  car. 

TOTAL  PASSE/VGER  ELEVATOR  capacity  (lb) 
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FIG.  3.  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 

CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
F.G.C.  (FLEXIBLE  GUIDE  CLAMP) 


EFFECTIVE  platform  area  capac  ity(lb.  perbq.pt) 

FIG.  4.  PLOT  SHOWING  PASSENGER-ELEVA¬ 
TOR  CARRYING  CAPACITY  CORRESPOND¬ 
ING  TO  EFFECTIVE  PLATFORM  AREA 

The  minimum  contract  load  of  freight  elevators 
business  buildings,  public  buildings,  residence 
buildings  and  mixed  occupancy  buildings  shall  be 
determined  on  the  basis  of  the  curve  for  passenger 
elevators  (except  elevators  used  for  lifting  auto¬ 
mobiles  and  carriages  and  elevators  not  traveling 
above  the  street  level).  The  minimum  contract 
load  of  freight  elevators  in  warehouses  and  all 
elevators  not  traveling  above  the  street  level 
(except  automobile  and  carriage  elevators)  shall 
be  determined  on  the  basis  of  50  pounds  per 
square  foot  for  the  first  100  square  feet  of  plat¬ 
form  area  and  25  pounds  for  each  additional 
square  foot.  The  minimum  contract  load  of  ele- 
vators  lifting  automobiles  and  carriages  shall  be 
determined  on  the  basis  of  50  pounds  per  square 
foot  for  the  first  80  square  feet  of  platform  area 
and  20  pounds  for  each  additional  square  foot. 
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For  passenger  and  freight  elevators  having 
effective  platform  areas  above  120  square  feet 
(except  elevators  used  for  lifting  automobiles 
and  carriages,  elevators  not  traveling  above  the 
street  level  and  freight  elevators  in  warehouse) 
the  contract  load  shall  be  at  least  100  pounds  per 
square  foot. 

3. 3. 7. 2.  Posting  of  Information. 

A  metal  plate  shall  be  fastened  in  a  conspicuous 
place  in  passenger  elevator  cars,  bearing  the  fol¬ 
lowing  information  in  at  least  inch  letters  or 
figures  stamped,  etched  or  raised  on  the  surface 
of  the  plate: 

The  Contract  load  of  the  elevator  in  pounds. 
(See  also  3.3.7 A,  One  Piece  Loads  on  Elevators, 
Paragraph  5). 

The  inspection  certificate  posted  in  passenger 
elevator  cars  shall  state  the  allowable  number  of 
passengers  permitted  to  be  carried  by  the  elevator 
equal  to  its  rated  load  in  pounds  divided  by  150. 

A  similar  metal  plate  shall  be  placed  upon  the 
cross-head  of  passenger  and  freight  elevators 
and  on  the  bow  iron  or  frame  of  sidewalk  type 
elevators,  bearing  the  following  information: 

1.  The  weight  of  the  complete  car,  including 
the  safeties. 

2.  The  contract  car  speed  in  feet  per  minute 

at  which  the  elevator  is  designed  to  travel 
(except  sidewalk  type  elevators). 

3.  The  cable  data  required  by  3.5.12,  Informa¬ 
tion  on  Capacity  Plates. 

The  capacity  of  freight  elevators  shall  be 
indicated  in  a  conspicuous  place  in  the  car  in 
letters  and  figures  at  least  1  inch  high  by  the 
word  “CAPACITY,”  followed  by  figures  giving 
the  contract  load  in  pounds. 

3.3.7. 3.  Carrying  of  Passengers  on  Freight 
Elevators. 

The  use  of  new  freight  elevator  installations  to 
carry  passengers  is  forbidden  unless  they  con¬ 
form  to  all  the  requirements  of  these  Rules  cover¬ 
ing  passenger  elevators. 

The  carrying  of  passengers  on  existing  freight 
elevators  shall  be  permissible  provided  the  ele¬ 
vator  conforms  in  all  respects  to  the  requirements 
of  the  rules  for  existing  passenger  elevators. 

3.3  7.4.  One  Piece  Loads  on  Elevators. 

Passenger  and  freight  elevators  may  be  used 
for  carrying  safes  or  other  one  piece  loads  greater 
than  the  contract  load  of  the  elevator  when  the 
following  requirements  are  met : 

1.  A  “locking  device”  is  provided  which  will 
hold  the  car  at  any  landing  independently 
of  the  hoisting  cables  while  the  safe  or  other 
object  is  being  loaded  or  unloaded. 

2.  The  “locking  device”  shall  be  so  designed 
that  it  cannot  be  unlocked  unless  the  entire 
weight  of  the  car  and  load  is  suspended  on 
the  cables. 

3.  The  wrench  or  other  device  for  operating 
the  “locking  device”  shall  be  removable. 

4.  The  “locking  device”  shall  be  designed  to 
withdraw  the  bars  should  it  come  in  contact 
with  the  landing  locks  if  the  car  is  operated 
on  the  up  motion. 

5.  A  metal  plate  shall  be  provided  in  the  ele¬ 
vator  car  which  shall  bear  the  words 
“Capacity  Lifting  Safes”  in  letters  followed 
by  figures  giving  the  capacity  in  pounds  for 
lifting  safes  for  which  the  machine  is  de¬ 
signed.  the  letters  and  figures  to  be  at  least 

inch  high,  stamped,  etched,  or  raised  on 
the  surface  of  the  plate. 

6.  The  car  platform,  car  frame,  sheaves,  shafts, 
cables  and  locking  device  shall  be  designed 
for  the  specified  “Capacity  Lifting  Safes” 


with  a  factor  of  safety  of  at  least  five. 

7.  The  car  safeties  shall  be  designed  to  stop 
and  hold  the  specified  “Capacity  Lifting 
Safes”  with  the  cables  intact. 

8.  Where  there  is  a  passageway  under  the 
hoistway  the  machine  shall  be  designed  to 
operate  with  the  “Capacity  Lifting  Safes” 
at  slow  speed  and  the  car  safety  shall  be 
designed  to  stop  and  hold  the  car  and 
“Capacity  Lifting  Safes”  independently  of 
the  cables. 

9.  For  traction  machines  additional  counter¬ 
weights  shall  be  added  so  that  the  total 
overbalance  .is  at  least  equal  to  45  per  cent 
of  the  “Capacity  Lifting  Safes.” 

3.3. 7. 5.  Locking  Device  Required. 

The  locking  device  specified  in  3.3.7 A,  One 
Piece  Loads  on  Elevators,  paragraph  1,  shall  be 
provided  for  any  passenger  elevator  installed  for 
carrying  safes  or  other  one  piece  loads  where 
the  weight  of  such  safes  or  one  piece  loads  equals 
or  exceeds  75  per  cent  of  the  contract  load. 

3.3. 7.6.  Maximum  “Capacity  Lifting  Safes.” 
The  maximum  “Capacity  Lifting  Safes”  of 

any  traction  elevator  shall  be  1-1/3  times  the 
contract  load  of  the  elevator. 

3. 3. 7.7.  Special  Switches. 

Elevator  machines  equipped  for  carrying  safes 
or  other  concentrated  loads  greater  than  the  con¬ 
tract  load  of  the  elevator  shall  be  provided  with 
special  switches  near  the  machine  for  operating 
under  such  conditions. 

3.3.8.  Contract  Load  Test. 

A  test  of  every  new  elevator  shall  be  made  with  con¬ 
tract  load  in  the  car  under  the  supervision  of  the  Super¬ 
intendent  before  the  elevator  is  placed  in  regular  service. 

The  brakes,  limit  switches,  buffers,  car  safety  and  speed 
governor  shall  be  caused  to  function  in  each  test,  and 
approval  of  any  elevator  shall  be  granted  only  upon  satis¬ 
factory  completion  of  such  test: 

3.4.  Machines,  Stopping  Devices,  Con¬ 
trol  and  Operation. 

3.4.1.  Machines  and  Machinery. 

3.4.1. 1.  Design  of  Drums  and  Sheaves. 
Drums  and  leading  sheaves  shall  be  of  cast  iron 

or  steel,  and  shall  have  finished  grooves  which 
may  be  faced  with  materials  other  than  iron  and 
steel,  having  sufficient  traction.  U  grooves  shall 
be  at  most  l/l6  inch  larger  than  the  cables. 

Hoisting  rope  sheaves  for  traction  machines 
shall  have  sheave  grooves  designed  so  that  the 
traction  will  not  be  materially  decreased  by  the 
wear  of  the  grooves. 

The  diameters  of  sheaves  or  drums  for  hoist¬ 
ing  or  counterweight  cables  shall  be  at  least  forty 
times  the  diameter  of  the  cable  (except  for  side¬ 
walk  elevators  and  except  where  conditions  make 
impractical  the  use  of  sheaves  of  such  size,  in 
which  case  the  Superintendent  may  permit  the 
use  of  smaller  diameter  sheaves).  Openings  in 
drums  shall  be  drilled  at  an  angle  of  less  than 
45  degrees  with  the  run  of  the  rope  and  be  pro¬ 
vided  with  a  rounded  corner  with  a  radius  at 
least  equal  to  that  of  the  rope. 

3. 4. 1.2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
(the  contract  load  plus  the  weight  of  the  car. 
cables,  counterweights,  and  so  forth)  to  be  used 
in  the  design  of  elevator  hoisting  machines  shall 
be  at  least : 

For  wrought  iron  or  wrought  steel .  8 
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For  cast  iron,  cast  steel  or  other  materials..  10 

3.4.1.3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

3.4.1.4.  Friction  Gearing  or  Clutch  Mech¬ 
anisms  for  Passenger  Elevators. 

The  use  of  friction  gearing  or  clutch  mech¬ 
anisms  for  connecting  the  drums  or  sheaves  to  the 
main  driving  gear  is  forbidden. 

3.4.1. 5.  Use  of  Belt  or  Chain-driven  Ma¬ 
chines. 

The  use  of  belt  or  chain-driven  machines  is 
forbidden. 

3.4. 1.6.  Cast  Iron  Toothed  Worm  Geairs. 

The  use  of  worm  gearing  with  cast  iron  teeth 

is  forbidden. 

3.4. 1.7.  Brakes  Required. 

Winding  drum  and  traction  machines  shall  be 
equipped  with  brakes  applied  automatically  by 
springs^  or  gravity  when  the  operative  device  is 
at  the  “stop”  position.  Electric  elevator  machines 
shall  be  equipped  with  electrically  released  brakes. 

The  release  of  brakes  before  power  has  been 
applied  to  the  motor  is  forbidden. 

3.4.1.8.  Action  of  the  Brake  Magnet. 

No  single  ground,  short-circuit  or  counter¬ 
voltage  shall  prevent  the  action  of  the  brake  mag¬ 
net  from  allowing  the  brake  to  set  in  the  intended 
manner  during  normal  operation. 

No  motor-field  discharge,  counter-voltage,  single 
ground  or  accidental  short-circuit  shall  retard  the 
action  of  the  brake  magnet  in  allowing  the  brake 
to  set  during  emergency  stops. 

3.4.2.  Hydraulic  ElevatcJr  Machines. 

3.4.2.1.  Construction  of  Hydraulic  Elevator 
Machines. 

Hydraulic  elevator  machines,  whether  of  the 
vertical  or  horizontal  type,  shall  be  so  constructed 
and  so  roped  that  the  piston  will  be  stopped  before 
the  car  can  be  drawn  into  the  overhead  work. 
Stopsof  ample  strength  shall  be  provided  to  bring 
the  piston  to  rest  when  under  full  pressure  with¬ 
out  causing  damage  to  the  cylinder  or  cylinder 
head. 

3.4.2.2.  Metal  Guide  Rails  and  Shoes  Re¬ 
quired  for  Traveling  Sheaves. 

Traveling  sheaves  for  vertical  hydraulic  ele¬ 
vators  shall  be  guided.  Guide  rails  and  guide 
shoes  shah  be  of  metal. 

3.4.2. 3.  Side  Frames  and  U-Strap  Connec¬ 
tions. 

Side  frames  of  traveling  sheaves  for  vertical 
hydraulic  elevators  shall  be  either  structural  or 
forged  steel. 

The  use  of  the  construction  commonly  known 
as  the  “U-strap  connection”  between  the  piston 
rods  and  the  traveling  sheaves  is  forbidden. 

3. 4.2.4.  Equalizing  Cross-Heads  and  Washers. 
Where  more  than  one  piston  rod  is  used  on  the 

vertical. pulling  type,  an  equalizing  cross-head  shall 
be  provided  for  attaching  the  rods  to  the  traveling 
sheave  frame  to  insure  an  equal  distribution  of 
load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  under 
the  piston  rod  nuts  to  insure  a  true  bearing. 

3.4  2.5.  Gas  Releases. 

Cylinders  of  hydraulic  elevator  machines  shall 
be  provided  with  means  for  releasing  air  or  other 
gas. 

3.4.2.6.  Factor  of  Safety  and  True  Bearing  of 
Piston  Rods  of  Hydraulic  Elevators. 
Piston  rods  of  tension  type  hydraulic  elevators 


shall  have  a  factor  of  safety  of  at  least  eight, 
based  on  the  cross  sectional  area  at  the  root  of 
the  thread.  A  true  bearing  shall  be  maintained 
under  the  nuts  at  both  ends  of  the  piston  rod  to 
prevent  eccentric  loading  on  the  rods. 

3.4. 2.7.  Outlets  of  Pressure  Tanks. 

Outlets  of  pressure  tanks  shall  be  located  to 
prevent  the  probability  of  the  entrance  of  air  or 
other  gas  into  the  elevator  cylinder. 

3.4.2.8.  Packing  of  Automatic  Stop  Valves. 

Automatic  stop  valves  for  elevators  shall  be 
packed  with  cup  leathers,  or  other  means  shall  be 
used  to  prevent  sticking  of  the  valve  stems. 

3.4.2.9.  Relief  Valves. 

Each  pump  connected  to  the  pressure  tank  of  a 
hydraulic  elevator  shall  be  equipped  with  a 
relief  valve,  so  installed  that  it  cannot  be  shut 
off.  The  relief  valve  shall  be  of  sufficient  size 
and  so  sec  as  to  pass  the  full  capacity  of  the  pump 
at  full  speed  without  exceeding  the  safe  working 
pressure  of  the  pump  or  tank.  The  relief  valve 
shall  be  piped  to  discharge  into  the  discharge 
tank  or  the  pump  suction.  Two  or  more  relief 
valves  may  be  used  to  obtain  the  capacity. 

3.4.2.10.  Automatic  By-Passes. 

Elevator  pumps,  unless  equipped  with  pressure 
regulations  which  control  the  motive  power,  shall 
be  equipped  with  automatic  by-passes. 

3.4.2.11.  Pressure  Tanks. 

Pressure  tanks  shall  be  made  and  tested  in  ac¬ 
cordance  with  the  requirements  of  the  American 
Society  of  Mechanical  Engineers’  Boiler  Code  for 
unfired  pressure  vessels,  1930. 

3.4.2.12.  Gages 

Each  pressure  tank  shall  be  provided  with  a 
water  gage  glass  having  brass  fittings  and  valves, 
attached  directly  to  the  tank  and  so  located  as 
to  show  the  level  of  the  water  when  the  tank  is 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gage 
which  correctly  indicates  pressure  to  at  least  one 
and  one-half  times  the  normal  working  pressure 
allowed  in  the  tank.  This  gage  shall  be  con¬ 
nected  to  the  tank  by  a  brass  or  other  corrosion 
resisting  pipe  in  such  a  manner  that  the  gage 
cannot  be  shut  off  from  the  tank  (except  by  a 
cock  with  a  “T”  or  lever  handle,  the  T  or  lever 
being  set  in  line  with  the  direction  of  the  flow). 
The  cock  shall  be  in  the  pipe  near  the  gage. 

.  Pressure  tanks  shall  be  provided  with  a  *4  inch 
pipe  size  valved  connection  for  attaching  an  in- 
spectdrs  gage  while  the  tank  is  in  service. 

3.4.2.13.  Vacuum  Relief  Valves. 

Pressure  tanks  that  may  be  subject  to  vacuum 
shall  be  provided  with  one  or  more  vacuum  relief 
valves. 

Vacuum  relief  valves  shall  have  openings  of 
sufficient  size  to  prevent  the  collapse  of  the  tank 
if  a  vacuum  occurs.  If  necessary  more  than  one 
vacuum  relief  valve  may  be  used  to  obtain  suf¬ 
ficient  capacity. 

3.4.2.14.  Inspection  of  Pressure  Tanks. 

Pressure  tanks  shall  be  so  located  and  supported 
that  inspection  may  bo  made  of  the  entire  ex- 
terior. 

3.4.2.15.  Discharge  Tanks. 

Discharge  tanks  open  to  the  atmosphere  shall  be 
so  designed  that  when  completely  filled  the  factor 
of  safety  shall  be  at  least  four  based  on  the 
ultimate  strength  of  the  material.  Discharge 
tanks  shall  be  covered  to  prevent  the  entrance 
of  foreign  material  and  provided  with  a  suitable 
vent  to  the  atmosphere. 
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3.4.3. 


3.4.2.16.  Hydraulic  Elevators  Operated  by 
Steam  or  Gas. 

Hydraulic  elevators  operated  from  a  pressure 
tank  where  the  fluid  pressure  is  obtained  by 
directly  admitting  steam,  air  or  other  gas  to  the 
tank,  shall  comply  with  all  the  rules  governing 
hydraulic  elevators. 

3*4.2.17.  Design  of  Plunger  Elevators. 

In  the  design  of  plunger  elevators  adequate 
provision  shall  be  made  to  stop  the  plunger  as 
well  as  the  car. 

Terminal  Stopping  and  Safety  Devices. 
3.4.3. 1.  Normal  Terminal  Stopping  Devices 
Required. 

Elevators  shall  be  provided  with  upper  and 
lower  normal  terminal  stopping  devices,  arranged 
to  stop  the  car  automatically  from  any  speed  at¬ 
tained  in  normal  operation  within  the  top  and 
bottom  overtravel  independent  of  the  operating 
devices,  the  final  terminal  stopping  device  and 
the  buffers  (except  that  in  the  case  of  hand-rope 
or  rod  operating  devices  the  normal  terminal 
stopping  device  may  operate  in  conjunction  with 
the  operating  devices). 

3A3.2.  Installation  of  Normal  Terminal 
Stopping  Devices. 

Normal  terminal  stopping  devices  shall  be  in¬ 
stalled  as  follows : 

1.  Electric  elevators  having  winding  drum 
machines  (except  sidewalk  type  elevators 
and  except  those  operated  by  hand-rope, 
wheel  or  lever  devices)  shall  have  stopping 
switches  on  the  car  or  in  the  hoistway 
operated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
(except  those  operated  by  hand-rope  devices) 
shall  have  stopping  switches  on  the  car,  or 
in  the  machine  room,  or  in  the  hoistway, 
operated  by  the  movement  of  the  car. 
Where  such  stopping  devices  are  located  in 
the  machine  room,  a  safety  switch  shall  be 
provided  which  will  stop  the  machine  should 
the  driving  member  fail. 

3.  All  electric  elevators  with  hand-rope  or  rod 
operating  devices  shall  have  stop  balls  se¬ 
curely  fastened  to  the  rope  or  rod  arranged 
to  center  the  operating  device,  and  (except 
for  sidewalk  type  elevators)  if  wind¬ 
ing  drum  machines  are  used  they  shall  also 
have  an  additional  device  to  center  the 
operating  device  automatically. 

4.  Hydraulic  elevators  having  a  contract  speed 
in  excess  of  100  feet  per  minute  shall  have 
an  automatic  stop  valve  independent  of  the 
normal  control  valve  or  valves  operated 
either  by  the  car  or  the  machine. 

5.  Hydraulic  elevators  having  a  contract  speed 
of  100  feet  per  minute  or  less  with  hand- 
rope  or  rod  operating  devices  shall  have 
stop  balls  on  the  operating  device. 

6.  Electric  elevators  having  winding  drum 
machines  with  lever  or  wheel  operating  de¬ 
vices  shall  have  a  device  to  center  the  oper¬ 
ating  device  automatically. 

7.  Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  hand-rope  or 
pull  chain  operating  devices  shall  have  a 
stopping  device  on  the  machine  and  on  the 
operating  device. 

Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  either  auto¬ 
matic  or  continuous  pressure  operation  shall 
have  a  stopping  device  on  the  machine  and 
in  the  hoistway.  These  stopping  devices 
shall  not  control  the  same  switches  unless 


two  or  more  separate  and  independent 
switches  are  provided,  two  of  which  shall  be 
closed  to  complete  the  motor  and  brake 
circuit  in  each  direction  of  travel. 

3. 4.3. 3.  Final  Terminal  Stopping  Devices  Re¬ 
quired. 

Electric  elevators  (except  sidewalk  type  ele¬ 
vators)  shall  be  provided  with  upper  and  lower 
final  terminal  stopping  devices  arranged  to  stop 
the  car  and  counterweight  automatically  from  con¬ 
tract  speed  within  the  top  clearance  and  bottom 
overtravel  independently  of  the  operation  of  the 
normal  terminal  stopping  devices  and  the  oper¬ 
ating  device,  but  with  buffers  operative.  This 
requirement  may  necessitate  the  use  of  auxiliary 
stopping  devices  for  the  car  and  counterweight. 

Final  limit  switches  and  oil  buffers  shall  be 
located  so  that  the  engagement  of  the  buffer  and 
the  opening  of  the  limit  switch  will  occur .  as 
nearly  simultaneously  as  possible.  When  spring 
buffers  are  provided,  the  final  limit  switches  shall 
be  opened  before  the  buffer  is  engaged. 

Where  means  are  provided  to  prevent  jumping 
of  the  car  or  counterweight  it  shall  only  be  neces¬ 
sary  that  the  limit  switch  open  before  the  buffer 
is  fully  compressed. 

3. 4.3. 4.  Installation  of  Final  Terminal  Stop¬ 
ping  Devices. 

Final  terminal  stopping  devices  shall  be  in¬ 
stalled  in  connection  with  electric  elevators  (ex¬ 
cept  sidewalk  type  elevators)  as  follows : 

1.  Electric  elevators  having  winding  drum 
machines  shall  have  stopping  switches  on 
the  machines  and  also  in  the  hoistway  oper¬ 
ated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
shall  have  stopping  switches  in  the  hoistway 
operated  by  the  movement  of  the  car. 

3  4.3.5.  Action  and  Switches  of  Final  Ter¬ 
minal  Stopping  Devices. 

The  final  terminal  stopping  device  shall  act  to 
prevent  movement  of  the  car  in  both  directions. 
The  normal  and  final  terminal  stopping  devices 
shall  not  control  the  same  switches  on  the  con¬ 
troller  unless  two  or  more  separate  and  inde¬ 
pendent  switches  are  provided,  two  of  which  shall 
be  closed  to  complete  the  motor  and  brake  circuit 
in  each  direction  of  travel.  When  2-phase  or  3- 
phase  alternating  current  is  used  to  operate  the 
elevator  the  above  switches  shall  be  of  the  multi¬ 
pole  type.  In  the  case  of  hand-rope,  rod,  wheel 
or  lever  operating  devices  the  normal  and  final 
terminal  stopping  devices  may  control  the  same 
switch  on  the  controller. 

When  the  final  terminal  stopping  device  con¬ 
trols  the  same  controller  switch  or  switches  as 
the  operating  device  or  the  normal  terminal  stop¬ 
ping  device,  it  shall  be  connected  into  the  control 
circuit  on  the  oppsite  side  of  the  line. 

3. 4.3. 6.  Prohibited  Types  of  Terminal  Stop¬ 
ping  Devices. 

The  use  of  chain,  rope  or  belt  driven  machine 
terminal  stopping  devices  is  forbidden  for  ele¬ 
vators  having  winding  drum  machines. 

3. 4.3. 7.  Automatic  Terminal  Stopping  De¬ 
vices  Required. 

Electric  elevators  having  winding  drum  ma¬ 
chines  (except  sidewalk  type  elevators)  driven  by 
2-phase  or  3-phase  alternating  current  shall  have 
an  automatic  terminal  stopping  device  arranged 
to  open  the  main  line  circuit  to  the  motor  and 
brake  dirertlv.  Tin's  device  shall  prevent  move¬ 
ment  of  the  machine  in  either  direction  before  or 
coincident  with  the  operation  of  the  final  ter¬ 
minal  stopping  device. 
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3.4.3. 8.  Enclosure  of  Terminal  Stopping 
Switches. 

Normal  and  final  terminal  stopping  switches, 
whether  on  the  car,  in  the  machine  room,  or  in 
the  hoistway,  shall  be  of  the  enclosed  type. 

3.4.3.9.  Mounting  of  Terminal  Stopping  De¬ 
vices. 

Normal  and  final  terminal  stopping  devices, 
where  on  the  car  or  in  the  hoistway,  shall  be 
securely  mounted  in  such  a  manner  that  the 
movement  of  the  switch  lever  or  roller  to  open 
the  contacts  shall  be  as  nearly  as  possible  in  a 
direction  at  right  angles  to  a  line  drawn  between 
the  faces  of  the  car  guide  rails. 

3.4.3.10.  Location  of  Operating  Cams. 

The  cams  for  operating  the  terminal  stopping 
switches  shall  be  of  metal  and  shall  be  so  located 
and  of  sufficient  length  to  maintain  the  switch  in 
the  open  position  when  the  car  is  in  contact  with 
the  overhead  structure  or  resting  on  the  fully 
compressed  buffer  with  the  overhead  structure 
and  the  buffer  in  their  normal  position. 

3.4.4.  Operation  and  Control. 

3.4.4.1.  Maximum  Speed  for  Direct  Hand 
Operated  Elevators. 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  100  feet  per  minute  by  direct 
hand  operated  ropes,  cables  or  rods  is  forbidden. 

3.4.4.2.  Maximum  Speed  of  Elevators  Oper¬ 
ated  by  Wheels  or  Levers;  Marking 
of  Hydraulic  Elevator  Operating 
Devices. 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  150  feet  per  minute  by  wheel 
or  lever  mechanisms  is  forbidden  (except  hydrau¬ 
lic  elevators). 

Hydraulic  elevators  operated  by  a  wheel  op¬ 
erating  device  shall  be  provided  with  an  indicat¬ 
ing  device  in  the  car  to  show  the  position  of  the 
control  valve.  Such  device  shall  be  marked  and 
shall  indicate  “up,”  “down”  and  "off.”  The 
wheel  operating  device  shall  be  marked  to  indi- 
dicate  the  direction  of  motion. 

5.4.4.3.  Access  to  Operating  Ropes  or  Cables 
from  Outside  of  the  Hoistway. 

The  operation  of  elevators  by  a  rope  or  cable, 
access  to  which  is  obtained  from  the  outside  of 
the  hoistway,  is  forbidden. 

3. 4.4.4.  Overhead  Tension  Weights. 

Overhead  tension  weights  for  hand  ropes  shall 

be  secured  by  chains  or  cables  attached  to  the 
weights  and  to  a  suitable  anchorage. 

3. 4.4.5.  Hand-rope  Guards. 

Guards  which  will  keep  the  hand-ropes  on  the 
sheaves  shall  be  installed. 

3. 4.4.6.  Centering  Devices  Required. 

Freight  elevators  (except  sidewalk  type  eleva¬ 
tors)  operated  by  means  of  a  direct  operated  hand- 
rope,  shall  be  provided  with  a  centering  device 
which  will  insure  the  operating  mechanism  being 
placed  in  the  stop  position  when  it  is  desired  to 
stop  the  car. 

5.4.4.7.  Arrangement  and  Number  of  Oper¬ 
ating  Devices. 

The  handle  of  car  switch  operating  devices 
shall  be  arranged  to  return  to  the  “stop”  position 
and  lock  there  automatically  when  the  hand  of 
the  operator  is  removed. 

.  Where  more  than  one  operating  device  is  used 
in  a  car  (except  in  automatic  operation  eleva¬ 
tors)  the  operating  devices  shall  be  so  interlocked 
that  only  one  can  be  used  at  a  time.  If  a  single 
operating  device  is  used,  it  shall  be  so  located 
as  to  be  near  the  car  opening  serving  the  greatest 
number  of  landing  openings. 


3.4.4.8.  Emergency  Stop  Switches. 

An  emergency  stop  switch,  which  will  cut  off 
the  source  of  power,  shall  be  provided  in  the  car 
adjacent  to  the  operating  device  for  electric  eleva¬ 
tors.  If  the  stop  button  of  an  automatic  opera¬ 
tion  or  continuous  pressure  operation  elevator  is 
a  red  button  marked  “stop,”  it  may  be  used  as 
the  emergency  stop  switch. 

One  lead  to  the  emergency  stop  switch  shall 
be  run  to  the  car  through  a  separate  and  inde¬ 
pendent.  traveling  cable  where  electric  elevators 
have  winding  drum  machines. 

3.4.4.9.  Disconnecting  Switch  Required. 

A  manually  operated  multi-pole  disconnecting 
(service)  switch  shall  be  installed  in  the  main 
line  of  electric  elevator  machinery. 

This  switch  shall  be  located  adjacent  to  and 
visible  from  the  elevator  machine  or  motor  gen¬ 
erator  set.  Provision  for  closing  the  disconnect¬ 
ing  switch  from  any  other  part  of  the  building 
is  forbidden.  When  practicable  this  switch  shall 
be  located  in  the  machine  room  at  the  lock- jamb 
side  of  the  entrance  door. 

3.4.4.10.  Independent  Breaks  Required  with 

Metal-to-Metal  Contacts. 

Where  metal-to-metal  contacts,  gravity  or 
spring  opened,  or  a  combination  of  the  two,  are 
used  on  controller  switches  for  stopping  elevator 
machines  at  least  two  independednt  breaks  shall 
be  provided. 

3.4.4.11.  Use  of  Springs  or  Electric  Circuits 
as  Circuit  Breakers. 

Breaking  the  circuit  to  stop  an  automatic-con¬ 
trol  elevator  at  the  terminals  shall  be  independent 
of  the  operation  of  springs  in  tension  or  the  com¬ 
pletion  of  another  electric  circuit.  If  springs  are 
used  they  shall  be  in  compression.  The  interrup¬ 
tion  of  the  electric  circuit  shall  prevent  the 
movement  of  the  car. 

3.4.4.12.  Grounding  of  Frames. 

The  frame  of  the  electric  elevator  machine,  the 
frame  of  the  controller,  the  operating  rope  if  used, 
and  the  frames  of  electric  appliances  in  or  on  the 
elevator  car  shall  be  effectively  grounded. 

3A4.!3.  Enclosure  of  “Slack  Cable”  Switches. 

the  electric  “slack  cable”  switches  shall  be 
enclosed. 

3.4.4.14.  Forbidden  Types  of  Control  Sys¬ 
tems. 

The  use  of  control  systems  which  depend  on  the 
completion  or  maintenance  of  an  electric  circuit 
for  the  interruption  of  the  power  and  for  the  ap¬ 
plication  of  electro-mechanical  brakes  at  the  ter¬ 
minals,  for  the  operation  of  safeties  or  the 
closing  of  a  contactor  by  an  emergency  stop 
button,  is  forbidden  (except  that  dynamic-braking 
and  speed  control  devices  are  exempt  from  these 
requirements). 

3-f-4-15-  Arrangement  of  Operating  Levers. 

Lar-switch  and  hand-operating  levers  shall 
be  so  arranged  that  the  movement  of  the  lever 
toward  the  opening  which  the  operator  usually 
faces  will  cause  the  car  to  descend  and  the  move¬ 
ment  of  the  lever  away  from  the  opening  will 
cause  the  car  to  ascend. 

3.4.4.16  Rope  Locks  Required 

Freight  elevators  operated  by  hand-ropes  shall 
be  equipped  with  rope  locks  for  holding  the  car 
at  any  landing  (except 

1.  Sidewalk  type  elevators; 

2.  Elevators  equipped  with  an  emergency 
switch ;  and 

3.  Elevators  equipped  with  interlocks  or  elec¬ 
tric  contacts). 
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3.4.4.17.  Operation  of  Directional  Switches 
or  Operating  Valves  on  Passenger 
Elevators. 

On  mechanically  operated  passenger  elevators 
the  operation  of  directional  switches  or  operating 
valves  shall  not  depend  solely  upon  belts  or  upon 
cast  or  malleable  iron  chains.  If  a  hand-rope  is 
used  the  cable  shall  be  securely  anchored  to  the 
operating  sheave  or  drum. 

3.4.4.18.  Automatic  Fire  Alarm  Circuit 
Breakers. 

The  use  of  a  circuit  breaker  operated  auto¬ 
matically  by  a  fire  alarm  system  to  cut  off  the 
power,  or  interrupting  the  operating  circuit  of  a 
passenger  elevator  is  forbidden. 

3.4.4.19.  Automatic  Operation  Elevators. 

Automatic  operation  elevators  (except  sidewalk 

elevators  the  travel  of  which  does  not  exceed  one 
story)  shall  comply  with  the  following  require¬ 
ments:  . 

1.  If  the  car  has  started  for  a  given  landing 
it  shall  be  impossible  for  an  impulse  to  be 
given  from  any  landing  to  send  the  car  in 
the  reverse  direction  until  it  has  reached 
the  destination  corresponding  to  the  first 
impulse.  It  shall  be  permissible  to  stop  the 
car  at  any  intermediate  landing  to  take  on 
or  discharge  passengers  or  attendants  going 
in  the  original  direction. 

2.  If  the  car  has  been  stopped  to  take  on 
or  discharge  passengers  or  freight  and  is 
to  continue  in  the  direction  determined  by 
the  first  impulse,  it  is  permissible  to  start 
the  car  by  the  closing  of  the  car  gate. 

3.  It  shall  be  impossible  to  start  the  car  under 
normal  operation  unless  every  hoistway  door 
is  closed  and  locked  in  the  closed  position. 
The  use  of  devices  employing  locks  and 
contacts  of  a  type  where  the  contact  is 
made  when  the  door  is  closed  and  the  lock¬ 
ing  of  the  door  takes  place  subsequently 
is  forbidden. 

4.  Where  the  elevator  is  used  by  the  general 
public  no  buttons  shall  be  provided  at  any 
landing  to  send  the  car  to  any  other  land¬ 
ing- 

5.  The  floating  platform  construction  may  be 
used  to  permit  operation  of  the  car  from 
the  landing  buttons  with  the  car  gate  open 
when  there  is  no  passenger  in  the  car 
under  the  following  conditions : 

Each  landing  door  shall  be  flush  with 
the  hoistway  edge  of  its  landing  saddle  and 
lintel  within  a  tolerance  of  one-quarter  of 
an  inch,  plus  or  minus. 

The  platform  shall  prevent  the  operation 
of  the  car  from  the  car  push  buttons  unless 
the  platform  is  depressed. 

It  shall  be  impossible  to  operate  the 
elevator  from  the  car  push  buttons  unless 
the  car  gate  is  closed. 

The  platform  shall  operate  when  a 
weight  of  30  pounds  is  placed  on  it  at  any 
point. 

The  platform  shall  be  so  constructed  that 
there  is  no  pocket  or  recess  capable  ot 
holding  refuse  or  dirt  beneath  the  platform. 

The  entire  platform  within  the  enclosure 
and  the  platform  threshold  sill  shall  float. 

The  installation  of  handrails  in  the  eleva¬ 
tor  car  is  forbidden. 

6.  An  inspector’s  switch  shall  be  installed  on 
the  controller  to  render  all  landing  buttons 
inoperative,  and  when  the  opening  of  the 
emergency  stop  switch  or  button  does  not 
cancel  all  registered  car  and  hall  calls,  the 


inspector’s  switch  on  the  controller  shall 
also  render  all  car  buttons  inoperative  and 
there  shall  be  furnished  in.  the  car  an  Up 
and  Down  inspection  switch  or  button 
which  will  enable  the  inspector  to  operate 
the  elevator  in  either  direction  as  long  as 
the  switch  or  button  is  held  in  contact. 

3.4.4.20.  Continuous  Pressure  Operation. 

The  use  of  continuous  pressure  operation  for 
passenger  elevators  is  forbidden  (except  when  they 
are  provided  with  all  of  the  safety  devices  re¬ 
quired  for  automatic  operation  elevators). 

3.4.4.21.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  electric  elevator  driven  by  a  polyphase 
alternating  current  motor  shall  be  provided  with 
a  device  which  will  (except  in  the  case  of  alter¬ 
nating  current  motors  used  in  motor  generator 
sets)  prevent  starting  the  motor  if 

1.  The  phase  rotation  is  in  the  wrong  direc¬ 
tion;  or 

2.  There  is  failure  in  any  phase. 

3.4.4.22.  Starting  of  Electric  Elevators  After 
Failure  of  Power. 

Electric  elevators  operated  by  hand  cables,  lever 
or  wheel  operating  devices,  shall  be  so  arranged 
that,  in  case  of  failure  of  power,  or  the  opening 
of  car  gate,  landing  door  or  limit  switches,  it 
will  be  necessary  to  return  the  operating  device 
to  the  “OFF”  position  before  the  elevator  can 
again  be  started. 

3.4.4.23.  Use  of  Overload  Circuit-Breakers. 

If  an  overload  circuit-breaker  is  used  for  a 

direct  current  rheostatic  control  electric  elevator, 
the  wiring  shall  be  arranged  so  that  the  circuit  of 
the  brake-magnet  coil  is  opened  at  the  same  time 
that  the  line  circuit  is  opened. 

3.4.4.24.  Sidewalk  Elevator  Key  Switch. 
Sidewalk  elevators  the  hatch  opening  of  which 

is  located  in  the  sidewalk  or  other  area  accessible 
to  the  public  shall  be  provided  with  a  device 
which  shall  normally  prevent  the  car  from  open¬ 
ing  or  closing  the  sidewalk  hatch  cover.  A 
switch  which  can  be  operated  only  by  a  special 
key  and  which  when  closed  will  permit  the 
car  to  open  and  close  the  sidewalk  hatch  cover 
shall  be  installed  on  the  building  wall  above  the 
sidewalk  at  the  right  hand  side  of  -the  hoistway 
when  facing  the  building  wall  and  not  over  18 
inches  horizontally  distant  from  the  hoistway.  A 
detachable  flexible  cord  5  feet  or  less  in  length 
with  a  continuous  pressure  button  on  the  free 
end  may  be  used  in  lieu  of  the  key  switch  when 
desired. 

It  shall  be  necessary  that  the  key  or  button 
be  held  manually  in  position  to  keep  the  circuit 
closed.  The  elevator  may  also  be  operated  from 
the  sidewalk  or  exterior  area  level  by  means  of 
the  key  switch  or  button. 

3.4.4.25.  Installation  of  Condensers. 

The  installation  of  condensers  the  operation  of 
which  will  hold  in  any  magnet  or  keep  alive  any 
circuit  so  as  to  interfere  with  the  proper  opera¬ 
tion  of  any  new  or  existing  elevator  apparatus  is 
forbidden. 

3.4.5.  Limits  of  Speed. 

3.4.5. 1.  Maximum  Speed  of  Freight  and 
Passenger  Elevators. 

The  maximum  contract  speed  of  passenger  and 
freight  elevators  (except  as  otherwise  specified  in 
3.4.52,  Maximum  Speed  of  Sidewalk  Type  Ele¬ 
vators;  3.4.5.3,  Maximum  Speed  of  Freight  Ele¬ 
vators  Without  Regular  Operators,  and  3. 4. 5. 4, 
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Maximum  Speed  of  Continuous  Pressure  Opera¬ 
tion  Freight  Elevators)  shall  be  limited  only  by 
the  top  and  bottom  clearances  as  determined  by 

2.1.4,  Pits,  Overtravel  and  Clearances. 

3.4.5. 2.  Maximum  Speed  of  Sidewalk  Type 
Elevators. 

The  maximum  contract  speed  of  sidewalk  type 
elevators  shall  be  35  feet  per  minute. 

3. 4.5.3.  Maximum  Speed  of  Freight  Eleva¬ 
tors  Without  Regular  Operators. 

The  maximum  contract  speed  of  freight  ele¬ 
vators  without  a  regular  operator  (except  side¬ 
walk  type  elevators)  unless  provided  with  auto¬ 
matic  operation  or  continuous  pressure  operation, 
shall  be  100  feet  per  minute. 

3.4.5.4.  Maximum  Speed  of  Continuous  Pres¬ 
sure  Operation  Freight  Elevators. 

The  maximum  contract  speed  of  electric  freight 
elevators  with  continuous  pressure  operation  (ex¬ 
cept  sidewalk  type  elevators)  shall  be  150  feet  per 

minute. 

3.5.  Cables  and  Signal  Systems  for 
Elevators. 

3.5.1.  Cables. 

3. 5.1.1.  Materials  for  Cables. 

Car  and  counterweight  cables  shall  be  iron 
or  steel  without  covering  (except  that  where  lia¬ 
bility  to  excessive  corrosion  or  other  hazard  ex¬ 
ists,  marline-covered  cables  are  permitted  for 
freight  elevators).  The  use  of  marline-covered 
cables  for  passenger  elevators  is  forbidden.  The 
use  of  chains  for  hoisting  is  forbidden  (except 
for  sidewalk  elevators  the  travel  of  which  does 
not  exceed  15  feet). 

3. 5.1.2.  Information  on  Capacity  Plates. 

Where  winding  drum  machines  are  used,  the 
capacity  plate  required  in  33.7.2,  Posting  of  In¬ 
formation,  shall  bear  the  following  information: 


CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

Machine 

Counterweight 

jrr'— 

CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter- 

weight 

In  addition  a  metal  tag  shall  be  attached  to  the 
cable  fastenings.  On  this  tag  shall  be  given  the 
diameter,  rated  ultimate  strength,  and  material  of 
the  cable,  and  the  date  of  the  cable  installation. 

3.5. 1.3.  Load  Limit  for  Cables  of  Unknown 
Strength. 

Where  the  rated  ultimate  strength  and  material 
are  not  known,  the  loads  shall  be  limited  to  the 
loads  allowed  for  iron  cable  of  the  same  diameter. 

3. 5. 1.4.  Factors  of  Safety. 

The  factor  of  safety  based  on  static  loads  for 
car  and  counterweight  cables  for  elevators 
shall  be  at  least  the  values  given  in  the  follow¬ 
ing  figures  corresponding  to  the  contract  speed 
of  the  car. 

The  factor  of  safety  based  on  static  loads  for 
chains  used  for  hoisting  sidewalk  elevators  shall 
be  at  least  5,  and  for  cables  7. 

factor  of  safety 


c> 

o 

c. 


Where  traction  machines  or  drum  machines 
without  counterweights  are  used,  the  capacity 
plate  required  in  33.7.2,  Posting  of  Information, 
shall  bear  the  following  information : 


CABLE  SPECIFICATIONS  I 


Number 

Diameter 
in  Inches 

Rated  Ultimate 

Strength  in  Pounds 

Hoisting  Cables 

l 

009/ 

Where  hydraulic  machines  are  used  the  ca-  ‘  "  ACTORS  OF  SAFETY  FOR  HOISTING 

pacity  plate  required  is  33.7.2,  Posting  of  Infor-  AND  COUNTERWEIGHT  CABLES  FOR 

motion,  shall  bear  the  following  information:  PASSENGER  ELEVATORS 


271 


CAR  SPEED  IN  FEET  PER  MIN. 


RULES 


3.5. 1.5.  Number  and  Diameter  of  Cables  and 
Computed  Load. 

The  number  and  diameter  of  the  cables  shall  be 
determined  by  using  the  factor  of  safety  found  in 
3.5.1.4,  Factors  of  Safety,  together  with  the  rated 
ultimate  strength  of  the  cable.  The  computed 
load  on  the  cables  shall  be  the  weight  of  the  car, 
plus  its  contract  load,  plus  the  weight  of  hoisting 
cables  and  the  compensation. 

The  minimum  number  of  cables  used  with  trac- 
tion  elevators  shall  be  3.  The  minimum  number 
of  cables  used  with  winding  drum  elevators  shall 
be  2. 


factor  of  safety 


FREIGHT  ELEVATORS 

The  use  of  hoisting  ropes  less  than  /4-inch  in 
diameter  for  elevators  is  forbidden  (except  that 
where  conditions  make  impractical  the  use  of 
rope  of  the  size  specified,  the  Superintendent  may 
permit  the  use  of  rope  7/16  of  an  inch  in 
diameter). 

3.5. 1.6.  Anchoring  of  Cables  to  Winding 
Drums. 

Cables  anchored  to  winding  drums  shall  have 
at  least  one  turn  of  cable  on  the  winding  drum 
when  the  car  or  counterweight  has  reached  the 
extreme  limit  of  its  overtravel. 

3.5.1.7.  Lengthening  or  Repairing  Cables  by 
Splicing  Forbidden. 

The  repair  or  lengthening  of  car  or  counter¬ 
weight  cables  by  splicing  is  forbidden. 


3.5  1.8.  Securing  Winding  Drum  Ends  of 
Cables. 

The  winding  drum  ends  of  car  or  counter¬ 
weight  cables  shall  be  secured  by  clamps  on  the 
inside  of  the  drums  or  by  one  of  the  methods 
specified  in  the  following  paragraphs  for  fasten¬ 
ing  cables  to  cars  or  counterweights. 

3.5. 1.9.  Fastening  Car  and  Counterweight 
Ends  of  Cables. 

The  car  and  counterweight  ends  of  cables  shall 
be  fastened  by  individual  tapered  babbitted  sockets, 
or  by  other  methods  approved  by  the  Superin¬ 
tendent  (except  that  spliced  eyes  and  return  loops 
are  forbidden).  Other  fastenings  may  be  used  for 
compensating  counterweight  cables  and  for 
plunger  elevators 

Adjustable  shackle  rods  shall  be  used  to  attach 
cables  to  cars  and  counterweights  in  such  a  man¬ 
ner  that  all  portions  of  the  cable  (except  the  por¬ 
tion  in  the  socket)  shall  be  readily  visible. 

3.5.1.10.  Method  of  Socketing  Cables. 

If  a  babbitted  socket  is  used,  the  length  of  the 
socket  shall  be  at  least  4.75  times  the  diameter 
of  the  cable.  The  hole  at  the  small  end  shall  be 
as  given  in  the  following  table : 


Nominal  Diameter  of 
Cable  in  Inches 

Inside  Diameter  of  Small  End  of 
of  Cable  Socket 

%  to  7/16  inclusive 

shall  not  be  more  than  1/16  inch 
larger  than  actual  cable  diameter. 

)4  to  J4  inclusive 

shall  not  be  more  than  3/32  inch 
larger  than  actual  cable  diameter. 

7/&  to  llA  inclusive 

shall  not  be  more  than  %  inch 
larger  than  actual  cable  diameter. 

114  to  1)4  inclusive 

shall  not  be  more  than  3/16  inch 
larger  than  actual  cable  diameter. 

The  small  end  of  the  socket  shall  be  free  from 

cutting  edges.  The  hole  at  the  large  end  of  tne 
socket  shall  be  at  least  2)4  times  the  diameter 
of  the  cable.  A  socket  shall  be  drop-forged  steel, 
steel  casting,  or  formed  in  a  substantial  block  of 
cast  iron.  The  socket  shall  be  of  such  strength 
that  the  cable  will  break  before  the  socket  is 
perceptibly  deformed. 

The  ends  of  wire  rope  shall  be  served  with  three 
seizings  at  each  side  of  any  point  at  which  the 
rope  is  to  be  cut. 

Only  annealed  iron  wire  shall  be  used  as  seiz¬ 
ing  wire.  The  wires  should  be  wound  tight  and 
even.  The  twisted  ends  of  the  seizings  shall  be 
so  placed  that  they  fall  into  the  valleys  between 
strands  and  away  from  the  end  of  the  rope. 

The  first  two  seizings  shall  be  at  least  )4- inch 
long,  and  the  third  seizing  at  least  ^4-inch  long. 
The  first  seizing  shall  be  close  to  the  cut  and 
the  second  seizing  shall  be  spaced  within  2/4 
inches  from  the  first  seizing.  The  third  seizing 
shall  be  at  a  distance  from  the  second  seizing 
equal  to  the  length  of  the  socket. 

The  use  of  tape  as  a  substitute  for  annealed- 
iron-wire  seizing  is  forbidden. 

•The  ropes  thus  served  shall  be  slipped  into 
the  socket  a  sufficient  distance  for  manipulating 
and  after  removing  the  first  two  seizings  the 
strands  shall  be  opened  up  and  the  hemp  center 
cut  out  as  close  as  possible  to  the  remaining 
seizing. 

Then  all  grease  shall  be  wiped  off  the  extended 
strands  and  the  lubricant  carefully  removed  by 
washing  with  gasoline.  The  ends  of  the  strands 
shall  then  be  bent  in  and  bunched  close  together, 
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and  the  rope  pulled  back  as  far  as  possible  so 
that  the  strands  rest  in  the  basket  with  the  third 
seizing  slightly  projecting  outside  the  mouth  of 
the  socket. 

The  socket,  now  being  ready  for  pouring  the 
babbitt,  shall  be  warmed  and  shall  be  held  vertical 
and  truly  axial  with  the  rope  to  be  socketed. 
Tape  or  waste  may  be  wound  around  the  rope  at 
the  base  of  the  socket  to  prevent  the  metal  from 
seeping  through,  but  must  be  removed  after  the 
babbitt  has  cooled  off.  Pure  babbitt  only,  free  of 
dross,  shall  be  used,  heated  to  a  temperature  just 
sufficient  to  produce  fluidity. 

If.  the  seizing  and  socketing  has  been  done 
properly,  the  original  and  uniform  relation  of 
tension  obtained  by  correct  manufacture  will  be 
undisturbed;  any  loss  of  rope  lay  is  a  clear  in¬ 
dication  of  careless  seizing  and  socketing. 
3.5.1.11.  Reroping  and  Shortening  of  Cables. 

Whenever  an  elevator  is  reroped  or  its  ropes 
shortened,  the  top  car  and  counterweight  clear¬ 
ances  shall  be  at  least  those  specified  in  2.1.4.3, 
Top  Clearances. 

3.5.2.  Emergency  Signals. 

3.5.2.1.  Emergency  Signals  or  Telephones 
Required. 

Automatic  operation  passenger  or  freight  eleva¬ 
tors  (except  sidewalk  elevators  the  travel  of 
which  does  not  exceed  15  feet)  shall  be  provided 
with  an  audible  emergency  signal  operative  from 
the  car  and  located  outside  of  the  hoistway,  or 
shall  be  provided  with  a  telephone.  The  emer¬ 
gency  alarm  shall  be  clearly  audible  in  the  office, 
power  house,  or  room  in  which  an  employee  is 
ordinarily  located. 

3.5.2.2.  Telephone  Connection  Required. 

Passenger  elevators  in  private  residences  shall 
be  provided  with  a  telephone  permanently  con¬ 
nected  to  a  central  exchange. 

3. 5.2.3.  Signal  Systems  on  Freight  Elevator 
Hoistways. 

The  hoistway  of  every  freight  elevator  (ex¬ 
cept  automatic-operation  and  continuous  pressure 
operation  and  sidewalk  elevators)  shall  be  pro¬ 
vided  with  a  signal  system  by  means  of  which 
signals  can  be  given  from  any  landing  whenever 
the  elevator  is  desired  at  that  landing. 

RULE  4.  HAND  POWER 
ELEVATORS 

4.1.  Hoistway  Construction. 

4.1.1.  Fire  Resistive  Hoistway  Enclosures. 

4.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter  5 
of  the  Code  of  Ordinances,  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  sidewalk  elevators,  the  travel 
of  which  does  not  exceed  one  story). 

4.1. 1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18,  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that  they  must  first  comply  with  23.1.1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2.0001  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 


4.1. 1.3.  Strength  of  Hoistway  Enclosures. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism. 

4.1.2.  Non-fire  Resistive  Hoistway  Enclo¬ 
sures. 

Non-fire  resistive  hoistway  enclosures  shall  be  permit¬ 
ted  only  for  sidewalk  elevators,  the  travel  of  which  does 
not  exceed  one  story.  Where  non-fire  resistive  construc¬ 
tion  is  permitted,  hoistways  shall  be  enclosed  to  a  height 
of  6  feet  (except  on  the  sides  used  for  loading  or  un¬ 
loading). 

4.1.2.1.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or 
latticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grillwork  is  used, 
the  wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage),  and  the  max¬ 
imum  size  of  mesh  shall  be  2  inches.  Where 
expanded  metal  is  used,  its  minimum  thickness 
shall  be  0.094  inches  (Number  13  United  States 
Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

4.1.3.  Clearance  Between  Cars  and  Hoistway 
Enclosures. 

4.1.3.1.  Clearance  Between  Car  Platforms 
and  Landing  Saddle. 

The  maximum  clearance  between  the  car  plat¬ 
form  and  the  landing  saddle  shall  be  3  inches  for 
freight  elevators  and  2  inches  for  passenger  ele¬ 
vators  (except  that  where  the  operating  rope  is 
located  at  the  side  of  the  platform,  this  clearance 
shall  not  exceed  1  inch). 

4.1.3.2.  Clearance  Between  Hoistway  Enclo¬ 
sure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly  with¬ 
in.  the  hoistway  in  which  case  the  maximum  per¬ 
missible  clearance  shall  be  7)4  inches). 

4.1.4.  Overtravel  for  Hand  Elevators. 

An  overtravel  of  at  least  18  inches  shall  be  provided 
at  the  top  for  hand  elevators  (except  for  sidewalk  ele¬ 
vators).  No  overtravel  is  required  at  the  bottom. 

4.1.5.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

4.1. 5.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  inde¬ 
pendent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

4.1. 5.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves  and 
similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 
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4.1.5.3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

4.1.5. 4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams  based  on  the 
ultimate  strength  of  the  material  which.  if.  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  4.1.52,  Loads  on  Supports,  shall  be  at  least  the 
following : 

For  steel .  4 

For  reinforced  concrete .  7 

4.1.6.  Gratings  Under  Machinery. 

A  metal  grating  capable  of  supporting  50  pounds  per 
square  foot  shall  be  installed  under  the  overhead 
machinery.  Openings  in  such  gratings  shall  reject  a  ball 
iy2  inches  in  diameter. 

4.1.7.  Thoroughfares  Under  Elevator  Hoist¬ 
ways  or  Counterweights. 

Thoroughfares  under  hoistways  or  counterweights  are 
forbidden  unless  there  is  a  structure  under  the  hoistway 
or  counterweight  sufficiently  strong  to  withstand  the  im¬ 
pact  of  the  car  with  contract  load,  or  the  impact  of  the 
counterweight,  when  either  is  dropped  freely  in  its  guides 
from  the  upper  limit  of  overtravel,  provided  that  for  cars 
or  counterweights  equipped  with  broken  rope  safeties 
and  speed  retarders,  the  impact  shall  be  computed  for  the 
maximum  attainable  speed. 

4.2.  Hoistway  Guards  and  Screens. 

4.2.1.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of  300 
pounds  per  square  foot.  The  maximum  permissible  dimen¬ 
sions  of  sidewalk  openings  shall  be  5  feet  at  right  angles 
to  and  6  feet  parallel  to  the  building  line  (except  by 
permission  of  the  Borough  President).  The  side  of  the 
opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions  make 
this  impractical  this  distance  may  be  increased  subject 
to  the  approval  of  the  Superintendent). 

Where  hinged  type  covers  are  used,  the  line  of  the  hinges 
shall  be  at  right  angles  to  the  building  line.  Where  the 
covers  open  toward  any  obstruction  the  space  between  the 
fully  opened  cover  and  such  obstruction  shall  be  at  least 
18  inches.  Where  vertical  lifting  covers  are  used,  there 
shall  be  a  clearance  of  at  least  2  feet  between  the  cover  and 
any  obstruction  above  it  when  the  elevator  is  at  the  top 
of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening  or 
holding  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch  open¬ 
ing  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lift¬ 
ing  type  covers  may  be  used,  or  doors  may  be  provided 
complying  with  4.3,  Hoistway  Doors.  Such  doors  shall 
be  so  arranged  that  they  can  only  be  opened  or  unlocked 
from  the  outside  of  the  hoistway  when  the  car  is  at  the 
landing. 

4.2.2.  Counterweight  Runways  Outside  of  the 
Hoistway. 

Runways  for  counterweights  located  outside  of  the  ele¬ 
vator  hoistway  shall  be  solidly  enclosed  throughout  their 
height  (except  that  when  the  runway  is  located  outside 


of  the  building  it  shall  be  enclosed  to  a  height  of  at  least 
7  feet  from  the  ground). 

4.3.  Hoistway  Doors. 

4.3.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

No  automatic  fire  door,  the  functioning  of  which  is 
dependent  on  the  action  of  heat,  shall  lock  any  landing 
opening  in  the  hoistway  enclosure  of  any  passenger  ele¬ 
vator  or  any  exit  leading  from  any  hoistway  landing  door 
to  the  outside  of  the  structure. 

4.3.2.  Protection  of  Landing  Openings. 

Landing  openings  in  hoistway  enclosures  shall  be  pro¬ 
tected  by  sliding  or  swing  doors  complying  with  the  fire 
resistive  requirements  for  doors  in  such  enclosures. 

In  addition  to  such  doors  landing  openings  in  hoistway 
enclosures  shall  be  furnished  with  gates  at  least  30  inches 
high  which  close  when  the  car  leaves  the  landing  unless 
the  landing  doors  are  made  in  two  parts,  one  above  the 
other,  the  lower  part  extending  at  least  30  inches  above 
the  floor,  and  arranged  to  open  only  after  the  upper  part 
has  been  opened  and  which  must  be  closed  before  the  top 
part  is  closed. 

4.3.3.  Opening  of  Hoistway  Doors. 

Hoistway  doors  of  elevators  serving  more  than  two 
floors  shall  not  be  openable  from  the  landing  side  unless: 

1.  The  word  “ELEVATOR”  is  conspicuously  dis¬ 
played  on  the  landing  side  of  the  doors,  and, 

2.  Unless  the  hoistway  door  is  equipped  with  two 
spring  locks  or  latches,  one  of  which  is  at  least  6 
feet  above  the  floor. 

4.3.4.  Hanger  Guards  and  Stops. 

Means  shall  be  provided  to  prevent  hangers  for  all 
sliding  hoistway  doors  from  jumping  the  tracks.  Stops 
shall  also  be  provided  to  prevent  the  hanger  carriage 
from  leaving  the  ends  of  the  track,  or  suitable  stops  may 
be  provided  on  the  door  only. 

4.3.5.  Vision  Panels. 

For  elevators  which  can  be  operated  from  outside  of 
the  hoistway,  hoistway  doors  may  be  provided  with  a 
vision  panel.  Such  panels  shall  be  of  clear  wired  glass 
with  a  maximum  area  of  80  square  inches. 

4.3.6.  Strength  of  Hoistway  Doors. 

Hoistway  doors  shall  withstand  a  force  of  75  pounds 
applied  perpendicularly  to  the  door  at  any  point  without 
being  sprung  from  their  guides. 

4.3.7.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  the  full  width 
of  the  landing  openings  and  shall  extend  the  full  height 
from  the  landing  saddle  to  the  top  of  the  landing  opening. 

4.3.8.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

4.4.  Car  Construction  and  Safeties. 

4.4.1.  Car  Construction. 

4.4.1. 1.  Car  Enclosures. 

Cars  (except  for  sidewalk  elevators)  shall  be 
enclosed  on  the  top  and  sides  not  used  for 
entrance.  Enclosures  shall  be  of  solid  or  open¬ 
work  rigidly  braced  with  steel.  Where  slats,  bars 
or  wire  mesh  are  used,  the  openings  shall  reject  a 
ball  2  inches  in  diameter.  Where  sheet  metal  is 
used,  it  shall  be  at  least  as  thick  as  Number  16 
United  States  Gage.  Where  wire  mesh  is  used, 
the  wire  shall  be  at  least  0.135  inches  in  diameter 
(Number  10  Steel  Wire  Gage).  Enclosures 
shall  not  deflect  more  than  inch  when  a  force 
of  75  pounds  is  applied  perpendicularly  to  the 
enclosure  at  any  point.  The  car  enclosure  shall 
be  securely  fastened  to  the  car  platform  or  frame 
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so  that  it  cannot  work  loose  or  become  displaced 
in  ordinary  service. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
on  the  sides  not  used  for  entrance  to  the  spring 
of  the  bow  iron  but  at  least  4  feet  above  the 
platform.  If  the  enclosure  is  openwork  of  bars, 
slats  or  wire  mesh  the  openings  shall  reject  a 
ball  4  inches  in  diameter.  Wire  mesh  enclosures 
shall  be  of  wire  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage). 

4.4.1. 2.  Materials  and  Factors  of  Safety. 

Car  frames  and  platforms  shall  be  of  metal  or 
sound  seasoned  wood  designed  with  a  factor  of 
safety  of  at  least  four  for  metal  or  six  for  wood 
on  the  contract  load  uniformly  distributed.  The 
frame  members  shall  be  securely  bolted  and 
braced. 

4.4.1. 3.  Use  of  Glass. 

The  use  of  glass  is  forbidden  in  elevator  cars 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  opera¬ 
tion  of  the  car).  The  maximum  size  of  a  piece 
of  glass  shall  be  1  square  foot  unless  laminated 
or  otherwise  shatterproof,  but  the  total  area  of 
c"oh  glass  used  in  the  car  in  connection  with 
lighting  fixtures,  whether  in  one  or  more  pieces, 
shall  be  at  most  4  square  feet. 

4.4.1. 4.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  Structures. 

Elevator  cars,  operating  in  hoistways  outside 
of  structures,  which  are  enclosed  only  at  the 
ground  landing,  shall  be  protected  on  the  exposed 
sides  by  independently  operated  gates  or  by  self¬ 
closing  gates. 

4.4.2.  Car  Compartments. 

Hand  elevator  cars  upon  which  persons  are  permitted 
to  ride  shall  have  only  one  compartment. 

4.4.3.  Car  Safeties. 

If  the  rise  of  an  elevator  exceeds  15  feet  it  shall  be 
equipped  with  an  approved  safety  device  attached  to  the 
under  side  of  the  car  which  will  immediately  stop  and 
hold  the  car  and  contract  load,  if  the  suspension  means 
breaks. 

4.4.4.  Capacity  and  Loading. 

4.4.4.1.  Minimum  Contract  Load  of  Passen¬ 
ger  Elevators. 

The  contract  load  of  passenger  elevators  shall 
be  at  least  50  pounds  per  square  foot  of  platform 
area  inside  of  the  car  enclosure. 

4.4.4. 2.  Information  Plate  Required. 

A  metal  plate  shall  be  fastened  in  a  conspicu¬ 
ous  place  in  the  elevator  car  and  shall  bear  the 
following  information,  in  at  least  %  inch  letters 
or  figures,  stamped,  etched  or  raised  on  the  sur¬ 
face  of  the  plate : 

1.  The  contract  load  of  the  elevator  in  pounds. 

2.  The  maximum  number  of  passengers  to  be 
carried,  based  on  150  pounds  per  person  (if 
a  passenger  elevator). 

4.4.4. 3.  Tests. 

A  contract  load  test  of  every  new  hand  power 
elevator  as  to  operation  of  the  car  safety,  brake 
and  speed  retarding  devices  shall  be  made  before 
the  elevator  is  placed  in  regular  service. 

4.5.  Guides,  Buffers  and  Counterweights. 

4.5.1.  Guide  Rails. 

Car  and  counterweight  guide  rails  shall  be  of  steel  or 
wood  (except  that  where  the  car  travel  exceeds  35  feet  and 
in  structures  over  150  feet  tall,  the  rails  shall  be  of 
steel).  Joints  in  steel  rails  shall  be  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates.  Joints 


in  wood  rails  shall  be  tongued  and  grooved  or  doweled 
and  screwed  to  backing  pieces  or  brackets.  Guide  rails 
shall  be  securely  fastened  with  through  bolts,  wood 
screws,  or  clips  of  such  strength,  design  and  spacing 
that  the  maximum  deflection  of  the  guide  rails  and 
their  fastenings  .  under  normal  operation  shall  be  % 
inch  or  less,  particularly  where  in  contact  with  the  guide 
shoe  when  the  car  is  at  the  landing.  Guide  rails  shall  with¬ 
stand  the  application  of  the  safety  when  stopping  a  fully 
loaded  car  or  the  counterweight.  The  guiding  surfaces 
of  the  guide  rails  for  elevators  requiring  safeties  shall 
be  finished  smooth.  Guide  rails  shall  be  “bottomed”  on 
suitable  supports  and  extended  at  the  top  to  prevent  guide 
shoes  running  off  in  case  the  overtravel  is  exceeded. 

4.5.2.  Car  and  Counterweight  Buffers. 

Car  buffers  of  the  spring  type  or  their  equivalent  shall 
be  installed  in  the  pits  of  passenger  elevators. 

Buffers  shall  be  located  symmetrically  with  reference  to 
the  center  of  the  car. 

4.5.3.  Counterweights. 

Counterweights  shall  run  in  guide  rails  and  shall  not  be 
boxed  unless  incombustible  material  is  used. 

Sections  oi  counterweights  for  passenger  elevators, 
whether  carried  in  frames  or  otherwise,  shall  be  secured 
,  by  at  least  two  tie-rods  passing  through  holes  in  the 
section.  The  tie-rods  shall  have  lock  nuts  at  each  end. 
The  lock  nuts  shall  be  secured  by  cotter  pins. 

4.6.  Machines  and  Suspension  Members. 

4.6.1.  Machines  and  Machinery. 

4.6.1. 1.  Brakes  Required. 

Elevators  shall  be  equipped  with  a  hand  brake 

operating  in  both  directions  of  motion  or  a  com 
bined  automatic  brake  and  speed  retarder  oper¬ 
ating  in  both  directions  of  motion  (except  when 
motive  power  is  derived  through  use  of  a  self- 
locking  or  non-overhauling  worm  gear  drive). 

46.1.2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
to  be  used  in  designing  parts  of  hoisting  machines 
shall  be  at  least  eight  for  wrought  iron  or  steel 
and  ten  for  cast  iron  or  other  materials. 

4.6.1. 3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

4.6. 1.4.  Suspension  of  Sheaves  or  Idlers. 

The  suspension  of  sheaves  or  idlers  in  cast  iron 
stirrups  from  the  under  s  .*  of  the  supporting 
beams  is  forbidden. 

4.6. 1.5.  Conversion  to  Power  Elevator  For¬ 
bidden. 

Equipping  a  hand  power  elevator  machine  with 
any  means  or  attachment  for  applying  any  other 
power  is  forbidden,  unless  such  elevator  is  per¬ 
manently  and  completely  converted  into  a  power 
elevator  complying  with  the  requirements  for 
power  elevators. 

4.6.1. 6.  Rope  Gripping  Attachments  or  Clutch 
Mechanisms. 

The  application  of  power  to  hand  elevators  by 
means  of  rope  gripping  attachments  or  clutch 
mechanisms  is  forbidden. 

4.6.2.  Suspension  Members. 

4  6.2.1.  Suspension  Fastening  Tag. 

A  metal  tag  shall  be  attached  to  the  suspension 
fastenings  stating  the  sizes,  rated  ultimate 
strength  and  material  of  the  suspension  and  the 
date  of  its  installation. 

4. 6.2.2.  Suspension  Members  and  Factor  of 
Safety. 

The  number  of  suspension  members  for  both 
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car  and  counterweight  shall  be  at  least  two. 
Suspension  members  shall  be  of  iron,  steel  or 
marline  covered. 

The  factor  of  safety  used  in  determining  the 
size  of  the  suspension  member  shall  be  at  least 
five,  based  on  the  weight  of  the  car  and  its  con¬ 
tract  load. 

4. 6.2.3.  Adjustment  of  Suspension  Members. 

Suspension  members  shall  be  so  adjusted  that 
either  the  car  or  the  counterweight  shall  bottom 
before  the  counterweight  or  the  car  strikes  any 
part  of  the  overhead  structure. 

4.6.2  4.  Securing  of  Suspension  Members. 

Suspension  members  secured  to  a  winding  drum 
shall  have  at  least  one  complete  turn  of  the  sus¬ 
pension  member  around  the  winding  drum  when 
the  car  or  counterweight  has  reached  the  extreme 
limit  of  its  overtravel. 

The  drum  end  of  cables  shall  be  secured  by 
clamps  or  sockets  inside  the  drum. 

4.6.2.5.  Platform  Elevators. 

Platform  elevators  shall  not  be  used  for  passen¬ 
ger  service  or  for  a  travel  of  over  15  feet  and 
shall  not  have  a  platform  area  greater  than  50 
square  feet. 

RULE  5.  DUMBWAITERS 

5.1.  Hoistway  Construction. 

5.1.1.  Fire  Resistive  Hoistway  Enclosures. 

5.1.1. 1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  dumbwaiters  shall  com¬ 
ply  with  Section  373  of  Article  18  of  Chapter  5 
of  the  Code  of  Ordinances  and.  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  dumbwaiters  the  travel  of 
which  A'«s  not  exceed  one  story). 

5. 1.1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 
enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law. 

5.1.2.  Use  of  Non-Fire  Resistive  Hoistway 
Enclosures. 

5.1. 2.1.  Non-Fire  Resistive  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  dumbwaiters  the  travel  of 
which  does  not  exceed  one  story.  Where  non¬ 
fire  resistive  enclosures  are  permitted,  hoistways 
for  power  dumbwaiters  shall  be  enclosed  to  the 
full  height  of  the  hoistway  (except  on  the  sides 
used  for  loading  or  unloading). 

5. 1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  power  dumbwaiters  shall  be 
enclosed  from  floor  to  ceiling  (except  for  the 
landing  opening). 

5. 1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or  lat¬ 
ticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  grillwork  is^  used,  the 
wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage)  and  the  maximum 
size  of  mesh  shall  be  2  inches.  Where  expanded 
metal  is  used  its  minimum  thickness  shall  be 
0.094  inches  (Number  13  United  States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 


5. 1.2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 
openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  *4  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

1.  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 

2.  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  )4  inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

5.1.3.  Supports  and  Factors  of  Safety. 

5.1. 3.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete  (except  that 
where  the  travel  does  not  exceed  four  floors  or 
50  feet,  wood  beams  may  be  used).  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

5. 1.3.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves,  con¬ 
troller  (if  used)  and  similar  equipment.  The 
load  suspended  from  the  beams  shall  include 
the  sum  of  the  tensions  of  all  cables  suspended 
from  the  beams. 

5. 1.3.3.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation  A  7-29,  the  loads  being  assumed  as 
in  5.1.32,  Loads  on  Supports,  shall  be  at  least 


the  following : 

For  steel .  4 

For  reinforced  concrete .  7 

For  timber .  9 


5.1.4.  Thoroughfares  Under  Dumbwaiters  and 
Their  Counterweights. 

Thoroughfares  under  hoistway  a  of  dumbwaiters  or 
their  counterweights  are  forbidden  unless  there  is  a 
structure  under  the  hoistway  sufficiently  strong  to  with¬ 
stand,  without  injury,  the  impact  of  the  car  with  contract 
load,  or  the  impact  of  the  counterweight,  when  either  is 
dropped  freely  in  its  guides  from  the  upper  limit  of 
overtravel ;  provided  that,  for  cars  or  counterweights 
equipped  with  governor  operated  safeties,  the  impact  shall 
be  computed  for  governor  tripping  speed. 

When  broken  rope  safeties  are  used,  the  impact  shall 
be  computed  for  a  free  drop  of  the  car  from  one-third  of 
its  travel. 

5.1.5.  Counterweight  Runway  Enclosures. 

Runways  for  counterweights  located  outside  of  the 
dumbwaiter  hoistway  shall  be  solidly  enclosed  throughout 
their  height  (except  that  when  the  runw'ay  is  located  out¬ 
side  of  the  structure  it  shall  be  enclosed  to  a  height  of  at 
least  7  feet  from  the  ground). 

5.1.6.  Cable  Enclosures. 

Where  cables  of  power  dumbwaiters  pass  through 
floors  outside  the  hoistway  enclosures,  such  cables  shall 
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be  guarded  to  a  heig'ht  of  at  least  6  feet  from  each  floor 
with  a  standard  power  transmission  guard.  Floor  open¬ 
ings  shall  be  not  greater  than  necessary  for  the  free 
passage  of  the  cables. 

5.2.  Landings. 

5.2.1.  Doors  at  Dumbwaiter  Landings. 

5.2.1. 1.  Doors  Required  on  Dumbwaiter 
Landing  Openings. 

Landing  openings  in  power  dumbwaiter  en¬ 
closures  and  in  fire  resistive  enclosures  for  hand 
power  dumbwaiters  shall  be  equipped  with  doors. 

5.2.1.2.  Doors  at  Power  Dumbwaiter  Land¬ 
ings. 

Hoistway  doors  for  power  dumbwaiters  shall 
be  equipped  with  electric  contacts  and  locks  which 
will  prevent  the  operation  of  the  machine  while 
any  hoistway  door  is  open  and  prevent  the  open¬ 
ing  of  the  door  unless  the  car  is  at  a  landing. 

5.3.  Dumbwaiter  Construction. 

5.3.1.  Car  Construction. 

5.3.1. 1.  Strength  and  Stiffness. 

.Dumbwaiter  cars  shall  be  of  such  strength  and 
stiffness  that  they  will  not  deform  appreciably 
if  the  load  leans  or  falls  against  the  sides  of  the 
car. 

5.3.1. 2.  Materials  and  Construction. 

Cars  shall  be  made  of  wood,  fireproofed  wood 
or  metal,  reinforced  at  the  point  of  suspension. 

Metal  cars,  if  sectional,  shall  be  rigidly  riveted, 
welded. or  bolted  together.  Cars  may  be  provided 
with  hinged,  removable  or  movable  shelves  and, 
also,  may  have  such  other  sectional  parts  as  are 
desired. 

5.3.1.3.  Allowable  Loads. 

Dumbwaiter  cars,  machines  and  suspension 
means  shall  at  least  be  capable  of  sustaining  the 
contract  load. 

Cars  having  a  platform  area  of  4  square  feet 
or  more  shall  be  capable  of  sustaining  the  loads 
given  in  the  following  table,  but  the  motive  power 
may  be  insufficient  to  raise  the  structural  capacity 

load : 

Minimum  Allowable  Dumbwaiter  Capacities 
Corresponding  to  Effective  Platform  Area 
Horizontal  Area  in  Structural  Capacity  in 

Square  Feet  Pounds 

4  100 

5  150 

6.23  300 

9  500 

5.3.1.4.  Information  Plate. 

A  metal  plate  bearing  the  name  of  the  manu¬ 
facturer  and  the  contract  load  shall  be  placed  in 
a  conspicuous  place  in  the  dumbwaiter  car  and  on 
the  machine. 

5.3.2.  Dumbwaiter  Machines. 

5.3.2.1.  Fastenings  and  Factors  of  Safety. 

Dumbwaiter  machines  shall  be  securely  fastened 
to  their  supports.  The  factors  of  safety,  based 
upon  the  ultimate  strength  of  the  material,  and 
the  contract  load  plus  the  weight  of  the  car, 
suspension  means,  counterweights,  and  similar 
apparatus  to  be  used  in  the  design  of  dumbwaiter 
machines  shall  be  at  least  six  for  steel  and  nine 
for  cast  iron  or  other  materials.  The  use  of  set 
screw  fastenings  in  place  of  keys  or  pins  is  for¬ 
bidden  (except  where  the  connection  is  not  sub¬ 
ject  to  torque). 

5.3.2.2.  Suspension  of  Sheaves  or  Idlers. 

.  The  suspension  of  sheaves  or  idlers  in  cast 
iron,  stirrups  from  the  under  side  of  the  sup¬ 
porting  beam  is  forbidden. 


5.3.3.  Guides. 

5. 3. 3.1.  Material  for  Guides. 

Guides  shall  be  of  wood  or  metal  (except  that 
metal  guides  shall  be  used  where  the  travel  ex¬ 
ceeds  four  floors  or  50  feet  and  in  structures  over 
150  feet  tall). 

5.3.3.2.  Fastenings  and  Joints  of  Guides. 

Guides,  shall  be  rigidly  secured  to  the  hoistway 
and  the  joints  of  metal  guides  either  tongued  and 
grooved,  or  doweled  and  fitted  with  splice  plates. 
Joints  in  wood  guides  shall  'be  tongued  and 
grooved  or  doweled  and  screwed  to  backing  pieces 
or  brackets. 

One  set  of  guides  may  be  used  for  both  the 
car  and  the  counterweight. 

5.3.4.  Counterweights. 

Counterweights  for  hand  dumbwaiters  and  for  power 
dumbwaiters  with  a  contract  load  of  less  than  100  pounds 
and  a  contract  speed  of  less  than  100  feet  per  minute, 
if  sectional,  shall  be  carried  in  suitable  frames. 

Sections  of  counterweights  for  power  dumbwaiters 
having  a  capacity  exceeding  100  pounds  or  a  speed  ex¬ 
ceeding  100  feet  per  minute,  shall  be  secured  by  at  least 
two  tie-rods  passing  through  holes  in  all  sections,  unless 
suitable  counterweight  frames  or  boxes  are  provided  The 
tie-rods  shall  have  lock  nuts  at  each  end.  The  lock  nuts 
shall  be  secured  by  cotter  pins. 

5.3.5.  Suspension  Means. 

5-3.5. 1.  Required  Suspension  Means. 

Suspension  means  for  hand  dumbwaiters  may 
be  of  hemp. 

Suspension  means  for  power  dumbwaiters  shall 
be  of  metal  and  where  exposed  to  corrosion  shall 
be  provided  with  a  suitable  protective  covering. 
Suspension  means  may  consist  of  a  single  member. 

5.3. 5.2.  Factor  of  Safety. 

.  The  minimum  factor  of  safety  of  the  suspen¬ 
sion  means  for  power  dumbwaiters  shall  be  at 
least  the  values  given  in  the  following  figure 
corresponding  to  the  contract  speed  of  the  car. 

The  minimum  factor  of  safety  of  suspension 
means  for  hand  power  dumbwaiters  shall  be  five. 

The  minimum  factor  of  safety  for  tapes  shall 
be  25  per  cent  greater  than  that  given  in  the  fol¬ 
lowing  figure: 


Contract  Speed  (Feet  par  Minute) 

FIG.  7.  FACTOR  OF  SAFETY 

5.3.5.3.  Number  and  Size  of  and  Computed 
Load  on  Suspension  Means. 

The  number  and  size  of  the  suspension  means 
shall  be  determined  by  using  the  factor  of  safety 
found  in  53.5.2,  Factor  of  Safety,  and  the  rated 
ultimate  strength  of  the  suspension  means.  The 
computed  load  on  the  suspension  means  shall  be 
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the  sum  of  all  suspended  weights,  plus  the  con¬ 
tract  load.  .  .  , 

5  3  5  4  Lengthening  or  Repairing  of  Suspen¬ 
sion  Means  by  Splicing  Forbidden. 

Lengthening  or  repairing  the  car  or  counter¬ 
weight  suspension  means  of  dumbwaiters  by  splic¬ 
ing  is  forbidden.  ,  f 

5.3. 5. 5.  Securing  of  Winding  Drum  Ends  of 
Suspension  Means. 

The  winding  drum  ends  of  the  car  and  counter¬ 
weight  suspension  means  shah  be  secured  by 
clamps  or  sockets  inside  the  winding  drum. 

Suspension  means  secured  to  a  winding  drum 
shall  have  at  least  one  turn  on  the  winding 
drum  when  the  car  or  counterweight  has  reached 
the  extreme  limit  of  its  overtravel. 

5.4.  Speed,  Control  and  Safeties  for 
Power  Dumbwaiters. 

5.4.1.  Speed  and  Control.  . 

5.4.1. 1.  Maximum  Speed  for  Dumbwaiters 
Controlled  by  Hand  Ropes. 

The  maximum  permissible  speed  for  power 
dumbwaiters  controlled  by  hand  ropes  shall  be  50 
feet  per  minute. 

5. 4.1.2.  Guards  Required. 

Guards  which  will  keep  the  ropes  on  the  sheaves 
shall  be  installed  unless  means  are  used  to  main¬ 
tain  the  hand  ropes  in  proper  tension  auto¬ 
matically. 

5.4.1.3.  Brakes  Required. 

Power  dumbwaiters  (except  hydraulic  dumb 
waiters)  shall  be  equipped  with  brakes  which 
are  automatically  applied  when  the  power  is  cut 
off  the  motor. 

5.4.2.  Slack  Cable  Devices  Required. 

Power  dumbwaiters  operated  by  winding  drum  machines, 
shall  be  provided  with  a  slack  cable  device  which  will  cut 
off  the  power  and  stop  the  machine  if  the  car  is  obstructed 
in  its  descent. 

5.4.3.  Terminal  Stops. 

Power  dumbwaiters  shall  be  provided  with  means,  inde¬ 
pendent  of  manual  operation,  to  stop  the  car  automatically 
at  each  terminal  within  the  limits  of  overtravel. 

RULE  6.  ESCALATORS 

6.1.  Escalator  Construction. 

6.1.1.  Angle  of  Inclination. 

The  maximum  angle  of  inclination  of  an  escalator  shall 
be  30  degrees  from  the  horizontal. 

6.1.2.  Width  of  Escalators. 

The  width  of  an  escalator  shall  be  measured  between 
the  balustrading  at  a  vertical  height  of  24  inches  above 

the  nose  line  of  the  treads. 

Escalators  shall  be  between  22  and  48  inches  wide. 
Escalators  wider  than  29  inches  shall  have  a  horizontal 
tread  formation. 

6.1.3.  Balustrading. 

6.1.3. 1.  Form  and  Changes  in  Width  of 
Balustrade. 

Escalators  shall  be  provided  on  each  side  with 
“solid  balustrading.”  On  the  escalator  side  the 
balustrading  shall  'be  smooth,  without  depressed 
or  raised  paneling  or  molding.  Glass  panels  in 
balustrading  are  forbidden. 

Abrupt  changes  in  the  width  between  the 
balustrading  on  the  2  sides  of  the  escalator  are 
forbidden.  Should  any  change  in  the  width  be 
necessary,  the  maximum  change  shall  be  8  per 
cent  of  the  greatest  width. 

In  changing  from  the  greater  to  the  smaller 


width  the  maximum  change  in  the  direction  of 
the  balustrading  shall  be  15  degrees  from  the 
line  of  the  escalator  travel. 

6.1.3  2.  Handrail  Required. 

Each  balustrading  shall  be  equipped  with  a 
handrail  moving  at  the  same  speed  and  in  the 
same  direction  as  the  travel  of  the  escalator. 

6.1.4.  Treads  and  Landings. 

Escalator  treads  and  landings  shall  be  of  material  af¬ 
fording  secure  foothold  such  as  wood  and  material  used 
for  “safety  treads.”  If  the  landing  is  of  concrete,  it  shall 
have  edge  insertions  of  metal,  wood  or  other  material  to 
prevent  slipping. 

6.1.5.  Strength  of  Trusses  or  Girders. 

6. 1.5.1.  Factor  of  Safety. 

The  factor  of  safety  to  be  used  in  the  design 
of  escalator  trusses  or  girders  shall  be  at  least  5, 
based  on  the  static  loads. 

6.1. 5.2.  Design  of  Trusses  or  Girders. 

The  escalator  truss  or  girders  shall  be  so  de¬ 
signed  that  it  will  safely  retain  the  steps  and 
running  gear  in  case  of  failure  of  the  track  sys¬ 
tem  to  retain  the  running  gear  in  its  guides. 

6.1.6.  Track  Arrangement. 

The  track  arrangement  shall  be  designed  to  prevent 
the  displacement  of  the  treads  and  running  gear  if  the 
tread  chain  breaks. 

6.1.7.  Capacity  and  Loading. 

The  contract  load  on  an  escalator  24  inches  or  less  in 
width  shall  be  computed  by  the  following  formula: 
Contract  load  =  110  A 

The  contract  load  on  an  escalator  between  24  and  48 
inches  wide  shall  be  computed  by  the  following  formula: 
Contract  load  =  4.6  WA 

In  these  formulae  W  is  the  width  of  the  escalator  in 
inches  and  A  is  the  horizontal  projected  length  in  feet 
of  the  exposed  treads.  The  contract  load  shall  be  ex¬ 
pressed  in  pounds. 

6.2.  Safety  Requirements  for  Escalators. 

6.2.1.  Limits  of  Safety. 

The  maximum  permissible  speed  of  an  escalator  measured 
along  the  angle  of  inclination  shall  be  125  feet  per  minute, 
(except  that  if  the  line  of  entrance  and  exit  is  not  in  the 
vertical  plane  of  travel,  the  maximum  permissible  speed 
shall  be  100  feet  per  minute). 

6.2.2.  Application  of  Power. 

Escalators  shall  be  driven  by  individual  electric  motors. 
Two  or  more  escalators  placed  side  by  side  and  operated 
as  a  single  unit  may  be  driven  by  one  motor. 

Chains  shall  have  a  factor  of  safety  of  at  least  10  (ex¬ 
cept  where  the  chain  is  composed  of  cast  steel  links  thor¬ 
oughly  annealed,  when  the  factor  of  safety  shall  be  at  least 
20). 

6.2.3.  Escalator  Safeties. 

6. 2.3.1.  Brakes  Required. 

Every  escalator  shall  be  provided  with  an  elec¬ 
trically  released,  mechanically  applied  brake 
which  shall  stop  the  escalator  automatically  when 
the  power  is  interrupted  from  any  cause. 

6.2.3.2.  Emergency  Stop  Button  or  Switch. 

An  emergency  stop  button  or  other  type  of 
switch  accessible  to  the  public  shall  be  conspicu¬ 
ously  located  at  the  top  and  bottom  of  each  esca¬ 
lator  landing. 

The  operation  of  either  one  of  these  buttons  or 
switches  shall  open  the  power  circuit,  apply  the 
brake  and  stop  the  escalator.  It  shall  be  impos¬ 
sible  to  start  an  escalator  by  means  of  these  but¬ 
tons  or  switches. 

These  buttons  or  switches  shall  be  marked 
“ESCALATOR  STOP  BUTTON  OR  ESCA¬ 
LATOR  STOP  SWITCH.” 
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Where  starting  buttons  or  switches  are  acces¬ 
sible  to  the  public  they  shall  be  either  of  the  key- 
operated  type  or  they  shall  be  enclosed  in  a  box 
provided  with  a  lock  and  key. 

6.2. 3.3.  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators. 

Escalators  operating  in  the  ascending  direction 
shall  be  equipped  with  a  safety  mechanism  so 
that  in  case  of  accidental  reversal  of  the  escalator 
the  power  shall  be  shut  off,  the  brake  applied  and 
the  escalator  stopped.  On  a  reversible  escalator 
this  safety  mechanism  shall  be  arranged  to  be  in¬ 
operative  when  the  escalator  is  descending  and 
operative  when  the  escalator  is  ascending. 

6.2.3.4.  Escalator  Safety  Mechanism  Opera¬ 
tive. 

Escalators  shall  be  provided  with  a  safety 
mechanism  which  will  open  the  power  circuit, 
apply  the  brake  and  bring  the  escalator  to  a 
gradual  stop,  in  case  the  speed  exceeds  the  nor¬ 
mal  running  speed  by  40  per  cent. 

6.2.3.5.  Safety  Device  to  Operate  When 
Tread  Chains  Break. 

.  Escalators  shall  be  provided  with  a  safety  de¬ 
vice  to  open  the  power  circuit,  apply  the  machine 
brake,  and  bring  the  escalator  to  a  gradual  stop, 
in  case  the  tread  chain  or  chains  break. 

6.2.3.6.  Retention  of  Tension  Weights. 

Where  escalators  are  equipped  with  tightening 

devices  operating  by  means  of  tension  weights, 
provision  shall  be  made  to  retain  these  weights 
in  the  escalator  truss  in  case  the  weights  should 
fall. 

6.2.3. 7.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  escalator  operated  by  a  polyphase  alter¬ 
nating  current  motor  shall  be  provided  with  a 
device  which  will  prevent  starting  the  motor 
while 

(1)  The  phase  rotation  is  in  the  wrong  direc¬ 

tion,  or 

(2)  There  is  a  failure  of  any  phase. 

6.2.4.  Machine  Room  Lights  and  Access. 

6.2.4.1.  Lighting  Required. 

Suitable  lights  which  can  be  lighted  without 
passing  over  or  reaching  over  any  part  of  the 
machinery  shall  be  provided  in  every  escalator 
machine  room. 

6.2.4.2.  Access  to  Interior  of  the  Escalator. 

Reasonable  access  to  the  interior  of  the  esca¬ 
lator  shall  be  provided  for  inspection  and  main¬ 
tenance. 

6.2.5.  Marking  of  Escalators. 

Each  escalator  shall  be  marked  by  the  manufacturer 
with  the  contract  load  and  speed  for  which  that  size  and 
t>  pe  has  been  tested  and  approved  in  accordance  with  8.3, 
tscalator  Tests.  Such  marking  shall  be  accepted  in  lieu 
ot  actual  load  tests  made  on  each  escalator  installation. 

6.2.6.  Tests  and  Approvals  of  Escalators. 


7.1.2. 


RULE  7.  INSPECTION,  MAINTE¬ 
NANCE  AND  OPERATION 

7.1.  Inspection  and  Maintenance. 

7.1.1.  Responsibility. 

7.1. 1.1.  Responsibility  of  Owner. 

The  owner  shall  be  responsible  for  the  safe 
operation  and  proper  maintenance  of  the  eleva¬ 
tor,  escalator  or  dumbwaiter  after  it  has  been 
put  in  service  and  has  been  approved  by  the 
Superintendent. 

7. 1.1. 2.  Responsibility  for  Inspection  and 
Maintenance. 

The  owner  or  his  duly  appointed  agent  shall 
cause  periodic  inspections  to  be  made  and  shall 
maintain  all  parts  of  the  elevator,  escalator  or 
dumbwaiter  installation  in  proper  working  order 
in  accordance  with  these  Rules. 

Inspection. 

At  least  quarterly  hoistway  doors,  car  gates  inter- 
locks  contacts,  control  apparatus,  controller,  automatic 
stop,  limit  stops  car  and  counterweight  cables,  “safeties,” 
guide  rails,  buffers  elevator  machines  and  the  lighting 
of  the  car  and  of  the  machine  room,  in  passenger  and 

by'fhe  Superintend«lt^*0nS,  Sha"  *  th°r°Ughly  inSpeCted 
At  least  once  in  3  years  plunger  shoes,  by-passes  and 
Knr°n  mds  hydraullc  elevators  shall  be  exposed  and 

SUperi£de*an  by  'he  °Wner  and  inspected  b>-  «he 

At  least  once  in  3  years  pressure  and  discharge  tanks 
of  hj  draulic  elevators  shall  be  thoroughly  cleaned  by  the 
owner  and  internally  inspected  by  the  Superintendent. 

Car  safeties  shall  be  periodically  inspected  to  deter- 

mrTs  theTcondltlfon  of  the  sliding  surfaces  and  the  working 
parts.  Tests  of  safeties  shall  be  made  at  least  once  a 
year.  Governor  controlled  safeties  shall  be  tested  at  the 
lowest  operating  speed  and  with  50  per  cent  of  the  con- 

£  tested  witho°„M„arr  i,,!,anta"eous  saf'>i«  -ay 

7.1.3.  Maintenance. 

Cables,  guides  and  all  parts  of  machinery  shall  be  kept 

T  ii  [ubncated-  The  OIl  in  bearings  and  gear  casings 
shall  be  renewed  every  6  months. 

Pressure  tanks  of  hydraulic  elevators  shall  be  tested  at 
least  once  every  3  years  with  hydrostatic  pressure  50  per 
cent  in  excess  of  the  maximum  working  pressure. 

7.1.4.  Care  of  Installation. 

A^!evatw-  hoiSrtWayA- and  pits  sha11  be  kept  clean. 
Accumulation  of  rubbish  in  or  use  of  elevator  pits  for 
storage  is  forbidden.  p 

Material  not  a  permanent  part  of  the  elevator  equip¬ 
ment  shall  be  kept  off  the  top  or  cover  of  an  elevator 

Cal  . 

forS+ibStltUtl0n  ?f  any  wire  or  current  carrying  device 
cuk u  KS™use  or  c,rcuit  breaker  in  an  elevator 

nfraenHhLeleVtt0irS  jba11  haT®  !egible  signs  P°Sted  in  the 
car  and  at  each  landing  prohibiting  unauthorized  persons 

irorri  riding  in  or  on  the  elevator  car. 

The  water  level  in  the  pressure  tank  of  a  hydraulic 

tankat°r  S  ia  be  maintained  at  2/3  of  the  capacity  of  the 


Before  any  escalator  of  any  contract  load  and  type  is 
P“t  “  service  an  escalator  of  the  same  load  and  type 
shall  have  been  tested  by  the  Superintendent  either  when 
installed  in  a  structure  or  in  the  manufacturer’s  shop  with 
contract  Ioads  on  the  basis  of  the  engineering  tests  listed 
m  8.3,  Escalator  Tests. 

Each  escalator  installation  shall  be  tested  in  the  field 
without  load  in  accordance  with  8.3,  Escalator  Tests. 


7.2.  Qualifications  and  Duties  of  Oper¬ 
ators. 

7.2.1.  Qualifications  of  Operators. 

Operators,  shall  be  at  least  18  years  of ’age,  free  from 
serious  physical  or  mental  defects  and  selected  with  con¬ 
sideration  of  their  ability  to  perform  their  duties  in  a  care¬ 
ful  and  competent  manner. 


279 


RULES 


7.2.2.  Training  of  Operators. 

Sufficient  previous  experience  or  training  under  the 
direction  of  a  competent  instructor  shall  be  requited  be 
fore  a  new  operator  is  placed  in  charge  of  a  passenger 
elevator. 

7.2.3.  Instructions  to  Operators. 

Operators  shall  be  instructed : 


1. 


3. 


7. 


To  be  sure  the  control  mechanism  is  in  the 
“STOP”  position  before  closing  the  service 
switch. 

To  report  any  defects  promptly  to  the  person  in 

charge.  _  . 

Not  to  make  any  repairs,  adjustments  or  replace- 

ments.  ... 

To  carry  no  passengers  or  freight  while  inspec¬ 
tions,  repairs  or  adjustments  are  in  progress  and 
to  operate  the  car  only  in  response  to  directions 
from  the  inspector  or  person  in  charge.  _ 

To  move  the  car  when  anyone  is  in  the  pit  or  on 
top  of  the  car  only  as  they  may  direct. 

Not  to  ride  in  the  elevator  nor  allow  others  to 
ride  while  a  safe  or  other  heavy  object  in  excess 
of  the  rated  capacity  of  the  elevator  is  being 
carried. 

That  the  use  of  any  hand  elevator  for  carrying 
safes  or  other  concentrated  loads  greater  than  the 
normal  rated  capacity  of  the  elevator  is  for¬ 
bidden. 

That  hoistway  doors  shall  always  be  locked  in  the 
closed  position  and  car  doors  or  gates  closed  be¬ 
fore  the  -car  is  started. 

To  keep  car  gates  or  doors,  if  any,  closed  while 
running,  and  where  no  car  gates  or  doors  are  pro¬ 
vided  to  keep  passengers  away  from  the  open  edge 
of  the  car  platform. 

To  limit  the  number  of  passengers  to  the  rated 
capacity  of  the  car  and  to  prevent  crowding. 

Not  to  reverse  the  control  suddenly,  but  to  stop 
before  reversing. 

To  move  the  control  mechanism  to  the  “STOP” 
position  on  approaching  a  terminal  landing  _  with¬ 
out  waiting  for  the  terminal  stopping  device  to 

come  into  action.  ,,  “ctop” 

To  move  the  control  mechanism  to  the  blur 
position  and  start  the  car  in  the  usual  manner 
upon  return  of  the  power,  if  the  power  goes  off 
while  the  car  is  in  motion. 

To  stay  on  the  car  if  the  car  refuses  to  stop  be¬ 
cause  the  car  will  be  stopped  by  the  application 
of  the  safeties  if  it  attains  excessive  speed  of  de¬ 
scent  or  by  the  automatic  terminal  stops  at  either 
end  of  the  hoistway. 

To  call  for  the  person  in  charge  and  to  °Perat® 
the  machine  only  at  his  direction  if  the  car  should 

stop  suddenly.  • * 

To  return  the  control  to  the  “STOP”  position  if 
the  car  fails  to  start.  To  remove  part  of  the  load 
and  try  the  controller  if  the  car  is  apparently  over¬ 
loaded.  If  the  car  fails,  to  return  the  controller  to 
the  “STOP”  position  and  to  notify  the  engineer  or 
other  qualified  person. 

To  lock  the  hand-rope  on  hand-rope  controlled 
cars  before  allowing  freight  to  be  loaded  or  un¬ 
loaded.  , 

To  familiarize  themselves  with  the  emergency  de¬ 
vices,  understand  their  function  and  know  how  to 

operate  them.  . 

Never  to  leave  the  car  in  the  ordinary  course  ot 
operation  nor  leave  the  control  mechanism  opera¬ 
tive,  unless  the  landing  door  is  closed  and  locked 
and’  the  car  gate  or  door  is  closed. 

19.  Always  to  leave  a  hydraulic  elevator  operated  by 
a  lever  at  the  lower  landing  with  the  lever  in  the 
position  for  down  motion. 


9. 


10. 


11. 


12 


13 


14 


15. 


16. 


17. 


18 


7.3.  Carrying  of  Freight  or  Passengers 
on  Top  of  Elevator  Cars. 

The  carrying  of  freight  or  passengers  on  top  of  elevator 
cars  is  forbidden. 

RULE  8.  TESTS  AND 
APPROVALS 

8.1.  Tests  of  Interlocks. 

Hoistway-door  interlock  devices  shall  be  examined  with 
respect  to  their  proper  performance  of  the  prescribed  func¬ 
tions  at  temperatures  100  degrees  Fahrenheit  (56  degrees 
Centigrade)  above  or  below  the  temperature  at  which  the 
device  is  adjusted.  Where  the  functioning  of  any  such  de¬ 
vice  might  be  affected  by  a  change  of  temperature,  and  co¬ 
efficients  of  thermal  expansion  of  the  affected  parts  are 
known  or  measured,  the  effect  of  temperature  may  be  com¬ 
puted  and  tests  need  not  he  carried  out  at  more  than  one 
temperature. 

For  interlocks  employing  a  single  switch  operated  by  wire 
or  tape  to  protect  several  hoistway  doors,  the  switch  shall 
be  marked  with  the  physical  properties  of  the  wire  or  tape 
used,  and  the  certificate  of  approval  shall  cover  the  allow¬ 
able  maximum  length  of  tape  or  wire  of  a  given  material 
which  may  be  used  with  the  device. 

Where  the  coefficient  of  expansion  might  adversely  affect 
the  performance  of  the  interlock,  the  use  of  Invar  or  similar 
alloys  with  a  low  coefficient  of  expansion  is  recommended. 
The  coefficient  of  expansion  of  Invar  is  approximately  1/28 
that  of  steel. 

Interlocks  shall  have  electrical  parts  connected  in  series 
in  a  circuit  in  which  2  amperes  is  flowing  from  a  source  of 
220  volts  direct  current.  During  the  tests  8.1.1,  Endurance 
Test ;  8.1.3,  Tests  in  Moist  Atmosphere ;  and  8.1.4,  Tests 
Without  Lubrication,  the  electrical  circuit  shall  be  closed, 
but  shall  not  be  broken  at  the  contact  within  the  device  on 
each  cycle  of  operation. 

A  separate  device  shall  be  used  in  each  of  tests  8.1.1, 
Endurance  Test;  8.1.3,  Tests  in  Moist  Atmosphere;  and 
8.1.4,  Tests  Without  Lubrication. 

8.1.1.  Endurance  Test. 

The  interlock  device  with  initial  lubrication  and  ad¬ 
justment  only  shall  complete  100,000  cycles  of  operation 
without  failure  of  any  kind  and  without  evident  indica¬ 
tions  of  approaching  failure.  If  an  interlocking  device 
is  not  a  complete  and  separate  unit  for  each  hoistway 
door,  but  includes  any  part  which  is  common  to  the 
interlock  operation  of  more  than  one  hoistway  door,  that 
portion  of  the  device  shall  complete  400,000  additional 
cycles  of  operation  (or  a  total  of  500,000)  without  failure 
of  any  kind  and  without  evident  indication  of  approaching 
failure. 

8.1.2.  Current  Interruption  Test. 

1,000  cycles  of  operation  shall  be  performed  by  the 
device  used  in  8.1.1,  Endurance  Test,  while  making  and 
breaking  the  circuit  at  the  contact  within  the  device  with 
a  resistance-loaded  circuit. 

8.1.3.  Tests  in  Moist  Atmosphere. 

Preliminary  to  this  test  the  device  is  to  be  given  a 
wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 
cated.  The  interlocking  device  (except  self-lubricating 
bearings  and  bearings  of  a  type  not  requiring  frequent 
replacement  of  lubricant)  shall  be  taken  apart  and  freed 
of  lubricant  by  washing  in  gasoline.  The  device  shall 
after  reassembling  be  subjected  continuously  in  a  closed 
hoistway  to  an  atmosphere  saturated  with  a  3j4  per  cent 
solution  of  sodium  chloride  for  72  consecutive  hours 
(being  operated  for  only  10  consecutive  cycles  at  the  end 
of  each  of  the  first  two  24-hour  periods)  and  allowed  to 
stand  exposed  to  the  air  for  an  additional  24  hours,.  and 
shall  not  fail  in  a  manner  to  create  an  unsafe  condition. 
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8.2.1.  Retardation  Test. 

The  buffer  shall  be  installed  upon  a  suitable  foundation 
so  that  the  axis  of  the  cylinder  is  vertical.  It  shall  be 
tilled  with  oil  provided  by  the  manufacturer. 

An  elevator  car  of  suitable  size  shall  be  dropped  from 
3  different  heights  as  specified  below,  freely  in  its  guides, 
upon  the  buffer.  The  method  shall  be  as  follows: 

ie  travel  of  the  car  after  it  comes  in  contact  with  the 
plunger  and  of  the  plunger  for  its  entire  stroke,  shall  be 
recorded  on  a  drum  chronograph.  The  error  in  the  time 
readings  of  the  chronograph  shall  not  exceed  0.005  sec¬ 
onds.  The  peripheral  speed  of  the  drum  shall  be  approxi¬ 
mately  that  of  the  car  at  the  instant  of  impact.  Pressure- 
travel  or  pressure-time  records  shall  be  taken  simul¬ 
taneously. 

From  the  time-travel  curve  the  velocity  and  the  retarda¬ 
tion  of  the  car  shall  be  computed,  and  plots  made  of  the 
car  travel,  car  velocity  and  car  retardations,  together  with 
the  pressure-time  curve.  Copies  of  each  curve  shall  be 
furnished  the  manufacturer. 

SCHEDULE  OF  DROPS 


After  having  been  lubricated  it  shall  then  without  adjust¬ 
ment  and  without  further  attention  complete  15,000  cycles 
of  operation  without  failure  of  any  kind. 

8.1.4.  Tests  Without  Lubrication. 

Preliminary  to  this  test  the  device  is  to  be  given  a 
wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 
cated.  The  interlocking  device  shall  then  be  taken  apart 
and  all  bearings  (except  self-lubricating  bearings  and  bear¬ 
ings  of  a  type  not  requiring  frequent  replenishment  of 
lubricant)  freed  of  lubricant  by  washing  in  gasoline,  and 
shall  after  reassembling  without  other  attention  than  the 
usual  initial  adjustment  (that  is,  without  adjustment 
especially  made  to  meet  the  conditions  of  this  particular 
test)  and  without  further  attention,  complete  25,000  cycles 
of  operation  without  failure  of  any  kind  or  without  evi¬ 
dent  indication  of  approaching  failure. 

8.1.5.  Misalignment  Test. 

The  device  shall  operate  successfully  when  the  car  has 
been  displaced  horizontally  from  its  normal  position ; — 
that  is,  the  one  in  which  it  was  when  the  device  was 
installed, — successively  as  follows  : 

(1)  In  a  direction  perpendicular  to  the  edge  of  the 
landing 

Backward  J4  inch 
Forward  J4  inch 

(2)  In  a  direction  parallel  with  the  edge  of  the  land¬ 
ing 

To  the  right  inch 
To  the  left  *4  inch 

For  horizontal  sliding  doors  the  device  shall  operate 
successfully, 

(3)  When  the  bottom  of  the  hoistway  door  has  been 
displaced  horizontally  from  its  normal  position  in 
a  direction  perpendicular  to  the  edge  of  the  land¬ 
ing 

Backward  *4  inch 
Forward  }4  inch 

(4)  When  the  top  of  the  hoistway  door  has  been  dis¬ 
placed  horizontally  from  its  normal  position  in  a 
direction  perpendicular  to  the  edge  of  the  landing 

Backward  inch 
Forward  %  inch 

8.1.6.  Insulation  Test. 

Insulation  of  electrical  parts  shall  be  tested  with  a  60 
cycle  effective  voltage  twice  the  rated  voltage  plus  1,000 
volts,  applied  for  one  minute. 

(NOTE— In  an  informal  discussion  as  to  the  method  of 
obtaining  approval  of  contact  and  other  elevator  operating 
devices,  a  working  agreement  was  reached  between  the 
Board  of  Standards  and  Appeals,  the  Elevator  Rules  Com¬ 
mittee  and  the  Superintendents  of  Buildings  to  wit:  That 
until  December  31,  1932,  any  contact  or  other  operating 
device  for  which  approval  of  the  Board  is  required,  must 
first  be  submitted  to  the  Superintendent  of  Buildings  for  his 
approval  or  disapproval  and  then  submitted  to  this  Board  for 
action  on  his  decision  approving  or  disapproving  the  device. 

Simultaneously  with  the  filing  of  the  application  with  the 
Board  the  device  must  be  submitted  to  the  Elevator  Rules 
Committee  and  to  a  recognized  Standard  Testing  Laboratory 
for  full  report.  The  Board  may  then  act  on  the  report  of 
the  Elevator  Rules  Committee  for  a  temporary  installation 
pending  the  report  of  the  Standard  Testing  Laboratory.) 

8.2.  Tests  of  Buffers. 

Each  type  and  size  of  oil  buffer  shall  be  subjected  to  the 
following  tests  as  described  below: 

1.  Retardation  Test. 

2.  Oil  Leakage  Test. 

3.  Churning  Test. 

4.  Plunger-Return  Test. 

5.  Test  for  Lateral  Movement  of  Plunger. 


Test  drop  in  inches  bottom 

of  car  to  striker  or  top  of 
buffer. 

Total  load  in  pounds  (weight 
of  car  plus  loading). 

AS  (the  effective  stroke  of 
the  buffer  in  inches). 

1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 
er’s  rated  maximum. 

B  Buffer  stroke  under 

24  inches . 51S 

24  inches  to  30 

inches  . 56S 

Exceeding  30  inches  .64S 

1.  Manufacturer’s  rated  min¬ 

imum. 

2.  Manufacturer’s  rated  max¬ 

imum. 

3.  110  per  cent  manufactur¬ 

er’s  rated  maximum. 

No  acceleration  peak  having  a  duration  greater  than 
1/25  second  shall  exceed  2 1/2  times  gravity  (80J4  feet  per 
second  per  second)  for  tests  A-l  and  A-2  and  B-l  and 
B-2.  Results  of  A-3  and  B-3  shall  be  recorded  for  the 
purpose  of  examination  to  detect  any  abnormal  perform¬ 
ance.  Upon  completion  of  tests  no  part  of  the  buffer 
shall  show  any  deformation  or  injury. 

8.2.2.  Oil  Leakage  Test. 

The  oil  leakage  test  shall  be  made  simultaneously  with 
the  retardation  tests.  The  oil  level  in  the  buffer  when 
filled  prior  to  test  shall  be  carefully  marked.  At  the 
completion  of  the  6  drops  (3  different  loads  at  each  of  2 
speeds),  the  buffer  shall  be  allowed  to  stand  one-half  hour 
to.  permit  the  return  of  the  oil  to  the  reservoir  and  to  per¬ 
mit  the  escape  of  any  entrained  air,  after  which  the  oil 
level  shall  again  be  measured.  The  oil  level  at  the  com¬ 
pletion  of  these  tests  should  bo  unchanged,  and  shall  in 
any  case  be  less  than  1/16  inch  lower  than  the  level  at 
the  start  of  the  test  for  each  foot  of  buffer  stroke. 

8.2.3.  Churning  Test. 

In  the  churning  test  the  time  of  the  buffer  stroke  after 
the  car  has  dropped  a  distance  equivalent  to  the  stroke 
ot  the  buffer  shall  be  determined  either  from  the  chrono¬ 
graph  record  or  by  means  of  an  automatic  timer.  Any 
automatic  timing  device  shall  be  accurate,  having  the 
minimum  possible  lag,  and  be  capable  of  being  read  to 
0.01  seconds. 

The  car  shall  then  be  run  on  to  the  buffer  with  cables 
attached  at  appioximately  one-half  the  velocity  used  in 
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retardation  test  B  at  intervals  of  one  minute  until  10 
such  strokes  have  been  made.  I  he  oil  shall  then  be  ex¬ 
amined  for  form.  No  oil  foam  shall  appear  on  the  out¬ 
side  of  the  buffer  following  this  test.  Upon  completion 
of  the  10  strokes  at  one-half  speed  another  free-fall 
equivalent  to  the  buffer  stroke  shall  be  made  immediately 
and  the  time  of  the  stroke  taken.  The  time  of  this  second 
free-fall  test  shall  be  at  least  75  per  cent  of  that  of  the 
drop  test  made  prior  to  the  churning. 

8.2.4.  Plunger-Return  Test. 

In  the  buffer  test  the  buffer  shall  not  stick  on  the 
return  stroke  after  removal  of  the  load.  In  case  of  stick¬ 
ing  the  manufacturer  shall  submit  either  a  duplicate  buffer 
or  a  new  pressure  cylinder  and  piston  upon  which  equip¬ 
ment  a  second  test  shall  be  run.  If  sticking  again  results, 
the  buffer  shall  be  rejected. 

8.2.5.  Test  for  Lateral  Movement  of  the 
Plunger. 

With  the  buffer  casing  clamped  or  otherwise  securely 
fastened  to  a  firm  base  the  lateral  movement  of  the  top 
of  the  plunger  shall  be  accurately  measured,  the  plunger 
head  being  moved  from  its  extreme  right  to  the  extreme 
left  in  a  vertical  plane.  This  total  movement  shall  be 
divided  by  2  to  determine  the  movement  from  the  vertical 
position.  The  maximum  permissible  movement  from  the 
vertical  shall  be  1/16  inch  per  foot  of  buffer  stroke. 


8.3.  Escalator  Tests. 

Each  size  and  type  of  escalator  shall  be  subjected  to  the 
following  tests  with  contract  load : 

8.3.1.  Speed  Tests. 

The  application  of  the  overspeed  safety  device  shall  be 
obtained  by  causing  the  escalator  to  travel  at  the  governor 
tripping  speed  as  specified  in  6.2.3A,  Escalator  Safety 
Mechanism  Operative.  With  escalators  driven  by  alter¬ 
nating  current  motors  the  governor  may  be  tripped  by 
hand  with  the  escalator  traveling  at  its  normal  rate  of 
speed. 

8.3.2.  Reversal  Tests. 

The  application  of  the  reversal  safety  device  required 
by  62.3.3,  Safety  Mechanisms  on  Ascending  and  Re- 
versible  Escalators,  shall  be  made  by  releasing  the  ma¬ 
chine  brake  and  operating  the  escalator  by  hand  in  the 
reverse  direction. 

8.3.3.  Broken  Chain  Tests. 

The  application  of  the  broken  chain  safety  device  re¬ 
quired  by  62.3.3,  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators,  shall  be  obtained  by  operating  the 
safety  by  hand. 

8.3.4.  Miscellaneous  Safety  Devices. 

Tests  of  the  machine  brake  and  emergency  stop  buttons 
or  switches  shall  be  made  to  determine  whether  they 
function  properly. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  ?1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set....  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  . 372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  . 590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1  133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary  .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotarv  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  . 492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD -  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21 -S A 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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I 

RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

029-27-A — 39  Fifth  avenue,  Manhattan. 

030-27-A — 13-16  Central  Park  West,  Manhattan. 

031-27-A — 20-28  West  72nd  street,  Manhattan. 

032-27-A — 242-248  West  76th  street,  Manhattan. 

726-30-A — 46  West  98th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-S A — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

C75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

143-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

>04-23- S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

>52-23-SA— Automatic  Gas  Cut-Off,  approval 'of  (Brook¬ 
lyn  Co.) 

246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

T55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-S  A — Keenan  Gas  Shut-Off  Valve,  approval  of. 

>37-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

114-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

5J3-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

'12-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

M0-29-SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

180-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

159-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  annroval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

•iO-31-SA — Lunkenheimer  2^-Inch.  Figure  No.  8610 
Bronze  Angle  Hose  Valve.  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA  The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

1 25-32- S A — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

23/-32-SA  D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 

498-32-SA— Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA— Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

554-32- S A — Evenheet  Oil  Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

5>9-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA— Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32- S A — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl 
D2,  EC3  and  C4,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 

10-33-SA  S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 

15-33-SA— Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA— Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33- S A— Hardinge  Oil  Burner,  Model  23,  approval  of. 

38- 33-SA— Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

39- 33-SA— Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33-SA — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 

65-33-S A— Economy  Oil  Burter  (Junior  Model),  approval 

of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  ivill  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  rvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
viction  shall  not  be  prohibited  when  used  in  accordance 
th  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
reifications  for  this  material  which  have  been  adopted 
the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
;d  shall  conform  with  the  following  table,  all  weights 
en  being  the  amount  of  lime  which  may  be  incorporated 
'  each  ninety-five  pound  bag  of  Portland  cement : 


1-1 J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2 J^-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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docket. 

Cases  pending  December  31,  1932. .  . 

Cases  filed  up  to  March  22,  1933... 
Restored  to  Calendar . 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . ♦ . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 


261  Withdrawn  . . 

Dismissed . 

Denied . 

109  Granted  . . . . 

Granted  on  condition . 

Appliances  approved  . . _ . 

19  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . _ . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

57  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

!4  Requests  for  modification  granted . 

Requests  for  modification  denied . 

1  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

15  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

3  Plans  approved . 

Plans  disapproved  . . 

0  Administrative  requests  granted - _ . 

Administrative  requests  denied  or  withdrawn.. 

0  Interpretations  . . . 

_  Requets  withdrawn  or  dismissed . 
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7 

25 

0 

74 

8 

3 
0 
0 

48 

4 
1 
0 

14 
0 
1 
0 

15 
0 
1 
0 
0 
0 
3 
0 
0 
0 
0 

5 
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Cases  pending  March  22,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  ^tdown  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  ’can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  nlease  find  two  dollars  and  a  lialf  ($3.50)  for  subscription  for  one  year  to  THE  BUL- 
ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street. 

P.  O 


My  Subscription  is  to  begin  with  the  issue  for.. 
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,  1933. 


BOARD  OF  STANDARDS  AND  APPEALS 


CITY  OF  NEW  YORK 


Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap  503  Law,  of  i.,A  . 

the  Municipal  Assembly,  Local  Law  No.  13,  of  1925  ’  S  °  1916’  and 


Published  weekly  by  the  Board  of  Standards  and^ at.  jts\^Ce,  Rooms  1001  to  1015,  Municipal  Building 


Wol.  XVIII 


Subscription 
$2.50  a  year 


APRIL  4,  1933 

V  ■  ' 


Single  Copies,  5  cents 
By  mail,  7  cents 


rvf  & 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p. 

V  O  o  1  n  1  _ _ _  _  j  *  .  . 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guxlfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


CaHC  of  rSW  f  Published  in  this  Bulletin. 

Lali  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m 

Manhattan.1"85  e'd  Room  1M3'  Municipal  Building, 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en- 

onhfhet pertaijVn£  t0  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  In 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone— WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 


CALL  OF  CLERK’S  CALENDAR 

V,WAA\™le7k’S  v alet\daf  insists  of  applications  under  the 
Buildmg  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections  if  any 

i°13’  Zr«x iS; 

definite"  day!  each  CaSe  ,s  sel  for  on  a 


All  communications  should  be  addressed  to  the  chairman  of 

the  board 


rJh,e  neoi  s,ubse(luent  Call  of  the  Calendar  will  be  on 

Tuesday,  April  11,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  ti,~ 
on  "fixed  day, f  ““  h3V'  bee"  definitel>'  sel  for  h«ring 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  March  28,  1933,  10  A.  M. 
Minutes  of  Regular  Mteting,  March  28,  1933,  2  P.  M. 
Approved  Fuel  Oil  Pumps. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  n 
progress,  nor  accepted  that  are  not  filed  within  twenfy  days 
from  the  date  of  the  action  of  the  Administrative  Official  Y 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notic^  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  q 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction*; 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  March  29,  1933. 

Cal.  No.  Department.  Premises  Affected, 

116-33-BZ . B.B.M.  ...214-218  W.  Houston  st.  (Block 

528,  Lots  12,  18,  29,  30  &  31), 

_ _  Man.,  Alt.  268-33 

115-33-BZ . B.B.Q.... 222-09  to  222-17  Merrick  rd. 

(Block  3548,  Lot  1),  Spring- 

_  field,  Q.,  N.  B.  231-33 

114-33-BZ . B.B.Q....  172-15  46th  ave.  (Block  1267, 

Lots  1  &  77  and  part  of  Lot 
4),  Flushing,  Q., 

_  N.  B.  2289-32 

113-33-BZ . B.B.B _ 689-691  Utica  ave.  (Block  4637, 

Lot  1),  Bklyn., 

.  _  Applic.  1667-33 

112-33-A . F.D . 361  Van  Sindern  ave.  (Block 

3765,  Lot  9),  Bklyn., 

_  L.  C.  58053 

111-33-BZ . B.B.Q _ Northeast  corner  of  Morrell  ave. 

(164th  ave.)  &  Jamaica  Bay 
blvd.  (Woodhaven  blvd.) 
(Block  4046,  Lot  82),  How- 

_ _  ard  Beach,  Q.,  N.  B.  204-33 

110-33-A . F.D . 102  W.  80th  st.  (Block  1210,  Lot 

_  ‘  37),  Man.,  F-84695 

Restored  to  Calendar. 

502-32-BZ . B.B.Q _ Southwest  corner  of  Metropol¬ 

itan  ave.  &  126th  st.  (Block 
207,  part  of  Lot  4),  Wood- 

_ _  haven,  Q.,  Plan  No.  1310-32 

161-30-BZ . B.B.Q _ Southeast  corner  of  Astoria  ave. 

&  42nd  st.  (Block  688,  Lot 
14),  Long  Island  City,  Q., 

_  N.  B.  413-30 


Procedure,  Rules  of .  July 

Refrigerating  Systems,  Extract  C.  O'.  Dec. 
Smoking  in  Factories,  Rules  for...  Jan. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Apr. 


5,  1932— Vol.  17  No.  27 
20,  1932— Vol.  17  No.  51 

3,  1933— Vol.  18  No.  1 

6,  1932— Vol.  17  No.  49 
22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  4,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

44-33-BZ.  t 

APPLICANT— Conroy  &  Hardy,  for  Mango  Holding  Corp., 
owner. 

PREMISES— 43-07  to  43-21  Greenpoint  avenue,  northeast 
corner  of  Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


54-33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Esther  M.  Ohriner, 
owner. 

PREMISES— 238-246  Throop  avenue,  northwest  corner  of 
Myrtle  avenue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business'  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


58-33-BZ. 

APPLICANT— De  Rose  &  Cavalieri,  for  Frank  Tursellino, 
owner. 

PREMISES— 2293  Second  avenue  (Block  No.  1667,  Lot  No. 
26),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  an  ice  manufacturing 
plant. 


CODE 

. . Fire  Department 

H.D.  . ....... V. . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

b!b!m7.7 . Bureau  of  Buildings,  Manhattan 

b’b  Q . Bureau  of  Buildings,  Queens 

b'b.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


78-33-BZ. 

APPLICANT— Philip  Bardes,  for  Helen  Flood,  owner. 

PREMISES— 452-460  West  167th  street  (Block  No.  2111, 
Lot  No.  92),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  blacksmith  shop  and  motor  vehicle  re¬ 
pair  shop. 


RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932  Vol.  17  No.  31 

Conc^FLi's'LbL'RuYe's:::'.:::  Jan.  3,  1933-Vol.  18  No.  1 

Concrete  Rules  (Hydrated  Lime) ..  Apr.  4,  1933  Vol.  18  No.  14 

Elevator  Rules  . Mar.  28,  1933 — Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors)....  Oct.  18,  1932 — Vol.  17  No.  42 

Factory  Exit  Rules . Jan.  3,  1933— Vol.  18  No.  1 

Fire  Alarm  Rules  (Interior) . .  Dec.  27,  1932  Vol.  17  No.  52 

Fire  Drill  Rules . Mar.  7,  1933-Vol.  18  No.  10 

Fire  Retarding  Rules  for  Garages, 

etc . Feb.  28,  1933— Vol.  18  No. 

Fireproof  Wood,  Testing  of . Jan.  3,  1933 — Vol.  18  No. 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4  No. 

Fuel  Oil  Rules . Feb.  7.  1933— Vol.  18  No. 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol.  10  No. 

Hatchway  Protection  .  June  5,  1928 — Vol.  13  No.  23 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec.  13,  1932 — Vol.  17  No.  50 

Plumbing  Rules  .  Nov.  8,  1932 — Vol.  17  No.  45 


9 

1 

8 

6 

1 1 


APRIL  4,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  4, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  8-33-BZ— Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  3S), 
Hollis,  Borough  of  Queens. 


286 


CALENDAR 


CAL.  NO.  17-33-BZ— Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

CAL.  NO.  30-33-BZ— Application,  January  24,  1933,  under 
sections  7b  and  21  of  the  building  zone 
resolution,  of  Henry  J.  Nurick,  appli. 
cant,  on  behalf  of  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  of  a  portion  of  a  garage  for  busi¬ 
ness  use;  premises  210-212  Prospect 
Park  Southwest,  west  side,  75  ft.  north 
of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

cal.  no.  230-32-BZ— Application,  May  2,  1932,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Oscar  Goldschlag,  appli¬ 
cant,  on  behalf  of  Evelyn  L.  Wood, 
owner,  to  permit  the  extension  from  a 
business  district  into  a  residence  district 
of  a  business  use  (stores)  ;  granted  by 
the  board  on  June  24,  1932,  on  certain 
conditions ;  reopened  on  February  3, 
1933,  to  permit  a  modification  of  the 
resolution  insofar  as  the  conditions  im¬ 
posed  affect  the  Morris  avenue  front  of 
premises;  premises  southeast  corner  of 
East  Burnside  avenue  and  Walton  ave¬ 
nue  (Block  No.  2829,  Lot  Nos.  45  to  53, 
inclusive),  The  Bronx. 

cal.  no.  11-33-BZ— Application,  January  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bache,  applicant,  on  behalf  of 
Richmond  Boro  Home  Sites  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Hylan  boulevard  and  New 
Dorp  lane  (Block  No.  3649,  part  of  Lot 
No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 


119-33-A— 630-634  Fifth  avenue  (Block  No.  1266,  Lot  Nos. 
36  to  39),  Manhattan. 

Petitions  for  Variations. 

610-32-S  257-267  West  39th  street  (Block  No.  789  Lot 
No.  9),  Manhattan. 

2-33-S— 138  Livingston  street  (Block  No.  163,  Lot  No 
16),  Brooklyn. 

7-33-S— 96-11  44th  avenue  (Block  No.  850,  Lot  No.  50), 
Corona,  Borough  of  Queens. 

22-33-S— 150-152  Rivington  street  (Block  No.  349,  Lot 
Nos.  35  and  36),  Manhattan. 

089-32-S— 810  Fourth  avenue  (Block  No.  664,  Lot  No.  29) 
Brooklyn. 

393-27-S  29  East  48th  street  and  413  Madison  avenue 

rri7  70  c  1Qwl0ck  N,°'  1284’  Lot  Na  21>-  Manhattan. 
00 , -3,w-S — 16-18  West  36th  street  (Block  No.  837,  Lot  Nos. 

55  and  56),  Manhattan. 

Appliances  Submitted  for  Approval. 

82- 33- S A — Inferno  Oil  Burner,  approval  of. 

83- 33-SA  Master-Kraft  Oil  Burner,  approval  of. 

97- 33-SA— Freeport-Silent  Service  Oil  Burner,  Models  5 

10  and  30,  approval  of. 

98- 33- S A  Elkhart  Siamese  Hose  Connection  for  Stand¬ 

pipe  and  Sprinkler  Systems  3x3x6  in. 
flush  type  of  straightway  and  90°  patterns 
approval  of. 

1 00-33- S A  Blaw-Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

102-33-SA — Everedy  Oil  Burner,  approval  of. 

106-33-SA — Sun-Ray  Fuel  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

43-33-BZ. 

APPLICANT  William  O.  Staber,  for  Edward  Pokorny, 
owner. 

PREMISES  Northeast  corner  of  45th  avenue  and  72nd 
street  (Block  No.  546,  Lot  Nos.  62  and  64),  Win- 
•  field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 


HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

617-32-A— 280  Nevins  street  and  543  Union  street  (Blo< 
No.  432,  part  of  Lot  No.  1),  Brooklyn. 

3- 33- A — 7101-7111  Shore  road  (Block  No.  5887,  Lot  N 

6),  Brooklyn. 

4- 33- A— 69  East  12th  street  and  120  Fourth  avenue  (Bio 

No.  564,  Lot  Nos.  52,  53  and  54),  Ma 
hattan. 

9-33- A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14 
Manhattan. 

26-33- A — Foot  of  Broadway  (Block  No.  185,  Lot  N 
101),  West  New  Brighton,  Borough 
Richmond. 

512-32- A — 4423-4429  Broadway  (Block  No.  2180,  Lot  N 
488),  Manhattan. 

Olt-32-A— 67-71  Kent  avenue  and  44-58  North  10th  stre< 
(Block  No.  2302,  Lot  No.  6),  Brooklyn. 


46-33-BZ. 

APPLICANT- — Alex  Litman,  owner. 

PREMISES — South  side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block  No.  343, 
Lot  No.  45),  Edgemere,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  use  and  maintenance 
of  a  plot  of  ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles. 


80-33-BZ. 

APPLICANT — Slee  &  Bryson,  for  William  A.  Harfield, 
owner. 

PREMISES— 786-790  Flatbush  avenue,  west  side,  195  ft. 
3 Va  in.  north  of  Caton  avenue  (Block  No.  5063,  Lot 
No.  58),  Brooklyn. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  building  and,  also,  the 
omission  of  the  required  rear  yard  in  a  “C”  area 
district. 
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12-32-BZ. 

APPLICANT— Herbert  Benon,  for  George  White,  owner. 

PREMISES— 6513-6519  Fifth  avenue,  northeast  corner  of 
66th  street  (Block  No.  5828,  Lot  No.  1),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone  reso¬ 
lution  for  a  modification  of  a  resolution  adopted  by 
the  board  on  April  12,  1932, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  part  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  by  permitting 
existing  vehicular  opening  in  66th  street  to  remain 
and  by  permitting  minor  motor  vehicle  repairs  (re¬ 
opened  March  21,  1933). 


APRIL  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  11, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48) , 
Little  Neck,  Borough  of  Queens. 

cal  no.  18-33-BZ— Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooper  stein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  1618- 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 


tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  630-29-BZ— Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  ?, 
1933,  under  section  21  of  the  building 
zone’  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  edrner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no.  549-31-BZ — Application,  November  14,  1931;  with¬ 
drawn  February  2,  1932;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
of  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
.Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklyn. 

cal.  no.  524-32-BZ — Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Joseph  I.  Levy,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Van  Wyck  boulevard  and  104th  avenue 
(Block  No.  1087,  Lot  No.  96),  Jamaica, 
Borough  of  Queens. 

CAL.  NO.  705-29-BZ— Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corne'-  of 
Marmion  avenue  (Block  No.  2953.  Lot 
No,  48),  The  Bronx. 
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cal.  no.  G03-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
No.  118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 

cal.  no.  G-33-BZ — Application,  January  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Isabel  Grauer,  applicant  and  lessee, 
on  behalf  of  Abraham  Rolnick,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  62-59  Dry  Harbor 
road  (Block  No.  29G9,  part  of  Lot  No. 
40),  Nassau  Heights,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


74-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Packard  Motor  Car  Com- 
'  pany  of  New  York,  owner. 

PREMISES  4650-4664  Broadway  and  2-16  Sherman  avenue 
(Block  No.  2175,  Lot  No.  1),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

1(5  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  change  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station;  extension  of  a  business  use  from 
a  business  district  into  a  residence  district  (show¬ 
room)  granted  under  Cal.  No.  681-25-BZ 


APRIL  25,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  I;S  HEREB\  GIVEN  by  the  board  of  stand- 
ai  els  and  appeals  of  a  public  hearing;  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  25 
1933  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

629-32-BZ. 

APPLICANT — Markey,  Donnelly  &  Cunningham,  for 
Samuel  J.  Wood  and  Evelyn  Wood,  owners. 

PREMISES — East  side  of  Hugh  J.  Grant  Circle,  from 
Westchester  avenue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

25-33-BZ. 

APPLICANT — Minnie  Pedowitz,  owner. 

PREMISES— Southeast  corner  of  145th  street  and  Rock- 
away  boulevard  (Block  No.  2864,  Lot  No.  130), 
South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

73-33-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  Kings  Brewery, 
Inc.,  owner. 

PREMISES — 229-271  Pulaski  street,  north  side,  82  ft.  west 
of  Sumner  avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  brewery. 

93-33-BZ. 

APPLICANT — John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 

Corp.,  owner. 

PREMISES — 246-250  Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos.  38,  39  and 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 


CAL'.  NO.  13-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lanm  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high-, 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

ca-l.  no.  34-33-BZ— Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behalf  of  Sona  Cooperstein,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  35-33-BZ — Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  36-33-BZ — Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)_  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  3070 
Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

CAL.  NO.  618-29-BZ — Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station; 
withdrawn  April  22,  1930;  reopened 
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January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street 
(Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  April  25, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  374-32-BZ — Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  c-wner  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

cal.  no.  14-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  3.30  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

618-32-A — 116  University  place  (Block  No.  570,  Lot  No. 
22),  Manhattan. 

621-32- A — 200  East  42nd  street  (Block  No.  1315,  Lot  No. 
49),  Manhattan. 

624-32-A — 81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

50-33-A — 8701-8723  Shore  road  (Block  No.  6040,  Lot  No. 
1),  Brooklyn. 

52-33-A- — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 

69- 33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42 

and  43),  Brooklyn. 

70- 33-A — 5838  Amboy  road  (Block  No.  6724,  Lot  No.  65), 

Princes  Bay,  Borough  of  Richmond. 


MAY  2,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  2, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion  ;  withdrawn  February  3,  1933 ;  re¬ 
opened  February  15,  1933,  for  considera¬ 
tion  under  section  7f  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Navillus  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No. 
2512,  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1933,  2  P.  M. 

Budding  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon.  May  2, 
1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
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denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
'G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

12-33- A — 123-133  William  street  (Block  No.  78,  Lot  No. 
4),  Manhattan. 


24-33-A— 4350-4352  Broadway  (Block  No.  2167,  Lot  No. 
52),  Manhattan. 

28- 33-A— 55  Hanson  place  (Block  No.  2113,  Lot  No.  1), 

Brooklyn. 

40-33-A — 7115-7125  Shore  road,  northeast  corner  of  72nd 
street  (Block  No.  5887,  Lot  No.  1),  Brook¬ 
lyn. 

48-33- A — 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

64-33-A — 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

Petitions  for  Variations. 

29- 33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 

Brooklyn. 

51-33-S — 1472-1480  Broadway  (Block  No.  995,  Lot  No.  5), 
Manhattan. 


minutes  _ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  28,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hoi 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  boaid  held  on 
Tuesday  morning,  March  21,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
March  21,  1933,  were  approved  as  printed  in  Bulletin  No.  15, 
Vol.  XVIII. 

building  zone  cases. 

623-32-BZ. 

APPLICANT— Edward  P.  Kenney,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  an  existing 
building  to  a  business  use 

PRFMISES  AFFECTED — East  side  of  Windsor  place,  100 
ft.  north  of  Austin  street  (Block  No.  2076  Lot  Nos. 
39,  40  and  41),  Forest  Hills,  Borough  of  Queens. 

APPEARANCES—  t  _ 

For  Applicant.  Bernard  M.  Rosen. 

For  Opposition:  None. 

ACTION'  OF  BOARD— Laid  over  to  May  2,  1933,  at  to 
a.  m.,  to  submit  affidavits. 

14  33-BZ 

APPLICANT — Lama  &  Proskauer,  for  Michela  Tavino  Cir- 

rito,  owner.  .  ,  ,  . 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— South  side  of  Conduit  boule¬ 
vard,  19  ft.  9  in.  west  of  Crescent  street  (Block  No. 
4197,’  Lot  No.  14),  Brooklyn. 

APPEARANCES—  t  i  r-  *nA 

For  Applicant:  James  Kearney,  John  Cirnto  and 

Alfred  A.  Lama.  . 

For  Opposition.  Alderman  James  J.  Morris  William 
J  Burke,  Samuel  Nitzberg,  Jacob  Solomon, 
Nathan  Wilner,  John  J.  McDermott,  George 
Naeder,  Henry  Asness  and  H.  Harvey  Simon. 
ACTION  OF  BOARD — Laid  over  to  April  25,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee 

of  the  board. 


330-28-BZ. 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tenement  house 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only — residence  district  (reopened  January  4, 
1933) . 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 
APPEARANCES— 

For  Applicant:  F.  E.  Montgomery. 

For  Opposition :  Emmett  King. 

ACTION  OF  BOARD— Laid  over  to  May  2.  1933,  at  10 
a.  m.,  on  request  of  attorney  for  opposition,  applicant 
concurring. 


5-33-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Charles  P.  Day, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under1  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Boston  road 
and  Baychester  avenue  (Block  No.  5257,  Lot  No.  1), 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 

For  Opposition:  Henry  Fluegelman  and  Abraham 
Neugrosthal. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1933,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


376-29-BZ. 

APPLICANT— Emil  Guterman,  for  Henry  Mollenhauer, 
Jr.,  present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
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(previously  denied  under  section  21;  reopened  for 
consideration  under  section  7f  December  2,  1932). 
PREMISES  AFFECTED — North  side  of  Linden  boulevard, 
50  ft.  east  of  196th  street  (Block  No.  I960,  Lot  No. 
63),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Henry  Mollenhauer,  Jr. 

For  Opposition:  Maurice  De  Young,  Jr. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative.  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle. . . .  4 


Negative  .  0 

Absent:  Assistant  Chief  Kidney .  1 


161-30-BZ. 

APPLICANT — James  M.  Murtha,  for  Elsie  E.  Parsons, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  42nd  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  J.  Parsons. 

ACTION  OF  BOARD — Application  reopened  and  with¬ 
drawn  on  request  of  applicant. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 


Kidney  .  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


72-30-BZ. 

APPLICANT — Martin  J.  Ort,  for  William  F.  Doyle,  for 
The  Connelly  Construction  Co.,  owner;  request  for 
reopening  made  by  Benjamin  Driesler,  Jr.,  architect, 
for  owner. 


SUBJEC  J  Application  for  reopening — extension  of  time  to 
complete  work— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  alteration  of  a  garage  and  the  installation 
of  a  gasoline  service  station  (previously  granted  by 
the  board  for  a  garage). 

PREMISES  AFFECTED — 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street 
( Block  No.  5302,  part  of  Lot  No.  21  and  part  of 
Lot  No.  27),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work 
THE  VOTE  TO  REOPEN— 

Affirmative.  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5. 

Negative  .  0 

Absent  .  q 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney . 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(72-30-BZ) 

Whereas,  this  application,  affecting  premises  3491-3507 
Fort  Hamilton  parkway,  south  side,  264  ft.  5  in.  east  of 
36th  street  (Block  No.  5302,  part  of  Lot  No.  21  and  part  of 
Lot  No.  27),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  March  31,  1931,  on  certain  conditions, 
and  time  extended,  and  owner’s  representative  requests  a 
further  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  March 
31,  1931,  only  so  far  as  it  refers  to  the  obtaining  of  permits 
and  the  completion  of  the  work,  be  amended  so  that  as 
amended  it  will  read:  “that  all  permits  will  be  obtained  within 
six  months  from  March  31,  1933,  and  that  all  work  involved 
thereby  shall  be  completed  within  one  year  from  March  31, 
1933,”  and  that  the  resolution  otherwise  shall  be  complied 
with  in  all  respects. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  28,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 


BUILDING  ZONE  CASES. 

351-30-BZ. 

APPLICANT — Frank  G.  Colgan,  substituted  for  William  A. 
Lacerenza.  for  James  Aquavella,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alter¬ 
ation  and  conversion  of  a  portion  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  into  a  gasoline  service  station 
(previously  denied;  reopened  under  new  facts  Sep¬ 
tember  23.  1932). 

PREMISES  AFFECTED — 205-213  Rockaway  avenue 
(Block  No.  1442,  Lot  No.  8),  Brooklyn. 


APPEARANCES— 

For  Applicant:  Frank  G.  Colgan. 

For  Opposition:  Lillian  Von  Rott,  Stella  Bolettieri, 
Frank  Bolettieri  and  Bella  Bolettieri. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1933,  at  2 
p.  m.,  to  submit  new  plans  after  full  hearing. 


467-32-BZ. 

APPLICANT— Thomas  Nunley,  for  Samuel  Seides,  owner. 

SC  BJECT  -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1745  Forest  avenue  and  843 
Richmond  avenue  (Block  No.  1477,  Lot  No.  52), 
Port  Richmond,  Borough  of  Richmond 

APPEARANCES— 

For  Applicant :  Thomas  Nunley. 

For  Opposition:  None. 
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AC1I0N  OF  BOARD — Application  withdrawn  by  applicant 
without  further  hearing  due  to  death  of  owner. 

I  HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 
Chief  Kidney .  5 


Negative  . . . . .  0 

Absent  . ’  0 


493-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Manhattan  Railway 
Co.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  January  10, 
1933). 

PREMISES  AFFECTED — 999-1015  Columbus  avenue  and 
360-368  Cathedral  parkway,  southeast  corner  (Block 
No.  1845,  Lot  No.  3),  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  David  A.  Ticktin. 

AC1ION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  , .  0 


502-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  C.  J.  A.  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  for  reopening — reconsideration  under 
new  facts  and  additional  consents — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  Jg  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5)  ' 
motor  vehicles  (previously  denied). 

PREMISES  AFFECTED— Southwest  corner  of  Metropol¬ 
itan  avenue  and  126th  street,  Woodhaven,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  . 0 

Absent  .  0 


296-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Schodad  Realty 
Corp.,  owner;  request  for  reopening  made  by  Alfred 
A.  Lama. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previ¬ 
ously  reopened  and  restored  to  Calendar). 

PREMISES  AFFECTED — 115-123  Kings  highway,  north¬ 
west  corner  of  Stillwell  avenue  (Block  No.  6253, 
Lot  No.  21),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  on  written 
request  of  owner. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(296-32-BZ) 

Whereas,  the  applicant  was  duly  notified  that  his  papers 
were  incomplete  and  upon  such  notification  communicated 
with  the  board  to  the  effect  that  the  owner  desired  to  dis¬ 
continue  the  application. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed. 
303-32-BZ. 

APPLICANT— Joseph  B.  Schwartz,  for  Edlar  Realty  Corp 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution;  re- 
opened  and  restored  to  Calendar  October  14  1932 1 
PREMISES  AFFECTED-Southeast  corner  of  Intervale 
avenue  and  East  169th  street  (Block  No  2706  Lot 
No.  52),  The  Bronx. 

APPEARANCES— 

bor  Applicant:  Joseph  B.  Schwartz 
For  Opposition:  Hobart  S.  Bird,  Albert  Weiss, 
Abraham  Schwartz  and  Charles  Tilgner. 

THE1^ ON^O^BOARD— Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Connell . .  1 

Absent  .  ^  . .  q 

THE  RESOLUTION— 


(303-32-BZ) 

Whereas,  Joseph  B.  Schwartz,  for  Edlar  Realtv  Corp 
owner,  filed,  May  31,  1932  ;  reopened  October  14,  1932,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  gasoline 
service  station ,  premises  southeast  corner  of  Intervale  ave¬ 
nue  and  East  169th  street  (Block  No.  2706,  Lot  No  52) 
Borough  of  The  Bronx;  and  ' 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ing,  March  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Intervale  avenue  is  in  a  business 
district;  East  169th  street  is  in  a  business  district,  and 
Tiffany  street  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  7,  1932  (re  N.  B.  209-1932),  reads: 

1.  Erection  of  building  and  occupancy  of  premises 
in  business  district  for  gasoline  service  station  is  con¬ 
trary  to  provision  of  Building  Zone  Resolution”- 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  95  07  ft.  on  Tiffany  street,  14.7  ft.  on  Easl 
169th  street  and  86.51  ft.  on  Intervale  avenue,  upon  which 
it  is  proposed  to  erect  a  one-story  office  and  grease  pits 
structure,  approximately  26  ft.  by  52  ft.,  irregular,  in  area, 
and  to  install  the  necessary  tank  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  the  premises  under  appeal  were  inspected  by  a 
committee  of  the  board,  consisting  of  Chairman  Murdock  and 
Commissioners  Connell,  Holland  and  Guilfoyle;  and 
Whereas,  the  report  of  this  inspection  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell,  was 
read  at  the  hearing;  and 
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Whereas,  this  report  recommends  the  granting  of  the 
application  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  a  wall  not  less  than  IQ  ft.  high  erected  on  the  in¬ 
terior  lot  line  from  Tiffany  street  to  Intervale  avenue,  said 
wall  to  be  of  masonry  faced  with  face  brick  or  enamel  brick ; 
that  the  accessory  buildings  shall  be  erected  on  the  rear  of 
the  plot  adjacent  to  this  wall  and  shall  not  exceed  one 
story  in  height,  constructed  of  fireproof  materials,  and  shall 
consist  of  an  office  building  and  a  building  for  housing  lubri¬ 
cating  and  greasing  pits ;  that  there  shall  be  no  excavations 
under  these  buildings  except  the  pits  for  the  greasing  racks ; 
that  the  balance  of  the  site  shall  be  cement  paved ;  that  there 
shall  be  erected  along  the  street  line  of  the  property  a 
concrete  curb,  not  less  than  12  in.  in  height,  12  in.  in  width, 
with  not  more  than  two  openings  to  Tiffany  street  and  two 
openings  to  Intervale  avenue ;  that  none  of  these  openings 
shall  be  over  12  ft.  in  width  and  no  part  of  any  opening 
nearer  than  10  ft.  from  the  intersection  of  Tiffany  street  and 
Intervale  avenue ;  that  the  curb  cuts  opposite  these  openings 
shall  not  exceed  14  ft.  in  width ;  that  no  gasoline  pump  shall 
be  erected  nearer  than  10  ft.  to  any  street  line ;  that  no  port¬ 
able  gasoline  tanks  shall  be  used  on  the  property;  that  any 
advertising  signs  advertising  non-conforming  uses  shall  be 
limited  to  the  illuminated  globes  of  the  gasoline  tanks  and 
the  flat  wall  signs  against  the  fronts  of  accessory  buildings, 
excluding  all  signs  of  a  temporary  nature;  that  all  lights 
for  illuminating  purposes  shall  have  metal  reflectors  ar¬ 
ranged  to  reflect  downwardly  so  that  the  lighting  will  not 
be  a  nuisance  at  night  to  adjoining  property,  and  that  all 
permits  shall  be  obtained  within  three  months  and  all  work 
involved  shall  be  completed  within  six  months  from  the  date 
of  this  action. 


APPLICANT— Nat  C.  Helman,  for  Rachael  Yuttal,  present 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles  (granted  by  the  board)  so 
as  to  include  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 128-144  East  98th  street  (Block 
No.  4616,  Lot  No.  31),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Nat  C.  Helman. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  „  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Kidney  . ^ 

Negative:  Commissioner  Guilfoyle .  l 

Absent  .  0 

THE  RESOLUTION— 

(504-25-BZ) 

Whereas,  Nat  C.  Helman,  for  Rachael  Yuttal,  owner, 
filed,  May  13,  1925;  reopened  January  26,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles  (granted  by 
the  board)  so  as  to  include  a  motor  vehicle  repair  shop; 
premises  128-144  East  98th  street  (Block  No.  4616,  Lot  No. 
31),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  March  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  98th  street  is  in  a  business 
district ;  Rockaway  parkway  is  in.  a  residence  district,  and 
Ralph  avenue  is  in  a  business  district ;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  4,  1932  (re  Applic.  No.  15436-32),  reads: 

“Proposed  conversion  of  existing  public  garage  in 
business  &  residential  use  district  constructed  under  a 
variation  of  the  Building  Zone  Resolution  granted  by  the 
Board  of  Standards  and  Appeals  to  a  public  garage  and 
repair  shop  for  motor  vehicles  is  contrary  to  aforemen¬ 
tioned  variation  nad  is  therefore  denied.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  150  ft.  and  a  depth 
of  120  ft.,  occupied  as  a  garage;  it  is  proposed  to  occupy  a 
portion  of  the  building  as  a  motor  vehicle  repair  shop;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  and  filed  at  this  hearing,  and  which 
report  recommended  the  granting  of  the  application  under 
section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on)  condition  that  the 
motor  vehicle  repair  work  conducted  on  the  premises  shall  be 
limited  to  the  present  one-story  building  and  located  in  the 
southerly  portion  of  the  building,  with  a  frontage  of  50  ft.  on 
East  98th  street  for  the  full  depth  of  the  building  and  shall  be 
separated  from  the  balance  of  the  garage  structure  by  a  fire¬ 
proof  wall,  extending  through  the  roof,  and  with  but  two 
openings,  approximately  not  more  than  10  ft.  wide  each,  both 
openings  eejuipped  on  each  side  of  wall  with  self-closing, 
fireproof  doors ;  that  the  work  conducted  on  these  premises 
shall  be  that  of  light,  minor  repairs  or  adjustments  to  auto¬ 
mobiles,  prohibiting  any  forges  or  anvils  or  open  flames, 
also  any  machinery  except  that  driven  by  electric  motor  of 
not  more  than  three-quarter  horsepower  each ;  that  any 
motor  vehicle  repair  work  conducted  on  the  premises  shall 
be  limited  to  week  days  only,  between  the  hours  of  8  a.  m. 
and  6.00  p.  m.,  prohibiting  any  work  on  Saturday  afternoon, 
Sundays  or  legal  holidays;  that  any  advertising  signs  ad¬ 
vertising  motor  vehicle  repair  work  shall  be  limited  to  one 
projecting  electric  sign  on  front  of  building;  further,  that 
the  resolution  as  of  December  8,  1925,  shall  be  complied 
with,  and  that  all  permits  shall  be  obtained  within  three 
months  and  any  work  involved  completed  within  six  months 
from  the  date  of  this  action. 


85-30-BZ. 

APPLICANT — James  J.  Millman,  Inc.,  for  Harry  Feldman, 


owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  business  building  (stores) 
(dismissed  for  lack  of  prosecution  June  24,  1930; 
reopened  and  restored  to  Calendar  September  20, 
1932). 

PREMISES  AFECTED— 1315-1321  55th  street,  north  side, 
73  ft.  8  in.  east  of  New  Utrecht  avenue  (Block  No. 
5677,  Lot  No.  62),  Brooklyn. 

APPEARANCES— 


For  Applicant:  James  J.  Millman. 

For  Opposition:  Boris  J.  Friedkiss  and  Lawrence 
Meyer. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •  •• .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Absent  .  0 


THE  RESOLUTION— 

(85-30-BZ) 


Whereas,  James  J.  Millman,  Inc.,  for  Harry  Feldman, 
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owner,  filed,  February  4,  1930 ;  dismissed  for  lack  of  prose¬ 
cution  June  24,  1930;  reopened  and  restored  to  Calendar 
September  20,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance  of  a 
business  (stores)  building;  premises  1315-1321  55th  street, 
north  side,  73  ft.  8  in.  east  of  New  Utrecht  avenue  (Block 
No  5677,  Lot  No.  62),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
F1®’  March  28,  1933,  after  due  notice  by  publication  in  the 
bulletm  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  New  Utrecht  avenue  is  in  a 
business  district ;  55th  street  is  in  a  residence  district,  and 
54th  street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  24,  1933  (re  Applic.  No.  11249-32),  reads: 

“Proposed  stores  to  be  located  partly  in  a  business 
use  and  partly  in  a  residential  district,  are  contrary  to 
Art.  II,  Sect.  3  of  Zone  Resolution.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  and  a  depth  of  100  ft.  2  in.,  upon  which 
are  located  several  structures ;  upon  the  central  portion  of 
the  plot  there  is  located  a  two-story  frame  dwelling;  it  is 
proposed  to  erect,  to  the  front  of  this  building,  a  one-story 
extension,  53  ft.  6  in.  by  30  ft,  3  in.  in  area,  to  be  used  as 
three  stores;  the  use  district  boundary  line  divides  this  lot, 
leaving  the  greater  portion  of  same  in  the  residence  district’ 
and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  filed  at  this  hearing,  and  which  report 
recommended  the  denial  of  the  application  under  sections  7c 
and  21  of  the  building  zone  resolution. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


828-25-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  Henry  Gerken, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  an  existing 
garage  (previously  granted  by  the  board)  so  as  to 
permit  the  inclusion  of  a  gasoline  service  station 
(reopened  June  7,  1932). 

PREMISES  AFFECTED — Southeast  corner  of  Second 

avenue  and  Newtown  avenue  (Block  No.  617,  Lot 

No.  8).  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

For  Opposition:  May  Eisert. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(828-25-BZ) 

Whereas,  Alfred  H.  Eccles,  for  Henry  Gerken,  owner, 
‘filed,  August  13,  1925;  garage  granted  on  condition  De¬ 
cember  22,  1925 ;  reopened  June  7,  1932,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  alteration  and  change  of  occupancy  of  part  of  an  existing 
garage  so  as  to  permit  the  inclusion  of  a  gasoline  service 
station;  premises  southeast  corner  of  Second  avenue  and 
Newtown  avenue  (Block  No.  617,  Lot  No.  8),  Astoria, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 


p8,’,  ¥arcJ?  ‘^8’  Jp33,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Second  avenue  (31st  street)  New¬ 
town  avenue  and  30th  avenue  are  in  a  business  district;  and 

the  decis,on  of  the  superintendent  of  buildings 
rendered  May  31,,  1932  (re  Plan  No.  3680-1932),  reads? 

The  changing  of  an  auto  show  room  to  a  gasoline 
station  within  a  business  district  is  contrary  to  the  Zone 

BZR  ”  •  fUrtHer  COnsidered’  Art  n>  Sec-  4,  sub.  46, 

and 


Whereas,  the  existing  building  is  of  fireproof  construction 
one  story  in  height,  with  a  frontage  of  122  ft.  9  in.  on  Second 
avenue  and  95  ft.  8  in.  on  Newtown  avenue;  occupied  as  a 
garage  for  more  than  five  motor  vehicles  and  a  motor  vehicle 
repair  shop;  it  is  proposed  to  remove  and  set  back  the  front 
wall  of  the  building  on  Second  avenue  and  install  a  gasoline 
service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
and  report  by  a  committee  of  the  board,  which  report  recom¬ 
mended  the  granting  of  the  application. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap- 
apphcation  be  and  it  hereby  is  granted  on  condition  that  the 
space  to  be  used  for  the  gasoline  selling  station  shall  open 
Oidy  from  Second  avenue,  substantially  as  shown  on  plans 
Tiled  with  this  board  marked  “Received  March  25,  1933**  • 
that  only  such  portion  of  the  front  wall  of  building  ’shall  be 
removed  as  indicated  thereon;  that  there  shall  be  a  new 
wall  constructed  as  shown  between  the  gas  selling  station  and 
the  garage  with  all  openings  from  this  gas  selling  station  to 
balance  of  building  protected  with  self-closing,  fireproof 
doors ;  that  the  floors  of  this  gas-selling  space  shall  be  made 
proof  against  seepage  of  gasoline  or  oil ;  that  the  boiler  room 
shall  be  relocated  in  basement  so  that  no  part  of  same  is 
underneath  this  gasoline  area;  that  this  boiler  room  shall  be 
enclosed  in  fireproof  walls,  with  no  entrance  to  same  except 
from  the  exterior  of  the  building;  that  no  gasoline  pumps 
shall  be  located  nearer  than  10  ft.  to  the  building  lines ;  that 
other  than  as  covered  by  the  above  modifications,  all  laws 
ordinances  and  rules  applying  to  this  building  and  the  occu¬ 
pancy  thereof  shall  be  complied  with ;  that  no  open  flame 
shall  be  permitted  in  the  gas  selling  station  or  garage  por¬ 
tion  on ,  the  property ;  that  no  signs  advertising  the  non- 
conforming  use  shall  be  displayed  on  Newtown  avenue  ele¬ 
vation  of  the  building  or  on  the  roof  of  that  portion;  that 
such  grease  pits  or  greasing  lifts  as  shall  be  installed  shall 
be  located  in  the  southerly  end  of  the  gas  selling  station  area, 
the  adjacent  front  wall  of  the  building  not  to  be  removed’ 
that  the  openings  to  the  gas  selling  area  shall  be  limited  to 
two  (2).  approximately  the  full  width  of  the  bays  between 
structural  columns ;  that  in  these  openings  a  concrete  curb 
shall  be  erected  not  less  than  12  in.  high  and  12  in.  wide  so 
that  the  space  for  a  car  entrance  shall  not  exceed  20  ft.  and 
that  opposite  such  entrances  the  cuts  in  curb  shall  not  exceed 
14  ft.  each;  that  such  automobile  repair  work  as  is  carried 
on  shall  not  exceed  that  permitted  under  the  resolution  of 
the  board  adopted  December  22,  1925;  that  a  scuttle  shall 
be  provided  in  the  roof  at  the  rear  with  a  fixed  steel  ladder 
to  same  to  provide  exit  from  the  rear  of  garage  to  the  roof, 
and  that  all  permits  shall  be  obtained  within  three  months 
and  all  work  involved  shall  be  completed  within  nine  months 
from  the  date  of  this  action. 


APPROVAL  OF  PLANS. 

595-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Gerosa-Paladino 
Holding  Corp.,  owner. 

SUBJECT — Application  for  approval  of  plans — (re  decision 
of  the  superintendent  of  buildings),  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop. 
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MINUTES 


PREMISES  AFFECTED— Southeast  corner  of  Webster 
avenue  and  East  182nd  street  (Block  No.  3030,  part 
of  Lot  No.  42),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Plans  approved  in  accordance  with 
engineer’s  report. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  ® 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
554-32-SA. 

PETITIONER— Evenheet  Oil  Burner  Co.,  owner. 
SUBJECT— Evenheet  Oil  Burner,  approval  of. 
APPEARANCES—  ,  TTr  _ 

For  Petitioner:  George  Hall  and  W.  F.  Ebner. 

For  Administration:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  fire  department. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney.... .  5 

Negative  .  0 

Absent  .  u 

THE  RESOLUTION— 

(554-32-SA) 

Whereas,  Evenheet  Oil  Burner  Co.,  owner,  filed,  No¬ 

vember  7,  1932,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Evenheet 
Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  March  15,  1933,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Evenheet  Oil  Burner 
for  use  in  domestic  and  commercial  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump 

American  Marsh  Duplex . 

American  Marsh  Simplex . 

Autopulse  Electric  Fuel  Oil  Pump . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . 

Ballard  Duplex  Electric  Driven  Pump  Set.... 

Beach  Russ  Co.  Rotary . 

Blackmer  Rotary . 

Blake  &  Knowles  Horizontal  Simplex  Piston 
Pattern  Pump  . 

Century  Rotary  . . 

Cook  Electric  Oil  Pump . 

Davidson  . 

Dean  Bros.  Durable  Duplex . 

Deming  Double  Oscillating  Force  Pump . 

Deming  Fuel  Oil  Pump . 

Enterprise  Oil  Pump . 

Exeter  Rotary  . 

General  Electric  Oil  Pump . 

Goulds  Hand  Rotary . 

Goulds  Rotary  Oil  Pump . 

Goulds  Triplex  Plunger . 

Hardinge  Fuel  Oil  Pump . 

Kinney  Rotating  Plunger  Pump . 

Koerting  Gear  Pump . 


Calendar  No. 

638- 25-SA 

639- 25-SA 
215-31-SA 

9-32-SA 
1413-22-SA 
1134-22-SA 
935-24-S A 


372-21-SA 

908-21-SA 

603-25-SA 

590-21-SA 

840-22-SA 

458-27-SA 

298-31-SA 

11-28-SA 

507-22-SA 

475-32-SA 

1133-25-SA 

437-31-SA 

257-22-SA 

813-25-SA 

503-24-SA 

1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump . 60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-S  A 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimbv  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate- Jones  . 492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD -  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


NOTICE 


FORMS  FOR  NOTICESTO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Name  of  Burner 
A.  B.  C.  Oil  Burner 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Autocrat  Oil  Burner,  Model  B-l . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Baby  Grand  Oil  Burner . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  . . 

Bettendorf  High  Pressure  Oil  Burner . 

Bettendorf  Oil  Burner . 

Bock  Oil  Burner,  Models  A,  B,  C  and  D - 

Braden  Automatic  Fuel  Oil  Burner . 

Branford  Oil  Burner . 

Branford  Oil  Burner,  Model  "A 

Caloroil  Burner — Type  A  A . 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C . 

Carboradiant  Oil  Burner,  Models  V  &  VS.... 

Carboradiant  Oil  Burner,  Model  VSS . 

Carborundum  Burner . 

Carter-Korth  Oil  Burner,  Model  “P” . 

Carter-Korth  Oil  Burner . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Automatic  Oil  Burner . 

Cook’s  Automatic  Oil  Burner . 

Cope-Swift  Safety  Automatic  Oil  Burner - 

Crescent  Oil  Burner . 

Crescent  Type  M  Size  1  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . 

Dahl  Vaporizing  Oil  Burner . 

D’Elia  Oil  Burner . 

Delco  Heat  Oil  Burner . 

DeWalt  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner . 

Dovel  Master  Fuel  Oil  Burner . 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . . 

Economy  Oil  Burner,  Type  A-l . 

Eisler  Automatic  Oil  Burner . 

Electrol  Automatic  Oil  Burner  and  Model  BB. . 

Ember-Glo  Oil  Burner . . . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . 

Espo  Oil  Gas  Burner . 

Evenheet  Oil  Burner .  554-32-SA 

Fairfield  Oil  Burner .  584-31-SA 
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Name  of  Burner  Calendar  No. 

Faultless  Oil  Burner . 493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner . 47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26-SA 

Hardinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

lohnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

KeWaNee  Oil  Burner  .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106.  108,  208, 

211,  311  and  114 .  327-31-SA 


Burners  for  Domestic  and  Commercial  Use 

Calendar  No. 

1295-24-SA 

684-29-SA 
1547-23-SA 
298-26-SA 
65-28-SA 
632-26-SA 
297-31-SA 
1323-22-SA 
404-29-SA 
447-32-SA 
939-24-SA 
1184-22-SA 
764-26-S A 

485-32-SA 

479-31-SA 

731-28-S  A 

123-31-SA 
322-30-S A 
36-31-SA 

461- 32-SA 
1361-24-SA 

229-32-SA 
16-31-S A 
49-32-SA 
571-29-SA 
389-32-SA 
54-30-SA 
157-28-SA 
813-28-SA 
1 105-22-S A 
295-29-SA 
348-428-SA 
955-27-SA 
354-31-SA 
222-29-SA 
592-31-SA 
426-29-SA 
423-29-SA 
915-26-S A 
155-31-SA 
420-31-SA 
541-31-S A 
663-28-S A 
317-31-SA 
943-26-S A 
350-32-SA 

600-31-SA 
45-31-SA 
481-27-S  A 
259-25-SA 

462- 32-S A 
1 149-27-S A 


225-32-SA 

1431-23-SA 


APPROVED  APPLIANCES 


Name  of  Burner 


Calendar  No. 


Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner.. 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Moto-Hea:  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nii-Way  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30- A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . . 

Petro  Burner,  Model  P-2 . 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12 

D-13,  D-14  and  D-1'5 . ’ 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, . 

Pioneer  Automatic  Oil  Burner . 

Powerlight  Oilheat  Burner . 

Pressure  Oil  Burners,  Models  A.  B  and  C _ 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 . 

Quiet  Ballard  Automatic  Oil  Burner . 

Ray  Rotary  Fuel  Oil  Burner . 

Rayfield  Oil  Burner . .  .  . 

Re-Ly-On  Oil  Burner . 

Remington  Domestic  Oil  Burner,  Type  B . 

Remington  Oil  Burner .  *' 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Richmond  Gravity  Fuel  Oil  Burner . 

Rickard  Oil  Burner . 

Rightwav  Oil  Burner . 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  . 

S.  &  K.  Mechanical  Fuel  Oil  Burner  . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuei  oii 
Burner . 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuei  Oil 

Burner . 

Schulse  Home  Oil  Burner . 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 
and  CA  . 


673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
195-32-S  A 
887-25-SA 
548-31-S A 
836-25-SA 
518-29-SA 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-S A 
1359-24-SA 
394-30-SA 
113-26-SA 
1 193-25-S A 
617-30-SA 
1029-26-SA 
1 61-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

735-30-SA 

40-31-SA 

614-32-SA 

1259-27-SA 

628-23-SA 

146-31-SA 

411-32-SA 
660-30-SA 
504-23-S  A 
504-26-SA 
745-26-SA 
532-31-SA 
891-26-SA 
667-28-SA 
1193-22-SA 
101 1-27-SA 
339-31-SA 

304-32-SA 

1115-22-SA 


197- 32  S  A 

198- 32-S A 
1 487-23-SA 

436-32-SA 


Name  of  Burner  Calendar  No. 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  448-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner....  145-3HSA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-oU, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner . ; .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . 400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner . ’  297-29-SA 

Todd  Spi  o  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner . .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA” 

.  “KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe  -  Fireline 
Rules. 

Administrative  Applications. 

-39  Fifth  avenue,  Manhattan. 

— 13-16  Central  Park  West,  Manhattan. 

-20-28  West  72nd  street,  Manhattan. 

—242-248  West  76th  street,  Manhattan. 

—46  West  98th  street,  Manhattan. 

—519-521  Fifth  avenue,  northeast  corner  ol  rust 
43rd  street,  Manhattan. 

—2495-2505  Atlantic  avenue,  northeast  corner  ot 
East  New  York  avenue,  Brooklyn. 
—3875-4015  Tenth  avenue,  Manhattan. 


1029- 27-A- 

1030- 27-A 

1031- 27-A 

1032- 27-A 
726-30-A 
737-30-S- 

299-31-A 

384-32- A 


Appliances  Submitted  for  Approval. 

610-22-SA— Crocker  Gas  Valve,  approval  of. 

799-22-SA— Kennell  Gas  Cut-Off  Valve,  approval  of v  , 
57-23-S A— Collin  Patent  Automatic  Gas  Cut-Off  Va.ve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  o  . 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  V  ,  P 

■'■’5-23-SA— Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23- S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-S A — Tilman- White  Gas  Cut-Off  Valve,  approval 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.)  c 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  o  . 

1550  23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

^ 755-24- S A — Wills  Automatic  Gas  Shut-Off  Valve,  approval 

187-27-SA-Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814  27-S A— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulators  Valve, 
approval  of. 

719  28  c  a—  Alert  Gas  Shut-Off  Valve,  approval  of 
42-29-SA — Safe- Way  Outlet  Pressure  Reducing  Valve, 

210-29-SA — A  Diamond'  “S”  250  lbs.  2 /2 -inch  Angle  Globe 
Water  Hose  Valve,  approval  of 
380-29-SA— Kennedy  2  ^ -inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA -Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 
oo-31-SA— Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-S A— Quaker  Burnoil  Stove,  approval  of. 
4-3,-SA-tuu^eim^^  ^  ^ 

Water  Working  Pressure,  approval  of. 


251-31-SA- 


379-31-SA — 

534-31-SA- 

125-32-SA- 

209-32-SA- 

237-32-SA- 

286-32-SA- 

477-32-SA- 

498-32-SA- 

501-32-SA — 
528-32-SA — 
534-32- S A — 

561-32-SA- 
579-32-SA— 
584-32-  SA- 

600-32-SA— 

608-32-SA— 

615-32-SA- 
628-32-  SA- 
10-33-SA- 

15-33-SA- 

32- 33-SA- 

33- 33-SA- 

38- 33-SA- 

39- 33-SA- 

49-33-SA 

65-33-SA 


Lunkenheimer  2^4-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

•The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

Page  Fuel  Burner,  approval  of. 

•Beacon  Oil  Burner,  approval  of. 

Croker  4-inch  Siamese,  approval  of. 

-D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

-Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

-Built-Rite  Oil  Burner,  approval  of. 

-Bettendorf  Oil  Burner,  Model  H.B.,  approval 

of. 

-Diard  Oil  Burner,  approval  of. 

-Weldon  Extinguisher,  approval  of. 

-Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

-Wills  Fuel  Oil  Burner,  approval  of. 

-Air-Blast  Oil  Burner,  approval  of. 

-Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

-Red  Cap  Fire  Extinguisher,  approval  of. 

-Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

-Metro  Oil  Burner,  approval  of. 

-De  Laval-IMO  Oil  Pump,  approval  of. 

-S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 

—Enterprise  Steam  Atomizing  Burner,  approval 
of. 

—Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 
B,  approval  of. 

— Hardinge  Oil  Burner,  Model  23,  approval  of. 

_ Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

—Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 

-Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
-Economy  Oil  Burter  (Junior  Model),  approval 
of. 


Cates  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 

and  will  remain  thereon  until  the  aforesaid  */, t>orts’  COUV 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record.  _ _ 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 

Marated0«ml3t°'ali  classes  of  concrete  con¬ 
struct!  on^shall  not  be  prohibited  when  need  m  accordance 

Wl ?hetl’h,d™,ded°l “J ,esh"n  'conform  wiih  the  standard 
speTcificaUyonsatfor  this  material  which ,  have  bee„  adopted 
Itv  the  American  Society  for  Testing  Materials 
'"The  maximum  amount  of  hydrated  hme  whtch  maj  b 
nsed  shall  conform  with  the  following  table,  all  weights 
“  vcn  bei L  the  amount  of  lime  which  may  be  mrorporated 
fol  each  ninety-five  pound  bag  of  Portland  cement . 


l-VA-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

j.2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  o 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  March  29,  1933 . 

Restored  to  Calendar . : . 

Miscellaneous  Applications. 
Requests  to  reopen . . . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . . . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . . 

Requests  for  approval  of  plans . 

Administrative  requests  . . 

Requests  for  interpretation . 

Total  . . . 

Disposed  of  . 


261 

116 

21 


60 

1 

14 

1 

16 

1 

0 

4 

0 

0 

495 

236 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . 

Requets  withdrawn  or  dismissed . 

Total  . 


16 

8 

26 

C 

77 

9 

3 

0 

0 


51 

4 

1 

0 

14 

0 

1 

0 

16 

0 

1 

0 

0 

0 

4 
0 
0 
0 
c 

5 


236 


Cases  pending  March  29,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


-  13  ciHiueu  to  written  notice  of  the 

date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  netition 
will  be  allowed  to  be  hung  up  by  reason  of  failure' of  the 
appellant  or  petitioner  to  file  necessary  data  or  by  anv 
other  method  of  delay.  '  y 

S!xlh;  n°  appea1’  application  or  petition  will  be  ac- 

CaZ  iL°r  -g  a  KSS’,at  the  time  °f  filing-  a11  P^rs,  Plans 

and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($’2.50)  for  subscription  for  one  vear  tn  TfffT?  pttt 
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PUBLIC  HEA' 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 


m,  „ 

r  Or  r 

Special  meetings  as  published  in  this  Bulletin. 


Call  of  Clerk’s  Calendar,  Tuesdays,  aj?  2  p.  m. 

All  hearings  are  held  WcRqpm  1013,  Municipal  Building, 
Manhattan. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  'be  called  in  Room  1013,  Tuesday ,  April  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given— 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  April  4,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  April  4,  1933,  2  P.  M. 
Approved  Fireline  Hose  Valves. 

First  Quarterly  Report. 

Rules  for  Testing  Wood. 

Correction. 

Approved  Burners  for  Domestic  and  Commercial 

Use. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction® 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

Nezv  Cases  Filed  up  to  April  5,  1933. 


Cal.  No.  Department.  Premises  Affected. 

127-33-BZ . B.B.B ...  .261-267  Sheridan  ave.  (Block 

4239,  Lot  9),  Bklyn., 

- —  Applic.  2567-33 


126-33-SA. . . . .  ..F.D . Tower  Range  Oil  Burner, 

-  Appliance 

125-33-SA . F.D . Elec-Tro-Matic  Oil  Burner 

-  (Type  151),  Appliance 

124-33-BZ . B.B.B _ 1965-1967  Fulton  st.  (Block 

1537,  Lot  32),  Bklyn., 

-  N.  B.  2019-33 

123-33-S . F.D . 1364-1370  Broadway  (Block  812, 

Lot  49),  Man., 

-  L.  D.  1822 

122-33-BZ . B.B.B ....  64-66  Furman  ave.  (Block  3467, 

part  of  Lot  5),  Bklyn., 

-  Applic.  2064-33 

121-33-S . F.D . 137-153  W.  37th  st.  (Block  813, 

-  Lot  1),  Man.,  L.  D.  58 

120-33-BZ . B.B.R. . .  .2030  Hylan  blvd.  (Block  3688, 

Lot  9),  Grant  City,  Rich., 

-  S.  A.  70-33 

119-33-A . B.B.M.... 630-634  Fifth  ave.  (Block  1266, 

Lots  36  to  39),  Man., 

-  N.  B.  26-33 

118-33-BZ . B.B.Q. ..  .248-33  Northern  blvd.  (Block 

3977,  Lot  36),  Little  Neck, 

-  Q.,  N.  B.  1826-33 

117-33-A . F.D . 42-53  24th  st.  (Block  429,  Lots 

2  to  10),  Long  Island  City, 
-  Q.,  L.  C.  57363 

Restored  to  Calendar. 

11-33-BZ . B.B.R. . .  .Northwest  corner  of  Hylan  blvd. 

&  New  Dorp  lane  (Block 
3649,  part  of  Lot  1),  New 

-  Dorp.,  Rich.,  N.  B.  851-32 

264-31-BZ . B.B.B ....  93-95  Lafayette  ave.  (Block 

2100,  Lots  78  &  79),  Bklyn., 

- Applic.  5989-31 

92-31-BZ . B.B.B ....  8401-8411  Flatlands  ave.  (Block 

8005,  Lots  6,  7  &  8),  Bklyn., 

-  Applic.  1248-31 

98-30-BZ . B.B.B ....  664-666  Bushwick  ave.  (Block 

3194,  Lots  24  &  30),  Bklyn., 

- —  Applic.  903-30 

518-29-SA . F.D . New  Perfection  Oil  Burner, 

-  Type  “C”,  Appliance 


CODE 


F-D . Fire  Department 

H-D . Health  Department 

F  E  E . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

E  B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildi  ngs,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs,  Rules . 

Aug. 

2, 

1932— Vol. 

17 

No. 

31 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Concrete  Rules  (Hydrated  Lime).. 

Apr. 

11, 

1933— Vol. 

18 

No. 

15 

Elevator  Rules  . 

Mar. 

28, 

1933— Vol. 

18 

No. 

13 

Exit  Rules  (Revolving  Doors).... 

Oct. 

18, 

1932— Vol. 

17 

No. 

42 

Factory  Exit  Rules . 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Fire  Alarm  Rules  (Interior) . 

Dec. 

27, 

1932— Vol. 

17 

No. 

5*J 

Fire  Drill  Rules . 

Mar. 

7, 

1933— Vol. 

18 

No. 

10 

Fire  Retarding  Rules  for  Garages, 

etc . 

Feb. 

28, 

1933— Vol. 

18 

No. 

9 

Fireproof  Wood,  Testing  of . 

Apr. 

11, 

1933 -Vol. 

18 

No. 

15 

Frame  Garages,  Ruling  for . 

Tan. 

21, 

1919— Vol. 

4 

No. 

3 

Fuel  Oil  Rules . 

Feb. 

7, 

1933— Vol. 

18 

No. 

6 

Gas  Shut-Off  Rules . 

Apr. 

7, 

1925— Vol. 

10 

No. 

14 

Hatchway  Protection  . 

June 

5, 

1928— Vol. 

13 

No. 

23 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . 

Dec. 

13, 

1932— Vol. 

17 

No. 

50 

Plumbing  Rules  . 

Nov. 

8, 

1932— Vol. 

17 

No. 

45 

Procedure,  Rules  of . 

July 

5, 

1932— Vol. 

17 

No. 

27 

Refrigerating  Systems,  Extract  C.  O 

.  Dec. 

20, 

1932— Vol. 

17 

No. 

51 

Smoking  in  Factories,  Rules  for... 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Sprinkler  Rules  . 

Dec. 

6, 

1932— Vol. 

17 

No. 

49 

Standpipe — Fire  Line  Rules . 

Nov. 

22, 

1932— Vol. 

17 

No. 

47 

Structural  Alterations,  Reporting.. 

June 

7, 

1932— Vol. 

17 

No. 

23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . 

Apr. 

10, 

1923— Vol. 

8 

No. 

15 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

43-33-BZ. 

APPLICANT — William  O.  Staber,  for  Edward  Pokorny, 
owner. 

PREMISES — Northeast  corner  of  45th  avenue  and  72nd 
street  (Block  No.  546,  Lot  Nos.  62  and  64),  Win¬ 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  gasoline  service  station. 

46-33-BZ. 

APPLICANT — Alex  Litman,  owner. 

PREMISES — South  side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block  No.  343, 
Lot  No.  45),  Edgemere,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  use  and  maintenance 
of  a  plot  of  ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles. 

80-33-BZ. 

APPLICANT — Slee  &  Bryson,  for  William  A.  Harfield, 
owner. 

PREMISES — 786-790  Flatbush  avenue,  west  side,  195  ft. 
3^4  in.  north  of  Caton  avenue  (Block  No.  5063,  Lot 
No.  58),  Brooklyn. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT  the  extension  from  a  business  district  into  a 
residence  district  of  a  business  building  and,  also,  the 
omission  of  the  required  rear  yard  in  a  “C”  area 
district. 

T2-32-BZ. 

APPLICANT— Herbert  Benon,  for  George  White,  owner. 

PREMISES — 6513-6519  Fifth  avenue,  northeast  corner  of 
66th  street  (Block  No.  5828,  Lot  No.  1),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone  reso¬ 
lution  for  a  modification  of  a  resolution  adopted  by 
the  board  on  April  12,  1932, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  a  part  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  by  permitting 


CALENDAR 


existing  vehicular  opening  in  66th  street  to  remain 
and  by  permitting  minor  motor  vehicle  repairs  (re¬ 
opened  March  21,  1933). 


APRIL  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICK  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  11, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  545-32-BZ— -Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  1618- 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  3 1-33-BZ— Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec- 
*:on  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  bunding  zone  resolution,  Tuesday  afternoon,  April  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building  on  the 
following  matters : 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station ;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no.  549-31-BZ — Application,  November  14,  1931;  with¬ 
drawn  February  2,  1932;  reopened  and 
restored  to  Calendar  November  29,  1932, 
under  section  21  of  the  building  zone 
resolution,  of  James  Kearney,  applicant, 
substituted  for  Max  Siegel,  on  behalf 
of.  Jametro  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station  ;  premises  4024-4032  New  Utrecht 
avenue,  northwest  corner  of  41st  street 
.Block  No.  5586,  Lot  Nos.  36  and  37), 
Brooklyn. 

cal.  no.  524-32-BZ— Application,  October  11,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Regan,  applicant,  on 
behalf  of  Joseph  I.  Levy,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Van  Wyck  boulevard  and  104th  avenue 
(Block  No.  1087,  Lot  No.  96),  Jamaica, 
Borough  of  Queens. 

cal.  no.  705-29-BZ— Application,  December  5,  1929;  denied 
November  18,  1930;  reopened  for  re¬ 
consideration  under  new  facts  December 
2,  1932,  under  section  21  of  the  building 
zone  resolution,  of  David  C.  Broderick, 
applicant,  on  behalf  of  County  Holding 
Corp.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  business  building;  premises  825 
East  175th  street,  northwest  corner  of 
Marmion  avenue  (Block  No.  2953,  Lot 
No.  48),  The  Bronx. 

cal.  no.  603-32-BZ— Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Emil  Guterman,  applicant,  on 
behalf  of  Jacob  Nudell,  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Liberty  avenue  and  159th  street  (Block 
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No.  118,  Lot  No.  19),  Jamaica,  Bor¬ 
ough  of  Queens. 


CAL.  NO. 


6-33-BZ— Application,  January  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Isabel  Grauer,  applicant  and  lessee, 
on  behalf  of  Abraham  Rolnick,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  62-59  Dry  Harbor 
road  (Block  No.  2969,  part  of  Lot  No 
40),  Nassau  Heights,  Borough  of 
Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

129-32-BZ.  . 

APPLICANT — Markey,  Donnelly  &  Cunningham,  tor 
Samuel  J.  Wood  and  Evelyn  Wood,  owners. 
PREMISES— East  side  of  Hugh  J.  Grant  Circ  e,  from 
Westchester  avenue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  ... 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

25-33-BZ. 

APPLICANT— Minnie  Pedowitz,  owner. 

PREMISES— Southeast  corner  of  145th  street  and  Rock- 
away  boulevard  (Block  No.  2864,  Lot  No.  130), 
South  Ozone  Park,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  ,  • 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station ;  extension  of  a  business,  use  from 
a  business  district  into  a  residence  district  (show¬ 
room)  granted  under  Cal.  No.  681-25-BZ. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

71-33-BZ. 

APPLICANT— Frank  Zima,  owner.  . 

PREMISES— West  side  of  33rd  street,  67  ft.  6  in.  south  ot 
36th  avenue  (Block  No.  601,  Lot  No.  38),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufacturing  and 
offices  to  a  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 


75-33-BZ. 

APPLICANT— Jacob  Grudberg,  for  John  Abbate,  owner. 

PREMISES— Northwest  corner  of  Gun  Hill  road  and  Adee 
avenue  (Block  No.  4762,  Lot  No.  98),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

79-33-BZ. 

APPLICANT— John  D.  Connaughton,  for  Lucia  Ferony, 
owner. 

PREMISES— Southwest  corner  of  Morris  Park  avenue  and 
Matthews  avenue  (Block  No.  4044,  Lot  Nos.  7  and 
8),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


3  33  BZ 

APPLICANT — Rubenstein  &  Rosling,  for  Kings  Bieweiy, 

Inc.,  owner.  . 

>REMISES— 229-271  Pulaski  street,  north  side,  it.  west 
of  Sumner  avenue  (Block  No.  1773,  Lot  No.  50), 

Brooklyn.  ,  .  , 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  ot  the 

building  zone  resolution,  _  . 

A0  PERMIT  partly  in  a  business  district  and  partly  in  a 
"  residence  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  brewery. 


87-33-BZ. 

APPLICANT— Herbert  M.  Benon,  for  Land  Estates,  Inc., 
owner. 

PREMISES— 51-59  Avenue  U  (Block  No.  7094,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop. 


o  oo  D7 

Applicant— John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 

Corp.,  owner.  , 

3RFMISES _ 246-250  Atlantic  avenue,  southwest  corner  ot 

Boerum  place  (Block  No.  278,  Lot  Nos.  38,  39  and 

40),  Brooklyn.  .  .... 

\P PLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  ,  . 

10  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

33-BZ 

\  P PLI CANT _ Martin  J.  Ort,  for  Packard  Motor  Car  Com¬ 

pany  of  New  York,  owner. 

PREMISES — 4650-4664  Broadway  and  2-16  Sherman  avenue 
(Block  No.  2175,  Lot  No.  1),  Manhattan 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  ....  ,  ,,  •  „ 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  change  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 


104-33-BZ. 

APPLICANT — H.  I.  Oser,  for  Island  Associates,  Inc., 
owner. 

PREMISES — Northeast  corner  of  Merrick  road  and  Linden 
boulevard  (Block  No.  1293,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  25,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  25, 
1933.  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


304 


CALENDAR 


cal.  no.  13-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high-, 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 


CAL.  NO.  34-33-BZ— Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behalf  .  of  Sona  Cooperstein,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 
Forest  Hills,  Borough  of  Queens. 


cal.  no.  35-33-BZ— Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance,  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 


cal.  no.  36-33-BZ — Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5).  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3070 
Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 


cal.  no.  618-29-BZ— Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station; 
withdrawn  April  22,  1930;  reopened 
January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street 
(Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 


CAL.  NO.  78-33-BZ— Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Bardes,  applicant,  on  be¬ 
half  of  Helen  Flood,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a. blacksmith  shop  and 
motor  vehicle  repair  shop ;  premises  452- 
460  West  167th  street  (Block  No.  2111 
Lot  No.  92),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
°  tbe  !Jl'l  c!n,g  ™n.e  ^solution,  Tuesday  afternoon,  April  25, 
1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building  on  the 
following  matters:  ’ 


cal.  no.  374- 32-BZ— Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  .  Jennie  F.  Pendleton,  owner  to 
permit  in  a  business  district  the  erection 
and.  maintenance  of  a  gasoline  service 
station ;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

CAL.  NO.  14-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No 
14),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


606-32 

618-32 

621-32 

624-32 

50-33- 

52-33 

69- 33- 

70- 33- 


SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

-A— Castle  Hill  avenue  and  Pugsley’s  Creek  The 
Bronx. 

•A— 116  University  place  (Block  No.  570,  Lot  No 
22),  Manhattan 

-A— 200  East  42nd  street  (Block  No.  1315,  Lot  No. 
49),  Manhattan. 

•A— 81  East  125th  street  (Block  No.  1750,  Lot  No 
34),  Manhattan. 

A— 8701-8723  Shore  road  (Block  No.  6040,  Lot  No 
1),  Brooklyn. 

A— 1912-1934  Lewis  place  and  1923  Cedar  avenue 

A  j-m  p  N°Vdi311  ^■?Tt  N°-  18),  The  Bronx. 

A— 471  Broadway  (Block  No.  2465,  Lot  Nos.  42 
and  43),  Brooklyn. 

A— 5838  Amboy  road  (Block  No.  6724,  Lot  No.  65) 
Princes  Bay,  Borough  of  Richmond. 


MAY  2,  1933,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN' by' tlie  board  of  stand- 
nfdSttfn<K  m?63  S  °f  a  pub,hc.  heanng  under  the  provisions 
una  Tn  "gi  Te  re|,olutl°n’  Tuesd°y  corning,  May  2, 

.he  fol"wing0™tters':n  1013'  Mlm;cipal  BWldfa*-  °" 


cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39  40 
and  41),  Forest  Hills,  Borough’  of 
Queens. 
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cal.  no.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district ;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

CAL.  NO.  495-32-BZ— Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  February  3,  1933;  re¬ 
opened  February  15,  1933,  for  considera¬ 
tion  under  section  7f  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Navillus  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No. 
2512, -Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

cal.  no.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station ;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  2, 
1 933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 


denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  1  7-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

cal.  no.  1 1-33-BZ — Application,  January  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bache,  applicant,  on  behalf  of 
Richmond  Boro  Home  Sites  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Hylan  boulevard  and  New 
Dorp  lane  (Block  No.  3649,  part  of  Lot 
No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  9, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  8-33- BZ — Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

! 

cal.  no.  54-33-BZ — Application,  February  10,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Esther  M.  Ohriner,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  238-246  Throop 
avenue,  northwest  corner  of  Myrtle  ave¬ 
nue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

cal.  no.  58-33-BZ — Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
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building  to  an  ice  manufacturing  plant; 
premises  2293  Second  avenue  (Block 
No.  1667^  Lot  No.  26),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 

MAY  9,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

9-33-A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14), 
Manhattan. 

12-33- A — 123-133  William  street  (Block  No.  78,  Lot  No. 
4),  Manhattan. 

24-33-A — 4350-4352  Broadway  (Block  No.  2167,  Lot  No. 
52),  Manhattan. 


28- 33-A— 55  Hanson  place  (Block  No.  2113,  Lot  No  1) 

Brooklyn. 

40-33- A— 7115-7125  Shore  road,  northeast  corner  of  72nd 
street  (Block  No.  5887,  Lot  No.  l),  Brook¬ 
lyn. 

48-33-A  .196-204  North  14th  street  (Block  No.  2279  Lot 
No.  15),  Brooklyn. 

64-33-A  1  Main  street  (Block  No.  27,  Lot  No  l) 
Brooklyn. 

Petitions  for  Variations. 

29- 33-S  52-82  Broadway  (Block  No.  2130,  Lot  No  51 

Brooklyn.  ‘ 

51-33- S— 1472-1480  Broadway  (Block  No.  995,  Lot  No  5) 
Manhattan.  ' 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

regular  meeting  appearances— 

TUESDAY  MORNING,  APRIL  4,  1933.  For  Applicant:  Henry  J  Nurick 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hoi-  ,  For  Opposition :  None 

land  and  Guilfoyle  and  Chief  McElligott.  ACTION  OF  BOARD-Appl, 'ration  withdrawn  after  area- 

The  minutes  of  the  regular  meeting  of  the  board  held  on  ment-  S 

Tuesday  morning,  March  28,  1933,  and  the  minutes  of  the  J  HE  VOTE  TO  WITHDRAW— 

regular  meeting  of  the  board  held  on  Tuesday  afternoon.  Affirmative :  Chairman  Murdock  Commiscinnpre 

March  28  1933,  were  approved  as  printed  in  Bulletin  No.  14,  Connell,  Holland  and  Guilfoyle  and  Chief 

V ol.  A VIII.  ^  McElligott  .  i 

- — _  Negative  .  .  J 

building  zone  cases.  Absent  . " ;; ; ; ; ; ; ; ; ; ; ; .  JJ 

8-33-BZ.  .  . 

APPLICANT  'Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch,  on  p7 
owner.  *  rsz,. 

SUBJECT  Application  (re  decision  of  the  superintendent  AFFLICANT — Cairn  Operating  Corp.,  owner 

of  buildings),  under  section  21  of  the  building  zone  SUBJECT  Application  for  reopening — re  modification _ re 

resolution,  to  permit  in  a  business  district  the  erec-  Application  (decision  of  the  superintendent  of  build 

PREMISES  MSS&i  Jamaica  ESS  (B,S  SSdT I™1 »  STSSSS 

APPEARANCES—4  ^  W)>  ^  BOrOU*h  °f  Q”““-  PREMiIesTffTcTEdJmT F,&  ,<*"•>•  , 

For  Applicant:  Martin  J.  Ort.  side,  33  ft.  east  of  South  Portland  aveune '"'(Pdock 

For  Opposition:  None.  A  No.  2100,  Lot  Nos.  78  and  79)  Brooklv 

ACTION  OF  BOARD — Laid  over  to  May  9,  1933,  at  10  APPEARANCES — 

a.  m.,  on  request  of  applicant’s  representative.  For  Applicant:  R.  C.  Gillies 

17-31-BZ.  ,  .  -  ACTKDN^OF^BOARD  Application  reopened ;  to  he  set  for 

APPLICANT — William  F.  Doyle,  for  Raphael  Zampino,  ^NE  \  OTE  TO  REOPEN  AND  SET  FOR  CALFNDAR 
owner.  CALL —  v 

SUBJECT— Application  (re  decision  of  the  superintendent  Affirmative:  Chairman  Murdock,  Commissioners 

of  buildings),  under  section  21  of  the  building  zone  Connell,  Holland  and  Guilfoyle  and  Chief 

resolution,  to  permit  in  a  business  district  the  erec-  McElligott  . '  _ 

tion  and  maintenance  of  a  gasoline  service  station.  Negative  . . . 

PREMISES  AFFECTED — 1314-1338  Sedgwick  avenue,  Absent  .  ’  * „ 

southwest  corner  of  West  169th  street  (Block  No. 

2530,  Lot  No.  39),  The  Bronx. 

APPEARANCES—  92-31-BZ. 

For  Applicant:  William  F.  Doyle.  APPLICANT-Sarah  Raskin  and  Yetta  Raskin  owners- 

ACTION0OFIBOARD-Laide'over  to  May  2,  1933,  at  2  MtoTneyTo^own^s^  ^  Abraham  N'  Hor: 

p  m  for  inspection  and  report  by  a  committee  of  SUBJECT-Application  for  reopening-consideration  under 
the  board.  section  21,  having  been  previously  granted  on  cer- 

30-33-BZ  tain  conditions  under  section  7f  of  the  building  zone 

A  ppt  tp  a  Mm  r  xt  •!  t  n  ,i  .  _  i  esolution  re  Application  (decision  of  the  suoerin- 

P  L  CS7r'RNUriC  ’  r  Cathenne  A-  Brown  tendent  of  buildings),  to  permit  in  a  business  district 

SITPTPrTd  ASteHe  C-  Brown,  owners.  the  erection  and  maintenance  of  a  gasoline  service 

SUBJECT — Application  (re  decision  of  the  superintendent  station  e  semce 

of  buildings)  under  sections  _7b  and  21  of  the  build-  PREMISES  AFFECTED-8401-8411  Flatlands  awnn*  nnH 
mg  zone  resolution  to  permit,  partly  in  a  business  769  East  84th  street,  northeast  corner'  (Block  No 

and  partly  in  a  residence  district,  the  alteration  of  a  8005,  Lot  Nos.  6  7  and  81  RrookK-n  u  Na 

portion  of  a  garage  for  business  use.  APPEARANCES _  ’  ’  y  ' 

PREMISES  AFFECTED— 210-2i2  Prospect  Park  South-  For  Applicant:  A  N  Horwitz 

JbM.  gfe.  Brooklyn.  ACTI°S^&^“  *»  <*  - 
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THE  VOTE  TO  REOPEN  AND  SET,  FOR  CALEN¬ 
DAR  CALL— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  ^ 

Negative  .  0 

Absent  .  ^ 


98-30-BZ. 


APPLICANT— Joseph  J.  Karp,  for  Morris  Richman,  pre¬ 
vious  owner ;  request  for  reopening  made  by  Colonial 


Beacon  Oil  Co.,  Inc.,  present  owner. 

SUBJECT — Application  for  reopening— reinstatement  of  per- 
mit — re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 664-666  Bushwick  avenue  and 
1180-1188  Myrtle  avenue,  southwest  corner  (Block 
No.  3194,  Lot  Nos.  24  and  30),  Brooklyn. 
APPEARANCES— 

For  Applicant :  J.  S.  Smith. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 


Calendar  Call. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  CALEN¬ 


DAR  CALL—  .  . 

Affirmative:  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Hylan 
boulevard  and  New  Dorp  lane  (Block  No.  3649, 
part  of  Lot  No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Max  Bache. 

For  Opposition:  Frederick  J.  Spender,  Mrs.  T. 
Fisher  and  Rosale  Grallo. 

ACTION  OF  BOARD — Application  denied;  reopened  and 
vote  rescinded;  matter  laid  oyer  to  May  2,  1933,  at 
2  p.  m.,  for  report  of  committee  of  inspection  and 
for  reconsideration  of  resolution ;  after  full  argu¬ 
ment  was  presented  by  both  sides,  the  motion  was 
made  for  a  permit  for  five  years  on  certain  condi¬ 
tions  ;  the  vote  taken  on  this  motion  failed  of  adop¬ 
tion  by  a  vote  of  2  to  3 ;  then  a  motion  was  made  to 
reopen  the  case;  the  motion  was  carried;  another 
motion  was  made  to  rescind  the  first  action,  which 
was  also  carried;  the  matter  was  then  laid  over  to 
May  2,  1933,  at  2  p.  m.,  so  that  a  report  may  be 
submitted  by  the  committee  who  had  made  an  in- 
spect.on  of  the  premises,  and  for  a  final  determina¬ 
tion  of  the  application. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Holland . ;••••• 

Negative :  Commissioners  Connell  and  Guilfoyle 

and  Chief  McElligott .  3 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  :) 

Negative  .  ® 

Absent  . . 


THE  VOTE  TO  RESCIND— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


230-32-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Evelyn  L.  Wood, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7c  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  busi¬ 
ness  use  (stores)  ;  granted  by  the  board  and  re¬ 
opened  on  February  3,  1933,  to  permit  a  modification 
of  the  resolution  in  so  far  as  the  conditions  imposed 
affect  the  Morris  avenue  front  of  premises. 
PREMISES  AFFECTED— Southeast  corner  of  East  Burn¬ 
side  avenue  and  Walton  avenue  (Block  No.  2829, 
Lot  Nos.  45  to  53,  inclusive),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Opposition:  Henry  E.  Spitz,  Bernard  Hinck, 
Max  Alexander  and  Norman  Cornell. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Connell .  1 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent  .  0 

THE  RESOLUTION— 

(230-32-BZ) 

Whereas,  Oscar  Goldschlag,  for  Evelyn  L.  Wood,  owner, 
filed.  May  2,  1932;  reopened  February  3,  1933,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  the  modi¬ 
fication  of  a  resolution  adopted  by  the  board  granting  the 
extension  from  a  business  district  into  a  residence  district  of 
a  business  use  (stores)  ;  premises  southeast  corner  of  East 
Burnside  avenue  and  Walton  avenue  (now  affecting  only  the 
southwest  corner  of  Burnside  avenue  and  Morris  avenue), 
(Block  No.  2829,  Lot  Nos.  45  to  53,  inclusive),  Borough  of 
The  Bronx;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  4,  1933,  fter  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Burnside  avenue  is  in  a  business 
district;  Walton  avenue  is  in  a  residence  district.;  Morris 
avenue  is  in  a  residence  district,  and  Creston  avenue  is  in  a 
residence  district ;  and  .  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  15,  1932  (re  App.  Alt.  145-1932),  reads: 

“1.  Proposed  extension  violates  section  3  of  Article 
II  of  the  amended  building  zone  resolution.”; 

and 

-Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  201  ft.  11  in.  on  East 
Burnside  avenue  and  a  depth  of  144  ft.  8  in.  on  Morris 
avenue;  occupied  as  stores;  the  modification  requested  being 
to  permit  store  uses  with  show  windows  in  the  residence  por¬ 
tion  of  plot  now  restricted  by  the  resolution  of  the  board; 

and  . 

Whereas,  the  board  deems  that  applicant  is  not  entitled 
to  modification  of  the  resolution  adopted  by  the  board  grant¬ 
ing  the  extension  of  a  business  use  from  a  business  district 
into  a  residence  district,  and  that  such  a  modification  .  as 
now  requested  would  be  unfair  and  unjust  to  the  adjoining 
and  abutting  property  owners  in  the  residence  district. 

Resolved .  that  the  application  for  modification  of  the  reso¬ 
lution  granted  by  the  board  on  June  24,  1932,  be  and  it 
hereby  is  denied. 

Adjourned  1.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


308 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  4,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol- 
.land  and  Guilfoyfe  and  Chief  McElligott,  with  Assistant 
Chief  Kidney  substituting. 


(  APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
J-33-A. 

APPELLANT— Samuel  Rosenblum,  for  Estate  of  Henry 
O.  Havemeyer,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 220-222  Broadway  (Block  No. 
89,  Lot  No.  14),  Manhattan 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1933,  at  2 
p.  m.,  on  request  of  fire  department  inspector. 

611 -32- A. 

APPELLANT— Turner  Construction  Co.,  for  John  Morrell 
Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 67-71  Kent  avenue  and  44-58 
North  10th  street  (Block  No.  2302,  Lot  No  6) 
Brooklyn.  ’ 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

A^)JON  OF  BOARD— Appeal  withdrawn;  to  complv. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . ' .  5 

Negative  . . ’  0 

Absent  .  .  q 


726-30-A. 

APPELLANT— David  J.  Comyns,  for  All  White  Laundry 
Service,  Inc.,  owner. 

SL  EJECT— Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 46  West  98th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney.... .  5 

Negative  . .  0 

Absent  . . .  r 

THE  RESOLUTION— 

(726-30-A) 

V\  here  as.  appellant  failed  to  complete  his  papers  although 

duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 

lack  of  prosecution. 


61 7-32- A. 

APPELLANT — F.  W.  Mayes,  for  National  Packing  Box 
Factory,  owner. 

"  OBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 280  Nevins  street  and  543 
Union  street  (Block  No.  432,  part  of  Lot  No.  1) 
Brooklyn. 


APPEARANCES— 

For  Appellant:  F.  W.  Mayes. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE)1  VOTeT  B0APP)— Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . q 

Absent  .  r 

THE  RESOLUTION— 

(617-32-A) 

Whereas,  F.  W.  Mayes,  for  National  Packing  Box  Fac- 
tory,  owner,  filed,  December  19,  1932,  an  appeal  from  an 
older  and  a  decision  of  the  fire  commissioner,  affectum 

premises  280  Nevins  street  and  543  Union  street  (Block  No 

43?UPart  °f  Lot  No'  1^’  Boroil8'h  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  4,  1931  (re  Order  No.  88783-F),  reads: 

2.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals  m  North  Building  known  as  280  Nevins  St.  Sec. 
580-1,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  30,  1932,  reads: 

“In  reply  to  yours  of  Nov.  10th,  1932,  you  are  advised 
that  this  department  has  no  jurisdiction  to  give  a  tem¬ 
porary  rescindment  of  order.  99783-F  as  this  order  is 
mandatory  and  must  be  complied  with. 

.  “However,  if  in  your  opinion  the  conditions  existing 
in  your  premises  warrant  granting  any  further  consider¬ 
ation  you  have  the  alternative  of  taking  this  matter  up 
in  the  form  of  an  appeal  with  the  Board  of  Standards 
and  Appeals,  Room  1001,  Municipal  Bldg.,  Manhattan”- 
and 

Whereas,  the  building  is  non-fireproof.  four  stories  (41 
ft.)  in  height,  100  ft.  by  130  ft.  at  first  story,  100  ft.  by  100 
ft.  and  extension  20  ft.  by  30  ft.  at  second  and  third  stories 
and  100  ft.  by  100  ft.  at  fourth  story;  OCCUPIED:  1st 
story,  box  factory,  25  persons;  2nd  story,  box  factory  8 
persons;  3rd  story,  silk  mill,  33  persons;  4th  story,  cabinet 
maker,  10  persons;  and 

W hereas,  the  appellant  claims  the  building  was  erected 
about  1890  and  is  equipped  with  an  approved  sprinkler  sys¬ 
tem;  the  area  of  the  building  is  only  13,000  sq.  ft.  at  first 
story,  10,600  sq.  ft.  at  each  of  the  second  and  third  stories 
and  J 0,000  sq.  ft.  at  fourth  story;  the;  appellant  proposes  to 
provide  a  metal-covered  door  on  each  of  the  second  and  third 
stories  in  the  12-inch  brick  wall  which  separates  the  main 
building  from  the  extension,  so  that  every  divided  floor  area 
above  the  first  story  will  be  less  than  10,000  sq.  ft. ;  further¬ 
more,  the  appellant  contends  that  the  building  is  provided 
with  adequate  exit  facilities. 

.  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be,  and  they  hereby  are  modified  and  that  the  appeal 
be  and  h  hereby  is  granted,  as  to  Order  No.  88783-F,  Item 
2,  in  view  of  the  building  being  protected  with  a  dry  pipe 
valve  sprinkler  system,  on  condition  that  the  sprinkler  sys¬ 
tem  shall  be  kept  in  good  working  order  at  all  times  to  the 
satisfaction  of  the  fire  department;  that  the  extension  on 
the  second  and  third  floors  shall  have  openings  thereto1  pro¬ 
tected  with  metal-covered,  self-closing  doors ;  that  the 
entrances  to  the  toilet  areas  on  the  first  floor  shall  be  sim¬ 
ilarly  protected  with  self-closing  doors;  that  the  lumber 
piles  shall  at  no  time  be  nearer  than  30  ft.  from  the  rear 
of  this  building  and  that  the  sheds  toi  the  east  shall  be  pro¬ 
tected  with  a  dry  pipe  valve  sprinkler  system  to  comply 
with  Order  No.  88781 -F,  and  that  such  auxiliary  fire-ex¬ 
tinguishing  equipment  shall  be  installed  as  may  be  required  by 
the  fire  department. 


minutes 


THE  RESOLUTION— 

APPELLANT— Seelig  &  Finkelstein,  Inc.,  for  Slote  Try-  (4-33-A)^  .  T 

nan,  Inc.,  owner.  .  Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc  , 

cttrifcT— Anneal  from  a  decision  of  the  superintendent  for  D.  &  C.  Novelty  Co.,  Inc.,  lessee,  hied,  January  4,  19**, 

of  buildings  an  appeal  from  an  order  of  the  fire  commissioner,  affecting 

PREMISES  AFFECTED— 7101-7111  Shore  road  (Block  premjses  120  Fourth  avenue  and  69  East  12th  street  (Block 

No.  5887,  Lot  No.  6),  Brooklyn.  No.  564,  Lot  Nos.  52,  53  and  54),  Borough  of  Manhattan; 

APPEARANCES —  and  _  .  •  j  .  j  FpH 

For  Appellant:  Irving  Seelig.  .  Whereas,  the  order  of  the  hre  commissioner,  dated  beb- 

For  Administration:  Assistant  Engineer  Benjamin  ruary  2,  1933,  reads:  _  .  , 

Saltzman  of  bureau  of  buildings.  “Your  communication  regarding  the  storage  ot_  cenu- 

\ ETION  OF  BOARD— Appeal  granted  on  condition.  lGid  at  69  East  21th  St.,  Manhattan,  has  been  received. 

THE  VOTE _  “Please  be  advised  that  we  have  made  this  correction 

Affirmative  •  Chairman  Murdock,  Commissioners  on  0ur  hies  and  order  numbered  75492-LC,  which  was 

Connell,  Holland  and  Guilfovle  and  Chief  iSSUed  against  96  East  12th  Street,  or  120  Fourth  Ave- 

McElligott  .  5  nue,  Manhattan,  is  now  on  record  as  120  Fourth  Avenue 

Negative  .  °  or  69  East  12th  Street,  which  order  reads  as  follows : 

Absent  .  C  “  ‘Referring  to  your  application  for  a  permit  to  keep 

5  pounds  of  nitro-cellulose  products  in  the  building  9b 
THE  RESOLUTION—  East  12th  Street,  also  known  as  120  4th  Avenue,  Bor- 

/o  q->  A  5  ough  of  Manhattan,  you  are  hereby  notified  that  such 

permit  cannot  be  granted  for  the  following  principal 

Whereas  Seelig  &  Finkelstein,  Inc.,  for  Slote  Trynan, 

Inc  owner  hied  January  4,  1933,  an  appeal  from  a  decision  “  ‘A.  Building  is  occupied  in  part  as  a  rooming  house, 

of  the  superintendent  of  buildings,  affecting  premises  7101-  Sec.  232)  Subdivision  2B,  Chapter  10,  Code  of  Or- 

7111  Shore  road  (Block  No.  5887,  Lot  No.  6),  Borough  of  dinances.  , 

Rrnoklvn  and  .  “ ‘B.  Building  is  not  equipped  with  an  approved  sys- 

Whereas  the  decision  of  the  superintendent  of  buildings,  tem  0{  automatic  sprinklers  as  per  Section  23^,  Sub¬ 
rendered  December  16,  1932  (Applic.  No.  5762-1932),  reads:  division,  f,  of  Chapter  10,  Code  of  Ordinances. 

“Proposed  frame  structures  to  be  erected  on  main  «  <yqU  ARE  THEREFORE  HEREBY  ORDERED 

roof  of  building— not  permitted  under  Section  91,  Code,  'fO  . 

and  Section  426,  par.  5,  Code.”;  <“i.  Discontinue  the  storage  of  nitro-cellulose  prod- 

and  „  f  .  •  fcr  s  nets  in  these  premises.’”; 

Whereas,  the  building  is  non-fireproof,  six  stones  (6j  It.)  and 
in  height,  116  ft.  by  141  ft.  in  area;  OCCUPIED  as  a  class  Whereas,  the  building  is  non-hreproof,  three  stories  m 
A  multiple  dwelling;  and  height  55  ft.  by  55  ft.  in  area;  OCCUPIED!  cellar,  storage; 

Whereas,  the  appellant  proposes  to  erect  two  frame  per-  ^  stores  and  finishing  celluloid  dice,  6  persons;  2nd 

golas  on  the  main  roof  facing  Shore  road,  15  ft.  by  27  it.  by  &nd  3rd  stor;eS)  furnished  rooms;  and 

17  ft  in  height  each ;  the  appellant  contends  that  section  42b,  Whereas  the  appellant  claims  that  celluloid  cubes  already 
subdivision  5,  of  the  building  code  applies  to  the  construe-  ^  ^  received  on  the  premises ;  these  cubes  are  made  into 
tion  of  sun  parlors,  the  proposed  structures  are  to  be  used  ^  by  drilling  srnall  indentations  on  the  faces,  buffed 

merely  as  observation  stands;  furthermore,  these  structures  ^  then  ;nked  [n .  an  celluloid  products  are  kept  in  a 

are  acceptable  to  the  tenement  house  commissioner  having  container  jn  the  fjrst  story  extension  where  the  finish- 

jurisdiction  over  multiple  dwellings.  .  -  .. ,  ino  work  is  done;  the  dice  are  usually  shipped  out  the  same 

Resolved,  that  the  decision  of  the  superintendent  of  build-  *  a§  receiyed  so  there  is  little  or  no  storage  over  night; 
ings  be  and  it  hereby  is  modified  and  that  the  appeal  be  an  tbe  entjre  quantity  does  not  exceed  five  pounds  at  any  time; 

it  hereby  is  granted,,  in  view  of  the  approval  having  been  ^  s[)^  of  the  stairs  and  ceiling  of  first  story  extension 

obtained  from  the  tenement  house  commissioner,  on  condition  ^  hallway  above  are  covered  with  fire-retarding 

that  the  structures  in  question  shall  remain  at  all  tunes  open  mater;als .  furthermore,  the  appellant  contends  that  the  cedu- 

and  unenclosed  and  shall  be  properly  supported  as  may  be  djcg  question  are  practically  finished  articles  when 

approved  by  the  superintendent  of  buildings:  that  the  per-  received  on  tbe  premises,  in  which  case  no  permit  is  re- 
golas  shall  not  exceed  two  in  number  and  shall  not  exceed  ^  under  section  232>  chapter  10,  of  the  code  of  or- 

in  area  and  size  indicated,  namely:  15  ft.  by  2,  ft.,  and  shall  dinances  . 

not  exceed  in  height  more  than  20  ft.  above  the  roof  surtace.  Rcsoived  that  the  order  of  the  fire  commissioner  be  and 

- -  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 

4-33- A.  _  „  .  r  .  •  Granted'  as  to  Order  No.  75492-LC,  on  condition  that  the 

APPELLANT— Ansonia  Fire  Prevention  Engineering  Do.,  ‘  t'  0f  cenuloid  kept  on  the  premises  shall  not  exceed 
Inc.,  for  D.  &  C.  Novelty  Co.,  Inc  lessee.  .  fiye  ds  at  any  time  and  that  same  shall  be  kept  in  a 

SUBJECT— Appeal  from  an  order  of  the  fire  commis-  h metal  box  approved  by  the  fire  department;  that  such 

sioner.  ,  a  ion  fire  extinguishers  shall  be  provided  in  the  premises  as  may 

PREMISES  AFFECTED-69  East  12th  greet  and  120  ^  ^  ^  ^  firg  department .  that  such  parts  of  the 

Fourth  avenue  (Block  No.  564,  Lot  Nos.  52,  53  and  Jn  the’rear  0f  the  premises,  not  already  fire-retarded, 

54),  Manhattan.  shai,  be  fire-retarded  in  accordance  with  the  rules  of  the 

APPEARANCES-  board .  that  the  door  leading  from  the  rear  to  the  front 

For  Appellant :  Herman  E.  Horwood.  portion  occupied  as  a  store,  shall  be  a  metal-clad  door,  self- 

For  Administration:  Inspector  Meyer  of  fire  de  closjng’.  tb;s  modification  to  continue  only  so  long  as  work 

partment.  ,  m  :  ’  nf  tbe  nature  described  in  this  appeal. 

ACTION  OF  BOARD— Appeal  granted  on  condition.  done  is  ot  the  ciesc _ 

Y  f  VO  T  E _ 

A*  clameli  HoiS"  Ki^rS  APPELLANT-Harvey  O.  Dodson,  for  heirs  of  Join.  Ur- 
at  mi G  .  5  sen,  deceased,  owners. 

Mchlligott  . .  o  SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 

.Negative  .  .  •  commissjoner. 

Absent  . 
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MINUTES 


PREMISES  AFFECTED — Foot  of  Broadway  (Block  No. 
185,  Lot  No.  101),  West  New  Brighton,  Borough 
of  Richmond. 

APPEARANCES— 

For  Appellant :  Harry  Moorhead. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(26-33-A) 

Whereas,  Harvey  O.  Dodson,  for  heirs  of  John  Larsen, 
deceased,  owners,  filed,  January  23,  1933,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  foot  of  Broadway  (Block  No.  185,  Lot  No.  101), 
West  New  Brighton,  Borough  of  Richmond;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  12,  1933  (re  Order  No.  80766-F),  reads: 

“1.  Provide  an  approved  yard  hydrant  system  as 
prescribed  in  the  Rules  of  the  Board  of  Standards  and 
Appeals.  Secs.  580-581,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  12,  1933,  reads : 

“This  will  reply  to  your  letter  of  November  30th 
relative  to  Order  No.  80766-F  affecting  the  above  prem¬ 
ises  with  which  you  enclose  letter  of  Mr.  Joseph  Larsen 
which  states  he  desires  to  appeal  to  the  Board  of  Stand¬ 
ards  and  Appeals  from  the  requirement  of  the  above 
order  but  cannot  do  so  due  to  the  fact  that  20  days 
have  elapsed  since  the  date  of  issuance  of  the  order 
and  request  that  the  order  be  rescinded  and  reissued  so 
that  the  matter  may  properly  be  brought  before  the  above 
board. 

“Please  be  advised  that  your  request  is  denied.” ; 

and 

Whereas,  the  premises  consists  of  a  large  plot  of  ground, 
315  ft.  by  57  ft.,  irregular,  in  depth  (about  22,000  sq.  ft.  in 
area — including  the  wharf),  upon  which  there  are  four  small 
frame  buildings  erected;  OCCUPIED  as  a  shipyard:  office, 

1  person ;  storage  of  tools  and  machinery ;  and 
Whereas,  the  appellant  claims  the  nearest  building  at  east 
is  200  ft.  away,  at  south  there  is  the  railroad  track  40  ft.  in 
width,  at  west  there  is  a  one-story  frame  building  separated 
on  the  lot  line  by  a  sheet  iron  fence ;  the  shipyard  is  pro¬ 
vided  with  a  portable  compressed  air  pump  of  5,800  gallons 
capacity  per  hour  with  400  ft.  of  hose,  also  with  eighteen 
fire  extinguishers  distributed  throughout  the  small  build¬ 
ings;  furthermore,  the  appellant  contends  that  under  the 
existing  minimum  danger  to  life  and  property  the  premises 
are  provided  with  adequate  means  of  fire  protection. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  80766-F,  on  condi¬ 
tion  that  one  yard  hydrant  shall  be  installed  on  the  property, 
fed  from  city  main  in  Richmond  terrace,  otherwise  to  comply 
with  requirements  of  rule  85  of  the  standpipe  fire  line  rules 
of  the  board  of  standards  and  appeals,  this  yard  hydrant  to 
be  located  approximately  in  the  center  of  the  property. 


512-32-A. 

APPELLANT — U  &  S  Motor  Car  Exchange,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 4423-4429  Broadway  (Block 
No.  2180,  Lot  No.  488),  Manhattan. 


APPEARANCES— 

h or  Appellant:  Samuel  Liebowitz. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

.Negative:  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  o 

Absent  .  ^ 

THE  RESOLUTION— 


(512-32-A) 


fii  n  Tf  '.  &  b  M0t°r  Car  Exchan&e,  Inc.,  owner, 

filed,  September  30,  1932,  an  appeal  from  an  order  and  a 

(.,“slnU  ut,  t  lc  commissioner,  affecting  premises  4423- 
4429  Broadway  (Block  No.  2180,  Lot  No.  488),  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  'fire  commissioner,  dated  July 
23,  1931  (re  Order  No.  68549-LC),  reads: 

..y  °ur  permit  No.  263708,  expiring  January  30th,  1932, 
will  be  revoked  unless  the  following  order  is  complied 

1.  Protect  the  walls  (partitions)  that  separate  your 
premises  irom  adjoining  store  by  a  covering  of  approved 
fire  retarding  material  as  prescribed  by  the  Rules  of  the 
Board  of  Standards  and  Appeals— OR— Submit  evidence 
showing  Superintendent  of  Buildings  has  authorized  the 
use  of  premises  for  the  keeping  of  fueled  motor  vehicles 
therein  Sec.  73-3,  Chapter  5,  Sec.  20,  Chapter  10, 
Code  of  Ordinances. 

"Please  notify  this  Department  promptly  when  this 
order  is  complied  with.”; 
and 

^  hereas,  the  decision  of  the  fire  commissioner,  rendered 
December  18,  1931,  reads: 

You  are  hereby  notified  that  your  Fire  Department 
Permit  No.  263708  which  is  dated  to  expire  January  30 
1932,  is  revoked.  ' 

REASON  Order  No.  68549-LC  issued  July  23,  1931 
which  reads  as  follows: 


1.  Protect  the  walls  (partitions)  that  separate  your 
premises  from  adjoining  store  by  a  covering  of  approved 
fire  retarding  material  as  prescribed  by  the  Rules  of  the 
Boaid  of  Standards  and  Appeals — OR — Submit  evidence 
showing  Superintendent  of  Buildings  has  authorized  the 
use  of  premises  for  the  keeping  of  fueled  motor  vehicles 
therein,  Sec.  73-3,  Ch.  5,  Sec.  20,  Ch.  10,  Code  of  Or¬ 
dinances.’ 

"has  not  been  complied  with.”; 
and 

Whereas,  the  building,  erected  in  1927,  is  non-fireproof 
one  story  in  height,  87  ft.  1%  in.  by  100  ft.  in  area;  OCCU- 
B1BD :  cellar,  boiler  room;  1st  story,  auto  showroom-  lo¬ 
cated  within  a  business  use  district;  and 

Whereas,  the  appellant  claims  the  building  is  divided  into 
three  compartments  by  partitions  7  inches  in  thickness  con¬ 
structed  of  wood  studs,  wire  lath  and  iy2  inches  of  cement 
plaster,  on  both  sides,  and  paneled ;  the  floor  is  of  cement ; 
the  appellant  occupies  the  center  compartment  under  cer¬ 
tificate  of  occupancy  No.  12870-1927  for  automobile  show¬ 
room,  and  permits  issued  regularly  by  the  fire  commissioner ' 
to  be  used  as  a  non-storage  garage  for  forty  cars  until  De¬ 
cember,  1931,  when  the  permit  was  revoked;  furthermore 
the  appellant  contends  the  existing  construction  is  sufficiently 
fireproof  and  entirely  safe  for  the  purposes  for  which  the 
building  is  used,  and  requests  permit  for  the  storage  of  five 
fueled  motor  vehicles. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 
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119-33-A.  ^  _  ,,  , 

APPELLANT — Harvey  Stevenson  and  Eastman  btudds,  tor 

Conde  Nast,  Inc.,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 

buildings.  , 

PREMISES  AFFECTED— 630-634  Fifth  avenue  (block 
No.  1266,  Lot  Nos.  36  and  39),  Manhattan. 

APPEARANCES— 

For  Appellant:  Harvey  Stevenson. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  anti  Chief 

McElligott  . 

Negative .  ® 

Absent  . 

THE  RESOLUTION— 

(119-33-A) 

Whereas,  Eastman  Studds,  of  Harvey  Stevenson  &  East¬ 
man  Studds,  architects,  for  the  Rockefeller  Center,  Inc., 
owner;  Conde  Nast,  Inc.,  lessee,  filed,  March  30  1933,  an 
appeal  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  630-634  Fifth  avenue  (Block  No.  1266, 
Lot  Nos.  36  to  39),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  27,  1933  (New  Bldg.  App.  No.  26-1933), 

rCadi”“l.  Frame  buildings  may  not  be  erected  within  fire 
limits — section  90,  Building  Code. 

“XTntf*  •  Examination  to  be  continued.” ; 


APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  ^ 

THE  RESOLUTION— 

(610-32-S) 

Whereas,  John  J.  Gilmartin,  for  Duncan  T.  O'Brien, 

owner,  filed,  December  14,  1932,  a  petition  for  a  variation 

from  the  requirements  of  the  labor  law,  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
257-267  West  39th  street  (Block  No.  789,  Lot  No.  9),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Sep¬ 
tember  23,  1932,  read: 

“Order  No.  97494-LD  : 

“1.  Increase  the  width  of  stairway  leading  from  cel¬ 
lar  1st  story  at  North  side  of  building  to  not  less  than 
44"  in  width  now  36"  wide,  as  per  Section  270  of  the 
Labor  Law.” ; 

and 

“Order  No.  97495-LD : 

“1.  Remove  all  articles  and  wares  including  cigar 
stand  from  ‘  vestibule  1st  story  and  lunch  stand  from 
freight  hall  1st  story  as  per  Rule  10  Board  of  Standards 


Whereas,  it  is  proposed  to  erect  .on  a  plot  of  ground 
having  a  frontage  of  100  ft.  on  Fifth  avenue  and  a  depth 
of  150  ft.  a  one-story  and  cellar  frame  buildirtg  with  a 
frontage  of  56  ft.  8  in.  and  a  depth  of  35  ft  10  in  for  a 
temporary  period  of  four  months  to  be  used  for  exhibition 
purposes;  the  building  to  be  arranged  with  living  room, 
bedrooms,  bath  room,  hall  and  private  garage,  etc.,  of  a 

private  residence;  and  .  .  , 

Whereas,  appellant,  contends  that  site  is  in  the  center  ot 
a  large  plot  at  least  100  ft.  distant  from  any  other  construc¬ 
tion  whatsoever  and  that  the  building  will  be  used  for  ex¬ 
hibition  purposes  only.  .  ,  ,  ,  ,  ..  . 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  in  question 
will  occupy  space,  without  any  other  structure  erected  there¬ 
on  at  least  100  ft.  on  the  Fifth  avenue  frontage  and  to  a 
depth  of  150  ft.;  that  the  building  be  permitted  to  remain 
for  a  period  of  not  over  three  months  between  the  date  of 
this  resolution  and  October  1,  1933;  that  this  building  shall 
be  used  as  an  exhibition  building  only  and  not  for  hvmg 
quarters  nor  for  the  sale  of  merchandise;  that  there  shall 
be  no  cellar  or  excavation  under  the  building ;  that  the  elec¬ 
trical  wiring  throughout  shall  be  installed  in  approved  con¬ 
duit;  that  such  fire-extinguishing  equipment  shall  be  installed 
as  may  be  required  bv  the  fire  department ;  that  the  building 
will  not  exceed  in  height  or  area  the  dimensions  shown  on 
the  plans  filed  with  this  appeal  marked  “received  March  30, 
1933”  ;  that  a  watchman  will  be  maintained  at  all  times  dur¬ 
ing  the  day  and  night,  and  that  there  shall  be  no  open  flame 
of  any  kind  on  the  premises. 


PETITIONS  FOR  VARIATIONS. 

610-32-S.  ,  _  m  ■ 

PETITIONER— John  J.  Gilmartin,  for  Duncan  I.  O  Brien, 

owner.  .  , 

SUBJECT _ Variation  of  the  labor  law,  as  cited  in  orders 

and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 257-267  West  39th  street 
(Block  No.  789,  Lot  No.  9),  Manhattan. 


&  Appeals.” ; 

and  .  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

December  6,  1932,  reads: 

“Replying  to  your  letter  of  November  23rd,  relative 
to  Orders  No.  97494-LD  and  No.  97495-LD  affecting 
the  above  premises  in  which  you  refer  to  our  letter  of 
November  11th  and  state  that  the  stairway  referred  to 
in  Order  No.  97494-LD  is  really  not  a  main  exit  from 
the  cellar,  that  there  are  four  other  stairways  and  that 
they  are  all  3'  wide  and  the  same  was  approved  by  the 
Building  Department. 

“As  to  Order  No.  97495-LD,  re — lunch  stand  in  the 
freight  hall,  you  state  the  stand  cannot  be  considered 
within  the  stair  enclosure  in  as  much  as  there  are  no 
stairways  in  that  part  of  the  building  which  lead  to  the 
upper  stories,  please  be  advised  our  decision  as  set  forth 
in  our  letter  of  November  11th  addressed  to  you  can  be 
our  only  decision  which  was  made  after  a  reinspection 
of  the  above  orders.  The  orders  cover  mandatory  re¬ 
quirements  of  the  Labor  Law  and  this  department  is 
without  power  to  waive  or  modify  the  same.”; 

and 

Whereas,  the  building,  erected  in  1925,  is  fireproof,  six¬ 
teen  stories  in  height,  126  ft.  6  in.  by  98  ft.  9  in.  in  area  at 
first  story:  OCCUPIED  for  factory  purposes,  not  more  than 
150  persons  per  story;  EQUIPPED  with  a  sprinkler  sys¬ 
tem;  EXITS:  a  fire  tower:  an  interior  fireproof  stairway, 
extending  from  the  first  story  to  roof,  enclosed  in  fireproof 
partitions,  with  fireproof  doors  at  openings;  and 

Whereas,  the  petitioner  claims,  as  to  Order  No.  97494- 
LD,  that  the  cellar  is  used  for  storage  and  not  for  manu¬ 
facturing  in  any  part ;  there  are  five  separate  fireproof  stair¬ 
ways,  each  3  ft.  in  width,  leading  from  cellar  to  first  story, 
none  of  which  continue  above  the  first  story,  enclosed  in  fire¬ 
proof  materials,  with  a  fireproof  door  opening  to  first  story: 
as  to  Order  No.  97495-LD,  the  cigar  stand  has  been  removed 
from  the  first  story  vestibule;  the  lunch  stand  is  5  ft.  by 

9  ft.,  located  at  the  extreme  inner  end  of  the  independent 
freight  hallway  on  first  story,  this  hallway  leads  to  one  cellar 
stairs  and  tvvo  freight  elevators,  its  minimum  width  is  6  ft. 

10  in.;  furthermore,  the  petitioner  contends  that  the  lunch 
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stand  is  not  within  the  stairway  enclosure  under  the  meaning 
of  the  factory  exit  rules. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  97494-LD,  Item  1,  to  permit  the  continuation  of  the 
stairs  from  the  basement  to  be  36  inches  ini  clear  width,  on 
condition  that  it  shall  comply  with  the  labor  law  in  all  other 
respects,  except  that  the  door  on  the  first  floor  to  this  stair¬ 
way  shall  be  36  inches  in  width,  provided  it  swings  out¬ 
wardly  in  the  direction  of  exit,  and  that  the  occupants  in 
the  cellar  shall  not  exceed  a  total  of  five ;  resolved,  further, 
that  the  order  of  the  fire  commissioner  (Order  No.  97495- 
LD)  be  aff  irmed  and  the  petition  as  to  this  order  be  denied. 


2-33-S. 


PETITIONER — Martin  Silverstein,  for  Leah  Alpert, 
owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 138  Livingston  street  (Block 
No.  163,  Lot  No.  16),  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Martin  Silverstein. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 


(2-33-S) 

^  hereas,  Martin  Silverstein,  for  Leah  Alpert,  owner, 
filed,  January  3,  1933,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  138  Living¬ 
ston  street  (Block  No.  163,  Lot  No.  16),  Borough  of  Brook¬ 
lyn:  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  16,  1932,  (Alt.  No.  12925-32),  reads: 

“Fire  escape  on  the  rear  of  building  is  contrary  to  the 
Labor  Law,  Sect.  273  (9)  in  that  it  does  not  lead  directly 
to  street.  The  proposition  is  therefore  denied.” ; 
and 

Whereas,  the  building,  erected  in  about  1882,  is  non-fire- 
proof,  five  stories  (48  ft.  9  in.)  in  height,  25  ft.  by  66  ft. 
11  in.  in  area  at  first  and  second  stories  and  25  ft.  by  25  ft 
in  area  above;  PROPOSED  OCCUPANCY:  cellar,  boiler 
room,  1  person;  1st  and  2nd  stories,  printing,  16  persons  per 
story ;  3rd  story,  office,  5  persons ;  4th  story,  dental  labor¬ 
atory,  8  persons ;  5th  story,  office,  5  persons ;  located  within 
a  business  use  district;  EXITS:  an  interior  iron  and  marble 
stairway,  extending  from  the  first  story  to  top  story;  an 
iron  ladder  to  roof  scuttle,  enclosed  in  4-inch  terra  cotta 
blocks,  wire  lath  and  P.  C.  plaster  partitions,  with  fireproof 
doors  at  openings;  ROOFS  of  adjoining  buildings:  8  ft. 
higher  at  west;  15  ft.  lower  at  east;  and 

Whereas,  the  petitioner  claims  the  building  has  been  used 
for  factory  purposes  from  1903  to  1928 ;  the  front  fire  escapes 
were  then  removed  and  the  occupancy  of  the  building  was 
changed  from  factory  use  to  store  and  office  purposes  ;  it  is 
now  proposed  to  change  the  occupancy  back  to  factory  use, 
to  provide  a  second  means  of  exit  by  erecting  a  fire  escape 
on  the  rear  of  the  building,  having  fireproof  openings  along 
the  course  thereof,  extending  from  the  yard  level  to  top 
story,  and  gooseneck  ladder  to  roof,  with  gress  from  foot 
of  fire  escape  through  gate  in  fence  to  adjoining  premises 
at  west  and  to  the  street  (letter  of  consent  signed  by  owner 
of  adjoining  premises  filed  herewith)  ;  furthermore,  the  peti¬ 


tioner  contends  the  proposed  exit  provides  the  building  with 
adequate  means  of  egress. 

1  Jrfu°lVed’i  that  the  b°ard  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 

v  a,^h!LPetltl0n  be.  and.  d  here,V  is  granted,  as  to  Alt. 
i  o.  „,  to  peimit  this  building  to  be  occupied  as  a 

actory,  on  condition  that  the  factory  occupancy  does  not  ex- 
ceed  that  permitted  in  the  building  zone  resolution;  that  on 
the  highest  landing  of  the  interior  stairway  there  shall  be 
an  iron  rung  ladder  permanently  attached  to  the  wall  leading 
to  a  scuttle  in  the  roof;  that  on  the  fire  escape,  to  be  erected 
at  the  rear  an  iron  rung  ladder  shall  be  installed  to  the 
roof,  that  the  exit  from  the  rear  fire  escape  shall  be  alon°- 
a  passageway,  3  ft.  in  width,  erected  on  the  one-story  ex'- 
tension  roof,  and  consisting  of  steel  framework  with  V*- inch 
steel  plates  attached  thereto,  and  thence  to  the  fire  escape 
to  the  rear  yard  and  through  a  gate  in  the  fence  to  the 
property  to  the  west,  thence  through  a  passage  in  the  build- 
mg  thereon  to  Livingston  street ;  that  a  copy  of  the  permit 
obtained  from  the  owner  of  the  property  to  the  west  shall 
be  h led  with  the  superintendent  of  buildings  and  with  the 
fire  department  permitting  exit  from  and  to  that  rear  yard 
and  to  the  building  at  Livingston  street  at  all  times  during 
working  hours;  that  the  occupancy  at  no  time  shall  exceed 
that  permitted  for  the  interior  stairway  only,  and  that  the 
building  shall  comply  with  the  labor  law  and  the  rules  of 
the  board  of  standards  and  appeals  in  all  other  respects. 

7-33-S. 

PETITIONER— Albert  C.  Kunzi,  for  Doyle  Contracting 
Go.,  owner. 

SUBJECT  Variation  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings 
PREMISES  AFFECTED — 96-11  44th  avenue  (Block  No 

APPEARANCES-'  ^ Borough  of  Queens- 
For  Petitioner:  Albert  C.  Kunzi. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied 
THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative.  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  . [ .  ^ 

THE  RESOLUTION— 


(7-33-S) 

W  hereas,  Albert  C.  Kunzi,  for  Doyle  Contracting  Co., 
owner,  filed,  January  6,  1933,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  96-11  44th 
avenue  (Block  No.  850,  Lot  No.  50),  Corona,  Borough  of 
(Jueens;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  3,  1933  (re  Plan  No.  Alt.  8825-32),  reads:’ 

3.  Stairways  and  their  enclosures  as  shown  are  con¬ 
trary  to  section  270  of  the  Labor  Law  ”  • 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  30  ft.  by  100  ft.  in  area  at  first  story  and  30  ft  bv 
70  ft.  in  area  above;  OCCUPIED:  1st  story,  plumbing 
supply  and  shop,  also  three  motor  vehicles;  2nd  story,  dress¬ 
making,  25  persons ;  located  within  an  unrestricted  use  dis¬ 
trict ;  EXITS:  an  interior  wooden  stairway,  extending  from 
the  first  story  to  second  story,  enclosed  in  wood  stud  sheet 
rock  and  No.  26  gauge  metal  partitions,  with  wooden  doors 
at  first  story,  unenclosed  at  second,  story;  a  fire  escape  bal¬ 
cony  at  second  story  on  front  of  the  building,  having  fire¬ 
proof  openings  along  the  course  thereof,  extending  from  the 
second  story  to  the  sidewalk  by  means  of  a  counterbalanced 
stairs;  ROOFS  of  adjoining  buildings:  4  ft  lower  at  north- 
and 
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Whereas  the  petitioner  claims  the  first  story  of  the  build¬ 
ing  was  erected  in  1924,  the  second  story  was  erected  in  1931 
for  storage  purposes;  no  certificate  of  occupancy  has  been 
issued;  due  to  reverses  in  business  the  owner  was  compelled 
to  rent  the  second  story  for  factory  use;  it  is  proposed  to 
provide  a  fireproof,  self-closing  door  leading  to  front  fire 
escape  at  second  story;  the  existing  interior  stairs  are  3  ft. 

8  in.  in  width,  fire-retarded  on  all  sides  where  exposed  to 
first  story,  and  provided  with  a  fireproof,  self-closing  door 
at  foot  of  stairs;  the  ceiling  of  first  story  is  fire-retarde 
with  V2- inch  plaster  boards;  in  addition  to  the  two  means 
of  exit  egress  may  be  had  through  rear  window  at  second 
storv  over  roof  of  first  story  extension  and  to  adjoining  roof 
at  north;  furthermore,  the  petitioner  contends  the  proposed 

exits  are  adequate.  .  A  r  ,  , 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is'  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 

9p_33-§# 

PETITIONER— Louis  I.  Becker,  for  Aron  Streit,  owner. 

SUBJECT _ Variation  of  the  labor  law,  as  cited  in  a  decision 

of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 150-152  Rivington  street  (Block 
No.  349,  Lot  Nos.  35  and  36),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Louis  I.  Becker. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THF  VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  0 

Negative  .  c 

Absent  . 

THE  RESOLUTION— 

(22-33-S) 

Whereas,  Louis  I.  Becker,  for  Aron  Streit,  owner,  filed, 
January  18,  1933,  a  petition  for  a  variation  from  the  requi 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  laO-152  Rivin  ton 
street  (Block  No.  349,  Lot  Nos.  35  and  36),  Borough  of 

Wi h:rea s , apTe  decision  of  the  superintendent  of  buildings, 
rendered  January  5,  1933  (re  certificate  of  occupancy), 

ieads  '«Before  a  certificate  of  occupancy  can  be  issued  on  the 
above  premises,  the  following  objection  must  be  re¬ 
moved  shou^  t>e  arranged  as  required  by  section 

271  Labor  Law.”; 

“whereas,  the  building,  erected  in  1887,  is  non-fireproof, 
six  stories  in  height,  52  ft.  2  in,  by  100  ft.  in  area ;  OCCb- 
PIED  -  cellar,  storage;  1st  story,  bakery  and  office,  -  P 
sons  •  upper  stories,  storage,  4  persons  per  story ;  located 
within  a  business  use  district;  EXITS:  an  mt.eri^  ir0" 
stairway  in  westerly  section,  a  wooden  stairway  in  east  y 
section  extending  from  the  first  story  to  roof ,  the  westerly 
ta  way  is  enclosed  in  fireproof  partitions,  with  fireproof 
doors  at  openings;  the  easterly  stairway  is  enclosed  only 
at  the  second  and  fifth  stories  with  wooden  partitions ,  a 
fire  escape  on  the  front  of  each  section  of  the  building, 
having  non-fireproof  openings  along  the  course  th^eof’ 
tending  from  the  second  story  to  top  story,  and  drop  ladde  . 
to  sidewalk;  ROOFS  of  adjoining  buildings:  same  level, 

a"w hereas,  the  petitioner  claims  the  building  is  divMed  irffo 
two  sections  by  a  fore  and  aft  masonry  wall,  with  two  corn 
municating  openings  on  each  story  and  one  in  the  cellar ,  the 
front  portion  of  easterly  section  is  connected  with  the  rear 
portion  by  an  iron  bridge  extending  through  an  inner  cou  t 


at  each  story  above  the  first  story ;  all  windows  on  inner 
court  are  fireproof;  all  baking  is  now  done  in  a  modern 
conveyor  oven  in  the  westerly  section ; .  recently  the  exit 
facilities  have  been  greatly  improved;  it  is  proposed  to  use 
the  second  story  for  mixing  and  packing  flour  in  conjunc¬ 
tion  with  the  baking  done  on  first  story  and  to  have  an 
occupancy  of  twenty-five  persons  on  each  of  the  first  and 
second  stories;  the  rest  of  the  building  for  storage,  four 
persons  each  story,  in  accordance  with  certificate  of  occu¬ 
pancy  now  in  force;  furthermore,  the  petitioner  contends 
that  the  building  is  provided  with  adequate  means  of  exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  [the  petition,  be  and  it  hereby  is  granted,  to  permit 
the  building  to  be  used  for  factory  purposes,  on  condition  that 
the  factory  use  does  not  exceed  the  prohibition  of  the  build¬ 
ing  zone  resolution;  that  at  the  termination  of  the  interior 
stairway  of  No.  152  Rivington  street,  at  the  first  story,  there 
shall  be  maintained  a  clear,  unobstructed  passageway  at  all 
times,  at  least  3  ft.  in  width,  to  Rivington  street,  through 
doors  that  open  outwardly  or  are  double  acting ;  that  no 
factory  work  shall  be  carried  on  above  the  second  story  and 
that  the  number  of  persons  employed  on  the  first  and  second 
stories  shall  at  no  time  exceed  twenty-four  each ;  that  the 
number  of  persons  on  the  third,  fourth,  fifth  and  sixth 
stories  shall  at  no  time  exceed  four  per  floor ;  that  the  labor 
law  and  the  rules  of  the  board  of  standards  and  appeals 
shall  be  complied  with  in  all  other  respects  and  that  this 
permitted  occupancy  shall  continue  only  so  long  as  the  bund¬ 
ing  conforms  with  the  plans  filed  with  this  petition  marked 
“Received  January  18,  1933.” 

589-32-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Norman 
P.  Findley,  owner.  . 

SUBJECT _ Variation  of  the  labor  law,  as  cited  in  an  order 

and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 810  Fourth  avenue  (Block  No. 

664,  Lot  No.  29),  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE—  w  .  ,  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . . .  j* 

Negative  .  c 

Absent  . 

THE  RESOLUTION— 

(589-32-S) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Norman  P. 
Findley  owner,  filed,  November  30,  1932,  a  petition  for  a 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  810  Fourth  avenue  (Block  No.  664,  Lot  No.  *-9), 

Borough  of  Brooklyn ;  and  ,  , 

Whereas  the  order  of  the  fire  commissioner,  dated  June 

10  1932  (Order  No.  95714-LD),  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 

of  the  Labor  Law:  ,  , 

“Discontinue  the  use  of  the  above  premises  for  fac¬ 
tory  purposes  for  the  reason  that  the  said  premises 
do  not  conform  to  Section  270  of  the  Labor  Law.  , 

^Whereas,  the  decision  of  the  fire  commissioner,  rendered 

November  28,  1932,  reads:  . 

“In  reply  to  your  letter  of  Nov.  16,  advising  that  you 
have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  95714-LD  and  that  you  are  un¬ 
able  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
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that  the  time  limit,  twenty  days,  had  elapsed  and  request 
dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” ; 
and 

W  hereas,  the  building,  erected  in  1920,  is  non-fi reproof, 
two  stories  in  height,  100  ft.  by  150  ft.  in  area;  OCCU¬ 
PIED:  1st  story,  machine  shop  and  shipping,  30  persons; 
2nd  story,  machine  shop  and  office,  35  persons;  EXITS:  an 
interior  fireproof  stairway,  extending  from  the  first  story 
to  roof,  enclosed  in  terra  cotta  blocks  on  second  story,  wired 
glass  and  ornamental  iron  partitions,  with  fireproof  doors  at 
openings  on  first  story ;  an  exterior  iron  stairway  on  the 
rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  second  story  to  the  rear 
yard,  with  EGRESS  from  the  termination  of  the  fire  escape 
by  means  of  said  yard  which  leads  to  28th  street;  ROOFS 
of  adjoining  buildings:  to  south,  15  ft.  lower;  and 

Whereas,  petitioner  contends  that  the  premises  were 
originally  built  as  a  one-story  building  and  in  1925  an  addi¬ 
tional  story  was  added ;_  that  the  plans  at  that  time  showed 
an  interior  fireproof  stairway  and  art  exterior  iron  stairway 
as  indicated  on  the  plans  filed  with  this  petition;  that  sub¬ 
sequent  to  the  completion  of  all  work  in  1926  the  superin¬ 
tendent  of  buildings  of  the  Borough  of  Brooklyn  issued  a 
certificate  of  occupancy  (No.  42086)  permitting  the  use  of 
the  premises  for  the  purpose  of  manufacturing  electrical 
supplies,  and  petitioner  requests  the  acceptance  of  existing 
exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  95714-LD,  to  permit  this  building  to  be  used  for  fac¬ 
tory  occupancy,  on  condition  that  the  main  interior  stairs 
shall  be  enclosed  in  the  cellar  with  4-inch  terra  cotta  blocks 
and  with  a  fireproof,  self-closing  door ;  that  on  the  first  floor, 
where  the  partition  is  now  steel  and  wire  glass,  that  a 
sprinkler  system  shall  be  installed  around  the  exterior 
perimeter  of  same,  this  sprinkler  system  to  be  connected  with 
the  house  water  supply,  fed  from  a  tap  at  the  street  main 
not  less  than  1  inch  in  diameter,  and  sprinkler  heads  to  be 
placed  at  intervals  of  not  over  4  ft.  and  at  a  distance  of 
2  ft.  from  the  enclosure ;  that  the  door  to  the  existing  closet 
on  the  first  floor  under  the  stair  platform  shall  be  entirely 
sealed  and  closet  done  away  with;  that  the  sheet  metal  en¬ 
closure  on  the  first  floor  at  the  hose  rack  shall  be  replaced 
with  terra  cotta  block;  that  the  door  at  the  foot  of  the 
stairway,  first  story,  shall  be  entirely  removed ;  that  the 
exiit  door,  forming  the  vestibule,  in  width  36  in.  between 
jambs,  shall  be  permitted  to  remain;  that  the  exterior  fire 
stairs  and  platform  at  the  second  story  level  shall  be  ex¬ 
tended  and  a  steel  ladder  permanently  secured  shall  be  erected 
to  provide  access  to  and  egress  from  the  roof  through  the 
parapet :  that  the  gate  in  the  yard  to  28th  street  shall  be 
made  of  steel  with  a  proper  bolt  that  will  be  easily  opened 
at  all  times  to.  permit  exit  from  the  termination  of  this 
exterior  fire  stair;  that  the  rules  of  the  board  of  standards 
and  appeals  and  the  labor  law  shall  be  complied  with  in  all 
other  respects  and  that  the  occupants  of  the  building  at  no 
time  shall  exceed  the  legal  capacity  of  the  interior  stairs. 


393-27-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Oceanic 
Investing  Corp.,  substituted  for  Samuel  Rosenblum, 
for  Bunyard  Realty  Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 29  East  48th  street  and  413 
Madison  avenue  (Block  No.  1284,  Lot  No.  21), 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


THEIOVOTE— °ARD  Petition  g'ranfed  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfovle  and  Assistant 

Chief  Kidney . 

Negative  . ’ 

Absent  . 

THE  RESOLUTION— 

(393-27-S) 

Whereas,  Samuel  Rosenblum,  for  Bunyard  Realty  Corp , 
sub-lesse,  filed,  April  14,  1927,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of  the 
conimussioner,  affecting  premises  29  East  48th  street  and 
413  Madison  avenue  (Block  No.  1284,  Lot  No.  21)  Bor¬ 
ough  of  Manhattan;  and  ' 

r„!,Hfino‘he  °rferS  °f  the  fire  commissioner,  dated  Feb- 
luary  2o,  1927,  read: 

“Order  No.  12003-LD : 

“1.  Enclose  the  interior  stairway  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  passage¬ 
ways  connecting  therewith  on  all  sides  with  partitions  of 
hre-resisting  material  extending  continuously  from  the 
cellar  to  3  feet  above  the  roof,  constructed  as  per 
Sec.  271  of  the  Labor  Law,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 

««  c‘  Lie  Labor  Law. 

“?■  ar*  outside  iron  balcony  fire-escape  on  the 

48th  Street  front  of  building  with  balconies  4  ft.  in 
width  connected  by  stairways  nob  less  than  22  in.  wide 
placed  at  an  incline  of  not  more  than  45  degrees  ex- 
tendmg  from  the  ground  to  the  highest  story,  constructed 
as  per  Sec  ..73  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals,  or  carry  out  a  proper 
alternative  method  of  complymg^with  Sec.  271  of  the 
ivaoor  Law.  i 
and 

“Order  No.  12204-LD: 

“1.  Remove  the  substandards  fire-escape  on  the  rear 
ot  building  or  reconstruct  same  as  per  Section  274  of 
the  Labor  Law  and  Rule  3,  Board  of  Standards  and 
Appeals  adopted  May  9,  1924. 

“NOTE:  Among  the  defects' noted  are  the  following: 
Windows  on  course  not  fireproof,  self-closing.  No 
stairs  to  roof,”;  ° 

and 

stolT^V^  b,Uikl,ing  is  non-fireproof,  six  and  seven 
PTFn  •  (7f  ft/  111  he,ght>  22  ft.  by  100  ft.  in  area;  OCCU- 
LD.  ist  story,  stores;  2nd  story,  office1  and  dressmaking 
10  persons;  3rd  story,  chiropodist,  2  persons;  4th  story 
apartment  and  dressmaking,  8  persons;  5th  storv,  manufac¬ 
ture  of  corsets  and  hair  goods,  21  persons;  6th  story,  apart¬ 
ment  7th  story,  doctor’s  office  and  apartment ;  EXITS  •  an 
interior  wooden _  stairway,  extending  from  the  first  story  to 

enS osed  In  wo?d  lath  and  plaster  partitions,  with 
wooden  doors  at  openings,  also  a  similar  (auxiliary)  stair¬ 
way  from  second  story  at  front,  leading  direct  to  Madison 
avenue;  a  sub-standard  fire  escape  on  the  rear  of  the  build¬ 
ing,  having  non-fireproof  openings  along  the  course  there¬ 
of,  extending  from  the  second  story  to  the  top  story,  and  a 

*  ,t0  r00f:-  |here  is  also  a  brid^  connecting 
he  fifth  story  balcony  with  roof  of  a  four-story  extension 
to  the  building  adjoining  at  north;  ROOFS  of  adjoining 
buddings:  two  stories  lower  at  east;  same  height  at  north; 

Nn^ 9 !>n a  ST’  Jb e  peti t i oner  proposes,  as,  to  Item  2  of  Order 
No.  12203-1  D  to  provide  a  party  wall  balcony  at  third, 
fourth  and  fifth  stories  on  Madison  avenue  front  by  cutting 
an  opening  in  the  northerly  wall  and  connecting  with  front 

ioom0^Tv0AuCJ0,n,-n-g  building  at  north;  as  to  Order  No 
12204-LD,  the  petitioner  proposes  to  provide  a  bridge  con¬ 
necting  the  second  story  balcony  of  rear  fire  escapes  with 
roof  of  first  story  extension  to  building  adjoining  at  north  • 
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Whereas,  the  petitioner  contends  that  the  building  adjoin-  “‘h  "reeMBlc^Na  837,  Lot  Nos.  35  and  56),  Borough 

ing  at  north  is  under  the  control  of  the  same !  le Whereas.  tile  orders  of  the  fire  commissioner,  dated  No- 
building  under  petition;  furthermore,  that  the  exits  will  then  'ig32  read; 

)C Whereas’  this  petition  was  granted  by  the  board  at  its  Order  J8744  partitions  not  built  of  incombustible 

meeting,  July  26,  1927,  the  following  resolution  being  &s  per  Sections  263  and  270  of  the  Labor 

ad°9te“Rcs0Jvcd,  that  the  board  of  standards  and  appeals  does  Law.” ; 

hereby  make  a  variation  from  the  requirements  of  the  and  Q8745-LD  ■ 

M’s  "  oS?  No.  f  olLD.  cd;i.  Enclo.  ^ac^i— -  Reading  W 

iteiU  ^s-XC^th  approved  fire  doors- 

on  condition  that  party  wall  balcony  fire  escape  shall  be  Sec.  -.0  ot  the  Labor  Law.  , 

provided  from  the  northerly  gable ^ wall  at  1  ®  ‘"whereas,  the  building,  erected  in  1920,  is  fireproof,  thir- 

avenue  front,  connecting  to  the  aclj  1  ^  P  t  stories  in  height  50  ft.  by  98  ft.  9-  in.  in  area  at  first 

the  north,  the  openings  thereto  shall  be  provtded  w,th  tea.  stones^m  height,  56  ^  ^ .  occupIED; 

casement  doors  and  steps  to  sills,  as  to  e  stor  st0res  ■  upper  stories,  tenant  factories,  approx- 

ht°the2  reatfshalfbe^mahitaine^with  degree  connect-  imately  ten  persons  per  story  ;  EQUIPPED  with  a  sprinkler 
m  the  i  ear  shall  he  mamxaiuc  &  system  n  portion  of  cellar  and  a  fire  alarm  system  EXITS  . 

ing  iron  stairs  and  that  abridge  two  interior  fireproof  stairways,  extending  from  the  first 

nortlfmid  that  bridge  shall  be  provided  from  the  bal-  story  to  roof,  enclosed  in  fireproof  partitions,  with  fireproof 
cony  of  the  fifth  story  connecting  wdh  the  roof  of  the  contends  that  the  partitions  in  ques- 

adjoinmg  extension  to  the tion  are  located  on  the  seventh  story  of  the  building  and 
occupancy  and  use  premises  as  factory  o^cu-  enclose  the  elevator  hall  as  shown  upon  the  filed  plans; 

unchanged  discontinued  on  or  before  October  1,  petitioner  contends,  further,  that  the  stairway  in  question 

PK.Sh  11  b  dlscontinued  011  is  in  the  store  on  the  first  story  and  leads  to  the  storage 

19^9.  ,  space  (of  owner  of  store)  in  the  basement ;  that  there  are 

an?u  +Virniio-Vi  bis  renresentative  requests  a  sprinkler  heads  in  the  immediate  vicinity  of  the  stairway, 

,e  cubrnd  Z  Se  t  ex'LSof !he  «me  To  main-  afid  .requests  the  acceptance  of  existing  condiftons  as  to  the 
leopenmg  ie  partitions  and  the  stairway  in  question. 

tarn  factory  occupancy.  ,  ,  i  does  Resolved  that  the  board  of  standards  and  appeals  does 

Resolved  of  The  labor  hefeby  make  a  variation  in  the  requirements  of  the  labor 

hereby  make -  a  *  .  hereby  is  granted  to  modify  the  law  and  the  petition  be  and  it  hereby  is  granted  as  to  Order 

law  and  the  petit  ,  ,  ,  T  i  0|-  -.907  0nlv  so  far  No  98745-LD,,  on  condition  that  sprinkler  heads  be  also  in- 

mailed  on  the' first  floor,  under  the  meazanine  around  the 
c  amended  the  factory  occupancy  may  be  stair-well;  that  the  space  under  the  stairs  m  the  basement 

paiK\  s  ’  .  .  r  j  years  from  the  date  of  this  shall  be  blocked  up  with  terra  cotta  blocks  so  that  no  stoiage 

continued  all  persons  space  will  be  usable  thereunder  unless  the  headroom  is  at 

enaploy^  in  The IVT IhTSS  sTory  shall’  at  no  iLt  7  ft.:  —  <«•  comply)  as  to  Order  No.  08744- 

time  exceed  thirty-five,  of  whom  not  more  than  ten  shall  be  LD,  Item  1.  _ 

upper^floors  Tthe  WM?ng  APPLIANCES  SUBMITTED  FOR  APPROVAL. 

paDv’wall’fialcony^firiT'escape  to  41:1  Madi's'ol  a'tenm  will  PETITIONER-H.  M.  Ficken,  for  S.  A.  Giacobbe,  owner. 

^  all  factor)  "occupants!  that  the  labor  law  SUB  J  ECT-Inferno  0,1  Burner,  approval  of. 

shall  be  complied  with  in  all  other  respects.  APPEARANCES^  r  ^ 

3o  ^  For  Administration:  Inspector  Maher  of  fire  de- 

PETITIONER  Croker  Fire  Prevention  Corp.,  for  Russel  0Par'oA‘RD-Petitio,,  „|aced  on  Reserve  Calen- 

SUB1F.CT--Vaeriat°reclf  the  labor  law,  as  cited  in  orders  dar  pending  test  and  report  of  fire  department, 

of  the  fire  commissioner. 

PttKMTSFS  ^FFECTFD — 16-18  West  36th  street  (Block  83-33-SA. 

NoS  837,  Lot  Nos.  55  and  56),  Manhattan.  PETITIONER — M.  J.  Sage,  for  Harvey-Whipple,  Inc., 

APPEARANCES-^  SMney  L  Strauss  SUBJE^MasteriKraft  Oil  Burner,  approval  of. 

For  Administration:  Inspector  Maher  of  fire  de-  APPEARANCES^  ; 

ACTION  OF1  BO \RD— Petition  granted  on  condition.  For  Administration:  Inspector  Maher  of  fire  de- 

,.,u , .  vnTP _  partment. 

Affirmative:  Chairman  Murdock.  Commissioners  ACTION  OF  BOARD-Petition  placed  on  Reserve  Calen- 
Connell,  Holland  and  Guilfoyle  and  Assistant  dar  pending  test  and  report  of  fire  department. 

Chief  Kidney .  5  (  _  ^ 

Negative  . v  PETITIONER— Homer  Waltermyre,  for  Holtum-Olendorf 

J;,en  .  Manufacturing  Co.,  owner. 

THE  RESOLUTION—  SUBJECT— Freeport-Silent  Service  Oil  Burner,  Models.  5, 

( 607-32-S)  10  and  30,  approval  of. 

Whkrf.as,  Croker  Fire  Prevention  Corp..  for  Russel  B.  APPEARANCES— 

Corev  owner  filed  December  12  1932,  a  petition  for  a  varia-  For  Petitioner :  Homer  Waltermyre, 

tioi' from  the  requirements  of  the  labor  law,  as  cited  in  For  Administration:  Inspector  Maher  of  fire  de¬ 
orders  of  the  fire  commissioner,  affecting  premises  16-18  West  partment. 
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ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

98-33-SA. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Elkhart  Brass  Manufacturing  Co.,  owner. 
SUBJECT — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3x3x6  inch  flush 
type  of  straightway  and  90-degree  patterns,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar. 


1 00-33-SA 

PETITIONER — Blaw-Knox  Co.,  owner. 

SUBJECT— Blaw-Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  M.  J.  Sage. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


102-33-SA. 

PETITIONER— M.  J.  Sage,  for  Everedy  Oil  Burner  Corp., 
owner. 

SUBJECT — Everedy  Oil  Burner,  approval  of 
APPEARANCES— 

For  Petitioner:  M.  J.  Sage. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


106-33-SA. 

PETITIONER — Charles  J.  Farrell,  owner. 

SUBJECT — Sun-Ray  Fuel  Oil  Burner,  approval  of 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

518-29-SA. 

PETITIONER — J.  Berne  Resek,  for  Perfection  Stove  Co., 
owner. 

SUBJECT — New  Perfection  Oil  Burner,  Type  “C,”  approval 
of. 


APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Petition  reopened  and  placed  on 
Reserve  Calendar  pending  test  and  report  of  fire 
department. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  q 

Absent  .  r 


RULES. 

40-32-SR. 

PETITIONER — Samuel  Fassler,  superintendent,  bureau  of 
buildings,  Manhattan. 

SUBJECT— Request  for  reopening— consideration  as  to  ex¬ 
tension  of  time  for  putting  into  effect  the  Uniform 
Certificate  of  Occupancy. 

APPEARANCES— 

For  Petitioner:  Assistant  Engineer  Samuel  Becker 
of  bureau  of  buildings,  Manhattan. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  bureau  of  buildings,  Brooklyn. 
ACTION  OF  BOARD — Petition  reopened  and  time  ex¬ 
tended  until  January  1,  1934,  for  putting  Certificate 
into  effect  in  Borough  of  Manhattan. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  q 

Absent  .  '  r 

THE  VOTE  TO  EXTEND  TIME— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  q 

Absent  .  r 

THE  RESOLUTION— 

(40-32-SR) 

Resolved,  that  the  resolution  adopted  by  the  board  October 
5,  1932,  be  amended  to  read:  “that  the  time  in  which  the 
uniform  certificate  of  occupancy  adopted  by  the  board  of 
standards  and  appeals  July  22,  1932,  is  to  become  effective  be 
extended  from  October  1,  1932,  to  January  1,  1933,  except  in 
the  Borough  of  Manhattan,  wherein  the  time  for  putting  into 
effect  the  uniform  certificate  of  occupancy  is  extended  to 
January  1,  1934.” 

Adjourned  5.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 

TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE  TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and  May  be  installed  on  all  standpipe  systems 

on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . 

Walworth  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc 
Croker  National  Fire  Prev.  Eng.  Co.... 

Jenkins  Brothers . 

W.  D  Allen  Mfg.  Co . 

John  Simmons  Co . 

Grinnell . 

Elkhart  . 


81-20-SA 
899-27-SA 
1307-27-SA 
304-28-SA 
779-28-SA 
890-28-SA 
209-29-SA 
651-30-SA 
14-31-S A 


New  York  Brass  Foundry  Co.  (Stillbech) _ 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  . 


53-21-SA 

900-27-SA 

1151-27-SA 

1307-27-SA 

780-28-SA 

970-28-SA 

268-29-SA 

231-30-SA 

15-31-SA 
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FIRST  QUARTERLY  REPORT 


City  of  New  York 


Board  of  Standards  and  Appeals 

HARRIS  H.  MURDOCK,  Chairman 


municipal  building 


April  11,  1933. 


Hon.  John  P.  O’Brien, 

Mayor,  The  City  of  New  York, 
City  Hall,  New  York  City. 


Dear  Sir  t  ouarterly  Report  of  the  Board  of  Standards  and  Appeals  for  the  year 

“portTLlngfuLteedTo  you ^nacErdanc/ with  the  provisions  of  .Ire  Charter,  Sect.on  .544,  and  will 


1933.  ±1143  1  V-lOJl  1  *1  - - =>  C  '  -  ,  TV  '  J 

also  be  printed  in  the  Bulletin  of  the  Board. 


CASES  FILED  AND  PENDING,  1933 


A 

RZ 

s 

SA 

FILED  1933  ** 

JANUARY  . 

8 

17 

5 

18 
n 

4 

1 

b 

1 

Restored  . 

1 

8 

7 

FEBRUARY  . 

15 

0 

1 

Restored  . 

i 

23 

5 

3 

7 

MARCH  . 

.  .  * 
o 

0 

1 

- 

- - 

- - - 

23 

TOTAL  . 

. .  32 

73 

16 

PENDING 

DEC.  31,  1932.. 

. .  86 

98 

12 

63 

— 

- - 

— 

GRAND  TOTAL 

. .  118 

171 

28 

86 

disposition 

SR 

M’L 

T’L 

GR.F 

0 

50 

85 

, , 

0 

0 

8 

93 

0 

24 

72 

•  • 

0 

0 

7 

79 

0 

23 

63 

.  . 

0 

0 

6 

69 

0 

97 

241 

241 

2 

0 

261 

261 

2 

97 

502 

502 

1933 

TANUARY  .... 

.  19 

21 

9 

4 

2 

6 

FEBRUARY  .. 

.  10 

30 

O 

MARCH  . 

.  4 

30 

1 

TOTAL  •  •  • 

.  33 

81 

13 

12 

PENDING 
MARCH  31, 

1933  85 

90 

15 

74 

Code.  A— Appeals  from  Administrative  Orders.  BZ— Applications 

Labor  Law.  SA — Petitions  for  Approval  of  Appliances. 


0 

50 

103 

.  . 

0 

24 

69 

.  • 

0 

23 

64 

236 

0 

97 

236 

236 

2 

0 

266 

266 

under  Building  Zone  Resolution.  S — Petitions  for  Variations  of 
R — Petitions  for  Adoption  of  Rules.  M’L — Miscellaneous  Docket. 


RULES  FOR  THE  TESTING  OF  WOOD 


rsuant  to  the  Provision  of  Section  356  of  Chapter 


ffiRQ-9.7-SR'l 


Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 

laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 


5  of  the  Code  of  Ordinances  (Building  Code). 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST — A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  J4  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 
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FIRST  QUARTERLY 


SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  March  31,  1933 .  123 

Restored  to  Calendar .  21 

Miscellaneous  Applications. 

Requests  to  reopen .  60 

Requests  to  amend .  1 

Requests  for  modification .  14 

Requests  to  rescind .  1 

Requests  for  extension  of  time .  16 

Requests  for  extension  of  permit .  1 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  4 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  TT- 

Disposed  of  . "  '  23^ 

Cases  pending  March  31,  1933 .  266 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed .  .  ^ 

Denied .  .  ® 

Granted .  . 

Granted  on  condition .  .  ® 

Appliances  approved  . . 

Appliances  dismissed,  disapproved  or  withdrawn... 

Rules  approved . 

Rules  disapproved,  rescinded'  or'  withdrawn.’ .’ .' .' .' .' 

Miscellaneous  Actions 

Requests  to  reopen  granted .  r. 

Requests  to  reopen  denied . . 

Requests  to  amend  granted. ..!!!!!!!!!!!!! .  i 

Requests  to  amend  denied . . 

Requests  for  modification  granted . 

Requests  for  modification  denied.  .  t 

Requests  to  rescind  granted .  "  " .  ^ 

Requests  to  rescind  denied . . . 

Requests  for  extension  of  time  granted.' . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted 

Requests  for  extension  of  permit  denied  .  0 

Requests  to  install  granted  ^ 

Requests  to  install  denied....!!.’ . 

Plans  approved . .  0 

Plans  disapproved  . !!.".!!! .  4 

Administrative  requests  granted!!!! . 

Interpretations  ^ •’  •'  •'  •'  •' '  •'  •'  “ 

Requests  withdrawn  or  dismissed  "  b 

.  5 

Total  . 

.  236 


__ _ _  MONEYS  RECEIVED  - - 11 — 

SUBSCRIPTIONS  "tamttapv~^^7! - 

To  Bulletin  .  JA«  FEB£yYRY  MARCH  TOTAL 

Cash  Sales  .  .  $55.00  $222.50 

Paid  ,0  Chamber!,!,, .  ^  ^ 

WILLIAM  J.  O-GORMAN.  Secretary.  HARRIS  H.  MURDOCK  r<,„ 


RULES  FOR  THE  TESTING  OF  WOOD 


B.  TIMBER  TEST.  Two  samples  ^  inch  by  V/2 
inches  in  cross  section  and  twelve  inches  long  shall  be 
laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  *0  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
01  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  of 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  y2  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 


inches  and  approximately  2J/£  inches  high.  The  crib  shall 

Jhafui  SIX  incbes  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 

ThpT0^’  n°rr  gJ°W  last  more  than  thirty  seconds 

SitS^.sjef6  flame  to  spread  from 

Ride  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

n„  f  .|be,  *est®  anr  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 

from6  .fh,pment.  shal!  be  condemned  and  must  be  removed 
trom  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 

?S  Sh’Prf*  and  each  sh>Pmcnt,  or,  where  pos¬ 
sible.  each  Piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  tW  there  may  be  no  doubt  as  to  its  identity 
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COW 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
anneals  held  Friday  afternoon.  February  17,  1933,  as  they 
appeared  in  Bulletin  No.  9,  Vol.  XVIII,  are  hereby  corrected 
to  read  as  follows: 
i»g2  32-BZ 

APPLICANT— Lama  &  Proskauer,  for  L.  Greenblatt  and 
S.  Bernstein,  owners. 

SUBJECT — Application  (re  decision  .of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PRFMISES  AFFECTED— Southwest  corner  of  Eoch 
boulevard  and  Springfield  boulevard  (Block  Na 
3358,  Lot  No.  50),  St.  Albans,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None.  .  , 

ACTION  OF  BOARD— Report  of  committee  adopted,  laid 
over  to  March  14,  1933,  at  2  p.  m,  on  request  of 
applicant  to  confer  with  owner. 

THF  VOTE  TO  ADOPT  REPORT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  ^ 

Negative  .  c 

Absent  . 

“Cal.  No.  562-32-BZ.  .  ,  c  . 

“Premises  southwest  corner  of  Foch  teukvard  and  Spring- 
field  boulevard  (Block  No.  3358,  Lot  No.  o0),  St.  Albans, 
Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  January  26,  1933,  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Con¬ 
nell  Holland  and  Guilfoyle,  visited  and  inspected  tl  e 

selling  station  at  the  southwest  corner  of  Foch  boule¬ 
vard  and  Springfield  boulevard,  St.  Aibans  llorougli  o 
Queens,  in  a  district  zoned  for  business  use.  The  plot 
size  is  100  ft.  by  100  ft.  (approximately).  The  state 
ffient  of  facts  constituting  the  ground  of  hardship  is  as 

“  ‘There  are  two  forbidden  uses  in  close  proximity 

to  the  plot  on  appeal.  ,  ,. 

“The  recent  establishment  of  a  gas  selling  station 
on  the  diagonally  opposite  corner  has  so  attecte 
the  nature  of  future  development  on  this  Plot  as  t0 
make  it  useless  for  anything  but  a  gas  station. 
Stores  on  this  side  of  Foch  boulevard  would i  not 
pay  as  the  new  developments  are  all  on  the  other 
side  of  Foch  boulevard,  where  plenty  of  stores  are 
located  People  would  not  cross  this  heavily  traf¬ 
ficked  street  to  buy  when  sufficient  stores  are  near 
at  hand  It  would  seem  a  matter  of  discrimination 
ft  a  gas  station  has  been  legally  granted  on  one 
corner  to  deny  one  on  another  corner  when  the  same 
condition  exists.  There  is  lack  of  development  on 
the  side  of  Foch  boulevard,  on  which  this  plot  is 
located,  a  heavily  trafficked  street,  and  now  the  ad- 

“TherT^ve??  nfcoments  and  only  three  objectors, 
two  from  owners  of  dwellings  on  Nashville  avenue  in 
the  rear  but  not  adjoining  to  the  west  and  from  one 
owner  of  a  residence  across  Foch  boulevard  over  260  t. 
from  the  corner  of  Foch  and  Springfield  boulevards. 

“The  station  diagonally  opposite  was  erected  after  e 
decision  of  the  Court  of  Appeals  handed  down  in  July, 
193!  (Peo.  ex  rel.  St.  Albans- Springfield  Corpn.  vs. 

*  Correction — Report  published  as  part  of  minutes. 


Connell,  et  ah),  the  board  having  refused  to  grant  the 
application  filed  under  267-30-BZ  on  July  1,  1930.  Be¬ 
tween  the  time  that  the  board  heard  this  appeal  and  the 
decision  of  the  Court  of  Appeals  considerable  building 
in  the  general  section  went  on,  mainly  to  the  east,  con- 
sistin«  of  a  great  many  private  dwellings  and  a  few 
stores^  and  dwellings  have  also  been  constructed  to  the 
west,  but  the  conditions  now  existing  can  still  in  part 
be  described  as  follows : 

"Foch  and  Springfield  boulevards  are  much  traveled 
highways,  Foch  boulevard  being  a  continuation  of  South¬ 
ern  State  parkway  and  Springfield  boulevard  running  at 
right  angles  from  Jericho  turnpike  and  connecting  with 
Rockaway  boulevard.  Because  of  this  heavy  traffic  the 
use  of  these  boulevards  at  the  intersection  is  not  now 
at  least  conducive  to  stores  or  general  business  as  park¬ 
ing  at  the  curb  would  be  almost  prohibitive.  Further¬ 
more,  there  are  not  sufficient  houses  immediately  adjoin¬ 
ing  to  support  neighborhood  business  buildings  and  it  is 
apparent  to  the  committee  that  the  only  use  that  the 
property  can  be  put  to,  until  conditions  change  mate¬ 
rially,  is  one  that  will  cater  primarily  to  the  needs  of 
the  through  traffic  rather  than  neighborhood  needs,  in 
addition  to  the  corner  diagonally  opposite,  which  is  now 
a  gas  station,  the  corner  across  Foch  boulevard  to  the 
north  may  become  a  gas  station  in  view  of  the  recent 
decision  of  Mr.  Justice  Dunn  in  the  Supreme  Court  re¬ 
versing  the-  decision  of  the  board  in  Cal.  No.  154-30- 
BZ  denying  the  application.  Across  Springfield  boule¬ 
vard  on  the  other  corner  is  a  lunch  wagon,  a  permissible 
use  in  a  business  district,  but  one,  as  stated  above,  that 
is  undoubtedly  more  for  the  through  traffic  than  tor 
neighborhood  business. 

“It  is  conceded  that  at  this  time  no  mortgage  loans 
could  be  procured  for  a  business  structure  and,  even  i 
times  were  normal,  a  mortgage  loan  for  a  business 
building  on  this  site  would  be  very  difficult  to  obtain 
except  for  a  building  used  for  a  business  catering  to  the 
through  traffic.  Such  a  venture  at  this  time  would  be 
questionable.  There  is,  however,  always  a  demand  tor 
gasoline  and  other  services,  supplied  at  a  station  and, 
at  an  intersection  of  two  main  arteries,  a  gasoline  station 
might  well  be  considered  as  being  an  appropriate  de¬ 
velopment  and  necessary  and  desirable  accommodation 
to  the  public,  particularly  as  it  increases  the  visibility 
at  the  intersection  without  being  a  detriment  to  the  gen¬ 
eral  neighborhood,  provided  it  is  properly  constructed, 
arranged  and  maintained. 

“In  view  of  these  considerations,  the  committee  is  of 
the  opinion  that  it  would  be  a  hardship  not  to  permit 
the  gasoline  station  use  to  be  granted,  but,  because  o 
the  general  condition  in  the  vicinity,  which  the  com¬ 
mittee  cannot  agree  warrants  the  section  being  classified 
as  undeveloped  yet  which,  at  the  same  time,  cannot  be 
described  as  indicating  definitely  the  future  develop¬ 
ment,  the  committee  recommends  that  a.  permit  be 
granted  for  a  term  of  five  years,  under  section  21r  sub¬ 
ject  to  submission  of  complete  plans  for  the  approval 
of  the  board  and  subject  to  such  conditions  as  the  board 
may  see  fit  to  impose  for  the  protection  of  the  public 
and  neighborhood.  The  committee  feels  that,  granting,  a 
permit  for  a  term  of  years  is  consistent  and  in  line  with 
the  decision  handed  down  by  the  Court  of  Appeals  in  the 
St.  Albans  case. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL. 

Dissenting, 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
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APPROVED  APPLIANCES 


Name  of  Burner 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-Sa 

Bethlehem  Steam  Atomizing  Fuel  Oil _ 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D....  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 


Burners  for  Domestic  and  Commercial  Use 

Calendar  No.  Name  of  Burner 


Faultless  Oil  Burner. 


Calendar  No. 
493-24-SA 


Fluid  r,  Burner' 


361-32-SA 


36-31-SA 


Branford  Oil  Burner  . . 

Branford  Oil  Burner,  Model  “A” ...... 461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS.'..'.  ~16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS . 49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  ICleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner.. .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  ....  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner . 

Dovel  Master  Fuel  Oil  Burner . 

Easternoil  Automatic  Oil  Burner,  Models  A, 

„  B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l . 

Eisler  Automatic  Oil  Burner . 

Electrol  Automatic  Oil  Burner  and  Model  BB. . 

Ember-Glo  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner.. 

Enterprise  Type  Junior  “W”  Oil  Burner,' 

Espo  Oil  Gas  Burner .  1431-23-SA 

Fafrfieldf  Oil  R,rner .  554-32-SA 

^airfield  Oil  Burner .  584-31-SA 


541-31-SA 

663-28-SA 

317-31-SA 

943-26-SA 

350-32-SA 


45-31-SA 
481-27-SA 
259-25- S A 
462-32-SA 
1149-27-SA 


Foster  Oil  Burner . 

Franklin  Domestic  Oil  Burner. . . . . . .  5fin  or  c  A 

Fuelo  Oil  Burner .  . . 

Gar  Wood  Oil  Burner . 

Gar  Wood  Oil  Burner,  Model  K  and  Model 
K-3500  . 

General  Electric  Fuel  Oil  Burner.'.'.".’.'.'.’.'.’.'.'.'  4o4  ,2_ca 

Ghapco  Steam  Generator .  f4fi.Pi.CA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner . 

Gilbert  &  Barker  Flexible  Flame  Burner... 

Gill  Oil  Burner . 

Goodrich  Oil  Burner,  Models  G-0  G-i  G-2 
and  G-3 . 

Goodspeed  Automatic  Oil  Burner . 

Grant  Oil  Burner,  Model  “C” . 

Gulf  Oil  Burner . . .  382  0fi  . 

Hardinge  Oil  Burner . '  sif.o-.CA 

Harris  Fuel  Oil  Burner .  0  A 

Hart  Automatic  Oil  Burner . 

Hart  Automatic  Oil  Burner,  Model  Series  “DO” 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner . 

Hercules  Oil  Burner . .  .  .in  on  CA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

.  688-29-SA 

.  1211-25-SA 

591-29-SA 
372-30-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-S A 
518-32-SA 
62-24-SA 
367-30-SA 
443-28-S A 
670-30-SA 
1034-27-SA 
425-31-SA 
314-30-S A 
129-28-SA 


47-30-S A 
373-30-SA 

481-32-SA 


520-31-SA 

109-31-SA 

1231-23-SA 

444-31-SA 

957-27-SA 

232-32-SA 


690-30-SA 
11 62-24-SA 
595-29-SA 
696-30-SA 
1346-23-SA 


Holby  Type  A  Fuel  Oil  Burner 

Homer  Domestic  Oil  Burner . ' 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner _ 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner.".’.'.’ 

Joyce  Oil  Burner . 

K-  F.  C.  Oil  Burner . 

IveWaNee  Oil  Burner  . 

Kleen  Heet  Oil  Burner . 

Kreager  Oil  Burner . ” 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Lawrence  May  Oil  Burner . . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . ' 

Liberty  Automatic  Heater . 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25,' 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner... 

Marr  Oil  Heat  Machine 

May  Oil  Burner . 

Mayfield  Oil  Burner... 

Mayflower  Oil  Burner. 

M cl  1  vane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25- 


693-30-SA 

765-26-SA 

68-24-SA 

568-31-SA 

124-29-S A 


Merco  Oil  Burner. 

Mid-West  Oil  Burner,  Models  106,  108  208 
211,  311  and  114 . 


-SA 
637-29-SA 

327-31-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea;  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

•National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner..  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30- A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petrc  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7  .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-I.y-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightwav  Oil  Burner .  339-31 -SA 

Rvan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .' .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S.  T.  Tohnson  Co.,  Type  30-A,  Rotarv  Fuel  oil 

Burner .  197-32  -S  A 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  . 436-32-SA 


Name  of  Burner  Calendar  No. 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner....  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A -2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  812-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner.  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 

Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  37  8  West 

Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin.  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-S A— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^4 -inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
3S0-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of 

51 8-29- S A — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-S A— Quaker  Burnoil  Stove,  approval  of. 

250- 31- S  A — Lunkenheimer  2^2-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve.  150  Pounds 
Water  Working  Pressure,  approval  of. 

251 - 31 -S  A — Lunkenheimer  2^-Inch,  Figure  No.  8613 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 


379-3 1-S A  The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA  D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 
286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

477-32-SA — Built-Rite  Oil  Burner,  approval  of. 
498-32-SA— Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32- S A — Weldon  Extinguisher,  approval  of. 
534-32-SA— Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA— Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32- S A — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 

10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 
15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33- S A— Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33-SA — Hardinge  Oil  Burner,  Model  23,  approval  of. 

38- 33-SA— Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

39- 33-SA— Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33- S A — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-S A— Economy  Oil  Burter  (junior  Model),  approval 
of. 

82- 33- S A — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Baster-Kraft  Oil  Burner,  approval  of. 

97- 33-SA— Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30,  approval  of. 

98- 33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 

pipe  and  Sprinkler  Systems  3x3x6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100-33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

1 02-33-SA — Everedy  Oil  Burner,  approval  of. 

106-33-S A— Sun-Ray  Fuel  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
asc  or  cases  will  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement : 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2H-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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docket. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  April  3,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total . . . 

Disposed  of  . 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed . 

Denied . 

Granted  . . . 

Granted  on  condition . 

Appliances  approved  . . . . 

26  x\ppliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . ; . .  •  . . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

66  Requests  to  reopen  granted . 

Requests  to  reopen  denied . '• 

1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

14  Requests  for  modification  granted . 

Requests  for  modification  denied . 

1  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

17  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

4  Plans  approved  . 

Plans  disapproved  . 

0  Administrative  requests  granted - . . 

Administrative  requests  denied  or  withdrawn. 

0  Interpretations  .' . •••; . 

_  Requets  withdrawn  or  dismissed . 

518 

Total  . 

261 


18 

9 

30 

C 

88 

9 

3 
0 
0 

57 

4 
1 
0 

14 

0 

1 

0 

17 

0 

1 

0 

0 

0 

4 
0 
0 
0 
c 

5 

261 


Cases  pending  April  5,  1933. 
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Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 


Third  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  theSposting  of  the  calendars  on  the  bulletin  board  in  the 


WARNING 

offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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HOURS  FOR  CONSULTATION 
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the^fternoon— Saturdays  °excepted.  ^  m°rning  and  one  in 

CALL  OF  CLERK’S  CALENDAR 

Buildhif  7onP  valer\daJ  consi'sts  of  applications  under  the 
5  Z  .  Resolutlon-  and  its  object  is  to  give  inter- 

anddw^hCr  y  nTerST?PPOrtUnity  t0  file  objections,  if  any 
a  2  o’clock  a?  ,h?  I?'”  T3'  Tu-esdai' ’  18,  1933 

definite0  day,  MCh  CaSe  'S  set  for  ileari»S  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

luesday,  April  25,  1933,  at  2  o’clock. 

Uercks  Ca,e,ndar  is  not  to  be  confused  with  the 

S  fixed  days.aSeS  31  Ve  been  d'finitdy  Sel  for  hea™e 
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This  issue  of  the  Bulletin  contains,  in  the  order  given— 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  April  11,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  April  11,  1933,  2  P.  M. 
Smoking  in  Factories,  Rules. 

Rules  for  Refrigerating  Systems. 

Approved  Burners  for  Industrial  Use 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  £ 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directionc 
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HARRIS  H.  MURDOCK,  Chairman. 


106-30-BZ . 


12-19-BZ 


668-29-BZ . B.B.Q. . 


.1526  Avenue  M  (Block  6744), 
Bklyn.,  Applic.  2631-33 

.2512-2520  Crotona  ave.  (Block 
3116,  part  of  Lot  9),  Bx., 

N.  B.  100-33 
..221-247  W.  43rd  st.  (Block 
1015,  Lots  12  &  19),  Man., 

Decision 

..1102-1106  First  ave.  (Block 
1445,  Lots  1,  2  &  3),  Man., 
N.  B.  24-33 

.F.D . 222  Greenwich  st.  (Block  84,  Lot 

42),  Man.,  L.  C.  79350 

.B.B.Bx. .  .3276  Jerome  ave.  (Block  3323, 
Lots  55  &  64),  Bx., 

N.  B.  4274-32 

Restored  to  Calendar. 

..B.B.Q _ South  side  of  Hillside  ave.,  41 

ft.  east  of  207th  st.  (Block 
1508,  Lots  3,  4  &  5),  Queens 
Village,  Q., 

N.  B.  5846-1930 
.337  Arbutus  ave.  (Block  6499, 
Lot  5),  Huguenot,  Rich., 

N.  B.  26-1930 
.210-212  Prospect  Park  South¬ 
west  (Block  5287,  Lot  44), 
Bklyn.,  Applic.  191-33 

.91-17  to  91-19  Liberty  ave. 
(Block  390,  Lot  23,  Ozone 
Park,  Q.,  N.  B.  7019-1929 


Dec. 

Nov. 

July 

Apr. 

Apr. 

Dec. 

Nov. 

June 


13,  1932— Vol. 
8,  1932— Vol. 

5,  1932— Vol. 
18,  1933— Vol. 
18,  1933— Vol. 

6,  1932— Vol. 
22,  1932— Vol. 

7,  1932— Vol. 


17  No.  50 
17  No.  45 

17  No.  27 

18  No.  16 
18  No.  16 
17  No.  49 
17  No.  47 
17  No.  23 


Apr.  10,  1923— Vol.  1 

LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . . . Apr. 

Fuel  Oil  Burners  for  Domestic  and  Apr. 

Commercial  Use  . 

Fuel  O'il  Burners  for  Industral  Use.  Apr. 
Fuel  Oil  Pumps . Apr. 


11,  1933— Vol.  18  No.  15 
11,  1933— Vol.  18  No.  15 

18,  1933— Vol.  18  No.  16 
4,  1933— Vol.  18  No.  14 


.B.B.R. 


.B.B.B. 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . . . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 

. . 

RULES 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs,  Rules.. . 

Concrete  Rules  (Hydrated  Lime).. 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors) - 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . 

Fire  Retarding  Rules  for  Garages, 

etc . . . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 

Gas  Shut-Off  Rules . 

Hatchway  Protection  . 


Last 

Publication  in 

Bulletin 
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1932— Vol. 

17 

No. 

31 

Jan. 

3, 

1933— Vol. 

18 
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18, 

1933— Vol. 
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16 
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28, 

1933— Vol. 

18  No. 

13 
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1932— Vol. 

17 

No. 

42 
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3, 
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27, 
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52 

Mar. 

7, 

1933— Vol. 

18 
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10 

Feb. 

28. 

1933— Vol. 

18  No. 

9 
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11, 

1933— Vol. 

18  No. 

15 

Jan. 

21, 

1919— Vol. 
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Feb. 

7. 

1933— Vol. 

18 

No. 

6 
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7, 

1925— Vol. 

10 

No. 

14 

June 

5, 

1928— Vol. 

13 

No. 

23 

CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

629-32-BZ. 

APPLICANT — Markey,  Donnelly  &  Cunningham,  for 
Samuel  J.  Wood  and  Evelyn  Wood,  owners. 

PREMISES — East  side  of  Hugh  J.  Grant  Circle,  from 
Westchester  avenue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  .of  a  gasoline  service  station. 

25-33-BZ. 

APPLICANT — Minnie  Pedowitz,  owner. 

PREMISES — Southeast  corner  of  145th  street  and  Rock- 
away  boulevard  (Block  No.  2864,  Lot  No.  130), 
South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

73-33-BZ. 

APPLICANT— Rubenstein  &  Rosling,  for  Kings  Brewery, 
Inc.,  owner. 

PREMISES— 229-271  Pulaski  street,  north  side,  82  ft.  west 
of  Sumner  avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

APPLICATION,  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  an 
extension  to  an  existing  brewery. 

93-33-BZ. 

APPLICANT— John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 
Corp.,  owner. 

PREMISES— 246-250  Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos.  38,  39  and 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

74-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Packard  Motor  Car  Com¬ 
pany  of  New  York,  owner. 

PREMISES— 4650-4664  Broadway  and  2-16  Sherman  avenue 
(Block  No.  2175,  Lot  No.  1),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zene 
resolution. 


326 


CALENDAR 


TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  change  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  gasoline 
service  station;  extension  of  a  business  use  from 
a  business  district  into  a  residence  district  (show¬ 
room)  granted  under  Cal.  No.  681-25-BZ, 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  APRIL  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

71-33-BZ. 

APPLICANT — Frank  Zima,  owner. 

PREMISES — West  side  of  33rd  street,  67  ft.  6  in.  south  of 
36th  avenue  (Block  No.  601,  Lot  No.  38),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufacturing  and 
offices  to  a  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 

75-33-BZ. 

APPLICANT — Jacob  Grudberg,  for  John  Abbate,  owner. 

PREMISES — Northwest  corner  of  Gun  Hill  road  and  Adee 
avenue  (Block  No.  4762,  Lot  No.  98),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

79-33-BZ. 

APPLICANT — John  D.  Connaughton,  for  Lucia  Ferony, 
owner. 

PREMISES — Southwest  corner  of  Morris  Park  avenue  and 
Matthews  avenue  (Block  No.  4044,  Lot  Nos.  7  and 
8),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

87-33-BZ. 

APPLICANT  Herbert  "M.  Benon,  for  Land  Estates,  Inc., 
owner. 

PREMISES — 51-59  Avenue  U  (Block  No.  7094,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  conversion  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop. 

104-33-BZ. 

APPLICANT  H.  I.  Oser,  for  Island  Associates,  Inc., 
owner. 

PREMISES— Northeast  corner  of  Merrick  road  and  Linden 
boulevard  (Block  No.  1293,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  25,  1933,  10  A.  M. 


cal.  no  13-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high-, 
way  (Block  No.  6253,  Lot  No  29) 

Brooklyn. 

cal.  no.  34-33-BZ — Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behalf  of  Sona  Cooperstein,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 

Forest  Hills,  Borough  of  Queens. 

cal.  no.  35-33-BZ— Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 

South  Ozone  Park,  Borough  of  Queens.’ 

cal.  no.  36-33-BZ — Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5).  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3070 
Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

cal.  no.  618-29-BZ— Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and.  also,  a  gasoline  service  station : 
withdrawn  April  22,  1930 ;  reopened 
January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street 
(Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 

CAL.  NO.  78-33-BZ— Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Bardes,  applicant,  on  be¬ 
half  of  Helen  Flood,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  blacksmith  shop  and 
motor  vehicle  repair  shop :  premises  452- 
460  West  167th  street  (Block  No.  2111, 
Lot  No.  92),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan 
nf  u  -,aj!peaIs  of  a  Pub,.ic  hearing  under  the  provisio 
ioqo  6  Ending  z°ne  resolution,  Tuesday  morning,  April  2 
u  (  at  10  o  clock,  in  Room  1013,  Municipal  Building,  < 
tne  following  matters: 


APRIL  25,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


327 


CALENDAR 


of  the  building  zone  resolution,  Tuesday  afternoon,  April  25, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

CAL.  NO.  374- 32-BZ— Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  owner  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

cal.  no.  14-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  3.30  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

606-32-A — Castle  Hill  avenue  and  Pugsley’s  Creek,  The 
Bronx. 

618-32- A — 116  University  place  (Block  No.  570,  Lot  No. 
22),  Manhattan. 

621-32-A — 200  East  42nd  street  (Block  No.  1315,  Lot  No. 
49),  Manhattan. 

624-32- A — 81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

50-33-A — 8701-8723  Shore  road  (Block  No.  6040,  Lot  No. 
1),  Brooklyn. 

52-33- A— 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 

69- 33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42 

and  43),  Brooklyn. 

70- 33-A — 5838  Amboy  road  (Block  No.  6724,  Lot  No.  65), 

Princes  Bay,  Borough  of  Richmond. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  2,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

630-29-BZ. 

APPLICANT — Victory  Park  Sites  Realty  Co.,  Inc.,  owner. 

PREMISES— 137-30  Queens  boulevard  and  137-27  Barret 
street,  southwest  corner  (Block  No.  708,  part  of 
Lot  No.  1),  Briarwood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  January  28,  1930. 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  a  reduction  in  area  of  a  proposed 
gasoline  service  station  to  approximately  one-half  in 
size  (reopened  March  7,  1933). 


APPLICANT — Joseph  D,  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

PREMISES — 243-247  Rockaway  parkway,  1155-1159  Clark¬ 
son  avenue,  northeast  corner,  and  9707-9719  Kings 
highway,  northwest  corner  of  Clarkson  avenue 
(Block  No.  4633,  Lot  No.  44),  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in,  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


86-33-BZ. 

APPLICANT— William  Shary,  for  Ethel  Cohen,  owner. 

PREMISES— Southeast  corner  of  East  177th  street  and 
Rosedale  avenue  (Block  No.  3896,  Lot  No.  16), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


96-33-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Michele  Molfetta, 
owner. 

PREMISES— Northwest  corner  of  Baisley  avenue  and  East¬ 
ern  boulevard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


105-33-BZ. 

APPLICANT— Christopher  C.  McGrath,  for  Elizabeth  A. 
Dempsey,  owner.  ' 

PREMISES— 2101-2105  Williamsbridge  road,  northwest  cor¬ 
ner  of  Lydig  avenue  (Block  No.  4332,  Lot  No.  26), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MAY  2,  1933,  10  A.  M. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public .  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  May  2, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 


cal.  no.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-storv  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
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story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cai..  no.  5-33-BZ— Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

CAL.  no.  495-32-BZ  Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  February  3,  1933;  re¬ 
opened  February  15,  1933,  for  considera¬ 
tion  under  section  7f  of  the  building 
zone  resolution,  of  William  F.  Regan 
applicant,  on  behalf  of  Navillus  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No. 
2512,  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

cal.  no.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  _  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  Citv,  Borough  of 
Queens. 

cal.  no.  80-33-BZ — Application,  Februarv  27,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Slee  &  Bryson, 
applicants,  on  behalf  of  William  A.  Hat¬ 
field,  owner,  to  permit  the  extension, 
fjom  a  business  district  into  a  residence 
district,  of  a  business  building'  and,  also, 
the  omission  of  the  required  rear  yard 
in  a  “C  area  district;  premises  786- 
790  Flatbush  avenue,  west  side,  195  ft. 
3.J4  in.  north  of  Caton  avenue  (Block 
No.  5063,  Lot  No.  58),  Brooklyn. 


cal.  no.  17 


HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1933.  2  P.  M. 

Building  Z one  Applications. 

ardl°anHCE  ISi  H^REBY  GIVEN  by  the  board  of  stand- 
of  tlieK  .fj.156313  of  a  p”bh.c  heanng  under  the  provisions 
,ZOI?e  J,esolutl0n'  Tuesday  afternoon,  May  2, 
1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building  on  the 
following  matters: 

CAI"  Na  351-30-BZ  Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 


denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8) 
Brooklyn. 

-33-BZ— Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

cal.  no.  11-33-BZ— Application,  January  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bache,  applicant,  on  behalf  of 
Richmond  Boro  Home  Sites  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Hylan  boulevard  and  New 
Dorp  lane  (Block  No.  3649,  part  of  Lot 
No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 


CAL.  NO. 


545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  641-30-BZ — Application,  October  21,  1930;  granted 
May  5,  1931,  on  certain  conditions;  re¬ 
opened  April  11,  1933,  under  section  7f 
of  the  building  zone  resolution,  of 
Michael  Shanley,  applicant  and  owner, 
to.  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  maintenance,  for  a  further 
period  of  two  (2)  years,  of  a  gasoline 
service  station  (previously  granted  by 
the  board  for  a  temporary  period)  ; 
premises  south  side  of  Hillside  avenue’ 
41  ft.  east  of  207th  street  (Block  No.’ 
1o08,  Lot  Nos.  3,  4  and  5),  Queens 
Village,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 

MAY  9,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ffuu  of  a  Public  hearing  under  the  provisions 

ot  the  building  zone  resolution,  Tuesday  morning  Mav  9 
1933  at  10  o'clock,  in  Room  1013,  Municipal  Building  on 
the  following  matters: 
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CAL  NO  8-33-BZ— Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

cal.  no.  54-33-BZ — Application,  February  10,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Esther  M.  Ohriner,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  238-246  Throop 
avenue  northwest  corner  of  Myrtle  ave¬ 
nue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

CAL  NO.  58-33-BZ— Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant ; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan. 

cal.  no.  43-33-BZ — Application,  February  3,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Edward  Pokorny,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station;  prem¬ 
ises  northeast  corner  of  45th  avenue  and 
72nd  street  (Block  No.  546,  Lot  Nos. 
62  and  64),  Winfield,  Borough  of 
Queens. 

cal.  no.  46-33-BZ — Application,  February  7,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alex  Litman,  applicant  and 
owner,  to  permit  in  a  business  district 
(the  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

9-33-A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14), 
Manhattan. 

12-33- A — 123-133  William  street  (Block  No.  78,  Lot  No. 
4),  Manhattan. 

24-33-A — 4350-4352  Broadway  (Block  No.  2167,  Lot  No. 
52),  Manhattan. 

28-33-A — 55  Hanson  place  (Block  No.  2113,  Lot  No.  1), 
Brooklyn. 

40-33- A — 7115-7125  Shore  road,  northeast  corner  of  72nd 
street  (Block  No.  5887,  Lot  No.  1),  Brook¬ 
lyn. 

48-33-A— 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

64-33-A — 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 


Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

51-33-S — 1472-1480  Broadway  (Block  No.  995,  Lot  No.  5), 
Manhattan. 


MAY  16,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  I  uesday  morning May  16, 
1933,  at  10  o'clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  1618 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ— Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  12-32-BZ — Application,  January  7,  1932;  granted 
March  8,  1932,  on  certain  conditions; 
reopened  April  12,  1932,  and  resolution 
modified;  application  of  Herbert  Benon, 
applicant,  on  behalf  of  George  White, 
owner,  reopened  March  21,  1933,  .under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  a  resolution 
adopted  by  the  board  on  April  12,  1932, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  a  part  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  by  per¬ 
mitting  existing  vehicular  opening  in 
66th  street  to  remain  and  by  permitting 
minor  motor  vehicle  repairs ;  premises 
6513-6519  Fifth  avenue,  northeast  cor¬ 
ner  of  66th  street  (Block  No.  5828,  Lot 
No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  16, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
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and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  east 
side)  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  23, 


1933  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter :  6 

CAL.  NO.  31-33-BZ— Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  610-622 "Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  11,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  April  4,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
April  4,  1933,  were  approved  as  printed  in  Bulletin  No.  15, 
Vol.  XVIII. 


SUEJBCT-Applicatio"  (re  decision  of  the  superintendent 

5i  ?  g?’  under  sectl0n  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

fiveS  mTTf  °f  5  garage  for  more  than 
station  and’  als°’  a  gasoline  service 

PREMISES  AFFECTED— 1618-1628  Gravesend  avenue 

west  side  613.75  ft  north  of  Avenue  O  (Block  No’ 

appearance’s-  23)'  Brooklyn- 


BUILDING  ZONE  CASES. 

545-32-BZ. 

APPLICANT — Hotchner,  Drucker,  Bleier  &  Finn,  for 
Downy  Properties,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northeast  corner  of  247th 
street  (Hillendale  avenue)  and  Northern  boulevard 
(Block  No.  3976,  Lot  No.  48),  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Maurice  Hotchner  and  John  F. 
Finn,  Jr. 

For  Opposition:  Joseph  T.  King,  Andrew  S.  Derby, 
Charles  T.  Rice  and  Michael  J.  Twoomey. 
ACTION  OF  BOARD — Laid  over  to  May  2,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


18-33-BZ. 

APPLICANT — Hermstarr  Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — East  side  of  Jerome  avenue,  196 
ft.  south  of  East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Eugene  A.  Sherpick,  Herman  R. 

Goldman,  Walter  K.  Abel  and  James  J.  Regan. 
For  Opposition :  Simon  M.  Platt,  Alfred  E.  Smith, 
Jr.,  and  Raymond  J.  Knoeppel. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  o( 
the  board. 


19-33-BZ. 

APPLICANT— Boris  W.  Dorfman,  for  Sona  Cooperstein, 
owner. 


~  .  .  •  xyy  Asiaei. 

°r  Schwartz0” =  Harry  Goldber§'  and  Aaron  H. 
ACTION  OF  BOARD— Laid  over  to  May  16,  1933,  at  10 
disposition eQUeSt  °f  appHcant’s  representative.  Final 


21-33-BZ. 

APPL^ANT-Conroy  &  Hardy,  for  Flora  H.  Guthrie  and 
?TTRTurT  r  ,•  J-  . Rottenberger,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PREMISES  a AFFFGT f nKe e°f  1  gasoline  service  statl0n- 
FAiibtvb  AbbLCTED— .Southeast  corner  of  Hillside 

avenue  and  181st  street  (Block  No.  961,  Lot  No 

APPEARANCES—’  BOrOUgh  °f  Quee"s' 

For  Applicant:  Thomas  F.  Campion. 

For  Opposition :  Gcorse  H  Rmnc 
ACTION  OF  BOARD— Laid  over  to  May  16,  1933,  at 
10  a.  m„  on  request  of  applicant’s  representative. 


31-33-BZ. 

APPLICANT— William  F.  Doyle,  for  Denis  P.  Healy 
owner.  y’ 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 

PR  F MT  ?F  gasoIine  service  station. 

PREMISES  AFFECTED  610-622  Utica  avenue,  northwest 
corner  of  Winthrop  street  (Block  No.  4603  Lot 
Nos.  40  and  43),  Brooklyn 

APPEARANCES—  y  ' 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Vincent  J.  Malone  and  Thomas  F 
1  wyford. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1933,  at  10 

a.  m.,  on  written  request  of  opposition,  applicant 
concurring. 
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91-33-BZ. 

APPLICANT — Laurence  Scacchetti,  for  Lex-John  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  violation  of  order  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  maintenance  of  an  auto  repair  shop. 

PREMISES  AFFECTED— 219  East  64th  street  (Block  No. 
1419.  Lot  No.  12),  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

.Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  ® 

Absent  .  c 


041-30-BZ. 

APPLICANT— Emil  Guterman,  for  Michael  Shanlev, 
owner. 

SUBJECT — Application  for  reopening— extension  of  permit 

_ re  Application  (decision  of  the  superintendent  of 

buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  use  district  and,  also,  partly 
in  a  “D”  and  partly  in  an  “E”  area  district,  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  and,  also,  a 
gasoline  service  station. 

PREMISES  AFFECTED— South  side  of  Hillside  avenue. 

41  ft.  east  of  207th  street  (Block  No.  1508,  Lot  Nos. 
3  4  and  5),  Queens  Village,  Borough  of  Queens. 

APPEAR  AN  CES—  , 

For  Applicant:  Michael  Shanlev  and  Miss  Julia 

Shanley. 

ACTION  OF  BOARD — Application  reopened;  set  for  hear¬ 
ing  May  2,  1933.  at  2  p.  m„  and  laid  over  for  in¬ 
spection  and  report  by  a  committee  of  the  board. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  f 


106-30-BZ. 

APPLICANT— William  Layton  Hall,  for  Mabel  Hall, 
owner;  request  for  reopening  made  by  the  owner. 

SUBJECT — Application  for  reopening — modification  and 
consideration  under  section  21  of  the  building  zone 
resolution — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 337  Arbutus  avenue,  northeast 
corner  of  Hvlan  boulevard  (Block  No.  6499,  Lot  No. 
5),  Huguenot,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Theodore  Hall. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  ^ 

Absent  .  c 


12-19-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F,  C.  Brown,  present  owners. 


SUB  J  PICT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7b  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  alteration  of  a 
portion  of  a  garage  for  business  use  (garage  pre¬ 
viously  granted  by  the  board). 

PREMISES  AFFECTED— 210-212  Prospect  Park  South¬ 
west,  west  side,  75  ft.  north  of  Ocean  parkway 
(Block  No.  5287,  Lot  No.  44),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  Kitzler. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  .  0 


606-31 -BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner ;  request  for  reopening  made  by  the 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Nassau 
boulevard  and  Main  street  (Block  No.  2105,  Lot 
No.  25),  Flushing,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Stanford  Waite. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  C 

Absent  .  C 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney . 

Negative  . 

Absent  . ; . 


it 

0 

c 


THE  RESOLUTION— 

(606-31-BZ) 

Resolved,  that  the  resolution  affecting  premises  southwest 
corner  of  Main  street  and  Nassau  boulevard  (Block  No. 
2105,  Lot  No.  25),  Flushing,  Borough  of  Queens,  adopted 
by  the  board  April  8,  1932,  be  and  it  hereby  is  amended, 
only  so  far  as  it  refers  to  the  time  for  obtaining  permits  and 
the  completion  of  the  work,  so  that  as  amended,  the  last 
clause  will  read :  “all  permits  required  shall  be  obtained  prior 
to  July  8,  1933,  and  all  work  completed  prior  to  January 
8,  1934.” 


443-29-BZ. 

APPLICANT— Helklar  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e,  7g 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — East  side  of  Webster  avenue. 
700  ft.  north  of  East  204th  street  (Block  No.  3357, 
Lot  Nos.  37  to  40),  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  M.  Glassgold. 
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ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  r 

THE  RESOLUTION—  . 

(443-29-BZ) 

Resolved,  that  the  resolution  affecting  premises  east  side 
of  Webster  avenue,  700  ft.  north  of  East  204th  street  (Block 
No.  3357,  Lot  Nos.  37  to  40),  Borough  of  The  Bronx, 
adopted  by  the  board  March  22,  1932,  be  and  it  hereby  is 
amended,  only  so  far  as  it  refers  to  obtaining  permits  and 
the  completion  of  the  work,  so  that  as  amended,  this  clause 
wdl  read:  “all  permits  required  shall  be  obtained  within  six 
months  from  April  8,  1930,  and  all  work  involved  completed 
within  one  year  from  April  21,  1933.” 


222-28-BZ. 

APPLICANT— William  P.  Doyle,  for  Angelina  R.  Schad, 
owner ;  request  for  reopening  made  by  Hyman 
Thumen. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  fire  commissioner),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED-l  173-1179  Myrtle  avenue  and 
2-8  Troutman  street  (Block  No.  3182,  Lot  Nos.  10 
11  and  12),  Brooklyn. 


APPEARANCES— 

F°r  Applicant:  Louis  F.  Siedman. 

AC  I  ION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  . 0 

Absent  .  n 

THE  VOTE  TO  MODIFY— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Assistant  Chief 

Kidney  .  4 

Negative:  Commissioner  Holland .  1 

Absent  . 0 

THE  RESOLUTION— 

(222-28-BZ) 

Resolved,  that  the  resolution  affecting  premises  1173-1179 
Myrtle  avenue  and  2-8  Troutman  street  (Block  No.  3182,  Lot 
Eos .10,  11  and  12),  Borough  of  Brooklyn,  adopted  by  the 
board  on  May  7,  1929,  be  and  it  hereby  is  modified,  only  so 
far  as  it  relates  to  signs  advertising  non-conforming  use,  so 
that  as  modified,  in  place  of  the  words  “there  shall  be  no 
signs  erected  or  displayed  other  than  on  the  ornamental 
globes  of  the  gasoline  pumps,”  it  shall  read:  “that  any  signs 
advertising  a  non-conforming  use  shall  be  confined  to  Ihe 
ornamental  globes  of  the  gasoline  pumps  and  to  ornamenlat 
flat  wall  signs  placed  directly  against  the  front  of  the  acces¬ 
sory  buildings,  excluding  all  other  signs  advertising  non- 
conforming  uses  and  signs  of  a  temporary  nature.” 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  11,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

630-29-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Victory  Park  Sites 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  for  modification — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section. 7g  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 137-30  Queens  boulevard  and 
137-27  Barret  street,  southwest  corner  (Block  No. 
708,  part  of  Lot  No.  1),  Briarwood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Arthur  W.  Renander. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1933,  at  2 
p.  m.,  for  Calendar  Call. 

524-32-BZ. 

APPLICANT — William  F.  Regan,  for  Joseph  I.  Levy, 
owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Van  Wyck 
boulevard  and  104th  avenue  (Block  No.  10S7,  Lot 
No.  96),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  James  E.  Doherty. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  q 

Absent  .  q 


668-29-BZ. 

APPLICANT-  Frank  Giorgio,  Jr.,  for  Elmer  Senger  and 
Estate  of  William  Herold,  present  owners. 

SUBJECT  Application  for  reopening — extention  of  tem¬ 
porary  permit— re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  7f  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
tort  the  erection  and  maintenance  of  a  motor  vehicle 
repair  shop. 
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PREMISES  AFFECTED— 91-17  to  91-19  Liberty  ave¬ 
nue  northwest  corner  of  92nd  street  (Bigelow 
place),  (Block  No.  290,  Lot  No.  23),  Ozone  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  Giorgio,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  to  be  set 
for  Calendar  Call. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


549-31-BZ. 

APPLICANT — James  Kearney,  substituted  for  Max  Siegel, 
for  Jametro  Realty  Corp.,  owner.  t 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn;  reopened  and  restored  to 
Calendar  November  29,  1932). 

PRFMTSFS  AFFECTED— 4024-4032  New  Utrecht  avenue, 

'  northwest  corner  of  41st  street  (Block  No.  5586, 
Lot  Nos.  36  and  37),  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  Kearney. 

For  Opposition :  Muriel  Quigg. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— _ 

Affirmative:  Commissioner  Connell .  1 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent  .  ® 

THE  RESOLUTION— 

(549-31-BZ) 

Whereas,  James  Kearney,  substituted  for  Max  Siegel,  for 
Jametro  Realty  Corp.,  owner,  filed,  November  14,  1931; 
withdrawn  February  2,  1932;  reopened  and  restored  to  Cal¬ 
endar  November  29,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
4024-4032  New  Utrecht  avenue,  northwest  corner  of  41st 
street  (Block  No.  5586,  Lot  Nos.  36  and  37),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  April  11,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  New  Utrecht  avenue  is  in  a  busi¬ 
ness  district;  10th  avenue  is  in  a  business  district;  41st 
street  is  in  a  residence  district,  and  40th  street  is  in  a  busi¬ 
ness  district ;  and 

Whereas,  the)  decision  of  the  superintendent  of  buildings, 
rendered  January  12,  1933  (re  Applic.  No.  216-33),  reads  : 

“1.  Application  denied.  Use  contrary  to  Zoning 
Resolution.  Art.  II.  Sec.  4(a)  ;  gasoline  service  station 
not  permitted  in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  99  ft.  7  in.  on  New  Utrecht  avenue  and  99  ft. 
7  in.  on  41st  street,  irregular,  in  area,  upon  which  it  is  pro¬ 
posed  to  erect  a  one-story  structure,  24  ft.  by  65  ft.,  irregu¬ 
lar.  in  area,  to  be  used  as  office  and  grease  pits  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  the  premises  under  anpeal  was  the  subject  of  an 
inspection  by  n  committee  of  the  board,  consisting  of  Chair¬ 
man  Murdock  and  Commissioners  Connell,  Holland  and 
Guilfoyle ;  and 


Whereas,  the  report  of  this  inspection  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell,  was 
read  at  the  hearing;  and 

Whereas,  the  board  deemed  the  applicant  had  not  sub¬ 
stantiated  under  section  21  of  the  building  zone  resolution 
the  basis  of  his  application. 

Rcsoli'cd.  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


705-29-BZ. 

APPLICANT — David  C.  Broderick,  for  Suburban  Broker¬ 
age  Corp.,  substituted  for  County  Holding  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (pre¬ 
viously  denied ;  reopened  for  reconsideration  under 
new  facts  December  2,  1932). 

PREMISES  AFFECTED — 825  East  175th  street,  north¬ 
west  corner  of  Marmion  avenue  (Block  No.  2953, 
Lot  No.  48),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  Vaccaro,  David  C.  Broderick 


and  James  J.  Summers. 

For  Opposition :  Richard  M.  Monfried. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO- GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Chairman  Murdock,  Commissioner 

Connell  and  Chief  McElligott .  3 

Absent  .  0 

THE  RESOLUTION — 

(705-29-BZ) 


Whereas,  David  C.  Broderick,  for  Suburban  Brokerage 
Corp.,  substituted  for  County  Holding  Co.,  owner,  filed, 
Depeniber  5.  1929;  denied  November  18,  1930;  reopened  for 
reconsideration  under  new  facts  December  2,  1932,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a  business 
building;  premises  825  East  175th  street,  northwest  corner 
of  Marmion  avenue  (Block  No.  2953,  Lot  No.  48),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  April  11,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Marmion  avenue  is  in  a  residence 
district;  East  175th  street  is  in  a  residence  district,  and  East 
176th  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  sunerintendent  of  buildings, 
rendered  December  9,  1932  (re  N.  B.  575-32),  reads: 

“1.  Proposed  business  occupancy  (stores)  of  build¬ 
ing  in  residence  district  contrary  to  provisions  of  the 
Building  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  119  ft. 
on  Marmion  avenue  and  46  02  ft.  on  East  175th  street ;  to  be 
occupied  as  a  business  building;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Murdock  and  Commissioners  Connell,  Holland  and  Guil¬ 
foyle  ;  and 

Whereas,  the  report  of  this  inspection,  approved  bv  the 
members  of  the  committee,  except  Commissioners  Holland 
and  Guilfoyle,  was  read  at  the  hearing;  and 

Whereas,  the  board  deemed  the  applicant  had  no*  siih«t'’«- 
pated  under  section  21  of  the  building  zone  resolution  the 
basis  of  his  application. 
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Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


603-32-BZ. 

APPLICANT — Emil  Guterman,  for  Jacob  Nudell,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ejec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Liberty 
avenue  and  159th  street  (Block  No.  1118,  Lot  No. 
19),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Jacob  Nudell. 

For  Opposition :  None. 

AC  I  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Connell . . .  1 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent  .  n 


THE  RESOLUTION— 

(603-32-BZ) 

Whereas,  Emil  Guterman;  for  Jacob  Nudell,  owner,  filed, 
December  6,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  north¬ 
west  corner  of  Liberty  avenue  and  159th  street  (Block  No. 
1118,  Lot  No.  19),  Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  April  11,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Liberty  avenue  is  in  an  unre¬ 
stricted,  residence  and  business  district;  159th  street  is  in  a 
residence  district,  and  Denton  street  is  in  an  unrestricted 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  18,  1932  (re  Plan  No.  2951-32),  reads: 

“1.  The  erection  of  an  office,  laundry  and  gasoline 
station  in  a  residence  district  is  contrary  to  art  2,  sec¬ 
tion  3  of  the  Zone  Law. 

“Not  further  examined.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Liberty  avenue  and  40  ft.  on  159th 
street,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
20  ft.  by  20  ft.  in  area,  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station ;.  it  is  proposed  to  remove 
the  frame  dwellings  now  on  the  site;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland 
and  Guilfoyle;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell 
was  read  at  the  hearing;  and 

Whereas,  the  board  deemed  the  applicant  had  not  sub¬ 
stantiated  under  section  21  of  the  building  zone  resolution 
the  basis  of  his  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


6-33-BZ. 

APPLICANT— Isabel  Grauer  (lessee),  for  Abraham  Rol- 
mck,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  EFFECTED— 62-59  Dry  Harbor  road  (Block 
No.  29b9  part  of  Lot  No.  40),  Nassau  Heights, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isabel  Grauer  and  Joseph  Krimsky. 
or  Opposition:  Charles  Staiger 

THE  VOTEF  TO  GRANT-liCati°n  denied 

Affirmative  .  q 

Negative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  - 

Absent  .  0 

THE  RESOLUTION— 

(6-33-BZ) 

RntnftREAS'  ISabl!  9raTuer>  aPPlicant  and  lessee,  for  Abraham 
5  m •°Wner’  fikd’  January  6,  1933,  an  application,  under 

the  building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
prermses  62-59  Dry  Harbor  road  (Block  No.  2969,  part 
of  Lot  No.  40),  Nassau  Heights,  Borough  of  Queens;  and 
i  W  H£REas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 

1p3’  due  notice  hy  Publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

hereas,  the  use  district  maps  accompanying  the  building 

St.rn°Uu0nkh0W  tba*  6.3rd  avenue  is  in  a  business  dis¬ 
trict,  Dry  Harbor  road  is  in  a  residence  district,  and  82nd 
place  is  in  a  residence  district;  and 

thCi  dedsi°n  °f  the  superintendent  of  buildings, 
rendered  December  14,  1932  (re  Plan  No.  3104),  reads : 

_  Establishing  a  gasoline  station  within  a  residence  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  3,  Building  Zone  Reso¬ 
lution.  Not  further  examined”- 
and 

Whereas,  the  premises  consist  of  a  triangular  plot  of 

fndU6‘!  l  3  io0,',tag,C  °f  65f3  ft  °n  Dry  Harbor  road 

•a  d6r:35  ft  °”  82nd  place  and  a  distance  across  rear  of 
-1.41  It.,  on  which  it  is  proposed  to  install  three  tanks  and 
pumps  and  a  grease  lift  for  a  gasoline  service  station;  and 
Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  a  report  of  which 

S'at'ft’i/Erin?;  and  ^  TO"’Ws  °f  ,he 
Whereas  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  this  application  under  section  21  of 
the  building  zone  resolution. 

Resolved  that  the  decision  of  the  superintendent  of  build- 
andkVereby  affirmed  and  that  the  aPPIicati™  b* 


APPLIANCES  submitted  for  approval. 

125-33-SA. 

PETITIONER— Paul  F.  Fearon,  for  Electro-matic  Oil 
Burner  Co.,  owner. 

SUBJECT— Elec-tro-matic  Oil  Burner,  Type  151,  approval 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

477-32-SA. 

Fli'rtTTONER-Dewey  T.  Morris,  for  New  England  Oil 

AWEARAilCES^NoS1  Bl'r"er'  aPPr°Val  °f' 

ACTION  OF  BOARD— Petition  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connel1,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  .  . .  ® 

Absent  . .  ^ 
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THE  RESOLUTION— 

(477-32-SA)  .  ,  . 

Whereas,  the  foregoing  petitioner  has  filed  with  the  board 
of  standards  and  appeals  a  petition  for  the  approval  of  ap 

1)1  WHEMAsTthe  petitioner  has  failed  to  complete  his  papers 


though  duly  notified  to  do  so.  .  . 

Resolved,  that  the  foregoing  petition  be  and  it  hereby  is 

dismissed  for  lack  of  prosecution. 


Adjourned  3.30  p.  in. 


William  J.  O’Gorman,  Secretary. 


notice 


FOR  MS  FOR  NOT  I C  E  S  T  O  P  R  OPERTY  OWNERS 


.  j  •  yr  u_  ripcirps  additional  copies  for  his  own  convenience, 

If  applicants,  under  the  building  zone  res. olution  desi  inIfn0Hfying  property  owners,  he  can  obtain  such  copies 
copies  of  Form  7NO,  for  notices  to  property  owners,  sue  TJe  O’Connell  Press,  176  Park  Row  Manhattan,  at 

^  i f  aA  Ktr  tniQ  nttir.e.  «  .  A  „  l —  ^  A  A  ^A  «-£  form c  srp  to 


COD1CS  OI  r  Ui  in  •  .  7y* 

forms  are  not  to  be  supplied  by  this  othce. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  tilled  out. 


in  notifying  property  ownerb,  nc  . 

from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
Unified  cigar  or  cigarette  in  any  factory  as  defined  >n 

Article  1,  Section  2,  of  the  State  Labor  Law  nor  m  an, 

portion  of  a  factory,  within  the  City  of  New  York  excep 
in  such  protected  portions  or  special  classes  of  occupanc 
a  are  specified  in  Rnle  2  of  these  rules,  and  then  only 
after  the  fssnance  of  a  permit  b,  the  fire  comm, ss, oner 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  ev’ery  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  sha 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 

violation.  .  ,  ,, 

HA  Application.  Application  for  such  permit  shall 
be  made  ort,  by  ,he  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: —  . 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that. 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  oi 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
he  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 

provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construe 

tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  mav  direct  are  installed: 

(S')  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re 
ceptacles, 


336 


RULES 


EXTRACTS  FROM  CHAPTER  10,  CODE  OF  ORDINANCES  OF  THE  CITY  OF  NEW 

YORK,  RELATING  TO  REFRIGERATING  SYSTEMS 

1:  charitable  or  other  care  or  treatment,  or  in  which  persons 

r.  •  •  (jeneral  Provisions.  are  held  or  detained  by  reason  of  public  or  civic  duty,  or 

Si-  Definitions.  for  correctional  purposes,  including  among  others,  court 

Unless  otherwise  expressly  stated,  whenever  used  in  this  •  ses.’  schools  colleges,  libraries,  museums,  exhibition  build- 
chapter  the  following  terms  shall  respectively  be  deemed  \ngs’  ,tlire  halls-  churches,  assembly  halls,  lodge  rooms, 
to  mean:  dance  halls,  theatres,  bath  houses,  hospitals,  asylums, 

33.  Refrigerating  system,  a  combination  of  apparatus  in  armones»  fire  houses,  police  stations,  jails  and  passenger 
which  a  refrigerant  is  circulated  for  the  purpose  of  extracting  deSTr  D  . 

heat.  yf  h.  Residence  Buildings.  Residence  buildings  are 

(a)  The  parts  of  the  system  are  the  compressor  gen-  buildings  or  parts  of  buildings  in  which  sleeping  accommo- 

erator,  condensor,  absorber,  receiver,  shell  type  or  tube  type  ?a  ,s  anr  Provided,  except  such  as  may  for  other  reasons 

apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig-  ,e  classed  as  public  buildings,  including  among  others, 

erant.  &  dwellings,  tenement  houses,  hotels,  lodging  houses,  dor- 

(b)  .  Direct  refrigeration,  a  system  in  which  the  refrig-  putories,  convents,  and  studios  and  club  houses  having  sleep- 
erant  is  circulated  to  the  substance  or  space  refrigerated.  1 n‘ m  ac^°"lmodatl?ns-  . 

(c)  Indirect  refrigeration,  a  system  in  which  brine  cooled  ,  -u,U  1  h':“Business  Buildings.  Business  buildings  are 

by  the  refrigerant  is  circulated  to  the  substance  or  space  •Uldmgs  or.  parts  of  buildings,  which  are  not  public  build¬ 
refrigerated.  mgs  or  residence  buildings,  including  among  others,  office 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine  buildings,  stores,  markets,  restaurants,  warehouses,  freight 

used  to  produce  refrigeration.  depots,  car  barns,  stables,  garages,  factories,  laboratories, 

(e)  Irritant  refrigerant,  any  refrigerant  which  when  smoke  h°uses,  grain  elevators  and  coal  pockets, 

breathed  attacks  the  throat  or  lungs.  arttpt  i? 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the  AK11LLE  3. 

hydrocarbon  class.  r>  j  ^ 

(g)  Flammable  refrigerant,  any  refrigerant  which  will  §40  p.  f  D  ^  an  ees- 
burn  or  explode  when  mixed  with  certain  proportions  of  air.  ^7’  tees  for  Permits. 

(h)  Refrigerating  machinery  room,  a  room  in  which  Applicants  for  permits  under  the  provisions  of  this  chapter 

is  located  a  refrigerating  system  containing  refrigerant,  but  sha  pay  a.nnual  fees  as  follows : 

not  including  expansion  coils  when  located  in  cold  storage  35‘  Refrigerating  systems: 

rooms  or  expansion  coils  when  located  in  refrigerator  boxes  Cjass  A  systems .  $20  00 

0)  ,Fa£tor  of  safetJb  the  multiple  three  and  one-third  £  kiss  B  systems .  10.oo 

(3  1/3),  the  product  of  which  and  the  test  pressure  con-  Class  C  systems  containing  over  six  pounds 

stitutes  the  probable  rupture  pressure.  ’  of  refrigerant  .  5  00 

(j)  Pressure  imposing  element,  that  apparatus  which  Class  C  systems  containing  six  pounds  or 

draws  the  refrigerant  from  the  low  pressure  or  low  tern-  Iess  of  refrigerant .  !  00 

perature  side  of  the  system  and  discharges  it  into  the  high 

pressure  or  high  temperature  side  of  the  system.  ARTICLE  18. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature  Refri^eratiriP-  SvdPmc 

responsive  mechanism  for  automatically  stopping  the  opera-  c  „  .  **  atin£  systems, 

tion  of  the  pressure  imposing  element  Section  216.  Permits. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the  „  I]7'  Supervision, 

refrigerating  system  is  used  for  the  transmission  of  heat.  «  Classification. 

(m)  Pressure  relief  device,  a  pressure  relief  valve  a  «  219'  Permissible  locations. 

rupture  member,  fusible  plug  or  other  approved  device  for  ,<  220’  Jfachmery  rooms  and  ventilation, 

relieving  the  pressure.  u  221-  Open  flames  and  electrical  equipment. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring  «  222,  £.es.tinS- 

or  other  means  to  automatically  relieve  pressure  in  excess  «  223<  Fipi”g-  . 

of  its  setting.  224.  bafety  devices. 

(0)  Rupture  member,  a  device  that  will  automatically  «  22j?  ?ze  ?f  safety  devices, 

rupture  at  a  pre-determined  pressure.  „  '  Location  and  discharge  of  safety  devices. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to  «  III'  Operating  precautions, 

a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liauid  228-  p(iuipment  diagrams, 

refrigerant.  *  4  §216.  Permits. 

tlTmeSe  be' l\  EfXf?‘  aS  '!ereinafler  Pr°vided  in  ,his  article  it  shall 
Commerce  Commission.  ^  S  <*  Interstate  be  unlawful  to  maintain  or  operate  a  refrigerating  system 

the'  f°r  miX,'nS  wh™  miK™H  Wi“  "0t  b!,  for  a  Class  C 

operation.*0^  ^  ^  «  d°'™*  normal  uTm'ofe  "A 

(t)  Service  valve,  a  key-operated  shut-off  valve  used  building"  P°r,,°nS  °f  C“her  a  lenemen>  house  or  a  busi"'« 

piiS!SSSf«rned-iem- 

bnSngr^s^ sbousSedbbu;“s„a?od jrss 

of  the  Building  Cod?  of  C,"y  ofS  York  ’  slfety  '  C°mm‘SS,0ner  "^sary  in  the  interest  of  public 
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(e)  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  fire  com¬ 
missioner. 

§217.  Supervision. 

(a)  No  refrigerating  system  containing  more  than  fifty 
(50)  pounds  of  refrigerant  shall  be  maintained  or  operated 
in  any  building  except  under  the  personal  supervision,  direction 
or  control  of  either  a  duly  licensed  engineer  or  a  person 
who  has  obtained  a  certificate  of  qualification  to  operate 
such  a  system  from  the  police  department.  Where  the 
system  contains  not  more  than  200  pounds  of  refrigerant 
and  is  fully  automatic  only  one  qualified  operator  will  be 
required. 

(b)  No  Class  C  system  as  hereinafter  permitted  for 
exhibition  or  demonstration  purposes  shall  be  maintained  or 
operated  in  a  public  building  or  exhibition  hall  except  under 
the  personal  supervision,  direction  or  control  of  either  a 
duly  licensed  engineer  or  a  person  who  has  obtained  a  cer¬ 
tificate  of  qualification  to  operate  such  a  system  from  the 
police  department. 

§218.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  con¬ 
sidered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  of  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  over  the  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 

§219.  Permissible  Locations. 

(a)  No  Class  A  or  Class  B  systems  shall  be  installed 
in  any  public  building  as  defined  by  section  70,  article  4,  of 
the  Building  Code,  until  plans  have  been  filed  with  and  ap¬ 
proved  by  the  fire  commissioner,  and  no  refrigerant  shall 
be  placed  in  the  system  until  a  permit  has  been  obtained 
from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
room  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes  or  both ;  when  not  carried 
above  the  first  floor  in  business  buildings ;  in  the  business 
sections  of  business  buildings  provided  the  entire  system  is 
confined  to  one  floor  in  the  space  occupied  by  a  single 
tenant;  in  the  business  section  of  a  residence  building  when 
not  carried  above  the  first  floor ;  in  a  residence  building 
occupied  by  not  more  than  two  families ;  or  in  any  building 
provided  a  non-irritant  and  non-flammable  refrigerant  is 
used. 

(c)  No  brine  shall  be  used  in  any  brine  circulating  system 
that  will  generate  flammable  vapor  at  a  temperature  below 
100  degrees  Fahrenheit  when  tested  in  a  Tagliabue  open 
cup  tester,  and  no  refrigerant  shall  be  used  as  a  brine. 

(d)  No  Class  A  system  using  ammonia  shall  be  installed 
or  maintained  in  any  building  above  the  first  floor  level 
unless  such  building  is  used  exclusively  for  icemaking  or 
refrigerating  purposes. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten  (10) 
pounds  of  refrigerant. 

(f)  No  refrigerating  system  employing  an  irritant  and/or 
flammable  refrigerant  shall  be  installed  or  maintained  in 
or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  audito¬ 
riums  of  any  building. 

2.  Dance  hall,  court  room,  police  station,  jail,  subway, 
theatre,  motion  picture  theatre. 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
and/or  rooms  opening  directly  therein. 


4.  Rooms  opening  directly  into  a  subway,  and/or  theatre, 
and/or  motion  picture  theatre  and/or  where  persons  are 
detained  and/or  confined. 

5.  A  school  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes. 

6.  A  hospital  and/or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment  and/or  helpless. 

7.  Unless  as  otherwise  required  by  this  section  the  re¬ 
frigerating  system  is  cut  off  from  the  building  by  unpierced 
fireproof  construction. 

The  aforementioned  provisions  do  not  apply  to  hermetically 
sealed  unit  systems  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals  and/or  laboratories  and  when  loca¬ 
ted  in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight-fitting,  solid,  self-closing  door  or  doors 
and  located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  machinery 
room  shall  be  cut  off  from  the  rest  of  the  building  by  un¬ 
pierced  fireproof  walls  of  not  less  than  eight  inches  (8") 
of  brick  or  six  inches  (6")  of  reinforced  concrete.  Direct 
exit  therefrom  leading  to  the  open  air  and  not  to  any  other 
part  of  the  building  shall  be  maintained  and  shall  be  pro¬ 
vided  with  vapor-tight,  self-closing,  fireproof  door  or  doors. 

§220.  Refrigerating  Machinery  Rooms  and 
Ventilation. 

1.  Refrigerating  machinery  rooms. 

(a)  All  refrigerating  machinery  rooms  in  which  an 

irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doers  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor-tight 
and  kept  closed.  No  opening  from  elevator  shafts  shall  be 
permitted  in  the  refrigerating  machinery  room.  This  pro¬ 
vision,  however,  shall  not  apply  to  dumbwaiter  shafts  the 
door  openings  of  which  are  protected  with  self-closing,  fire 
doors  or  to  a  system  containing  less  than  six  (6)  pounds  of* 
refrigerant.  Closets  solely  contained  within  and  opening 
only  into  the  refrigerating  machinery  room  shall  be  con¬ 
sidered  as  part  of  the  room  in  which  it  opens. 

(b)  In  Class  A  and  Class  B  systems  in  which  an  irritant 

refrigerant  is  used,  the  doors  of  the  refrigerating  machinery 

rooms  shall  open  outwardly. 

2.  Ventilation. 

(a)  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening  directly 
to  the  open  air,  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

(b) _  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
paragraph  (d)  shall  be  provided.  When  a  window  or 
windows  are  placed  in  one  wall  a  total  area  shall  be  pro¬ 
vided  not  less  than  that  specified  in  column  E  of  the  above- 
mentioned  table. 
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(c)  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrigera¬ 
ting  machinery  room  the  amount  of  air  specified  in  column  B 
of  the  table  in  paragraph  (d).  The  inlet  to  the  fan  shall  be 
located  near  the  refrigerating  equipment.  The  outlet  from 
the  fan  shall  terminate  not  less  than  six  (6)  feet  above  the 
sidewalk  and  in  no  case  under  a  stairway  or  fire  escape. 
Where  air  ducts  are  used  on  either  the  inlet  or  discharge 
side  of  the  fan  they  shall  each  have  an  area  not  less  than 
that  specified  in  column  C  of  the  above-mentioned  table. 
Sharp  bends  in  the  run  of  the  ducts  shall  be  avoided.  The 
control  for  such  mechanical  means  of  ventilation  shall  be 
easily  accessible  and  located  outside  of  the  refrigerating 
machinery  room. 

(d) 


Pounds  of 
Refriger¬ 
ant  in 
System. 

Mechan¬ 
ical  Cu. 
Ft.  per 
Minute 
Discharge. 

Window  Area 

Meehan-  in  Sq.  Ft.  Window  Area 

ical  Sq.  for  each  in.  Sq.  Ft.  for 

Fit.  Duct  Opposite  One  Side 

Area.  Side.  Only. 

A 

B 

c 

D 

E 

Up  to  ....20 

150 

1/4 

1 

6 

50 

250 

1/3 

1  1/2 

12 

100 

400 

1/2 

2 

16 

150 

550 

2/3 

2  1/2 

19 

200 

680 

2/3 

3 

.  25 

250 

800 

1 

3  1/2 

29 

300 

900 

1 

4 

32 

400 

1,100 

1  1/4 

4  1/2 

38 

500 

1,275 

1  1/4 

5 

42 

600 

1,450 

1  1/2 

6 

45 

700 

1,630 

1  1/2 

6  1/2 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7  1/2 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2  1/4 

9 

68 

1,500 

2,800 

2  1/2 

11 

78 

1,750 

3,150 

3 

12  1/2 

87 

2,000 

3,500 

3  1/2 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4  1/2 

18 

130 

,  4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7  1/2 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10.5 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24.000 

24 

92 

530 

20,000 

26,000 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note— Door  openings,  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

(e)  Where  a  non-irritant  or  nonflammable  refrigerant 
is  employed,  the  requirements  as  given  in  table  (d)  may 
be  reduced  by  one-half.  When  air  or  water  is  employed  as 
the  refrigerant  no  ventilation  shall  be  required. 

(f)  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  room  or  rooms  where  a  Class  A 
system  or  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than 
one-quarter  inch  ($£")  orifice  spaced  not  more  than 
eight  feet  apart  in  any  direction,  and  such  system  shall 
be  located  above  all  the  refrigerating  apparatus  and  piping 


in  the  refrigerating  machinery  room.  Not  more  than  one 
head  shall  be  installed  on  a  24-inch  pipe ;  five  heads  on  a 
1-inch  pipe ,  six  heads  on  a  lJ4-inch  pipe.  The  deluge 
system  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant  water 
pressure  of.  not  less  than  twenty  pounds  per  square  inch 
can  be  maintained  on  the  inlet  side  of  the  main  control 
valve  or  valves  at  all  times.  The  control  valve  or  valves 
for  such  water  deluge  system  shall  be  manually  operated, 
easily  accessible  and  shall  be  labeled  and  located  outside  of 
the  refrigerating  machinery  room. 

§221.  Open  Flames  and  Electrical  Equipment. 

1.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

2.  Electrical  equipment. 

(a)  All  Class  A  and  B  systems  refrigerating  systems 
containing  more  than  fifty  (50)  pounds  of  refrigerant  shall 
have  an  emergency  switch  controlling  all  of  the  electrically- 
operated  refrigerating  machinery  or  the  remote  control  of 
such  a  switch  located  outside  of  the  refrigerating  machinery 
room  where  it  can  be  quickly  reached  and  operated  in  case 
of  necessity. 

(b)  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 

§222j.  Testing. 

(a)  Every  part  of  any  refrigerating  system,  except  pres¬ 
sure  gauges  and  control  mechanism,  shall  be  tested  to  at 
least  the  following  pressures.  Class  A  and  B  systems  con¬ 
taining  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated.  A 
dated  declaration  of  such  test,  signed  by  the  tester,  shail  be 
posted  in  the  machinery  room. 


Refrigerant. 

Col.  1. 

'  Col.  2.  Col.  3. 

Low  Pressure  Side. 

K 

nign  r~ 

Pressure 

Side. 

With 

Safety 

Valves. 

> 

Without 

Safety 

Valves. 

Carbon  dioxide . 

750 

1,000 

Ethane  . 

520 

760 

Ammonia  . 

150 

225 

Propane  . 

115 

175 

Methyl  chloride  . 

80 

120 

Sulphur  dioxide  . 

100 

100 

Iso-butane  . 

45 

70 

Butane  . 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

Dichloroethylene  . 

12 

12 

Trichloroethylene  .... 

12 

12 

§223.  Piping. 

1.  Piping. 

(a)  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

(b)  The  arrangement  of  stop  valves,  relief  devices,  etc., 
when  used  shall  be  as  shown  on  the  diagram  for  Class  A  and 
B  systems  in  section  228. 

(c)  Every  system  which  may  be  charged  after  installa¬ 
tion  shall  have  the  charging  connection  located  on  its  low 
pressure  side. 

2.  Gauge  glasses. 

(a)  Liquid  level  gauge  glasses,  except  those  of  the  bull’s 
eye  type,  shall  have  automatic  closing  shut-off  valves  and 
such  glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 
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§224.  Safety  Devices. 

1.  Construction  and  setting. 

(a)  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  exceed¬ 
ing  the  test  pressure.  The  pressure  at  which  the  device  is 
set  to  function  shall  be  indicated  thereon.  (See  section  222 

(a),  columns  1  and  2  of  table.) 

(b)  Fusible  plugs  shall  relieve  the  pressure  at  a  tem¬ 
perature  not  exceeding  280  degrees  Fahrenheit. 

2.  Use  of  stop  valves. 

(a)  No  stop  valve  shall  be  located  between  a  pressure 
relief  device  or  pressure  limiting  device  and  the  part  of  the 
system  protected  thereby,  unless  two  pressure  relief  devices  of 
required  size  are  used,  and  so  arranged  that  only  one  pres¬ 
sure  relief  device  can  be  cut  off  for  repair  purposes  at  any 
one  time. 

(b)  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  opera¬ 
tion  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

3.  Ammonia  mixer. 

(a)  The  low  pressure  side  of  a  Class  A  ammonia  system 
shall  be  provided  with  a  hand-operated  valve  for  discharging 
the  ammonia  into  water  through  a  mixer  to  the  sewer  in  case 
of  emergency. 

(b)  The  ammonia  mixer  shall  be  constructed  of  steel 
and  shall  be  capable  of  withstanding  a  pressure  of  at  least 
fifty  (50)  pounds  per  square  inch. 

(c)  No  valve  shall  be  located  in  the  ammonia  emergency 
discharge  line  except  the  manually-operated  valve  discharg¬ 
ing  into  the  water  and  ammonia  mixer,  but  there  may  be 
one  stop  valve  located  inside  the  building  for  repair  pur¬ 
poses  only.  This  valve  shall  be  sealed  open  and  labeled 
“Keep  Open.” 

(d)  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members  of 
the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  having  letters  of  not  less  than  one  (l)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall  be 
labeled  “Ammonia.”  A  sign  shall  be  posted  within  the  box 
reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

(e)  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (l)  inch  reading  “To  Am¬ 
monia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

(f)  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

(g)  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used  in 
excess. 

(h)  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  228. 

§225.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  follows : 


CO,  and  Other 

Capacity  Ethane,  No.  Refrigerants, 

of  System.  Req.,  Size.  No.  Req.,  Size. 


Up  to  30  tons .  1 — Vi"  1 — Vi" 

30  to  60  tons .  1— VV  1 — 24" 

60  to  100  tons .  1— VV  1—1" 


100  to  175  tons .  1— Vi"  1—1/4" 

175  to  250  tons .  1—24"  1—1)4" 

250  to  450  tons .  1 — 1"  1 — 2" 


450  to  900  tons .  .  *  & 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds  of 
refrigerant.  The  free  discharge  opening  shall  be  one-sixteenth 
(1/16)  inch  in  diameter. 

§226.  Location  and  Discharge  of  Safety  De¬ 
vices. 

1.  Location. 

(a)  A  pressure  limiting  device  shall  be  provided  on  the 
high  pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pressure 
side  of  each  water-cooled  refrigerating  system  containing 
twenty  (20)  pounds  or  more  of  refrigerant,  but  it  shall  not 
be  necessary  to  discharge  thei  refrigerant  to  the  outside  air 
or  water  tank  from  any  such  refrigerating  system  containing 
fifty  (50)  pounds  or  less  of  refrigerant,  any  other  provision 
of  this  chapter  to  the  contrary  notwithstanding. 

(b)  Each  compressor  or  generator  of  a  Class  A  or  B  sys¬ 
tem  containing  more  than  100  pounds  of  refrigerant  shall  be 
protected  by  a  pressure  relief  valve  connected  into  the  high 
pressure  side  between  the  main  stop  valve  and  the  compressor 
or  generator  to  relieve  excessive  pressure  as  hereinafter 
provided. 

(c)  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  CO,  systems  or  systems  operating  below  atmospheric 
pressure. 

(d)  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of  Class 
A  and  Class  B  systems  containing  more  than  fifty  (50) 
pounds  of  refrigerant,  and  Class  B  systems  containing  fifty 
(50)  pounds  or  less  of  refrigerant  which  can  be  shut  off 
by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  vdlve,  discharging  as  hereinafter  provided. 

(e)  Class  C  systems  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  so  constructed  that, 
when  subjected  to  an  abnormal  outside  temperature  such  as 
that  generated  in  a  fire,  they  may  burst  due  to  the  expansion 
of  the  refrigerant,  shall  be  protected  by  a  pressure  relief  * 
device. 

(f)  A  pressure  relief  valve  will  be  required  on  the  low 
pressure  side  of  a  Calss  B  system  into  which  the  relief  valve 
or  valves  on  the  high  pressure  side  discharge,  as  so  shown  on 
equipment  diagram  of  section  228-2. 

2.  Discharge  of  pressure  relief  valve. 

(a)  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
atmosphere  or  into  that  part  of  the  low  pressure  side  pro¬ 
tected  by  the  mixer  as  specified  in  section  224,  3.  If  it  is 
discharged  to  the  outside  atmosphere  it  must  be  piped  above 
the  roof  or  not  less  than  12  feet  above  the  grade.  The 
discharge  from  more  than  one  relief  valve  may  be  run  into 
a,  common  header,  the  area  of  which  shall  be  equal  to  the 
area  of  the  pipes  connected  thereto.  The  outlet  orifice  shall 
be  turned  downward. 

(b)  Where  more  than  fifty  (50)  pounds  of  ammonia 
is  used  in  a  Class  B  system  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  228,  or  into  a  tank  of  water  which  shall 
be  used  for  no  purpose  except  ammonia  discharge.  At  least 
one  gallon  of  fresh  water  shall  be  provided  for  every  pound 
of  ammonia  contained  in  the  system.  The  water  used  shall 
be  prevented  from  freezing  without  the  use  of  salt  or 
chemicals.  The  tank  shall  be  substantially  constructed  of 
not  less  than  one-eighth  (K)  of  No.  11  U.  S.  gauge  iron. 
No  horizontal  dimensions  of  the  tank  shall  be  greater  than 
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one-half  (H)  the  height.  The  tank  shall  have  a  hinged 
cover  or,  if  of  the  enclosed  type,  shall  have  a  vent  hole  at 
the  top  All  pipe  connections  shall  be  through  the  top  of 
the  tank  only.  1  he  discharge  pipe  from  the  pressure  relief 
valves  shall  discharge  the  ammonia  in  the  center  of  the  tank 
near  the  bottom.  The  tank  shall  be  as  securely  supported 
as  any  other  portion  of  the  system.  There  shall  be  no  open¬ 
ing  in  the  tank  below  the  water  level. 

(c)  Where  more  than  fifty  (50)  pounds  of  any  re¬ 
frigerant  other  than  ammonia  is  used  the  discharge  from 
relief  valves  shall  be  to  the  atmosphere  as  specified  for 
Class  A  ammonia  systems.  Carbon  dioxide  may  be  dis¬ 
charged  into  the  room  if  the  same  contains  at  least  10  cubic 
teet  of  capacity  per  pound  of  refrigerant  used. 

(d)  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section  228. 

§227.  Operating  Precautions. 

1.  Masks  and  helmets. 

(a)  In  a  Class  A  system  which  operates  above  at¬ 
mospheric  pressure  shall  be  provided  with  at  least  two 

helmets  or  masks. 

(b)  In  a  Class  B  system  in  which  more  than  fifty  (50) 

pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re- 

frigerant  is  used,  there  shall  be  provided  at  least  one  helmet 
or  mask. 

(c)  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept  in 
operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

2.  Signs. 

Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  receivers, 
condensers,  shell  type  coolers,  signs  having  letters  not  less 
than  one  and  one-half  inches  (1)4")  high,  designating  the 
part  and  refrigerant  contained  therein. 

.  (b)  The  seller  of  every  Class  A  or  B  system  shall  fur- 
w"//  Purcbaser  with  a  sign  bearing  his  name  at  least 
8)4  .by  11  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system  and  the  purchaser 
shall  conspicuously  and  permanently  display  this  sign  in 
the  machinery  room.  The  quantity  and  name  of  the  proper 
refrigerant  content  and  the  rated  refrigeration  capacity 
shad  be  stamped  on  all  Class  C  systems  near  to  or  on  the 
name  plate. 

(c)  The  following  information  shall  be  posted  in  Class 
A  and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used:  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  number 
of  physician  to  be  called  in  case  of  emergency;  (d)  Instruc¬ 
tions  for  safely  shutting  down  the  plant  in  case  of  emergency. 

3.  Storage  of  refrigerant. 

(a)  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  flammable  or  irritant  containers  con¬ 
forming  to  the  regulations  prescribed  by  the  Interstate  Com¬ 
merce  Commission  for  the  transportation  of  such  refrigerant. 

(b)  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  flammable  or  irritant  re- 
frigerant  shall  be  stored  in  the  refrigerating  machinery  rooms 
of  a  Class  A  system. 

(c)  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  flammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  the  refrigerating  machinery  room 
of  a  Class  B  system. 

(d) .  In  a  Class  €  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

(e)  If  a  greater  amount  of  flammable  or  irritant  re¬ 
frigerant  is  desired  other  than  that  permitted  in  a  refrig- 
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erating  machinery  room,  it  shall  be  stored  in  a  fireproof 
building  or  enclosure  used  for  no  other  purpose. 

(f)  When  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  into  a  suitable  absorbent  or  containers 
conforming  to  the  regulations  of  the  Interstate  Commerce 
Commission  for  the  transportation  of  such  refrigerant.  No 
refrigerant  shall  be  permitted  to  escape  into  the  refrigerating 
machinery  room. 

(g)  Containers  shall  not  be  connected  to  the  system 
e-xcept  during  period  of  charging  or  withdrawing  the  re¬ 
frigerant. 

§228.  Equipment  Diagrams. 

Section  5.  This  ordinance  shall  take  effect  immediately. 

Adopted  by  the  Board  of  Aldermen  December  13,  1927. 

Received  from  his  Honor  the  Mayor  December  30,  1927, 


without  his  approval  or  disapproval  thereof;  therefore,  as 
provided  in  section  40  of  the  Greater  New  York  Charter,  the 
same  took  effect  as  if  he  had  approved  it. 

ARTICLE  26. 

Miscellaneous. 

§300.  Violations. 

Any  person  who  shall  wilfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  this  chapter,  in  addition 
to  any  other  penalties  prescribed  by  law  or  ordinance,  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than  $500 
or  by  imprisonment  not  exceeding  six  months,  or  by  both 
such  fine  and  imprisonment. 


APPROVED  APPLIANCES 


Anthony  Nebulyte  Oil  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner - 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  . 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  AA . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . 

DeWalt  Oil  Burner . 

Doe  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner.. 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

General  Electric  Fuel  Oil  Burner . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner 
Grant  Oil  Burner,  Model  “C: 

GRD  Fuel  Oil  Atomizer.... 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hauck  Venturi  Low  Pressure  Oil  Burner 

Hayward  Oil  Burner . 

Hobeco  Oil  Burner  . 

Ho^y  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . . 


Liberty  Automatic  Heater.... 

Lientz  Oil  Burner . 

Mahrvel  Low  Pressure  Burner 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

May  Oil  Burner .  68-24-SA 

211,  311  and  114 .  327-31-SA 


Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harri9on  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner -  792-26-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register -  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner -  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate- Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1523-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Rurner  .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 


Burners  for  Industrial  Use 

1026-22-SA  Mid-West  Oil  Burner,  Models  106,  108,  208, 
45-21-S  A 
1363-23-SA 
1493-22-SA 
1176-27-SA 


1414-22-SA 

1464-21-SA 

485-32-SA 

957-22-SA 

1361-24-SA 

942-21-SA 

397-23-SA 

13-21-SA 

155-31-SA 

541-31-SA 

317-31-SA 

1414-23-SA 

509-30-SA 

1149-27-SA 

26-22-SA 

1046-23-SA 

111-26-SA 

434-32-SA 

348-31-SA 

1636-21-SA 

232-32-SA 

128- 27-SA 
72-31-SA 

690-30-SA 

88-27-SA 

696-30-SA 

1278-21-SA 

328-27-SA 

689-29-SA 

5-24-SA 

367-30-SA 

314-30-SA 

129- 28-SA 
1 55-20-S A 
859-26-SA 
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BOARD  OF  STANDARD^  AND  APPEALS. 

Rules. 

281-22-SR— Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  A p plications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A— 13-16  Central  Park  West,  Manhattan. 

1031- 27-A  20-28  West  72nd  street,  Manhattan. 

1032- 27-A  242-248  West  76th  street,  Manhattan. 

737-30-S  519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31- A  2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32- A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

<99-22-SA  Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA  Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA  Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA  S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA  Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA  Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA  Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA  Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA  Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA  Apex  Gas  Cut-Off  Valve,  approval  of 
755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA  Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA  Leader  Gas  Shut-Off  Valve,  approval  of. 

814-2 <-S A  Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA  Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA  Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve  Tvoe 
“A,”  approval  of.  ’ 

359-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

518-29-SA— New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

32-3 1-S A — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA— Quaker  Burnoil  Stove,  approval  of. 

250- 31  -S  A— Lunkenheimer  2^-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  2J4-Inch,  Figure  No.  8613 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 


379-31-SA — 


534-31-SA 
125-32- SA 
209-32-SA- 
237-32-SA- 

286-32-SA- 

498-32-SA- 

501-32-SA- 

528-32-SA- 

534-32-SA- 

561-32-SA- 

579-32-SA- 

584-32-SA- 

600-32-SA- 

608-32-SA- 

615-32-SA— 

628-32-SA— 

10-33-SA— 

15-33-SA— 

32- 33-SA— 

33- 33-SA— 

38- 33-SA— 

39- 33-SA— 


49-33-SA- 

65-33-SA- 

82- 33-SA- 

83- 33-SA- 

97- 33-SA- 

98- 33-SA- 


100-33-SA- 

102-33-SA- 

106-33-SA- 

125-33-SA- 


The  Lenahan  Gas  &  Steam  Coil  for  Garage 
use,  approval  of. 

-Page  Fuel  Burner,  approval  of. 
jBeacon  Oil  Burner,  approval  of. 

-Croker  4-inch  Siamese,  approval  of. 

JD.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

Hubbard  Silent  Electric  Oil  Burner,  approval 

-Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

— Diard  Oil  Burner,  approval  of. 

—Weldon  Extinguisher,  approval  of. 

Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

Wills  Fuel  Oil  Burner,  approval  of. 

Air-Blast  Oil  Burner,  approval  of. 

—Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

—Red  Cap  Fire  Extinguisher,  approval  of. 

—Chalmers  Automatic  Oil  Burner,  Models  Dl 
D2,  EC3  and  C4,  approval  of. 

—Metro  Oil  Burner,  approval  of. 

— De  Laval-IMO  Oil  Pump,  approval  of. 

-S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do- 
mestic  and  Commercial  Use,  approval  of. 

—Enterprise  Steam  Atomizing  Burner,  approval 
of. 

-Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 
B,  approval  of. 

-Hardinge  Oil  Burner,  Model  23,  approval  of. 

-Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

-Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 

-Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 

-Economy  Oil  Burter  (Junior  Model),  approval 
of. 

-Inferno  Oil  Burner,  approval  of. 

-Baster-Kraft  Oil  Burner,  approval  of. 

-Freeport-Silent  Service  Oil  Burner,  Models  5, 
10  and  30,  approval  of. 

-Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

-Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

Everedy  Oil  Burner,  approval  of. 

Sun-Ray  Fuel  Oil  Burner,  approval  of. 

-Elec-tro-matic  Oil  Burner,  Type  151,  approval 
of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant ,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED 

Adopted  by  the  Board  of  Standards  and  Appeals,  April 
*9.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  _  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


LIME  IN  CONCRETE 

l-lJ^-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  ba°-  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  April  12,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of.  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

T  otal  . 

Disposed  of  . 

Cases  pending  April  12,  1933 . 


disposition  of  cases. 


261 

134 

30 


73 

1 

15 

1 

19 

1 

0 

4 

0 

0 

539 


278 


261 


Withdrawn  . 

Dismissed . . . 

Denied . 

Granted  . 

Granted  on  condition . . . 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . . . _ . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . - . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted - _ . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . . . 

Requets  withdrawn  or  dismissed . 

Total  . 


20 

9 

34 

C 

88 

9 

4 

0 

0 

64 

4 

1 

0 

15 

0 

1 

0 

19 

0 

1 

0 

0 

0 

4 
0 
0 
0 
c 

5 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers, .  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  nlease  find  two  dollars  and  a  half  ($1.50)  for  subscription  for  one  year  to  THE  BUL- 
1  ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


My  Subscription  is  to  begin  with  the  issue  for. 
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This  issue  of  the  Bulletin  contains,  in  the  odder  given 
Docket. 
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Plumbing  Rules.  -  - 

Fire  Retarding  Rules  for  Garages,  etc. 
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Th  n  °F  CLERK’S  CALENDAR 

ested  property  owners  opportunity  to  file  objections  if 

at'l  'o’clock  Ca”tdth"  R(nm  1i°13’  Tu.esday>  APril  85,  1933,’ 
definite*2  day!  'h'S  each  case  is  set  *>«ri„i  on  a 

c&he  catadar  -■>  *  - 

The  Clerk’s  Calendar  is  not  to  be  confused  with  th» 

on  Cfi xed  d°afyrS  ta"  b“"  *  L’Hgj 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  n 
progress,  nor  accepted  that  are  not  filed  within  twenfy  days 
lorn  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  aDoeal  annli 
ca,,°„  °r  petition  shall  be.regarfed  as  a'  ™re Toll  ci  Si 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  4 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions! 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


145-33-A . F.D. 


144-33-BZ . 


142-33-BZ . B.B.Q. 


docket. 

New  Cases  Filed  up  to  April  19,  1933. 

Cal.  No.  Department.  Premises  Affected. 

146-33-SA . F.D . Stephens  Oil  Burner,  Nos.  1  & 

_  2,  Appliance 

.289-291  E.  139th  st.  (Block 
2314,  Lot  84),  Bx., 

L.  C.  80239 

..B.B.Q _ 111th  ave.,  southwest  corner  of 

Lakewood  ave.  (Block  2473, 
part  of  Lot  1),  Dunton,  Q., 

_  N.  B.  485-33 

143-33-BZ . B.B.B....  259-263  Chester  st.,  southeast 

corner  of  Blake  ave.  (Block 
3560,  Lots  20,  21  &  22), 

_  Bklyn.,  Applic.  9644-32 

.Cross  Island  blvd.,  southeast 
corner  of  Central  ave.  (Block 
3359,  Lot  1),  St.  Albans,  Q., 
N.  B.  489-33 

...B.B.Q _ Farmers  blvd.,  northwest  corner 

of  143rd  rd.  (Block  3238,  Lot 
109),  Springfield,  Q., 

N.  B.  490-33 
. .  264-266  Saratoga  ave.  and  1987- 
1991  Atlantic  ave.,  northwest 
corner  (Block  1561,  Lots  36  & 
37),  Bklyn.,  Applic.  2856-33 
..32-04  Laurel  Hill  blvd.  (Block 
2305),  L.  I.  C.,  Q., 

L.  C.  53199 
..58th  st.,  east  side,  75  ft.  south 
of  Laurel  Hill  blvd.  (Block 
1432,  Lot  21),  Woodside,  Q., 
N.  B.  298-33 
..Kissena  blvd.  &  Reeves  ave., 
southwest  corner  (Block  2168, 

Lots  1  &  9),  Q., 

N.  B.  2991-32 

...Scientific  Range  Oil  Burner, 

Appliance 

...Ambassador  Range  Oil  Burner, 

Appliance 


Fire  DlmmR?iele.S..^!r.i^ Mar.'  f.'  1933-Vol.'  18  No.'  10 

Fi^ ^U.!'S.  .Ga.rag^.  Apr.  25,  1933-Vol.  18  No.  17 

Fireproof  Wood,  Testing  of . Apr.  11.  *933  Vol.  18  No. 

Frame  Garages,  Ruling  for . Jan.  21,  J  No.  3 

Fuel  Oil  Rules . Feb.  7,  1933-Vol  18  No.  o 

Gas  Shut-Off  Rules .  Apr.  7,  !925— Voj.  10  No. 

Hatchway  Protection  . June  5,  19-8— \  ol.  13  No.  -3 

Paint,  Varnish  and  Lacquer  Spray-  1932_Vol.  17  No.  50 

R"le?  . 25  1933-Vol.  18  No.  17 

Procedure,  Rules  of . •  •  •  •  July  Vnl*  1  A  No  16 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933  Vo  .  18  N  .  16 

Smoking  in  Factories,  Rules  for...  Apr.  18,  1933  Vol-  18  o 

Sprinkler  Rules  . .  Dec.  6,  1932-Vo  .  17  No. 

Standpipe — Fire  Line  Rules........  Nov.  -2,  J932  V  •  93 

Structural  Alterations,  Reporting..  June  7,  1932— Vol.  17  No. 
Wire  Glass  Rules  (Amendment  to  R  No  15 

Rule  505  of  Industrial  Code)  ...  Apr.  10,  1923— Vol.  8  No.  10 

LIST  OF  APPROVED  APPLIANCES 

S'™ D^Hc’iidAS:  a SiL™: if 82: it 

i «  s st  it 


141-33-BZ . 


140-33-BZ . 


139-33-A . 


.B.B.B. 


..F.D. 


138-33-BZ . B.B.Q. 


137-33-BZ . B.B.Q. 


136-33-SA . 


135-33-SA. 


.F.D. 


.F.D. 


CODE 

. Fire  Department 

H  D  . V. V. V. . Health  Department 

g  g  . . Bureau  of  Buildings,  Brooklyn 

g  g  y . Bureau  of  Buildings,  Manhattan 

g  g  q . Bureau  of  Buildings,  Queens 

g  g  . Bureau  of  Buildings,  Richmond 

g  g  gx . Bureau  of  Buildings,  Bronx 

rp  gj  g) . Tenement  House  Department 

RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932  Vol.  17  No.  31 

Concrete'  Flat '  Slab.;,' '  Rules'.  '. '. "  Jan.  3,  1933-Vol.  18  No.  1 

Concrete  Rules  (Hydrated  Lime) . .  Apr.  2o,  «  ™>.  ” 

Pt^vafnr  Rules  . Mar.  28,  1933 — vol.  18  NO.  13 

Exit  Rules  (Revolving  Doors)....  Oct.  18,  1932— Vol.  17  No.  42 

Factory  Exit  Rules . Jan.  3,  1333  Vol.  IS  No.  1 


CALL  OF  CLERK’S  CALENDAR 

TUESDAY,  APRIL  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

71-33-BZ. 

APPLICANT— Frank  Zima,  owner. 

PREMISES— West  side  of  33rd  street,  67  ft.  6  in.  south  ot 
36th  avenue  (Block  No.  601,  Lot  No.  38),  Long 
Island  City,  Borough  of  Queens 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  ,  , 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufacturing  and 
offices  to  a  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 

75-33-BZ. 

APPLICANT — Jacob  Grudberg,  for  John  Abbate,  owner. 
PREMISES — Northwest  corner  of  Gun  Hill  road  and  Adee 
avenue  (Block  No.  4762,  Lot  No.  98),  The  Bronx. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

79-33-BZ.  . 

APPLICANT — John  D.  Connaughton,  for  Lucia  Ferony, 

PREMISES— Southwest  corner  of  Morris  Park  avenue  and 
Matthews  avenue  (Block  No.  4044,  Lot  Nos.  7  and 
8),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

87-33-BZ. 

APPLICANT — Herbert  M.  Benon,  for  Land  Estates,  Inc., 

PREMISES— 51-59  Avenue  U  (Block  No.  7094,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT  in  a  business  district  the  conversion  of  occu- 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop. 


104-33-BZ. 
APPLICANT— H. 
owner. 


I,  Oser,  for  Island  Associates,  Tnc, 
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PREMISES— Northeast  corner  of  Merrick  road  and  Linden 
boulevard  (Block  No.  1293,  Lot  No.  1),  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

1  O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


APRIL  25,  1933,  10  A.  M. 

Building  Tone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  April  25, 
1933.  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no  13-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high-, 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 


CAL.  NO.  34-33-BZ— Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behajf  of  Sona  Cooperstein,  owner, 
to  permit  in.  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 
Forest  Hills,  Borough  of  Queens. 

CAL.  NO.  35-33-BZ— Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  budding  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  36-33-BZ — Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)_  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3070 
Webster  avenue,  east  side.  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

CAL.  NO.  618-29-BZ— Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station ; 
withdrawn  April  22,  1930;  reopened 
January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main- 


cal.  no.  78-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Philip  Bardes,  applicant,  on  be¬ 
half  of  Helen  Flood,  owner,  to  permit 
m  a  business  district  the  erection  and 
maintenance  of  a  blacksmith  shop  and 
motor  vehicle  repair  shop ;  premises  452- 
460  West  167th  street  (Block  No.  2111 
Lot  No.  92),  Manhattan. 


HARRIS  H.  MURDOCK,  Chairm 


an. 


APRIL  25,  1933,  2  P.  M. 

Building  Tone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  afternoon  April  25 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building  on  the 
tollowing  matters : 

CAL.  NO.  374-  32-BZ— Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be- 
balf  of  Jennie  F.  Pendleton,  owner  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond.’ 

cal.  no.  14-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 

'  14),  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1933,  3.30  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

606-32-A — Castle  Hill  avenue  and  Pugsley’s  Creek,  The 
Bronx. 

618-32- A — 116  University  place  (Block  No.  570,  Lot  No. 
22),  Manhattan. 

621-32- A — 200  East  42nd  street  (Block  No:  1315,  Lot  No. 
49),  Manhattan. 

624-32-A — 81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

50-33-A — 8701-8723  Shore  road  (Block  No.  6040,  Lot  No. 
1),  Brooklyn. 

52-33-A — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 

69- 33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42 

and  43),  Brooklyn. 

70- 33-A — 5838  Amboy  road  (Block  No.  6724,  Lot  No.  65), 

Princes  Bay,  Borough  of  Richmond. 
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CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  2,  1933,  AT  2  P.  M. 


Building  Zone  Cases. 

630-29-BZ. 

APPIICANT — Victory  Park  Sites  Realty  Co.,  Inc.,  ownei. 

PREMISES — 137-30  Queens  boulevard  and  137-27  Barict 
street,  southwest  corner  (Block  No.  708,  part  of 
Lot  No.  1),  Briarwood,  Borough  of  Queens.. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  January  28,  1930. 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  a  reduction  in  area  of  a  proposed 
gasoline  service  station  to  approximately  one-halt  in 
size  (reopened  March  7,  1933). 


APPLICANT — Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 

Corp.,  owner.  ri  , 

PREMISES _ 243-247  Rockaway  parkway,  1155-115J  Elarx- 

son  avenue,  northeast  corner,  and  9707-9719  Kings 
highway,  northwest  corner  of  Clarkson  avenue 
(Block  No.  4633,  part  of  Lot  No.  44),  Brooklyn. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  ,  ,  . 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


cal  no  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 

cal.  no.  S30-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district ;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 


86-33-BZ. 

APPLICANT— William  Shary,  for  Ethel  Cohen,  owner. 
PREMISES— Southeast  corner  of  East  177th  street  and 
Rosedale  avenue  (Block  No.  3896,  Lot  No.  16), 

The  Bronx.  .  .... 

APPLICATION,  under  section  21  of  the  building  zone 


resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  gasoline  service  station. 


CAL.  NO.  5-33-BZ— Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 


96-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Michele  Molfetta, 

owner.  ,  „ 

PREMISES — Northwest  corner  of  Baisley  avenue  and  Past¬ 
ern  boulevard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx.  . 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

105-33-BZ. 

APPLICANT— Christopher  C.  McGrath,  for  Elizabeth  A. 
Dempsey,  owner. 

PREMISES— 2101-2105  Williamsbridge  road,  northwest  cor¬ 
ner  of  Lydig  avenue  (Block  No.  4332,  Lot  No.  26), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MAY  2,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  bearing  under  the  provisions 
of  the  buildin<r  zone  resolution,  Tuesday _  morning r,  May  2, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  February  3,  1933;  re¬ 
opened  February  15,  1933,  for  considera¬ 
tion  under  section  7f  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Navillus  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No. 
2512,  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

cal.  no.  44-33-BZ— Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  80-33-BZ — Application,  February  27,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Slee  &  Bryson 
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applicants,  on  behalf  of  William  A.  Hat¬ 
field,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  business  building  and,  also, 
the  omission  of  the  required  rear  yard 
in  a  “C”  area  district;  premises  786- 
790  Flatbush  avenue,  west  side,  195  ft. 
33/[  in.  north  of  Caton  avenue  (Block 
No.  5063,  Hot  No.  58),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  2, 
1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23,  1930 ;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  17-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

cal.  no.  11-33-BZ — Application,  January  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bache,  applicant,  on  behalf  of 
Richmond  Boro  Home  Sites  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Hylan  boulevard  and  New 
Dorp  lane  (Block  No.  3649,  part  of  Lot 
No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 


cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 


cal.  no.  641-30-BZ — Application,  October  21,  1930;  granted 
May  5,  1931,  on  certain  conditions ;  re- 
opened  April  11,  1933,  under  section  7f 
the  building  zone  resolution,  of 
Michael  Shanley,  applicant  and  owner, 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  maintenance,  for  a  further 
period  of  two  (2)  years,  of  a  gasoline 
service  station  (previously  granted  by 
the  board  for  a  temporary  period)  ; 
pi  emises  south  side  of  Hillside  avenue 
41  ft.  east  of  207th  street  (Block  No! 
1508,  Lot  Nos.  3,  4  and  5),  Queens 
Village,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  9,  1933,  AT  2  P.  M. 


92-31-BZ. 

PPP^fITCp?T?~Sarah  £askin  and  Yetta  Raskin,  owners. 
PREMISES  8401-8411  Flatlands  avenue  and  769  East  84th 

street,  northeast  corner  (Block  No.  8005,  Lot  Nos 
6,  7  and  8)-,  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  permanent  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  by  the  board  for  a  temporary  period) 
(reopened  April  4,  1933). 


67-33-BZ. 


PRKMTQPQ  T— Mic'hael  Click,  for  Harry  Weissberg,  owner. 
PREMISES  Northeast  corner  of  Baychester  avenue  and 
Fast  233rd  street  (Block  No.  4955,  Lot  No  1)  The 
Bronx.  ’  ’ 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


84-33-BZ. 

APPLICANT  Frank  G.  Long,  for  Estate  of  Thomas  J 
Long,  owner. 

PREMISES  3449  Fort  Hamilton  parkway,  south  side,  100 
ft.  west  of  Chester  avenue  (Block  No.  5302,  Lot 
No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  change  of  occupancy  of  an 
existing  wet  wash  laundry  to  a  garage  for  more 
than  five  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

92-33-BZ. 

APPLICANT — Arthur  M.  Hazell,  owner. 

PREMISES — 1602-1614  Cropsey  avenue,  southeast  corner  of 
16th  avenue  (Block  No.  6461,  Lot  No.  1),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


95-33-BZ. 

APPLICANT  William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

PREMISES — •Southeast  corner  of  198th  street  (Green 
street)  and  Central  avenue  (Foch  boulevard), 
(Block  No.  3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

107-33-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Benjamin  Green¬ 
berg,  owner. 

PREMISES — 436-446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot  Nos.  6  and 
10),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  milk  bottling  plant. 

116-33-BZ. 

APPLICANT — Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner. 

PREMISES— 50-56  Downing  street  and  214-218  West 
Houston  street  (Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  motor  vehicles 
(granted  by  the  board  under  Cal.  No.  304-30-BZ). 


MAY  9,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  May  9, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  8-33-BZ — Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38L 
Hollis,  Borough  of  Queens. 

cal.  no.  54-33-BZ — Application,  February  10,  1933,  under 
■section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Esther  M.  Ohriner,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  238-246  Throop 
avenue,  northwest  corner  of  Myrtle  ave¬ 
nue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

cal.  no.  58-33-BZ — Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant ; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan 

cal.  no.  43-33-BZ — Application,  February  3,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Edward  Pokorny,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 


also,  a  gasoline  service  station;  prem¬ 
ises  northeast  corner  of  45th  avenue  and 
72nd  street  (Block  No.  546,  Lot  Nos. 
62  and  64),  Winfield,  Borough  of 
Queens. 

cal.  no.  46-33-BZ — Application,  February  7,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alex  Litman,  applicant  and 
owner,  to  permit  in  a  business  district 
the  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

9-33- A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14). 
Manhattan. 

12-33-A — 123-133  William  street  (Block  No.  78,  Lot  No. 
4),  Manhattan. 

16-33-A — 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

24-33-A — 4350-4352  Broadway  (Block  No.  2167,  Lot  No. 
52),  Manhattan. 

28- 33- A — 55  Hanson  place  (Block  No.  2113,  Lot  No.  1), 

Brooklyn. 

40- 33-A — 7115-7125  Shore  road,  northeast  corner  of  72nd 

street  (Block  No.  5887,  Lot  No.  1),  Brook¬ 
lyn. 

48-33-A— 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

64-33- A— 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

Petitions  for  Variations. 

29- 33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 

Brooklyn. 

37-33-S — 1  East  27th  street  and  233  Fifth  avenue  (Block 
No.  857,  Lot  No.  186),  Manhattan. 

41- 33-S — 1206  Gates  avenue  (Block  No.  3341,  Lot  No.  10), 

Brooklyn. 

51-33-S — 1472-1480  Broadway  (Block  No.  995,  Lot  No.  5), 
Manhattan. 


MAY  16,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  16, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises  1618 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ— Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution. 
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of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Gulthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Hillside 
avenue  and  18 1st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  12-32-BZ — Application,  January  7,  1932;  granted 
March  8,  1932,  on  certain  conditions ; 
reopened  April  12,  1932,  and  resolution 
modified;  application  of  Herbert  Benon, 
applicant,  on  behatf  of  George  White, 
owner,  reopened  March  21,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  a  resolution 
adopted  by  the  board  on  April  12,  1932, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  a  part  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  by  per¬ 
mitting  existing  vehicular  opening  in 
66th  street  to  remain  and  by  permitting 
minor  motor  vehicle  repairs ;  premises 
6513-6519  Fifth  avenue,  northeast  cor¬ 
ner  of  66th  street  (Block  No.  5828,  Lot 
No.  1),  Brooklyn. 

cal.  no.  73-33-BZ — Application,  February  23,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Rubenstein  & 
Rosling,  applicants,  on  behalf  of  Kings 
Brewery,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing 
brewery;  premises  229-271  Pulaski 
street,  north  side.  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

cal.  no.  93-33-BZ — Application,  March  8,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Beatty,  applicant,  on  behalf 
of  T.  H.  Fraser  Mortgage  Corp.,  owner, 
to’  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  246-250 
Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos. 
38,  39  and  40),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  afternoon,  May  16, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1933,  10  A.  M. 

Building  Z.one  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

cal.  no.  629-32-BZ — Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning- 
barn,  applicants,  on  behalf  of  Samuel  J. 
Wood  and  Evelyn  Wood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

cal.  no.  25-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southeast 
corner  of  145th  street  and  Rockaway 
boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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PLUMBING.  DRAINAGE.  WATER  SUPPLY.  GAS 
Adopted  by  the  Superintendents  of  Buildings,  Effective 

April  23,  1912;  Amended  by  the  Board  of  Standards 
and  Appeals,  July  5,  1917;  December  27,  1918; 

March  8,  1921;  October  21,  1921;  July  17, 

1923;  January  8,  1924;  May  5,  1931,  and 
November  12,  1931. 

Filings  of  Drawings,  Descriptions,  Etc. 

1.  Drawings  and  triplicate  descriptions,  on  forms  fur¬ 
nished  by  the  Bureau  of  Buildings  for  all  Plumbing  and 
Drainage,  shall  be  properly  filled  in,  and  filed  by  the  owner 
or  architect  in  the  said  Bureau.  The  plans  must  be  drawn 
to  scale  in  ink,  on  cloth,  or  they  must  be  cloth  prints  of 
such  scale  drawings,  and  shall  consist  of  such  floor  plans 
and  sections  as  may  be  necessary  to  show  clearly  all  plumbing 
work  to  be  done,  and  must  show  partitions  and  methods  of 
ventilating  water-closet  apartments. 

2.  The  said  plumbing  and  drainage  shall  not  be  com¬ 
menced  or  proceeded  with  until  said  drawings  and  descrip¬ 
tions  shall  have  been  so  filed  and  approved  by  the  Super¬ 
intendent  of  Buildings. 

3.  No  modification  of  the  approved  drawings  and  de¬ 
scriptions  will  be  permitted  unless  either  amended  draw¬ 
ings  and  triplicate  descriptions,  or  an  amendment  to  the 
original  drawings  and  descriptions,  covering  the  proposed 
change  or  changes,  are  so  filed  and  approved  by  the  Super¬ 
intendent  of  Buildings. 

4.  The  drainage  and  plumbing  of  all  buildings,  both 
public  and  private,  shall  be  executed  in  accordance  with  the 
rules  and  regulations  of  the  Bureau  of  Buildings. 

5.  Repairs  or  alterations  of  plumbing  or  drainage  may 
be  made  without  filing  drawings  and  descriptions  in  the 
Bureau  of  Buildings,  but  such  repairs  or  alterations  shall 
not  be  construed  to  include  cases  where  new  vertical  lines 
or  horizontal  branches  of  soil,  waste,  vent  or  leader  pipes 
are  proposed  to  be  used. 

6.  Notice  of  such  repairs  or  alterations  shall  be  given 
to  the  said  bureau  before  the  same  are  commenced  in  such 
cases  as  shall  be  prescribed  by  the  rules  and  regulations  of 
the  said  bureau,  and  the  work  shall  be  done  in  accordance 
with  the  said  rules  and  regulations. 

7.  Where  repairs  or  alterations,  ordered  by  the  Board 
of  Health  or  Tenement  House  Department  for  sanitary 
reasons,  include  cases  where  new  vertical  and  horizontal 
lines  of  soil,  waste,  vent  or  leader  pipes  are  proposed  to  be 
used  or  old  ones  replaced,  drawings  and  descriptions  must 
be  filed  with  and  approved  by  the  Superintendent  of  Build¬ 
ings  before  same  shall  be  commenced  or  proceeded  with. 

8.  Repairs  and  alterations  may  comply  in  all  respects 
with  the  weight,  quality,  arrangement  and  venting  of  the 
rest  of  the  work  in  the  building.  Except  when  an  existing 
soil,  waste  or  vent  line  has  been  damaged  by  fire  or  other 
causes  to  the  extent  of  50  per  cent  or  more  of  its  entire 
length,  same  must  be  replaced  by  new  lines  installed  in 
accordance  with  the  rules  and  regulations  governing  new 
lines. 

9.  No  plumbing  and  drainage  or  any  part  thereof  shall 
be  commenced  until  the  plumber  who  is  to  do  the  work 
shall  sign  the  specifications  and  make  affidavit  that  he  is 
duly  authorized  to  proceed  with  the  work.  Affidavit  must 
give  the  name  and  address  of  owner  and  plumber,  etc. 
No  registered  plumber  shall  sign  the  specifications  and  act 
as  the  agent  for  a  plumber  who  has  not  obtained  a  cer¬ 
tificate  of  competency  from  the  Examining  Board  of 
Plumbers  as  an  Employing  or  Master  Plumber.  A  viola¬ 
tion  of  this  rule  will  be  deemed  a  sufficient  reason  by  the 
Superintendent  of  Buildings  for  the  cancellation  of  a  Cer¬ 
tificate  of  Registration,  in  accordance  with  Chapter  803, 
Laws  of  1896. 

10.  One  set  of  specifications  will  be  received  for  not  more 


PIPING  AND  VENTILATION  OF  BUILDINGS, 
than  ten  houses,  and  then  only  when  on  adjoining  lots  and 
houses  are  exactly  alike. 

11.  Written  notices  must  be  given  to  the  Superintendent 
of  Buildings  by  the  plumber  when  any  work  is  begun,  and 
at  such  times  as  the  work  is  ready  for  inspection. 

Definition  of  Terms. 

12.  The  term  “private  sewer”  is  applied  to  main  sewers 
that  are  not  constructed  by  and  under  the  supervision  of 
the  Department  of  Public  Works. 

13.  The  term  “house  sewer”  is  applied  to  that  part  of 
the  main  drain  or  sewer  extending  from  a  point  two  feet 
outside  of  the  outer  front  wall  of  the  building,  vault  or 
area  to  its  connection  with  public  sewer,  private  sewer  or 
cesspool. 

14.  The  term  “house  drain”  is  applied  to  that  part  of 
the  main  horizontal  drain  and  its  branches  inside  the  walls 
of  the  building,  vault  or  area  and  extending  to  and  con¬ 
necting  with  the  house  sewer. 

15.  The  term  “soil  line”  is  applied  to  any  vertical  line  of 
pipe  having  outlets  above  the  floor  of  first  story  for  water 
closet  connections. 

16.  The  term  “waste  line”  is  applied  to  any  vertical  line 
of  pipe  having  outlets  above  the  first  floor  for  fixtures 
other  than  water  closet. 

17.  The  term  “vent  pipe”  is  applied  to  any  special  pipe 
provided  to  ventilate  the  system  of  piping  and  to  prevent 

trap  siphonage  and  back  pressure. 

Materials  and  Workmanship. 

18.  All  materials  must  be  of  the  best  quality,  free  from 
defects,  and  all  work  must  be  executed  in  a  thorough, 
workmanlike  manner. 

19.  All  cast-iron  pipes  and  fittings  must  be  uncoated, 
sound,  cylindrical  and  smooth,  free  from  cracks,  sand  holes 
and  other  defects,  and  of  uniform  thickness. 

20.  Pipe,  including  the  hub,  shall  weigh  not  less  than  the 
following  average  weights  per  linear  foot: 


Weights  per  Linear  Foot 
Diameters _ Standard  Extra  Heavy 


2  inches .  8  8/5  5 1/2  pounds 

3  inches .  5  l/5  9J4  pounds 

4  inches .  7  13  pounds 

5  inches .  9  17  pounds 

6  inches . 11  20  pounds 

7  inches . 14  27  pounds 

8  inches . 17  33J4  pounds 

10  inches . 23  45  pounds 

12  inches . 33  54  pounds 


Standard  pipe  may  be  used  above  ground  in  residence 
buildings  not  exceeding  two  stories  and  basement  in  height 
In  all  other  buildings  extra  heavy  pipe  shall  be  used. 

21.  The  size,  weight  and  maker’s  name  must  be  cast  on 
each  length  of  pipe. 

22.  All  joints  must  be  made  with  picked  oakum  and 
molten  lead  and  be  made  gas  tight.  Twelve  ounces  of  fine, 
soft  pig  lead  must  be  used  at  each  joint  for  each  inch  in 
the  diameter  of  the  pipe  when  extra  heavy  pipe  is  used, 
and  nine  ounces  when  standard  pipe  is  installed. 

23.  All  wrought  iron  and  steel  pipes  must  be  equal  in 
quality  to  “standard”  and  must  be  properly  tested  by  the 
manufacturer.  All  pipe  must  be  lap-welded.  No  plain  black* 
or  uncoated  pipe  will  be  permitted. 

24.  All  wrought  iron  or  steel  water  supply,  vent,  waste 
and  soil  pipes  must  be  galvanized. 
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25.  Where  galvanized  wrought  iron  or  steel  pipe  is  re¬ 
quired  the  fittings  used  on  same  must  also  be  galvanized. 

26.  Fittings  for  waste  or  soil  and  refrigerator  waste 
pipes  must  be  cast-iron  recessed  and  threaded  drainage  fit¬ 
tings,  with  smooth  interior  waterway,  and  threads  tapped, 
so  as  to  give  a  uniform  grade  to  branches  of  not  less  than 
one- fourth  of  an  inch  per  foot. 

27.  Short  nipples  on  wrought  iron  or  steel  pipe,  where 
the  unthreaded  part  of  the  pipe  is  less  than  one  and  one- 
half  inches  long,  must  be  of  the  thickness  and  weight  to 
correspond  to  weight  of  pipe. 

28.  The  pipe  shall  not  be  less  than  the  following  average 
thickness  and  weight  per  linear  foot: 


Weights  per 

Diameters  Thicknesses  Linear  Foot 


1  Vi  inches . 14  inches  2.68  pounds 

2  inches . 15  inches  3.61  pounds 

2l 2 3 4 5 6 7 8 9 10 11 12/2  inches . 20  inches  5.74  pounds 

3  inches . 21  inches  7.54  pounds 

Sl/3  inches . 22  inches  9.00  pounds 

4  inches . 23  inches  10.66  pounds 

4J4  inches . 24  inches  12.34  pounds 

5  inches . 25  inches  14.50  pounds 

6  inches . 28  inches  18.76  pounds 

7  inches . 30  inches  23.27  pounds 

8  inches . 32  inches  28.18  pounds 

9  inches . 34  inches  33.70  pounds 

10  inches . 36  inches  40.06  pounds 

11  inches . 37  inches  45.02  pounds 

12  inches . 37  inches  48.98  pounds 


33.  One  and  one-half  inch  ferrules  are  not  permitted. 

34.  Soldering  nipples  must  be  heavy  cast  brass  or  of 
brass  pipe,  iron  pipe-size.  When  cast  they  must  not  be 
less  than  the  following  weights : 


Diameters  Weights 


1 V*  inches .  o  pound  8  ounces 

2  inches .  o  pound  14  ounces 

2  Y*  inches .  i  pound  6  ounces 

3  inches .  2  pounds  0  ounces 

4  inches .  3  pounds  8  ounces 


35.  Brass  screw  caps  for  cleanouts  must  be  extra  heavy, 
not  less  than  one-eighth  of  an  inch  thick.  The  screw  cap 
must  have  a  solid  square  or  hexagonal  nut,  not  less  than 
one  inch  high,  with  a  least  diameter  of  one  and  one-half 
inches.  The  body  of  the  cleanout  ferrule  must  be  at  least 
equal  in  weight  and  thickness  to  the  caulking  ferrule  for 
the  same  size  of  pipe. 

36.  Where  cleanouts  are  required  by  rules  and  by  the 
approved  plans,  the  screw  cap  must  be  of  brass.  The 
engaging  part  must  have  not  less  than  six  threads  of  iron- 
pipe  size  and  be  tapered.  Cleanouts  must  be  of  full  size 
of  trap  up  to  four  inches  in  diameter,  and  not  less  than  four 
inches  for  larger  traps. 

37.  The  use  of  lead  pipes  is  restricted  to  the  short 
branches  of  the  soil  and  waste  pipes,  bends  and  traps,  roof 
connections  of  inside  leaders. 

“Short  branches”  of  lead  pipe  shall  be  construed  to  mean 
not  more  than: 


29.  All  brass  pipe  for  soil,  waste  and  vent  pipes  and 
solder  nipples  must  be  thoroughly  annealed,  drawn,  brass 
tubing,  of  standard  iron-pipe  gauge. 

30.  Connections  on  brass  pipe  and  between  brass  pipe 

and  traps  on  iron  pipe  must  not  be  made  with  slip  joints 
of  couplings.  Threaded  connections  on  brass  pipe  must 
be  of  the  same  size  as  iron  pipe  thread  for  same  size  of 
pipe  and  be  tapered.  t 

31.  The  following  average  thicknesses  and  weights  per 
linear  foot  will  be  required: 


Weights  per 

Diameters  Thicknesses  Linear  Foot 


V/2  inches . 14  inches  2.84  pounds 

2  inches . 15  inches  3.82  pounds 

2  y2  inches . 20  inches  6.08  pounds 

3  inches . 21  inches  7.92  pounds 

3J4  inches . 22  inches  9.54  pounds 

4  inches . 23  inches  11.29  pounds 

4  y2  inches . 24  inches  13.08  pounds 

5  inches . 25  inches  15.37  pounds 

6  inches . 28  inches  19.88  pounds 


32.  Where  light  or  heavy  pipe  is  used  brass  ferrules 
must  be  of  best  quality  cast  brass,  not  less  than  4  inches 
long  and  2  inches  and  3  inches  and  4  inches  in  inside  di¬ 
ameter  and  not  less  than  the  following  weights: 


Diameters  Weights 


2  inches .  1  pound  0  ounces 

3  inches . 1  pound  12  ounces 

4  inches .  2  pounds  8  ounces 


8  feet  of 

5  feet  of. 
2  feet  of. 
2  feet  of. 


1  y2  inch  pipe 

2  inch  pipe 

3  inch  pipe 

4  inch  pipe 


38.  All  connections  between  lead  pipes  and  between  lead 
and  brass  or  copper  pipes  must  be  made  by  means  of  “wiped” 
solder  joint. 

39.  All  lead  waste,  soil,  vent  and  flush  pipes  must  be  of 
the  best  quality,  known  in  commerce  as  “D,”’  and  of  not 
less  than  the  following  weights  per  linear  foot: 


Weights  per 


Diameters  Linear  Foot 


1 Va  inch  (for  flush  pipes  only) .  V/2  pounds 

1 V2  inches .  3  pounds 

2  inches .  4  pounds 

3  inches .  6  pounds 

4  and  4  y2  inches .  8  pounds 


40.  All  lead  traps  and  bends  must  be  of  the  same  weights 
and  thicknesses  as  their  corresponding  pipe  branches.  Sheet 
lead  for  roof  flashings  must  be  six-pound  lead,  and  must 
extend  not  less  than  six  inches  from  the  pipe,  and  the  joint 
made  watertight. 

41.  Copper  tubing,  when  used  for  inside  leader  roof  con¬ 
nections,  must  be  seamless  drawn  tubing,  not  less  than  22 
gauge,  and  when  used  for  roof  flashings  must  be  not  less 
than  18  gauge. 


General  Regulations. 

42.  Each  building  must  be  separately  and  independently 
connected  with  a  public  or  private  sewer,  or  cesspool,  ex¬ 
cept  where  a  building  is  located  on  the  rear  of  the  same  lot 
with  another  building,  when  its  plumbing  and  drainage  sys¬ 
tem  ma\  he  connected  to  the  house-drain  of  the  front  build- 
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ing  behind  the  house  trap  and  fresh  air  inlet  which  shall 
be  used  for  both  buildings  if  sewer  connected;  or  may  be 
connected  to  an  existing  cesspool  of  front  house  and  be 
provided  with  a  separate  house  trap  and  fresh  air  inlet. 

43.  Every  building  must  have  its  sewer  connections  di¬ 
rectly  in  front  of  the  building,  unless  permission  is  other¬ 
wise  granted  by  the  Superintendent  of  Buildings. 

44.  Where  there  is  no  sewer  in  the  street  or  avenue,  and 
it  is  possible  to  construct  a  private  sewer  to  connect  in  an 
adjacent  street  or  avenue,  a  private  sewer  may  be  con¬ 
structed,  to  be  used  in  common  for  one  or  more  buildings. 
It  must  be  laid  outside  the  curb  under  the  roadway. 

45.  Cesspool  and  privy  vaults  will  be  permitted  only  after 
it  has  been  shown  to  the  satisfaction  of  the  Superintendent 
of  Buildings  that  their  use  is  absolutely  necessary. 

46.  When  allowed,  they  must  be  constructed  strictly  in 
accordance  with  the  terms  of  the  permit  issued  by  the  Su¬ 
perintendent  of  Buildings. 

47.  Cesspools  must  not  be  used  as  privy  vaults  nor  can 
privy  vaults  be  used  as  cesspools.  Cesspool  and  privy  vaults 
must  be  located  at  least  15  feet  from  any  building  and  on 
the  same  lot  as  building  for  which  their  use  is  intended. 
Walls  of  cesspools  and  privy  vaults  when  constructed  of 
brick  must  be  8  inches  thick;  if  of  stone,  18  inches  thick. 
Bottoms  of  cesspools  and  privy  vaults  must  be  of  stone 
concrete  6  inches  thick.  The  entire  interior  surface  of  cess¬ 
pools  and  privy  vaults  must  be  finished  with  a  coating  of 
Portland  cement  mortar  1  inch  thick. 

48.  As  soon  as  it  is  possible  to  connect  with  a  public 
sewer,  the  owner  must  have  the  cesspool  and  privy  vault 
emptied,  cleaned  and  disinfected  and  filled  with  fresh  earth, 
and  have  a  sewer  connection  made  in  the  manner  here¬ 
with  prescribed. 

49.  All  pipe  lines  must  be  supported  at  the  base  on 
brick  piers,  or  by  heavy  iron  hangers  from  the  cellar  ceil¬ 
ing-beams,  and  along  the  line  by  heavy  iron  hangers  at 
intervals  of  not  more  than  ten  feet. 

50.  All  pipes,  issuing  from  extensions  or  elsewhere, 
which  would  otherwise  open  within  20  feet  of  the  win¬ 
dow  of  any  building,  must  be  extended  above  the  top  of 
any  window  located  within  such  distance..  When,  a 
building  exceeds  in  height  that  of  an  adjoining  building, 
and  windows  or  openings  are  cut  in  the  wall  on  the  lot 
line  within  20  feet  of  the  roof  terminal  of  anv  soil,  waste 
or  vent  line  now  in  place  or  subsequently  installed  in  the 
lower  building,  the  owner  of  the  higher  building  shall  de¬ 
fray  the  expense  of  extending  said  soil,  waste  or  vent  lines 
above  the  roof  of  the  higher  building,  or  shall  himself  make 
such  alteration. 

51.  The  arrangement  of  all  pipes  must  be  as  straight 
and  direct  as  possible.  Offsets  will  be  permitted  only  when 
unavoidable. 

52.  All  pipes  and  traps  should,  where  possible,  be  ex¬ 
posed  to  view.  They  should  always  be  readily  accessible 
for  inspection  and  repairing. 

53.  In  every  building  where  there  is  a  leader  connected 
to  the  drain,  if  there  are  any  plumbing  fixtures,  there  must 
be  at  least  one  four  (4)  inch  pipe  extending  above  the  roof 
for  ventilation. 


Yard,  Area  and  Other  Drains. 


54.  All  yards,  areas  and  courts  exceeding  ]5  square  feet 
in  area  must  be  drained  into  the  sewer.  A  shaft  open  at 
the  top  not  exceeding  25  square  feet  in  area,  and  which 
cannot  be  connected  in  back  of  a  leader,  yard,  court  or  area 
drain  trap,  may  be  drained  into  a  publicly-placed,  water- 
supplied,  properly-trapped  and  vented  slop  sink. 

55.  These  drains,  when  sewer-connected,  must  have  con¬ 


nections  not  less  than  three  inches  in  diameter.  They 
should  be  controlled  by  one  trap — the  leader  trap,  if  possible. 

56.  Floor  drains  will  only  be  permitted  when  it  can  be 
shown  to  the  satisfaction  of  the  Superintendent  of  Buildings 
that  their  use  is  absolutely  necessary  and  arrangements  made 
to  maintain  a  permanent  water  seal  in  the  traps. 

57.  Cellar  drains  may  be  connected  in  back  of  and  con¬ 
trolled  by  a  leader,  yard,  court  or  area  drain  trap  which 
need  not  be  vented. 

58.  Subsoil  drains  should  discharge  into  a  sump  or  re¬ 
ceiving  tank,  the  contents  of  which  if  discharged  by  grav¬ 
ity  may  be  discharged  into  a  rain  leader,  yard,  court  or 
area  drain  behind  the  trap  controlling  same  or  may  be 
discharged  through  a  properly-trapped  and  vented,  water- 
supplied  receptacle.  Where  mechanical  force  is  required  to 
discharge  the  contents  into  the  plumbing  and  drainage  sys¬ 
tem,  a  proper  automatic  cut-off  or  check  valve  must  be  pro¬ 
vided  on  the  connection  between  house-drain  and  apparatus 
used  for  raising  the  contents  of  sump-pit. 

59.  The  contents  of  settling  chamber  or  dust  receptacle 
for  vacuum  cleaners  may  be  discharged  into  a  Plumbing 
and  Drainage  system,  the  same  as  sub-ioil  drain  sump-pits. 

Leaders. 

60.  Every  building  shall  be  kept  provided  with  proper 
metallic  gutters  and  rain  leaders  for  conducting  water  from 
all  roofs  in  such  manner  as  shall  protect  the  walls  and 
foundations  from  injury.  In  no  case  shall  the  water  from 
anv  rain  leader  be  allowed  to  flow  upon  the  sidewalk  or 
adjoining  property,  but  the  same  shall  be  conducted  by 
proper  pipes  to  the  sewer.  If  there  be  no  sewer  in  the 
street  upon  which  the  building  fronts,  then  the  water  from 
said  leaders  may  be  conducted  by  proper  pipes  laid  below 
the  surface  of  sidewalk  to  the  street  gutter,  or  mav  be  con¬ 
ducted  by  extra  heavv  cast-iron  pipe  to  a  leeching  cess¬ 
pool  located  at  least  20  feet  from  anv  building.  No  plumbing 
fixtures  shall  discharge  into  a  leeching  cesspool. 

51.  Inside  leaders  must  be  made  of  cast-iron,  wrought 
iron  or  steel,  with  roof  connections  made  gas  and  water 
tight  by  means  of  a  heavy  lead  or  copper-drawn  tubing 
wiped  to  a  brass  ferrule  or  nipple  caulked  or  screwed  into 
the  pipe.  7 

62.  Outside  leaders  may  be  made  of  sheet  metal,  but 
they  must  connect  with  the  house  drain  by  means  of  a 
cast-iron  pipe  extending  vertically  five  feet  above  the  grade 
level. 

63.  Leaders  must  be  trapped  with  cast-iron  running 
traps  so  placed  as  to  prevent  freezing. 

64.  Rain-water  leaders  must  not  be  used  as  soil,  waste 
or  vent  pipes,  nor  shall  any  such  pipe  be  used  as  a  leader. 

The  House  Sewer,  House  Drain,  House  Trap  and 
Fresh  Air  Inlet. 

65.  Old  house  sewers  may  be  used  in  connection  with  new 
buildings  or  new  plumbing  only  when  they  are  found,  on  ex¬ 
amination  by  the  plumbing  inspector,  to  conform  in  all  re¬ 
spects  to  the  requirements  governing  new  sewers. 

66.  When  a  proper  foundation  consisting  of  a  aatural 
bed  of  earth,  rock,  etc.,  can  be  obtained,  the  house  sewer 
can  be  of  earthenware  pipe. 

67.  Where  the  ground  is  made  or  filled  in.  or  where 
the  pipes  are  less  than  three  feet  deep,  or  in  any  case 
where  there  is  danger  of  settlement  by  frost  or  from  any 
cause,  and  when  cesspools  are  used,  the  house  sewer,  must 
be  of  extra  heavy  cast-iron  pipe,  with  lead-caulked  joints. 

68.  No  earthenware  house-drain,  when  found  in  a  leaky 
or  defective  condition,  shall  be  repaired  or  replaced  except 
with  heavy  cast-iron  pipe. 

69.  The  house-drain  and  its  branches  must  be  of  ex¬ 
tra  heavy  cast  iron  when  under  ground,  and  of  extra 
heavy  ca$t  iron  or  galvanized  wrought  iron  or  steel 
when  above  ground,  except  as  provided  in  Rule  20  of 
these  rules. 


354 


RULES 


70.  The  house  drain  must  properly  connect  with  the 
house  sewer  at  a  point  two  feet  outside  of  the  outer  front 
vault  or  area  wall  of  the  building.  An  arched  or  other 
proper  opening  must  be  provided  for  the  drain  in  the  wall 
to  prevent  damage  by  settlement. 

71.  The  house  drain  if  above  the  cellar  floor  must  be 
supported  at  intervals  of  ten  feet  by  eight-inch  brick  piers 
or  suspended  from  the  floor  beams,  or  be  otherwise  prop¬ 
erly  supported  by  proper  hangers  placed  not  more  than  10 
feet  apart. 

72.  No  steam-exhaust,  boiler  blow-off  or  drip-pipe  shall 

be  connected  with  the  house-drain.  Such  pipes  must  first 
discharge  into  a  proper  condensing  tank,  and  from  this  a 
proper  outlet  to  the  house  sewer  outside  of  the  building 
must  be  provided.  In  low  pressure  steam  systems  the  con¬ 
densing  tank  may  be  omitted,  but  the  waste  connections 
must  be  otherwise  as  above  required. 

73.  The  house-drain  and  house-sewer  must  be  run  as 
direct  as  possible,  with  a  fall  of  at  least  one-quarter  inch 
per  foot,  all  changes  in  direction  made  with  proper  fittings, 
and  all  connections  made  with  Y  branches  and  one-eighth 
and  one-sixteenth  bends. 

74.  The  house-sewer  and  house-drain  must  be  at  least 
four  inches  in  diameter  when  receiving  the  discharge  of  a 
water-closet.  Where  rain  leaders  are  connected  to  the 
plumbing  system,  the  sizes  of  house-sewer,  house-drain 
and  leader  connections  shall  be  computed  according  to  the 
square  feet  of  area  drained  into  them.  No  house-sewer  or 
house-drain  shall  be  of  less  diameter  than  the  largest  line 
of  pipe  connected  thereon.  The  following  table  is  the  maxi¬ 
mum  area  allowed  to  drain  into  pipes  of  given  diameter : 


Diameter 


of  Fall  Fall 

Pipe  Va  Inch  per  Foot  x/2  Inch  per  Foot 


3  .  1,200  square  feet  1,500  square  feet 

4  .  2,500  square  feet  3,200  square  feet 

5  .  4,500  square  feet  6,000  square  feet 

6  .  8,000  square  feet  10,000  square  feet 

7  . 12,400  square  feet  15,600  square  feet 

8  . 18,000  square  feet  22,500  square  feet 

9  . 25,000  square  feet  31,500  square  feet 

10 . 41,000  square  feet  59,000  square  feet 

12 . 69,000  square  feet_ 98,000  square  feet 


75.  Full  size  Y  and  T  branch  fittings  for  handhole 
cleanouts  must  be  provided  where  required  on  house-drain 

and  its  branches.  No  cleanout  need  be  larger  than  6  inches 
in  diameter. 

76.  An  iron  running  trap  must  be  placed  in  the  house- 
drain  near  the  front  wall  of  the  house,  and  on  the  sewer 
side  of  all  connections,  except  a  Y  fitting  used  to  receive 
the  discharge  from  an  automatic  sewage  lift,  oil  sepa¬ 
rator,  or  a  drip-pipe  where  one  is  used.  If  placed  outside 
of  the  house  or  below  the  cellar  floor,  it  must  be  made 
accessible  in  a  brick  manhole,  the  walls  of  which  must 
be  eight  inches  thick,  with  an  iron  or  flagstone  cover. 
When  outside  the  house  it  must  never  be  less  than  three 
feet  below  the  surface  of  the  ground. 

77.  When  the  plumbing  system  of  any  building  is  altered 
by  the  addition  of  a  new  soil,  waste  or  vent  line  to  the 
extent  of  50  per  cent,  or  more,  and  no  house  trap  and 
fresh  air  inlet  or  leader  trap  exists  on  the  house-drain, 
same  shall  be  provided. 

78.  The  house  trap  must  have  two  cleanouts,  with  brass 
screw  cap  ferrules  caulked  in. 

79.  A  fresh-air  inlet  pipe  must  be  connected  with  the 
house-drain  just  inside  of  the  house  trap  and  extended  to 
the  outer  air,  terminating  with  open  end  at  least  one  foot 
above  the  grade  at  most  available  point  to  be  approved 
bv  the  Superintendent  of  Buildings  and  shown  on  plans. 


The  fresh-air  inlet  pipe  shall  be  one-half  the  diameter  of 
house-drain  but  not  less  than  4  inches  in  diameter. 

•  80"j  No1tcur^b?x  or  si.milar  dev»ce  with  grating  placed 
in  sidewalk  will  be  permitted  for  fresh  air  inlets  V 


Soil  and  Waste  Lines. 


81.  All  main,  soil,  waste  or  vent  pipes  must  be  of  iron 
steel  or  brass. 


nmr  lu  V  .  uionmige  oi  nxtures  on 

any  floor  above  the  first,  they  must  be  extended  in  full 

awLv^froJ^n  °w/°0t  ?b?ve  the,  roof  c°PinS>  and  well 

away  from  all  shafts,  windows,  chimneys  or  other  ven- 
tilating  openings  When  less  than  four  inches  in  diam- 
,£hey  mus*  be  enlarged  to  four  inches  at  a  point  not 
less  than  one  foot  below,  the  roof  surface  by  an  increaser 
not  less  than  nine  (9)  inches  long. 


83.  No  caps,  cowls  or  bends  shall  be  affixed  to  the 
top  of  such  stack. 


84.  .  In  all  buildings,  wire  baskets  must  be  securely  fas- 
tened  into  the  opening  of  each  pipe  in  an  accessible  position. 
When  roofs  are  used  for  drying  purposes  or  roof  gardens, 
all  pipes  shall  be  extended  to  a  height  of  seven  feet. 

85.  Necessary  offsets  above  the  highest  fixture  branch 
must  not  be  made  at  an  angle  of  less  than  forty-five 
degrees  to  the  horizontal. 


86.  Soil  and  waste  pipes  must  have  proper  Y  or  TY 
branches  for  all  fixture  connections. 

87  No  connection  to  lead  branches  for  water-closets 
or  slop  sinks  will  be  permitted,  except  the  required  branch 
vent. 


88.  Branch  soil  and  waste  pipe  must  have  a  fall  of  at 
least  one-quarter  inch  per  foot. 

89.  Short  TY  branches  will  be  permitted  on  vertical 
lines  only.  Long  one-quarter  bends  and  long  TY’s  are 
permitted.  Short  one-quarter  bends  and  double  hubs,  short 
roof  mcreasers  and  common  offsets,  and  bands  and  sad¬ 
dles  are  prohibited. 

90.  The  diameters  of  soil  and  waste  pipes  must  not  be 
less  than  those  given  in  the  following  table : 


Main  soil  stacks  in  buildings  serving  not  more 
than  two  sets  of  fixtures  in  four  or  less  stories  4  inches 
Main  soil  stacks  in  residence  buildings  serving 
not  more  than  two  sets  of  fixtures  in  five 


or  six  stories .  4  inches 

Main  soil  stacks  in  all  other  cases .  5  inches 

Branch  soil  pipes  for  not  more  than  four  wa- 
ter  closets.. .  3  inches 

Branch  soil  pipes  for  more  than  four  water- 
closets  . .  4  inches 

Main  waste  stacks .  2  inches 

Main  waste  stacks  for  kitchen  sinks  on  six  or 

more  floors .  3  inches 

Branch  waste  pipes  for  slop  sinks .  3  inches 

Branch  waste  pipes  for  laundry  tubs .  V/2  inches 

When  set  in  ranges  of  three .  2  inches 

Branch  waste  for  kitchen  sinks  .  2  inches 

Branch  waste  for  urinals .  2  inches 

Branch  waste  for  other  fixtures .  v/2  inches 


A  set  of  fixtures,  as  used  in  this  rule,  shall  include  not 
more  than  one  water-closet,  one  bath  tub,  one  wash  basin, 
one  sink  and  two  laundry  trays. 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps  con- 
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nected  to  main  waste  or  soil  lines  or  to  the  house  drain 
by  branch  piping  not  over  seven  (7)  feet  in  length  with 
a  fall  not  exceeding  two  (2)  inches  per  foot,  shall  be 
protected  from  siphonage  and  back-pressure  by  special  lines 
of  vent  pipes;  provided  that  where  approved  deep-seal 
siphon-jet  water  closet  or  slop  sink  fixtures  are  instated 
with  branch  piping  not  over  five  (5)  feet  in  length  from 
fixture  to  main  soil  or  waste  line,  the  vent  pipe  may  be 
omitted  for  such  fixtures  in  buildings  not  over  eight  (8) 
stories  in  height,  ana  where  the  main  soil  or  waste  line  is 
made  one  inch  larger  in  diameter  than  required  by  these 
rules,  the  vent  pipe  may  also  be  omitted,  for  such  fixtures 
in  buildings  over  eight  (8)  stories  in  height. 

92  All  vent  pipe  lines  and  main  branches  must  be 
of  iron,  steel  or  brass.  They  must  be  increased  in  diam¬ 
eter  and  extended  above  the  roof  as  required  for  waste 
pipes.  They  may  be  connected  with  the  adjoining  soil 
or  waste  line  well  above  the  highest  fixture,  but  this  will 
not  be  permitted  when  there  are  fixtures  on  more  than 
six  floors. 

93.  All  offsets  must  be  made  at  an  angle  of  not  less 
than  forty-five  degrees  to  the  horizontal,  and  all  lines 
must  be  connected  at  the  bottom  with  a  soil  or  waste 
pipe  or  the  drain  in  such  a  manner  as  to  prevent  the  ac¬ 
cumulation  of  rust  scale. 

94.  Branch  vent  pipes  shall  be  kept  above  the  top  of  all 
connecting  fixtures,  so  as  to  prevent  the  use  of  vent  pipes 
as  soil  pipes  or  waste  pipes.  Branch  vent  pipes  should 
be  connected  not  less  than  six  inches  nor  more  than  two 
feet  from  crown  of  trap  or  side  of  lead  bend. 

95.  Except  where  “yoke  type”  ventilation  is  installed, 
vent  connection  for  water-closets  and  slop  sinks  must  be 
made  from  the  branch  soil  or  waste  pipe  just  below  the 
trap  of  the  fixture,  and  the  branch  vent  pipe  must  be  so 
connected  as  to  prevent  obstruction,  and  no  waste  pipe  con¬ 
nected  between  it  and  the  fixture.  Earthenware  traps  must 
have  no  vent  horns. 

“Yoke  type”  ventilation  shall  be  taken  to  mean  a  cross 
connection,  by  means  of  a  horizontal  branch  soil  or  waste 
pipe,  between  the  main  soil  or  waste  line  and  the  vent  line, 
and  in  which  the  connection  between  the  branch  pipe  anc 
the  vent  line  is  made  at  least  six  (6)  inches  above  the  liw 
of  fixtures  discharging  into  such  branch  pipe. 

96.  No  sheet  metal,  brick  or  other  flue  shall  be  used 
as  a  vent  pipe. 

97.  The  sizes  of  vent  pipes  throughout  must  not  be  less 
than  the  following: 

For  main  vents,  two  inches  in  diameter;  for  water- 
closets  on  three  or  more  floors,  three  inches  in  diameter; 
for  other  fixtures  on  less  than  seven  floors,  two  inches 
in  diameter;  three-inch  vent  pipe  will  be  permitted  for 
less  than  nine  stories;  for  more  than  eight  and  less  than 
sixteen  stories,  four  inches  in  diameter ;  for  more  than  fif¬ 
teen  and  less  than  twenty-two  stories,  five  inches  in  diam¬ 
eter:  for  more  than  twenty-one  stories  the  size  of  the  vent 
pipe  shall  be  determined  by  the  Superintendent  of  Buildings. 

For  fixtures  other  than  water-closets  and  slop  sinks  and 

for  more  than  eight  stories,  vent  pipes  may  be  one  inch 
smaller  in  diameter  than  above  stated. 

For  long  branch  vent  pipes  over  10  feet  in  length  but 
not  exceeding  25  feet,  two  inches  in  diameter;  when  over 
25  feet  in  length  but  not  exceeding  50  feet,  three  inches 
in  diameter.  No  branch  vent  pipe  can  exceed  50  feet  m 
length,  nor  can  any  main  vent  be  of  less  diameter  than 
the  largeset  branch  vent  connecting  to  same. 

98  When  the  plumbing  fixtures  installed  in  any  ^build¬ 
ing  are  arranged  in  groups  or  batteries,  “yoke  type  ven¬ 
tilation  may  be  installed,  provided  that  for  batteries  of  wa¬ 
ter-closets  each  fixture  shall  be  set  not  more  than  two  (2) 
feet  distant  from  the  horizontal  branch  soil  pipe  into  which 
it  discharges,  and  for  batteries  of  fixtures  other  than  wa¬ 


ter-closets  each  fixture  shall  be  so  located  that  its  trap  will 
be  not  more  than  two  (2)  feet  distant  from  the  horizontal 
branch  waste  line  into  which  it  discharges.  When  the  ordi¬ 
nary  type  of  venting  is  installed  and  the  number  of  branch 
or  back  vents  from  the  traps  of  fixtures  connecting  to  any 
main  branch  vent  exceeds  the  number  and  size  given  in  the 
following  table,  a  3-inch  main  branch  vent  must  be  pro¬ 
vided  for  the  additional  vent  connections. 


i 

2-1J4  inch  branches  on  a  1J4  inch  main  branch. 

4-2  inch  branches  on  a  2  inch  main  branch. 

7-1^2  inch  branches  on  a  2  inch  main  branch. 

\  inch  branches  on  a  2  inch  main  branch. 

4-1H  3 

|  inch  branches  on  a  2  inch  main  branch. 


Traps. 

99.  No  form  of  trap  will  be  permitted  to  be  used  unless 
it  has  been  approved  by  the  Superintendent  of  Buildings 
or  the  Board  of  Standards  and  Appeals. 

No  anti-siphon  trap  or  deep-seal  siphon- jet  fixture  shall 
be  approved  until  it  has  successfully  passed  such  test  as 
may  be  prescribed  by  the  Board  of  Standards  and  Appeals. 

100.  No  masons’  cesspool,  bell,  pot,  bottle  or  D-trap 
will  be  permitted,  nor  any  form  of  trap  that  is  not  self¬ 
cleaning,  nor  that  has  interior  chamber  or  mechanism, 
nor  any  trap  except  earthenware  ones  that  depend  upon 
interior  partitions  for  a  seal.  Backwater  or  tide  valves 
will  only  be  permitted  when  it  can  be  shown  to  the  sat¬ 
isfaction  of  the  Superintendent  of  Buildings  that  their 
use  is  absolutely  necessary  and  of  a  type  as  approved  by 
him. 

101.  Every  fixture  must  be  separately  trapped  by  a 
water-sealing  trap  placed  as  close  to  the  fixture  outlet  as 
possible,  and  no  trap  shall  be  placed  more  than  2  feet  0 
inches  from  any  fixture. 

102.  A  set  of  not  more  than  three  wash  trays  may 
connect  with  a  single  trap,  or  into  the  trap  of  an  ad¬ 
joining  sink,  provided  both  sink  and  tub  waste  outlets  are 
on  the  same  side  of  the  waste  line,  and  the  sink  is  nearest 
the  line.  When  so  connected,  the  waste  pipe  from  the 
wash  trays  must  be  branched  in  below  the  water-seal. 

103.  The  discharge  from  any  fixture  must  not  pass 
through  more  than  one  trap  before  reaching  the  house- 
drain. 

104.  All  traps  must  be  well  supported  and  set  true  with 
respect  to  their  water  levels. 

105.  All  fixtures,  other  than  water-closets  and  urinals, 
must  have  strong  metallic  strainers  or  bars  over  the  outlets 
to  prevent  obstruction  of  the  waste  pipe. 

106.  All  exposed  or  accessible  traps,  except  water-closet 
traps,  must  have  brass  trap  screws  for  cleaning  the  trap 
placed  on  the  inlet  side,  or  below  the  water  level. 

107.  All  iron  trapa  for  house-drain,  yard  and  other  drains 
and  leaders  must  be  running  traps  with  handhole  cleanouts 
of  full  size  of  the  traps,  when  same  are  less  than  five  (5) 
inches.  All  traps  under  ground  must  be  made  accessible 
by  brick  manholes  with  proper  covers. 

108.  Overflow  pipes  from  fixtures  must  in  all  cases  be 
connected  on  the  inlet  side  of  traps. 

109.  All  earthenware  traps  must  have  approved  heavy 
brass  floor  plates  properly  secured  to  the  branch  soil  pipe 
and  bolted  to  the  trap  flange,  and  the  joint  made  gas-tight. 
The  use  of  rubber  washers  for  floor  connections  is  pro¬ 
hibited.  All  floor  flanges  must  be  set  in  place  and  in¬ 
spected  before  any  water-closet  is  set  thereon. 
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110.  No  trap  shall  be  placed  at  the  foot  of  main  soil 
and  waste  pipe  lines. 

111.  Every  plunge  bath  shall  be  provided  with  a  trap 
at  least  four  inches  in  diameter,  the  waste  from  trap  to 
bath  to  be  reduced  to  two  inches  in  diameter  and  this 
waste  to  be  controlled  by  a  gate  valve.  Overflow  pipes, 
if  provided,  must  be  connected  on  inlet  side  of  trap.  Ex¬ 
cept  where  an  approved  anti-siphon  trap  is  installed  in 
the  manner  specified  in  Rule  91,  such  trap  must  be  ven¬ 
tilated  by  a  separate  vent  line  extended  above  the  roof, 
of  the  same  size  as  trap  and  water  connection. 

112.  The  sizes  for  traps  must  not  be  less  than  those 
given  in  the  following  table: 


Traps  for  water-closets 
Traps  for  slop  sinks.... 
Traps  for  kitchen  sinks. 
Traps  for  wash  trays... 

Traps  for  urinals . 

Traps  for  shower-baths. 
Traps  for  other  fixtures. 


4 

3 

2 

2 

2 

2 

1 H 


inches 

inches 

inches 

inches 

inches 

inches 

inches 


in  diameter 
in  diameter 
in  diameter 
in  diameter 
in  diameter 
in  diameter 
in  diameter 


Traps  for  leaders,  area,  floor  and  other  drains  must 
be  at  least  3  inches  in  diameter. 

113.  Every  dental  cuspidor  must  be  separately  trapped 
by  a  trap  of  at  least  one  and  one-half  (1J4)  inches  in 
diameter,  which  shall  be  vented  except  where  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  and  placed  as  close  to  the  fixture  as  possible.  The  con¬ 
nection  between  trap  and  cuspidor  may  be  three-quarters 
(24)  of  an  inch  in  diameter. 

114.  No  plumbing  fixtures,  except  bar  sinks,  soda  foun¬ 
tains  or  drinking  fountains,  shall  be  installed  with  an  in¬ 
direct  waste  connection  to  the  plumbing  and  drainage  sys¬ 
tem.  The  waste  of  every  bar  sink,  soda  fountain  and  drink¬ 
ing  fountain,  if  not  directly  connected,  must  discharge  over 
a  properly  water-supplied,  trapped  sink,  with  trap  vented, 
unless  an  approved  anti-siphon  trap  is  installed  in  the  man¬ 
ner  specified  in  Rule  91.  The  main  waste  lines  shall  be 
two  (2)  inches  in  diameter,  and  the  branches  to  fixtures 
at  least  one  and  one-half  (1J-4)  inches  in  diameter.  Drink¬ 
ing  fountains  must  be  trapped  and  the  waste  line  extended 
through  the  roof.  No  vent  connections  need  be  provided. 

Safe  and  Refrigerator  Waste  Pipes. 

115.  Safe  and  refrigerator  waste  pipes  must  be  of  gal¬ 
vanized  iron,  and  be  not  less  than  1*4  inches  in  diameter 
nor  larger  than  1)4  inches  in  diameter  with  pipe  branches 
at  least  1  inch  in  diameter  with  strainers  over  each  inlet. 

116.  Safe  and  refrigerator  waste  pipes  shall  not  be 
trapped.  They  must  discharge  over  a  properly  water-sup- 
plied,  trapped  sink,  with  trap  vented  unless  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  such  sink  to  be  publicly  placed,  and  not  more  than  4 
feet  above  the  floor.  In  no  case  shall  any  refrigerator  or 
safe  waste  pipe  discharge  over  a  sink  located  in  a  room 
used  for  living  purposes. 

117.  The  branches  on  vertical  lines  must  be  made  by 
Y  or  TY  fittings  and  carried  up  to  the  safe  with  as  much 
pitch  as  possible. 

118.  Lead  safes  must  be  graded  and  neatly  turned  over 
bevel  strips  at  their  edges. 

119.  Where  there  is  an  offset  on  a  refrigerator  waste 
pipe  in  the  cellar,  there  must  be  cleanouts  to  control  the 
horizontal  part  of  the  pipe. 

120.  In  all  lodgings  and  tenement  houses  the  safe  and 
refrigerator  waste  pipes  must  extend  above  the  roof. 


( Good  except  as  relating  to  tenement  houses  and  factories .) 

121.  In  all  buildings  occupied  as  stores,  dwellings,  lodg- 
ing  or  boarding  houses,  hotels,  offices,  lofts,  workshops,  fac- 
tones  or  storage  houses,  there  must  be  at  least  one  water- 
closet  in  each  building.  There  must  be  sufficient  water- 
closets  so  that  there  will  never  be  more  than  15  persons  to 
each  water-closet  In  places  of  public  assembly,  the  num¬ 
ber  of  toilets  and  the  most  available  location  are  to  be  de¬ 
termined  by  the  Superintendent  of  Buildings. 

122.  Separate  water-closets  and  toilet  rooms  must  be  pro¬ 
vided  fcr  each  sex  in  buildings  used  as  workshops,  lofts 
office  buildings,  factories,  hotels,  and  all  places  of  public 
assembly. 

123.  In  lodging  houses,  there  must  be  one  water-closet 
on  each  floor,  and  where  there  are  more  than  15  persons 
on  any  floor  there  must  be  an  additional  water-closet  on 
that  floor  for  every  15  additional  persons  or  fraction 
thereof. 

124.  In  tenement  houses,  lodging  houses,  factories,  work¬ 
shops,  and  all  public  buildings,  the  entire  water-closet  apart¬ 
ment,  and  side  walls  to  a  height  of  six  inches  from  the 
floor,  except  at  the  door,  must  be  made  waterproof  with 
asphalt,  cement,  tile,  metal  or  other  waterproof  material 
as  approved  by  the  Superintendent  of  Buildings. 

125.  In  all  buildings,  the  water-closet  and  urinal  apart¬ 
ments  must  be  ventilated  to  the  outer  air  by  windows  open¬ 
ing  on  the  same  lot  upon  which  the  building  is  situated 
or  by  a  ventilating  skylight  placed  over  each  room  or  apart¬ 
ment  wherein  such  fixtures  are  located. 

126.  In  all  buildings,  the  outside  partition  of  any  water- 

closet  or  urinal  apartment  must  be  air-tight  and  extend 
to  the  ceiling  or  be  independently  ceiled  over.  When  neces¬ 
sary  to  properly  light  such  apartments,  the  upper  part  of 
the  partitions  must  be  provided  with  translucent  glass.  The 
interior  partitions  of  such  apartments  must  be  dwarfed  par¬ 
titions. 

127.  The  general  water-closet  accommodation  of  any 
building  cannot  be  placed  in  the  cellar,  nor  can  any  water- 

closet  be  placed  outside  of  a  building  except  to  replace  an 

existing  water-closet. 

128.  In  alteration  work  where  it  is  not  practicable  to 
ventilate  a  water-closet  or  urinal  apartment  by  windows  or 
a  skylight  directly  to  the  outer  air,  there  may  be  provided 
a  galvanized  wrought  iron  vent  duct  extended  to  the  outer 
air  which  must  be  equal  in  area  to  at  least  144  inches  for 
one  water-closet  or  urinal,  and  an  additional  72  square 
inches  for  each  water-closet  added  therein. 

129.  Where  water-closets  will  not  support  a  rim-seat,  the 
seat  must  be  supported  on  galvanized  iron  legs. 

130.  Every  earthenware  water-closet  with  connection 
through  the  floor  in  all  new  work,  and  in  all  alterations, 
must  be  set  on  an  approved  floor  slab  of  porcelain,  slate 
or  other  material  impervious  to  moisture,  same  to  be  not 
less  in  size  than  the  base  of  the  water-closet  set  thereon. 

131.  All  water-closets  must  have  earthenware  flushing 
rim  bowls.  They  must  be  set  entirely  free  and  open  from 
all  enclosing  woodwork. 

132.  Pan,  plunger,  offset- washout  and  washout,  or  other 
water-closets  having  an  unventilated  space,  or  the  walls 
of  which  are  not  thoroughly  washed  out  at  each  discharge, 
will  not  be  permitted. 

133.  Long  hopper  water-closets  will  not  be  permitted, 
except  earthenware  hoppers  where  there  is  an  exposure 
to  frost. 

134.  Drip  trays  on  water-closets  will  not  be  permitted. 

135.  Water-closets  and  urinals  must  never  be  connected 
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directly  with  or  flushed  from  the  water-supply  pipes,  ex¬ 
cept  when  flushometer  valves  are  used. 

136.  Each  water-closet  and  urinal  must  be  flushed  from 
a  separate  cistern,  the  water  from  which  is  used  for  no 
other  purpose,  or  may  be  flushed  through  flushometer  valves. 

137.  Where  “Flushometers”  are  used,  they  must  be  sup¬ 
plied  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings;  the  rising  lines  shall  be 
at  least  one  and  one-half  inches  in  diameter,  and  the  main 
branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter,  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall  not 
exceed  twelve  inches  in  length. 

138.  The  overflow  of  cisterns  may  discharge  into  the 
bowl  of  the  closet,  but  in  no  case  connect  with  any  part 
of  the  drainage  system. 

139.  Iron  water-closet  and  urinal  cisterns  and  automatic 
water-closet  and  urinal  cisterns  are  prohibited,  unless  ap¬ 
proved  by  the  Superintendent  of  Buildings. 

140.  The  copper  lining  of  water-closet  and  urinal  cisterns 
must  not  be  lighter  than  ten  (10)  ounce  copper. 

141.  Water-closet  flush  pipes  must  not  be  less  than 
one  and  one- fourth  inches  and  urinal  flush  pipes  one  (1) 
inch  in  diameter,  and  if  of  lead  must  not  weigh  less  than 
two  and  one-half  pounds  and  two  pounds  per  linear  foot. 
Flush  couplings  must  be  of  full  size  of  the  pipe. 

142.  Rubber  connections  and  elbows  are  not  permitted 

on  flush  pipes.  . 

143.  Latrines,  trough  water-closets  and  similar  appliances 
may  be  used  only  on  written  permit  from  the  Superintend¬ 
ent  of  Buildings,  and  must  be  set  and  arranged  as  may  be 
required  by  the  terms  of  the  permit. 

144.  All  urinals  must  be  constructed  of  materials  im¬ 
pervious  to  moisture,  and  that  will  not  corrode,  under  the 
action  of  urine.  The  floor  and  wall  of  the  urinal  apart¬ 
ments  must  be  lined  with  similar  non-absorbent  and  non- 
corrosive  material. 

145.  The  platforms  of  treads  of  urinal  stalls  must  never 
be  connected  independently  to  the  plumbing  system,  nor 
car.  they  be  connected  to  any  safe  waste  pipe. 

146.  Iron  trough  water-closets  and  trough  urinals  must 
be  enameled  or  galvanized. 

147.  In  all  houses,  sinks  must  be  entirely  open,  on  iron 
legs  or  brackets  without  any  inclosing  woodwork. 

148.  Wooden  wash  tubs  are  prohibited,  except  when  used 
in  hotels,  restaurants  or  bottling  establishments  for  wash¬ 
ing  dishes  or  bottles.  Cement  or  artificial  stone  tubs  will 
not  be  permitted  unless  approved  by  the  Superintendent  of 
Buildings. 

Water  Supply  for  Fixtures. 

149.  All  water-closets  and  other  plumbing  fixtures  must 
be  provided  with  a  sufficient  supply  of  water  for  flushing 
to  keep  them  in  a  proper  and  cleanly  condition. 

Flush  tanks  must  have  a  capacity  of  eight  gallons  for 
water-closets  and  five  gallons  for  urinals. 

150.  House  service  pipes  must  be  connected  to  the  street 
mains  by  means  of  taps,  and  a  stop-cock  or  valve  placed  under 
the  sidewalk  at  the  curb,  in  compliance  with  the  rules  mid 
under  the  supervision  of  the  Department  of  Water  Supply, 
Gas  and  Electricity. 

131.  A  separate  stop  or  valve  must  be  placed  upon  the 
service  pipe  inside  the  front  wall.  .  . 

152.  The  diameters  of  street  service  pipes  must  not  be 
less  than  three-quarter  inch  for  dwellings  and  tenements 
occupied  by  six  families  or  less;  one  inch  for  tenements 
and  one  and  one-half  inch  for  hotels,  factories  and  other 
miscellaneous  buildings,  provided  that  in  no  case  can  the 
diameter  of  the  service  pipes  be  less  than  the  diameter  of 
the  tap  installed  under  the  supervision  of  the  Department 
of  Water  Supply,  Gas  and  Electricity. 

Riser  Lines. 

153.  The  diameter  of  all  riser  lines  in  plumbing  sys¬ 
tems  shall  be  not  less  than  three-quarters  04)  inches; 
except  that  when  lead  or  brass  pipe  is  used,  the  minimum 
diameter  may  be  one-half  (J4)  inch. 


Separate  stop-cocks  or  valves,  so  located  as  to  be  ac¬ 
cessible  at  all  times,  shall  be  placed  at  the  foot  of  each 
riser  line  and,  in  all  buildings  other  than  residence  build¬ 
ings  occupied  exclusively  by  one  or  two  families  or  hav¬ 
ing  not  more  than  fifteen  sleeping  rooms,  on  each  branch 
line  from  the  riser  for  each  isolated  fixture  or  each  group 
of  fixtures,  such  as  bathroom  fixtures,  kitchen  fixtures,  etc.; 
except  that  only  one  stop  cock  or  valve  shall  be  required 
for  thj  fixtures  contained  in  any  one  apartment,  suite, 
store  or  loft  occupied  by  one  tenant  when  all  the  fixtures 
contain  id  in  each  such  apartment,  suite,  store  or  loft  are 
supplic .  from  one  branch  line. 

154.  Diameters  of  branches  to  any  fixtures  must  not 
be  less  than  one-half  inch,  except  when  used  to  supply  wa¬ 
ter-closets,  cisterns  or  lavatories.  When  the  material  used 
is  lead  or  brass  pipe,  the  minimum  diameter  may  be  three- 
eighths  inch.  Branches  for  flush  valves  for  water-closets 
must  not  be  less  than  one  and  one-quarter  inch  in  diameter 
and  for  urinals  not  less  than  three-quarters  of  an  inch  in 
diameter. 

155.  Where  a  hot  water  supply  system  is  installed,  the 
distance  between  the  hot  and  cold  water  risers  should  not 
be  less  than  six  inches.  Where  it  is  impossible  to  place 
them  six  inches  or  more  apart,  the  hot  water  riser  must 
be  covered  with  an  approved  insulating  material  and  a 
method  of  circulation  provided  that  will  insure  a  prompt 
delivery  of  hot  water  at  the  faucet  when  required. 

All  hot  water  systems  in  buildings  of  more  than  four 
stories  in  height  shall  be  of  an  approved  circulating  type. 
In  buildings  of  four  stories  or  less  where  the  developed 
length  of  hot  water  piping  exceeds  100  feet  from  the  boiler 
to  the  fixture,  an  approved  circulating  system  shall  be 
installed. 

(In  connection  with  this  amendment  adopted  November 
12,  1931,  all  present  installations  where  complying  with  the 
current  rules  may  be  maintained  until  April  1,  1933,  with  the 
proviso  that  should  the  Commissioner  of  the  Department  of 
Water  Supply,  Gas  &  Electricity  deem  an  emergency  exists 
the  rule  shall  become  effective  on  thirty  days’  notice  of  such 
emergency  to  the  superintendent  of  buildings). 

156.  All  risers  and  branches  must  be  properly  fastened. 

157.  When  the  water  pressure  is  not  sufficient  to  sup¬ 
ply  freely  and  continuously  all  fixtures,  a  house  supply 
tank  must  be  provided  of  sufficient  size  to  afford  an  ample 
supply  of  water  to  all  fixtures  at  all  times.  Such  tanks 
must  be  supplied  from  the  pressure  or  by  power  pumps, 
as  may  be  necessary;  when  from  the  pressure,  ball  cocks 
must  be  provided. 

158.  House  supply  tanks  must  be  metal-covered  so  as 
to  exclude  dust  and  so  located  as  to  prevent  water  con¬ 
tamination  by  gas  and  odors  from  plumbing  fixtures. 

159.  House  supply  tanks  must  be  of  wood  or  iron,  or 
of  wood  lined  with  tinned  and  planished  copper. 

160.  House  tanks  must  be  supported  on  iron  beams. 

161.  The  overflow  pipe  should  discharge  upon  the  roof, 
where  possible,  and  in  such  cases  should  be  brought  down 
to  within  six  (6)  inches  of  the  roof,  or  it  must  be  trapped 
and  discharged  over  an  open  and  water-supplied  sink  not 
in  the  same  room,  nor  over  three  and  one-half  feet  above 
the  floor.  In  no  case  shall  the  overflow  be  connected  with 
any  part  of  the  plumbing  system. 

162.  Emptying  pipes  for  such  tanks  must  be  provided 
and  be  discharged  in  the  manner  required  for  overflow 
pipes,  and  may  be  branched  into  overflow  pipes.  Emptying 
pipes  for  tanks  containing  more  than  five  hundred  (500) 
gallons  must  be  four  (4)  inches  in  diameter  and  provided 
with  a  valve  of  same  size  fitted  with  a  wheel  or  lever 
handle. 

163.  Acid  wastes  must  be  “B”  lead  pipe  or  earthen  pipe; 
if  of  lead  pipe  they  must  be  at  least  two  inches  in  diam¬ 
eter,  and  if  of  earthen  pipe  at  least  three  inches  'n  d*am- 
and  continued  down  to  the  lower  story  of  building  and 
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so  arranged  as  to  discharge  into  a  lime  box  and  diluting 
sink  properly  trapped  and  vented  and  connected  inside  of 
house  trap.  If  the  lime  box  and  diluting  sink  are  not  used 
the  acid  waste  must  be  extended  to  an  earthen  house  sewer 
or  separately  and  independently  connected  to  a  public  or  pri¬ 
vate  sewer  in  street  and  provided  with  an  accessible  run- 
ning  trap  located  just  inside  of  front  wall  of  building. 
All  branches  and  joints  on  lead  acid  wastes  must  be  made 
by  means  of  burnt  lead  joints.  If  earthenware  pipe  is  used, 
vertical  joints  must  be  made  with  a  mixture  of  asphaltum 
and  cement.  Each  length  of  pipe  on  vertical  runs  and  on 
horizontal  runs  when  above  the  cellar  floor  must  be  sup¬ 
ported  at  each  hub  by  proper  supports.  All  floor  drains 
and  fixture  connections  must  be  trapped  and  run  as  direct 
as  possible. 


Sewage  Lifts. 


164.  When  it  is  necessary  to  use  a  sump  system  and 
sewage  lift  to  receive  the  discharge  from  the  waste  or  soil 
connection  to  fixtures,  same  shall  be  arranged  to  be  ac¬ 
cessible.  If  discharged  with  compressed  air  it  shall  be 
connected  to  the  house  drain  on  the  sewer  side  of  all  leader 
or  area  drain  traps  and  fixture  connections  nr  may  be  con¬ 
nected  to  house  drain  on  the  sewer  side  of  house  trap.  A 
separate  trap  and  fresh  air  inlet  must  be  provided  on  the 
inlet  side  of  sump  and  a  4-inch  pipe  line  continued  from 
drain  discharging1  into  sump  up  to  and  above  roof,  for 
purposes  of  ventilation.  Relief  pipes  must  be  provided  on 
sewage  receptacles  of  sumps.  Traps  of  fixtures  connected 
to  sump  systems  must  not  be  vented  to  vent  lines  which 
are  used  to  ventilate  traps  of  fixtures  on  gravity  system. 
Sump  systems  should  be  entirely  separate  both  as  to  dis¬ 
charge  and  venting  from  rest  of  plumbing  system  in  build¬ 
ings. 

Oil  Separators. 

165.  ^  Oil  separators  installed  in  any  building  where  vola¬ 
tile  fluids  are  used  must  be  arranged  to  be  readily  accessible. 
They  must  not  receive  the  discharge  of  any  water-closet, 
rain  leader,  yard,  court  or  area  drain. 

166.  They  must,  if  discharged  by  gravity,  be  connected 
by  a  Y  branch  fitting  to  the  house  drain  behind  the  house 
trap  in  such  a  manner  that  they  will  not  interfere  with  the 
house  drain  and  the  rest  of  the  plumbing  and  drainage  sys¬ 
tem.'  When  mechanical  force  is  used  to  discharge  the  con¬ 
tents,  the  connection  must  be  made  by  a  Y  branch  fitting 
on  the  sewer  side  of  house  trap. 


a  Plumbing  Inspector,  under  a  water  test.  All  pipes  mufr 

naTsed  theC?J?  r'h  ev,ery  Part  until  thfV  have  successfully 
passed  the  test.  The  plumber  must  securely  close  all  open¬ 
ings,  as  directed  by  the  Inspector  of  Plumbing.  The  use 
oi  wooden  plugs  for  this  purpose  is  prohibited. 


,  ,  f,ne  water  test  will  be  applied  by  closing  the  lower 

end  of  the  main  house  drain  and  filling  the  pipes  to  the 
highest  opening  above  the  roof  with  water.  The  water  test 
jhall  include  at  one  time  the  house  drain  and  branches,  all 
vertical  and  horizontal  soil,  waste  and  vent  and  leader  lines 
and  ail  branches  therefrom  to  a  point  above  the  surface  of 
the  finished  floor  and  beyond  the  finished  face  of  walls  and 
partitions.  If  the  drain  or  any  part  of  the  system  is  to 
be  tested  separately,  there  must  be  a  head  of  water  at 
least  six  (6)  feet  above  all  parts  of  the  work  so  tested 
and  special  provision  must  be  made  for  including  all  joints’ 
and  connections  in  at  least  one  test. 


Ii3.  After  the  completion  of  the  plumbing  work  in  any 
new  or  altered  building  and  before  the  building  is  occu¬ 
py  a  final  smoke  test  must  be  applied  in  the  presence 
of  a  Plumbing  Inspector.  Except  that  for  a  building  not 
over  six  stories  in  height,  a  peppermint  test  may  be  applied. 

The  material  and  labor  for  the  test  must  be  fur¬ 
nished  by  the  plumber.  When  the  peppermint  test  is  used 
two  ounces  of  oil  of  peppermint  must  be  provided  for  each 
fine  up  to  five  stones  and  cellar  in  height  and  an  additional 
ounce  ot  oil  of  peppermint  must  be  provided  for  each  line 
when  lines  are  more  than  five  stories  in  height 


Plumbing  in  Tenement  Houses. 

175.  All  sections  or  parts  of  sections  of  the  tenement 
house  law  relating  to  plumbing  and  drainage  of  tenement 
houses  are  to  be  observed,  and  are  hereby  made  a  part  of 
these  rules  and  regulations. 

Gas  Piping  and  Fixtures. 

f‘®*  Hereafter  the  gas  piping  and  fixtures  in  all  new 
buddings  and  all  alterations  and  extensions  made  to  the 
gas  piping  or  fixtures  in  old  buildings  must  be  done  in  ac¬ 
cordance  with  the  following  rules,  which  are  made  in  ac¬ 
cordance  with  the  provisions  of  section  *89  of  the  Building 
Code.  & 

For  additional  requirements  of  public  buildings,  theatres 
and  places  of  assemblage,  see  Part  **XXI  of  the  Building 
Code. 


167.  No  separate  running  trap  need  be  provided  on  the 
drain  entering  oil  separators,  but  a  separate  fresh  air  inlet 
and  vent  line  must  be  provided  to  keep  the  system  of  drain¬ 
age  controlled  by  the  oil  separator  entirely  separate  from 
the  rest  of  plumbing  and  drainage  system. 

168.  The  size  of  fresh  air  inlet  shall  be  determined  by 
the  size  of  inlet  connection  to  oil  separator,  which  shall 
be  considered  the  same  as  the  term  house-drain  for  de¬ 
termining  the  size  of  all  fresh  air  inlets,  which  shall  con¬ 
form  to  the  same  requirements  as  regards  size  and  arrange¬ 
ment  of  terminals  for  fresh  air  inlets  as  called  for  in  regu¬ 
lations. 


177.  _  Before  the  construction  or  alteration  of  any  gas 
piping  in  any  building  or  part  of  any  building,  a  permit  must 
be  obtained  from  the  Superintendent  of  Buildings.  This  per¬ 
mit  will  be  issued  only  to  a  registered  plumber.  Small 
alterations  may  be  made  by  notifying  the  Bureau  of  Build- 
ings,  using  the  same  blank  forms  provided  for  alterations 
and  repairs  to  plumbing. 

.  Ail  gas  pipe  shall  be  of  the  best  quality  wrought 

iron  or  steel  and  of  the  kind  classed  as  standard  pipe,  and 
shall  weigh  according  to  the  following  scale* 


169.  Vent  lines  shall  conform  in  all  respects  to  vent  lines 
for  plumbing  fixtures  as  regards  size  and  arrangement. 

170.  Relief  pipes  must  be  provided  at  least  1*4  inches  in 
diameter.  They  may  be  connected  to  a  vent  line  when  in¬ 
stalled  as  a  separate  system  or  must  be  carried  independently 
above  the  roof. 

Testing  the  Plumbing  System. 

171.  The  entire  plumbing  and  drainage  system  within  the 

building  must  be  tested  by  the  plumber,  in  the  presence  of 


*Art.  29.  New  Building  Code 
**Art.  25.  New  Building  Code. 


Diameters 


Weights  pei 
Linear  Foot 


34  Jnch .  0.56  pound 

inch .  o.85  pound 

34  inch .  1.12  pound 
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1  inch .  1-67  pound 

1%  inch .  2.24  pounds 

\V->  inch  .  2.68  pounds 

2  inch .  3.61  pounds 

2* l 2 3 4/2  inch.//.... .  5.75  pounds 

3  inch .  7.54  pounds 

S]/2  inch .  9-00  pounds 

4  inch .  10.66  pounds 


No  pipe  allowed  of  less  than  3/&  inch  in  diameter. 

179.  All  fittings  (except  stop-cocks  or  valves)  shall  be 
of  malleable  iron. 

180.  There  shall  be  a  heavy  brass  straightway  cock  or 
valve  on  the  service  pipe  immediately  inside  the  front  foun¬ 
dation  wall.  Iron  cocks  or  valves  are  not  permitted. 

181.  Where  it  is  not  impracticable  so  to  do,  all  risers 
shall  be  left  not  more  than  five  feet  from  front  wall. 

182.  No  pipe  shall  be  laid  so  as  to  support  any  weight 
(except  fixtures)  or  be  subjected  to  any  strain  whatsoever. 
All  pipe  shall  be  properly  laid  and  fastened  to  prevent  be¬ 
coming  trapped,  and  shall  be  laid,  when  practicable,  above 
timbers  or  beams  instead  of  beneath  them.  Where  running 
lines  or  branches  cross  beams,  they  must  do  so  within  thirty- 
six  inches  of  the  end  of  the  beams,  and  in  no  case,  shall 
the  said  pipes  be  let  into  the  beams  more  than  two  inches 
in  depth.  Any  pipe  laid  in  a  cold  or  damp  place  shall  be 
properly  dripped,  protected  and  painted  with  two  coats  of 
red  lead  and  boiled  oil  or  tarred. 

183.  No  gas  pipe  shall  be  laid  in  cement  or  concrete  un¬ 
less  the  pipe  or  channel  in  which  it  is  placed  is  well  covered 
with  tar. 

184.  All  drops  must  be  set  plumb  and  securely  fastened, 
each  one  having  at  least  one  solid  strap.  Drops  and  outlets 
less  than  y4  of  an  inch  in  diameter  shall  not  be  left  more 
than  one  inch  below  plastering,  centrepieces  or  woodwork. 

185.  All  outlets  and  risers  shall  be  left  capped  until  cov¬ 
ered  by  fixtures. 

186.  No  unions  or  running  threads  shall  be  permitted. 
Where  necessary  to  cut  out  to  repair  leaks  or  make  exten¬ 
sions,  pipe  shall  be  again  put  together  with  right  and  left 
couplings. 

187.  No  gasfitters’  cement  shall  be  used,  except  in  putting 
fixtures  together. 

188.  All  gas  brackets  and  fixtures  shall  be  placed  so 
that  the  burners  of  same  are  not  less  than  three  feet  below 
any  ceiling  or  woodwork,  unless  the  same,  is  properly  pro¬ 
tected  by  a  shield,  in  which  case  the  distance  shall  not 
be  less  than  eighteen  inches. 

No  swinging  or  folding  gas  brackets  shall  be  placed 
against  any  stud  partition  or  woodwork. 

No  gas  brackets  on  any  lath  and  plaster  partition  or  wood¬ 
work  shall  be  less  than  five  inches  in  length,  measured  from 
the  burner  to  the  plaster  surface  or  woodwork. 

Gas  lights  placed  near  window  curtains  or  any  other  com¬ 
bustible  material  shall  be  protected  by  a  proper  shield. 

189.  Gas  outlets  for  burners  shall  not  be  placed  under 
tanks,  back  of  doors  or  within  four  feet  of  any  meter. 

190.  All  buildings  shall  be  piped  according  to  the  follow¬ 
ing  scale: 


Diameter  Length  Burners 


Vs  inch .  26  feet  3 

inch .  36  feet  6 

y4  inch .  60  feet  20 

1  inch .  80  feet  35 

114  inch .  HO  feet  60 

\y2  inch .  150  feet  100 

2  inch .  200  feet  200 

2J4  inch .  300  feet  300 

3  inch .  450  feet  450 

3 y2  inch/./. .  500  feet  600 

4  inch .  600  feet  750 


191.  Outlets  for  gas  ranges  shall  have  a  diameter  not 
less  than  required  for  six  burners,  and  all  gas  ranges  and 
heaters  shall  have  a  straightway  cock  on  service  pipe. 

192.  When  brass  piping  is  used  on  the  outside  of  plas¬ 
tering  or  woodwork,  it  shall  be  classed  as  fixtures. 

193.  All  brass  tubing  used  for  arms  and  stems  of  fix¬ 
tures  shall  be  at  least  No.  18  standard  gauge  and  full  size 
outside  so  as  to  cut  a  full  thread. 

All  threads  on  brass  pipe  shall  screw  in  at  least  5/16 
of  an  inch.  All  rope  or  square  tubing  shall  be  brazed  or 
soldered  into  fittings  and  distributors,  or  have  a  nipple 
brazed  into  the  tubing. 

194.  All  cast  fittings,  such  as  cocks,  swing  joints,  double 
centres,  nozzles,  etc.,  shall  be  extra  heavy  brass.  The  plugs 
of  all  cocks  must  be  ground  to  a  smooth  and  true  surface 
for  their  entire  length,  be  free  from  sandholes,  have  less 
than  y4  of  an  inch  bearing  (except  in  cases  of  special  de¬ 
sign),  have  two  flat  sides  on  the  end  for  the  washer,  and 
have  two  nuts  instead  of  a  tail  screw.  All  stop  pins  to 
keys  or  cocks  shall  be  screwed  into  place. 

195.  After  all  piping  is  fitted  and  fastened  and  all  out¬ 
lets  capped  up,  there  must  be  aplied  by  the  plumber,  in  the 
presence  of  an  inspector  of  the  Bureau  of  Buildings,  a  test 
with  air  to  a  pressure  equal  to  a  column  of  mercury  6 
inches  in  height,  and  the  same  to  stand  for  five  minutes; 
only  mercury  gauge  shall  be  used.  No  piping  shall  be  cov¬ 
ered  up,  nor  shall  any  fixture,  gas  heater  or  range  be  con¬ 
nected  thereto  until  a  card  showing  the  approval  of  this 
test  has  been  issued  by  the  Superintendent  of  Buildings. 

196.  No  meter  will  be  set  by  any  gas  company  until  a 
certificate  is  filed  with  them  from  the  Bureau  of  Buildings 
certifying  that  the  gas  pipes  and  fixtures  comply  with  the 
foregoing  rules. 


Modifications. 

197.  When  for  any  reason  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  Superintend¬ 
ent  of  Buildings  shall  have  power  to  modify  their  provi¬ 
sions  so  that  the  spirit  and  substance  thereof  shall  be  com¬ 
plied  with.  Such  modifications  shall  be  indorsed  upon  the 
permit  over  the  signature  of  the  Superintendent  of  Build¬ 
ings. 


VALIDITY  OF  PLUMBING  RULE. 

The  validity  of  Rule  50  of  the  plumbing  rules  of  the 
several  bureaus  of  buildings  is  established  in  a  decision  by 
the  Appellate  Division,  First  Department,  handed  down  in 
the  case  of  City  of  New  York  v.  Conrad  Alheidt.  The 
case  is  reported  in  the  New  York  Law  Journal  of  Janu¬ 
ary  10,  1918,  and  is  there  summarized  as  follows: 

“Section  50  of  the  Plumbing  Rules,  which  provides 
‘that  all  pipes  issuing  from  extension  or  elsewhere 
which  would  otherwise  open  within  twenty  feet  of  the 
window  of  any  building  must  be  extended  above  the 
top  of  any  window  located  within  such  distance’  is  a 
valid  provision,  and  should  be  liberally  construed  in  the 
interest  of  the  public  health  in  order  that  noxious  gases 
should  not  be  drawn  into  nearby  windows.” 

“The  use  of  the  word  ‘adjoining’  in  another  and 
distinct  part  of  the  ordinance,  providing,  where  build¬ 
ings  are  of  different  height,  for  the  extension  of  vent 
lines  along  the  roofs  of  higher  buildings,  does  not  re¬ 
strict  the  application  of  such  provision  to  buildings 
actually  contiguous  to  buildings  containing  vent  lines." 

The  decision  would  seem  to  carry  with  it  also  a  recogni¬ 
tion  of  the  plumbing  rules  in  general,  so  that  they  have  in 
effect  the  same  force  as  any  city  ordinance. 
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METHOD  FOR  TESTS  FOR  ANTI-SIPHON 
TRAPS  OR  FIXTURES. 

Adopted  by  the  Board  of  Standards  and  Appeals, 
February  11,  1919. 

Resolved,  that  the  following  be  and  it  hereby  is  adopted 
by  the  board  of  standards  and  appeals  as  the  method  pre¬ 
scribed  for  tests  for  anti-siphon  traps  or  fixtures,  which 
must  be  successfully  passed  before  such  traps  or  fixtures 
shall  be  approved  under  Rule  88,  Rules  for  Plumbing  and 
Drainage : 

Instructions. 

1.  The  entire  cost  and  responsibility  for  the  installation 
of  the  necessary  equipment  for  such  test  shall  be  borne  by 
the  person  or  firm  submitting  the  appliance. 

2.  Such  person  or  firm  shall  also  furnish  the  board,  to¬ 
gether  with  the  application  for  test,  the  following  material 
and  information: 

(a)  A  stock  trap  of  the  size  and  design  to  be  tested, 
which  shall  be  of  the  P  and  S  type  and  shall  be  of  lead 
or  brass,  cast  in  one  piece,  and  without  interior  partitions 
or  mechanism. 

(b)  A  similar  trap  cut  in  half. 

(c)  A  similar  trap,  to  be  used  in  the  test,  provided  with 
glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  trap  during 
test,  and  such  observation  ports  shall  be  so  located  that  the 
amount  of  water  seal  remaining  after  each  test  can  be 
readily  observed. 

(d)  An  affidavit  that  the  three  traps  submitted  are  regu¬ 
lar  stock  traps. 

(e)  A  list  of  all  cities,  towns  or  municipalities  where 
such  trap  has  been  officially  approved  for  use  without  back 
venting. 

The  testing  apparatus  shall  be  located  within  the  City  of 
New  York,  and  in  a  place,  building  or  structure  to  meet 
the  approval  of  the  testing  authorities.  Such  apparatus  shall 
be  so  located  that  every  part  is  easily  accessible  for  inspec¬ 
tion. 


Apparatus. 

The  apparatus  shall  consist  of  the  following: 

A  tank  of  not  less  than  fifty  nor  more  than  one  hundred 
and  fifty  gallons  capacity,  with  adequate  water  supply  for 
refilling  the  same  during  the  test. 

A  vertical  wrought  iron  or  steel  pipe  line  fifty  feet  long, 
connected  to  the  underside  of  the  tank,  and  of  the  same 
internal  diameter  as  the  trap  to  be  tested. 

A  quick-opening  valve,  located  ten  feet  below  the  under¬ 
side  of  the  tank. 

A  TY.  fitting  located  two  feet  below  the  quick-opening 
valve,  with  horizontal  branch  pipe  connected  thereto,  of 
the  same  diameter  as  the  vertical  line,  this  branch  line  not 
to  exceed  two  feet  in  length,  with  a  pitch  towards  the 
vertical  line  of  two  inches  to  the  foot,  and  the  trap  to 
be  tested  shall  be  connected  to  this  horizontal  branch  pipe. 

A  wash  basin,  or  fixture  answering  the  same  purpose, 
which  can  be  conveniently  connected  or  disconnected  from 
the  inlet  side  of  the  trap. 

The  test  shall  be  conducted  as  follows: 

For  Anti-Siphon  Qualities. 

For  the  purpose  of  determining  the  efficiency  of  the  trap, 
the  tank  shal  be  completely  filled,  a  water  seal  established 
in  the  trap ;  and : — 

The  quick-opening  valve  shall  be  opened  for  five  seconds 
then  closed  for  five  seconds,  and  this  alternating  process 
repeated  five  times. 

The  quick-opening  valve  shall  be  opened  and  the  entire 
contents  of  the  tank  discharged  at  one  time. 

The  wash  basin  shall  be  connected  to  the  trap,  filled  with 


water,  and  both  wash  basin  and  tank  discharged  simul¬ 
taneously.  The  quick-opening  valve  shall  be  kept  open  until 
the  entire  contents  of  the  tank  has  been  discharged. 

The  trap  shall  be  disconnected  and  a  bridge  of  solid  soap 
formed  across  the  lower  half  of  the  discharge  end  of  the 
trap,  so  as  to  effectually  block  one-half  of  the  clear  water¬ 
way,  and  the  foregoing  tests  repeated. 

Each  operation  shall  be  repeated  several  times,  if  desired 
by  the  testing  authorities. 

.  For  Self -Cleansing  Qualities. 

For  the  purpose  of  determining  its  self-cleansing  quali- 
thf ,trap  sha11  be  filled  with  sand  and  the  wash  basin 
filled  with  water  and  allowed  to  discharge.  A  similar  opera¬ 
tion  shall  be  repeated  with  tea  leaves,  coffee  grounds,  saw¬ 
dust  and  grated  soap. 

For  Service  Qualities. 

The  service  qualities  of  the  trap  may  be  tested  as  fol- 
lows : 

A  trap  which  has  been  in  actual  constant  use  for  a 
period  of  not  less  than  one  year  shall  be  removed  under 
the  supervision  of  a  representative  of  the  testing  authori¬ 
ties,  split  into  two  halves,  and  submitted  for  inspection,  for 
the  purpose  of  determining  whether  sediment  or  coating 
of  grease  or  other  foreign  matter  has  accumulated  in  the 
trap  during  service  conditions. 


Approval. 

An  approval  shah  not  be  issued  for  any  anti-siphon  trap 
which  has  been  subjected  to  the  foregoing  tests  unless  the 
trap  has : 

1.  Maintained  its  water  seal  throughout  the  test. 

2.  Been  successfully  scoured  of  any  foreign  substance 

placed  m  the  trap,  when  water  has  been  discharged  through 
same.  “ 

3.  Upon  inspection,  after  service,  shown  no  excessive  ac¬ 
cumulation  of  grease  or  other  foreign  substance. 

Deep  Seal  Siphon-Jet  Fixtures,  or  Anti-Siphon  Fixtures. 

Instructions :  Applicants  for  approval  of  deep  seal  siphon- 
jet  or  anti-siphon  fixtures  shall  submit  the  following  with 
their  application: — 

(a)  A  stock  fixture  of  the  size  and  design  to  be  tested. 

(b)  A  similar  fixture,  cut  in  half. 

_(c)  A  similar  fixture,  to  be  used  in  the  test,  provided 
with  glas>s  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  fixture  dur¬ 
ing  test,  and  such  observation  ports  shall  be  so  located  that 
the  amount  of  water  seal  remaining  after  each  test  can 
be  readily  observed. 

(d)  An  affidavit  that  the  three  fixtures  submitted  are 
regular  stock  fixtures. 


Apparatus. 

,  The  apparatus  shall  be  similar  to  that  required  for  anti¬ 
siphon  traps,  except  that  vertical  and  horizontal  pipes  shall 
have  an  internal  diameter  of  three  inches  for  testing  slop 
sinks  and  four  inches  for  testing  water  closets;  tank  shall 
have  a  capacity  of  not  less  than  one  hundred  gallons  and 
the  fixture  shall  be  provided  with  its  usual  water  supply 
so  that  same  may  be  flushed  when  required. 

Test. 

For  the  purpose  of  determining  the  efficiency  of  the  fix¬ 
ture  to  maintain  a  water  seal,  it  shall  be  tested  in  a  manner 
similar  to  that  prescribed  for  anti-siphon  traps,  except  that 
no  soap  bridge  need  be  provided  at  the  outlet. 

Harris  H.  Murdock,  Chairman. 

William  T.  O’Gorman.  Secretary. 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES.  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (t/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (54)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4 :5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  04)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Anji  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

(a)  One-half  04)  inch  plaster  boards, .  or  three- 
eighths  (54)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
•he  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (Y\)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (1€)  inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (54)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  anv  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  (16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  thar. 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  bv  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (54)  inch  wood,  sheathing, 
one-half  04)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (54)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  04)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidlv 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
26  U  E  gauge  metal: 

(e)  Existing  wood  stud,  lath  and  plaster  partition*1 
covered  ,  \n  the  garage  side  with  Vo  26  U.  S.  gang* 
sheet  metaij  with  one  inch  lapped  seams. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARD^  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

T75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

81 4-27-S  A— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA— A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

3S0-29-SA — Kennedy  2^4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  anproval  of. 

51 8-29- S A — New  Perfection  Oil  Burner,  Type  “C,”  ap¬ 
proval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

250- 31  -S  A — Lunkenheimer  2^4-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2  Hi-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 


379-31-SA  The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA  D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA  Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA— Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 
534-32-SA— Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
•  D2,  EC3  and  C4,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

628-32-SA — De  Laval-IMO  Oil  Pump,  approval  of. 

10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 
15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA— Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33- SA — Hardinge  Oil  Burner,  Model  23,  approval  of. 

38- 33-SA — Silent  Flash  Oil  Burner,  Model  Cl,  approval  of. 

39- 33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33-SA — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-SA — Economy  Oil  Burter  (Junior  Model),  approval 
of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Baster-Kraft  Oil  Burner,  approval  of. 

97- 33-SA — Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30,  approval  of. 

98- 33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 

pipe  and  Sprinkler  Systems  3x3x6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100-33-S A — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

1 02-33-S A- — Everedy  Oil  Burner,  approval  of. 

106-33-SA — Sun-Ray  Fuel  Oil  Burner,  approval  of. 
125-33-SA — Elec-tro-matic  Oil  Burner,  Type  151,  approval 
of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  poun^  bag  of  Portland  cement : 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  he  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  April  19,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . ' . 


DISPOSITION  OF  CASES. 


261  Withdrawn  .  20 

Dismissed .  9 

Denied .  34 

Granted  . •• .  c 

Granted  on  condition .  88 

Appliances  approved  .  9 

30  Appliances  dismissed,  disapproved  or  withdrawn....  4 

Rules  approved  .  ° 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

73  Requests  to  reopen  granted . : .  64 

Requests  to  reopen  denied .  4 

1  Requests  to  amend  granted .  1 

Requests  to  amend  denied .  0 

15  Requests  for  modification  granted .  15 

Requests  for  modification  denied .  0 

1  Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  0 

19  Requests  for  extension  of  time  granted .  19 

Requests  for  extension  of  time  denied .  0 

1  Requests  for  extension  of  permit  granted .  1 

Requests  for  extension  of  permit  denied .  0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

4  Plans  approved  .  4 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

0  Interpretations  .  C 

-  Requets  withdrawn  or  dismissed .  5 

5>1  Total  .  278 

278 


Cases  pending  April  19,  1933 


273 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects.  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($'2. 50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OE  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


My  Subscription  is  to  begin  with  the  issue  for. 
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Call  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

Manhattan lllgS  ^  hdd  R°°m  1013’  MuniciPal  Buildinj 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  er 
gineers,  pertaining  to  the  work  of  the  board,  will  be  see 
only  between  the  hours  of  ten  in  the  morning  and  one  i 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  th 
Building  Zone  Resolution,  and  its  object  is  to  give  inter 
ested  property  owners  opportunity  to  file  objections,  if  an> 
and  will  be  called  in  Room  1013,  Tuesday,  May  2,  1933 

definite0  day’  t  ^  Ca  eadl  CaSC  IS  Set  f°r  hearin&  on  : 

The  next  subsequent  Call  of  the  Calendar  will  be  oi 

Tuesday,  May  9,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  tb 
on  Txed  definitely  set  for  hearinj 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  April  25,  1933.  10  A.  M. 
Minutes  of  Regular  Meeting,  April  25,  1933.  2  P.  M. 

Minutes  of  Special  Meeting,  April  25,  1933,  3.30  P.  M. 

% 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Rules  for  Testing  Wood. 

Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


APPJiLLANTS  AND  PETITIONER 

No  appeal,  application  or  petition  will  be  entertained  : 
connection  with  which  court  proceedings  are  pending  or  j 
progress,  nor  accepted  that  are  not  filed  within  twenty  dai 
trom  the  date  of  the  action  of  the  Administrative  Official 
Any  communication  purporting  to  be  an  appeal,  appl 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  ir 
tent  to  seek  relief  until  it  is  filed  on  the  form  require 
by  the  rules  of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction® 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


= 


DOCKET. 

Nezv  Cases  Filed  up  to  April  26,  1933. 

Cal.  No.  Department.  Premises  Affected. 

156-33-A . F.D . 303-325  E.  42nd  st.  (Block  1335, 

- -  Lot  5),  Man.,  F-2782 

155-33-BZ . B.B.B _ 846-848  Shepherd  ave.  (Block 

4363,  Lots  17  &  18),  Bklyn., 

-  Applic.  2759-1933 

154-33-BZ . B.B.B _ 178-180-182-184  South  Elliott 

pi.  (Block  2002,  Lots  49,  50, 
51  &  52),  Bklyn., 

-  Applic.  2531-33 

153-33-BZ . B.B.Bx. .  .3000-3010  Boston  rd.  (Block 

4556,  Lot  1),  Bx., 

-  N.  B.  99-33 

152-33-A . F.D. . 102  W.  101st  st.  (Block  1855, 

Lot  33),  Alan., 

_  L.  C.  72441 

151-33- A . F.D . 123  Alercer  st.  (Block  499,  Lot 

-  22),  Man.,  F-89667 

150-33-BZ . B.B.Q _ 109-01  to  109-05  Liberty  ave. 

(Block  541,  Lot  28),  Rich¬ 
mond  Hill,  Q., 

_  Alt.  1968-33 

149-33- A . F.D . 22-15  43rd  ave.  (Block  426,  Lot 

1),  Long  Island  City,  Q., 

-  Alt.  907-33 

148-33-BZ . B.B.Q. ..  .Southwest  corner  of  Hollis  ave. 

&  Cross  Island  blvd.  (Block 
1882,  Lot  106),  Hollis,  Q., 

-  N.  B.  235-33 

147-33-BZ . B.B.Q _ North  side  of  Queens  blvd., 

333.03  ft.  east  of  56th  ave. 
(Block  1845,  Lot  41),  Elm- 

-  hurst,  Q.,  N.  B.  234-33 

Restored  to  Calendar. 

393-31-BZ . B.B.Bx. .  .3215  East  Tremont  ave.  (Block 

5331,  Lots  17  &  18),  Bx., 

-  Decision 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Certificate  of  Occupancy,  approved 

forms  . 

Concrete  Flat  Slabs,  Rules.. . 

Concrete  Rules  (Hydrated  Lime).. 

Elevator  Rules  . 

Exit  Rules  (Revolving  Doors).... 

Factory  Exit  Rules . 

Fire  Alarm  Rules  (Interior) . 

Fire  Drill  Rules . 

Fire  Retarding  Rules  for  Garages, 

etc . 

Fireproof  Wood,  Testing  of . 

Frame  Garages,  Ruling  for . 

Fuel  Oil  Rules . 


Last 

Publication  in 

Bulletin 

Aug. 

2, 

1932— Vol. 

17 

No. 

31 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

May 

2 

28? 

1933— Vol. 

18  No. 

18 

Mar. 

1933— Vol. 

18 

No. 

13 

Oct. 

18, 

1932— Vol. 

17 

No. 

42 

Jan. 

3, 

1933— Vol. 

18 

No. 

1 

Dec. 

27, 

1932— Vol. 

17 

No. 

52 

Mar. 

7, 

1933— Vol. 

18 

No. 

10 

Apr. 

25, 

1933— Vol. 

18 

No. 

17 

May 

2 

1933— Vol. 

18 

No. 

18 

Jan. 

21  ’, 

1919— Vol. 

4 

No. 

3 

Feb. 

7, 

1933— Vol. 

18 

No. 

6 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec. 

Plumbing  Rules  . Apr. 

Procedure,  Rules  of .  July 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for. . .  Apr. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


7,  1925— Vol.  10  No.  14 
5,  1928— Vol.  13  No.  23 

13,  1932— Vol.  17  No.  50 
25,  1933— Vol.  18  No.  17 

5,  1932— Vol.  17  No.  27 
18,  1933— Vol.  18  No.  16 
18,  1933— Vol.  18  No.  16 

6,  1932— Vol.  17  No.  49 
22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Apr. 

Fuel  Oil  Burners  for  Domestic  and  May 

Commercial  Use  . 

Fuel  O'il  Burners  for  Industral  Use.  Apr. 
Fuel  Oil  Pumps . May 


11,  1933— Vol.  18  No.  15 
2,  1933— Vol.  18  No.  18 

18,  1933— Vol.  18  No.  16 
2,  1933— Vol.  18  No.  18 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  2,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

630-29-BZ. 

APPLICANT — Victory  Park  Sites  Realty  Co.,  Inc.,  owner. 

PREMISES — 137-30  Queens  boulevard  and  137-27  Barret 
street,  southwest  corner  (Block  No.  708,  part  of 
Lot  No.  1),  Briarwood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution  for  a  modification  of  the  resolution  adopted 
by  the  board  on  January  28,  1930. 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  a  reduction  in  area  of  a  proposed 
gasoline  service  station  to  approximately  one-half  in 
size  (reopened  March  7,  1933). 

/ 

68-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

PREMISES — 243-247  Rockaway  parkway,  1155-1159  Clark¬ 
son  avenue,  northeast  corner,  and  9707-9719  Kings 
highway,  northwest  corner  of  Clarkson  avenue 
(Block  No.  4633,  part  of  Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


86-33-BZ. 

APPLICANT — William  Shary,  for  Ethel  Cohen,  owner. 

PREMISES — Southeast  corner  of  East  177th  street  and 
Rosedale  avenue  (Block  No.  3896,  Lot  No.  16), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


96-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Michele  Molfetta, 
owner. 

PREMISES — Northwest  corner  of  Baisley  avenue  and  East¬ 
ern  boulevard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

105-33-BZ. 

APPLICANT — Christopher  C.  McGrath,  for  Elizabeth  A. 
Dempsey,  owner. 


CALENDAR 


2512,  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 


PREMISES — 2101-2105  Williamsbridge  road,  northwest  cor¬ 
ner  of  Lydig  avenue  (Block  No.  4332,  Lot  No.  26), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


MAY  2,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  2, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  623-32-BZ — Application,  December  21,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Edward  P.  Kenney,  applicant 
and  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  an  existing  building  to  a 
business  use ;  premises  east  side  of 
Windsor  place,  100  ft.  north  of  Austin 
street  (Block  No.  2076,  Lot  Nos.  39,  40 
and  41),  Forest  Hills,  Borough  of 
Queens. 


CAL.  NO.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

CAL.  NO.  80-33-BZ— Application,  February  27,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Slee  &  Bryson, 
applicants,  on  behalf  of  William  A.  Hat¬ 
field,  owner,  to  permit  the  extension, 
from  a  business  district  into  a  residence 
district,  of  a  business  building  and,  also, 
the  omission  of  the  required  rear  yard 
in  a  “C”  area  district;  premises  786- 
790  Flatbush  avenue,  west  side,  195  ft. 
33/4  in.  north  of  Caton  avenue  (Block 
No.  5063,  Lot  No.  58),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  330-28-BZ — Application,  April  9,  1928 ;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district ;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

cal.  no.  495-32-BZ— Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  February  3,  1933;  re¬ 
opened  February  15,  1933,  for  considera¬ 
tion  under  section  7f  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Navillus  Realty 
Corp.,  owner,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No. 


MAY  2,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand-  • 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  2, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  351-30-BZ — Application,  May  23,  1930;  garage 
granted  on  certain  conditions  December 
23.  1930 ;  reopened  for  modification  Sep¬ 
tember  29,  1931 ;  gasoline  service  station 
denied  December  1,  1931 ;  reopened  for 
reconsideration  under  new  conditions 
September  23,  1932,  under  section  21  of 
the  building  zone  resolution,  of  Frank 
G.  Colgan,  applicant,  on  behalf  of  James 
Aquavella,  owner,  to  permit  in  a  business 
district  the  alteration  and  conversion  of 
a  portion  of  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board)  into  a  gasoline  service 
station ;  premises  205-213  Rockaway 
avenue  (Block  No.  1442,  Lot  No.  8), 
Brooklyn. 

cal.  no.  17-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Raphael  Zampino,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  1314-1338  Sedgwick 
avenue,  southwest  corner  of  West  169th 
street  (Block  No.  2530,  Lot  No.  39), 
The  Bronx. 

cal.  no.  11-33-BZ — Application.  January  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bache,  applicant,  on  behalf  of 
Richmond  Boro  Home  Sites  Corp., 
owner,  to  permit  in  a  business  district 
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the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Hylan  boulevard  and  New 
Dorp  lane  (Block  No.  3649,  part  of  Lot 
No.  l),  New  Dorp,  Borough  of  Rich¬ 
mond. 

CAL.  NO.  545-32-BZ— Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner,  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  641-30-BZ — Application,  October  21,  1930;  granted 
May  5,  1931,  on  certain  conditions;  re¬ 
opened  April  11,  1933,  under  section  7f 
of  the  building  zone  resolution,  of 
Michael  Shanley,  applicant  and  owner, 
to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  dis¬ 
trict,  the  maintenance,  for  a  further 
period  of  two  (2)  years,  of  a  gasoline 
service  station  (previously  granted  by 
the  board  for  a  temporary  period)  ; 
premises  south  side  of  Hillside  avenue, 
41  ft.  east  of  207th  street  (Block  No. 
1508,  Lot  Nos.  3,  4  and  5),  Queens 
Village,  Borough  of  Queens. 

cal.  no.  374-32-BZ — Application,  June  24,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  McHenry,  applicant,  on  be¬ 
half  of  Jennie  F.  Pendleton,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  south  side  of  Richmond 
terrace,  305  ft.  9  in.  east  of  Westervelt 
avenue  (Block  No.  3,  Lot  No.  50),  New 
Brighton,  Borough  of  Richmond. 

cal.  no.  14-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Michela  Tavino  Cirrito,  owner, 
to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  south  side  of  Con¬ 
duit  boulevard,  19  ft.  9  in.  west  of  Cres¬ 
cent  street  (Block  No.  4197,  Lot  No. 
14),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  9,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

92-31-BZ. 

APPLICANTS — Sarah  Raskin  and  Yetta  Raskin,  owners. 

PREMISES — 8401-8411  Flatlands  avenue  and  769  East  84th 
street,  northeast  corner  (Block  No.  8005,  Lot  Nos. 
6,  7  and  8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  permanent  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  by  the  board  for  a  temporary  period), 
(reopened  April  4,  1933). 


67-33-BZ. 

APPLICANT — Michael  Glick,  for  Harry  Weissberg,  owner. 

PREMISES — Northeast  cornej  of  Baychester  avenue  and 
East  233rd  street  (Block  No.  4955,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

84-33-BZ. 

APPLICANT — Frank  G.  Long,  for  Estate  of  Thomas  J. 
Long,  owner. 

PREMISES- — 3449  Fort  Hamilton  parkway,  south  side,  100 
ft.  west  of  Chester  avenue  (Block  No.  5302,  Lot 
No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  change  of  occupancy  of  an 
existing  wet  wash  laundry  to  a  garage  for  more 
than  five  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 

92-33-BZ. 

APPLICANT — Arthur  M.  Hazell,  owner. 

PREMISES — 1602-1614  Cropsey  avenue,  southeast  corner  of 
16th  avenue  (Block  No.  6461,  Lot  No.  1),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

95-33-BZ. 

APPLICANT — William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

PREMISES — Southeast  corner  of  198th  street  (Green 
street)  and  Central  avenue  (Foch  boulevard), 
(Block  No.  3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

i 

107-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Benjamin  Green¬ 
berg,  owner. 

PREMISES — 436-446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot  Nos.  6  and 
10),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  milk  bottling  plant. 

116-33-BZ. 

APPLICANT — Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner. 

PREMISES — 50-56  Downing  street  and  214-218  West 
Houston  street  (Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  motor  vehicles 
(granted  by  the  board  under  Cal.  No.  304-30-BZ). 

71-33-BZ. 

APPLICANT — Frank  Zima,  owner. 

PREMISES— West  side  of  33rd  street,  67  ft.  6  in.  South  of 
36th  avenue  (Block  No.  601,  Lot  No.  38),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  . 
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TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufacturing  and 
offices  to  a  garage  for  more  than  five  (5)  motor 
vehicles  and  motor  vehicle  repair  shop. 


MAY  9,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  May  9, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  8-33-BZ— Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zune  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  E.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

cal.  no.  54-33-BZ— Application,  February  10,  1933,  under 
•section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Esther  M.  Ohriner,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  238-246  Throop 
avenue,  northwest  corner  of  Myrtle  ave¬ 
nue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

CAL.  NO.  58-33-BZ — Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant ; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan 

CAL.  NO.  43-33-BZ — Application,  February  3,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Edward  Pokorny,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station;  prem¬ 
ises  northeast  corner  of  45th  avenue  and 
72nd  street  (Block  No.  546,  Lot  Nos. 
62  and  64),  Winfield,  Borough  of 
Queens. 

■AL.  NO.  46-33-BZ — Application,  February  7,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alex  Litman,  applicant  and 
owner,  to  permit  in  a  business  district 
ithe  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Bor¬ 
ough  of  Queens. 

al.  no.  104-33-BZ— Application,  March  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  H.  I.  Oser,  applicant,  on  behalf  of 


Island  Associates,  Inc.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northeast  corner  of  Mer¬ 
rick  .road  and  Linden  boulevard  (Block 
N°.  1293,  Lot  No.  1),  Jamaica,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

9-33-A  220-222  Broadway  (Block  No.  89,  Lot  No.  14) 
Manhattan. 

12-33-A— 123-133  William  street  (Block  No.  78,  Lot  No. 
4),  Manhattan. 

16-33-A — 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

24-33- A — 4350-4352  Broadway  (Block  No.  2167,  Lot  No. 
52),  Manhattan. 

28- 33-A  55  Hanson  place  (Block  No.  2113,  Lot  No.  1) 

Brooklyn. 

40- 33-A— 7115-7125  Shore  road,  northeast  corner  of  72nd 

street  (Block  No.  5887,  Lot  No.  1),  Brook¬ 
lyn. 

48-33-A — 196-204  North  14th  street  (Block  No.  2279  Lot 
No.  15),  Brooklyn. 

64-33- A— 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

88-33-A — North  side  of  Second  avenue,  2,311.7  ft.  north 
from  the  corner  of  Second  avenue  and  36th 
street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

624-32- A  81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

52-33-A— 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 

Petitions  for  Variations. 

29- 33-S— 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 

Brooklyn. 

37-33-S— 1  East  27th  street  and  233  Fifth  avenue  (Block 
No.  857,  Lot  No.  186),  Manhattan. 

41- 33-S— 1206  Gates  avenue  (Block  No.  3341,  Lot  No.  10), 

Brooklyn. 

51-33-S — 1472-1480  Broadway  (Block  No.  995,  Lot  No.  5), 
Manhattan. 

Appliance  Submitted  for  Approval. 

101-33-SA  Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY  MAY  16,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

89-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Sokay  Realty 
Corp.,  owner. 

PREMISES— North  side  of  Gun  Hill  road,  63  ft.  west  of 
Arnow  avenue  (Block  No.  4783,  Lot  Nos.  61  and 
63),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

109-33-BZ. 

APPLICANT— William  F.  Regan,  for  Marie  Bausmann, 
owner. 

PREMISES — 7023  73rd  place  (Block  No.  3792,  Lot  No. 
44),  Glendale,  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

122-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Appolonia  Roth- 
schmitt,  owner. 

PREMISES — 64-66  Furman  avenue  (Block  3467,  part  of 
Lot  No.  5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  conversion  of 
an  existing  building  to  a  motor  vehicle  repair  shop. 

I 

314-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Harry  Greenberg, 
owner. 

PREMISES — 1716-1718  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  N  (Block  No.  6673,  Lot  No. 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  the  first  story  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (previously  withdrawn;  reopened 
and  restored  to  Calendar  March  14,  1933). 

502-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  C.  J.  A.  Realty 
Corp.,  owner. 

PREMISES— Southwest  corner  of  Metropolitan  avenue  and 
126th  street  (Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied;  reopened  for  reconsideration  March 
28,  1933). 


MAY  16,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  16, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  1618 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 


cal.  no.  12-32-BZ — Application,  January  7,  1932;  granted 
March  8,  1932,  on  certain  conditions ; 
reopened  April  12,  1932,  and  resolution 
modified;  application  of  Herbert  Benon, 
applicant,  on  behalf  of  George  White, 
owner,  reopened  March  21,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  a  resolution 
adopted  by  the  board  on  April  12,  1932, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  a  part  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  by  per¬ 
mitting  existing  vehicular  opening  in 
66th  street  to  remain  and  by  permitting 
minor  motor  vehicle  repairs ;  premises 
6513-6519  Fifth  avenue,  northeast  cor¬ 
ner  of  66th  street  (Block  No.  5828,  Lot 
No.  1),  Brooklyn. 

cal.  no.  73-33-BZ — Application,  February  23,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Rubenstein  & 
Rosling,  applicants,  on  behalf  of  Kings 
Brewery,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing 
brewery;  premises  229-271  Pulaski 
street,  north  side,  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

cal.  no.  93-33-BZ — Application,  March  8,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Beatty,  applicant,  on  behalf 
of  T.  H.  Fraser  Mortgage  Corp.,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  246-250 
Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos. 
38,  39  and  40),  Brooklyn. 

HARRIS  H.  MURDOCK.  Chairman. 


MAY  16,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon.  May  16, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

cal.  no.  1 3-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 


370 


CALENDAR 


avenue,  southwest  corner  of  Kings  high¬ 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

cal.  no.  34-33-BZ — Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behalf  of  Sona  Cooperstein,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  35-33-BZ — Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  36-33-BZ — Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  3070 
Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

cal.  no.  618-29-BZ — Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station ; 
withdrawn  April  22,  1930;  reopened 
January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street 
(Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 


ice  station;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4003,  Lot  Nos.  40  and 
43),  Brooklyn. 

cal.  no.  629-32-BZ  Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning¬ 
ham,  applicants,  on  behalf  of  Samuel  J. 
Wood  and  Evelyn  W^ood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

cal.  no.  25-33-BZ— Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  145th  street  and  Rockaway 
boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 

CAL.  NO.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

cal.  no.  79-33-BZ— Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on.  behalf  of  Lucia  Ferony,  owner, 
to  permit  in  a  business  district  "the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Morris  Park  avenue  and  Matthews 
avenue  (Block  No.  4044,  Lot  Nos.  7 
and  8),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1933,  10  A.  M. 

Building  Zone  Application, 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May  31, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

CAL.  NO.  87-33-BZ — Application,  March  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  .  Land  Estates,  Inc.,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5).  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  51-59  Ave¬ 
nue  U  (Block  No.  7094,  Lot  No.  42) 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  APRIL  25,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  April  11,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
April  11,  1933,  were  approved  as  printed  in  Bulletin  No.  16, 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

13-33-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

SUBJECT — -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1552-1560  Stillwell  avenue, 
southwest  corner  of  Kings  highway  (Block  No. 
6253,  Lot  No.  29),  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Kearney  and  Alfred  A.  Lama. 
For  Opposition:  Philip  B.  Schor  and  William  A. 
Stewart. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


34-33-BZ. 

APPLICANT — William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— North  side  of  Queens  boulevard, 
48  ft.  east  of  64th  road  (Block  No.  2092,  Lot  No. 
12),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  E.  Kennedy. 

For  Opposition:  C.  N.  Shaffer,  Frank  Giorgio,  Jr., 
M.  S.  Harrison,  F.  William  Boelsen,  Fred  C. 
Hanson,  James  Camarinos  and  George  R. 
Kreamer. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


35-33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Leon  Baron,  owner. 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southwest  corner  of  Woodhaven 
boulevard  and  Linden  boulevard  (Block  No.  2222“, 
Lot  No.  38),  South  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition:  Frank  Shoreys. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1933,  at  2 
p.  m.,  on  request  of  applicant  to  amend. 


36-33-BZ. 

APPLICANT — Serafina  Ragazzo,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  garage  for 


more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 3070  Webster  avenue,  east  side, 
50  ft.  north  of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

APPEARANCES— 

For  Applicant :  H.  Ray  Strubbe. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


618-29-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Trojan  Holding  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(application  for  garage  and  gasoline  station  pre¬ 
viously  withdrawn;  reopened  January  17,  1933,  for 
consideration  as  to  gasoline  station  only). 

PREMISES  AFFECTED — 651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street  (Block  No. 
4815,  Lot  Nos.  1  and  64),  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1933,  at  2 
P.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


74-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Packard  Motor  Car  Com¬ 
pany  of  New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles  and. 
also,  a  gasoline  service  station;  extension  of  a  busi¬ 
ness  use  from  a  business  district  into  a  residence 
district  (showroom)  granted  under  Cal.  No.  681- 
25-BZ. 

PREMISES  AFFECTED — 4650-4664  Broadway  and  2-16 
Sherman  avenue  (Block  No.  2175,  Lot  No.  1), 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


128-31-BZ. 

APPLICANT — Leon  Levy,  for  Birdie  Levy,  owner ;  request 
for  reopening  made  by  Richard  Kelly,  for  Henry 
Natsch  Furnald,  present  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7e  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  change  of  occupancy  from  a  garage 
for  the  storage  of  five  (5)  motor  vehicles  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop.’ 
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PREMISES  AFFECTED— 248  West  69th  street  (Block 
No.  1160,  Lot  No.  55),  Manhattan. 
APPEARANCES— 

For  Applicant :  George  E.  Ferguson. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


263-27-BZ. 


APPLICANT— Herbert  M.  Benon,  for  Oscar  Wagenseil, 
owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21.  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 540-544  65th  street  (Block  No. 

5828,  Lot  No.  18),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  M.  Benon. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  ^ 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . 0 

Absent  .  0 


364-31-BZ. 

APPLICANT — Emil  Guterman,  for  James  Carter,  owner. 
SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 139-15  South  Conduit  boulevard 
(Sunrise  highway),  south  side.  74  ft.  east  of  245th 
street  (Prospect  place),  (Block  No.  4916,  Lot  No. 
18).  Rosedale,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  A.  M.  Horwitz. 

ACTION  OF  BOARD — Request  to  reopen  denied 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 


393-31-BZ. 

APPLICANT — David  C.  Broderick,  for  Maria  Ranallo  Di 
Tullio,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  monu¬ 
mental  stone  works. 

PREMISES  AFFECTED — 3215  East  Tremont  avenue 
(Block  No.  5331,  Lot  Nos.  17  and  18),  The  Bronx 
APPEARANCES— 

For  Applicant :  Charles  S.  Vaccaro. 

ACTION  OF  BOARD — Application  reopened;  to  be  set 
for  Calendar  Call. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


78-33-BZ. 


APPLICAN  I  Philip  Bardes,  for  Helen  Flood,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  blacksmith  shop  and 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 452-460  West  167th  street 
(Block  No.  2111,  Lot  No.  92),  Manhattan. 

APPEARANCES— 

For  Applicant:  Philip  Bardes,  Helen  Flood  and  J. 
Mahoney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  RESOLUTION— 


(78-33-BZ) 

Whereas,  Philip  Bardes,  for  Helen  Flood,  owner,  filed, 
February  27,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  blacksmith  shop  and  motor  vehicle  repair 
shop:  premises  452-460  West  167th  street  (Block  No.  2111, 
Lot  No.  92),  Borough  of  Manhattan:  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  April  25,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  167th  street  is  in  a  business 
and  residence  district ;  Jumel  place  is  in  an  unrestricted  dis¬ 
trict,  and  Amsterdam  avenue  is  in  a  business  district:  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  14,  1933  (re  N.  B.  App.  No.  15-1933), 
reads : 

“1.  .  Proposed  use  of  blacksmith  shop  and  auto  repair 
shop  is  not  permitted  in  business  district.  Sec.  4,  Build¬ 
ing  Zone  Resolution.” ; 
and 

W  hereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  50  ft.  and  a 
depth  of  70  ft.,  irregular;  to  be  occupied  as  a  blacksmith 
shon  and  auto  repair  shop;  and 
Whereas,  the  board  deems  that  the  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  qranted  to  permit  a  one-story 
building,  constructed  substantially  as  shown  on  the  plans  sub¬ 
mitted  with  this  application,  to  be  erected  on  the  westerly 
side  of  this  plot,  leaving  a  yard  in  the  rear  thereof  of  ap¬ 
proximately  61  ft.  and  a  yard  to  the  east  approximately  60 
ft.  by  the  full  depth  of  the  plot  unbuilt  on,  said  building  to 
be  used  for  an  automobile  repair  shop  only,  on  condition  that 
the  building  shall  be  constructed  of  brick,  with  a  concrete 
floor :  that  there  shall  be  no  excavation  of  any  kind  under  the 
building  and  no  heating  system  with  an  open  flame :  that  the 
roof,  if  constructed  of  wood,  shall  have  a  five-ply  tar  and 
gravel  or  equivalent  top  surfacing  and  protected  underneath 
with  fire-retarded  construction  complying  with  the  rules  of 
f,1p  board  of  standards  and  appeals;  that  not  more  than  one 
ffirge  shall  be  used  on  the  premises  and  not  more  than  one 
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anvil  and  said  forge  and  anvil  shall  be  located  in  a  room 
separated  from  the  balance  of  the  floor  area  by  a  wall  con¬ 
structed  of  fireproof  blocks  from  floor  to  ceiling,  with  a 
fireproof,  self-closing  door  thereto;  that  the  forge  shall  be 
properly  connected  to  a  brick  flue  constructed  on  the  easterly 
side  of  the  building  instead  of  on  the  westerly  side,  as  indi¬ 
cated  on  the  plans  submitted;  that  any  acetylene  welding 
done  on  the  premises  shall  also  be  done  in  the  fireproof  en¬ 
closure  containing  the  forge  and  anvil ;  that  a  spark  arrestor 
shall  be  installed  at  the  top  of  this  flue ;  that  the  rear  and 
side  walls  shall  be  unpierced  throughout  their  entire  length 
and  height,  except  for  one  emergency  door  in  the  rear  wall, 
not  exceeding  3  ft.  6  in.  in  width  and  7  ft.  in  height ;  that 
any  skylights  constructed  in  the  roof  shall  be  of  metal  and 
glazed  with  wire  glass ;  that,  no  gasoline  shall  be  stored  on 
the  premises  other  than  in  the  tanks  of  cars  under  repair,  in 
the  building;  that  no  machinery  shall  be  used  requiring 
motive  power  greater  than  one-half  horsepowrer .  each ;  that 
such  auxiliary  fire-fighting  apparatus  as  is  required  by  the 
fire  department  shall  be  installed;  that  all  permits  required 
shall  be  obtained  within  six  months  and  all  work  involved 
completed  within  one  year  from  the  date  of  this  action. 


910-26-BZ. 

APPLICANT— John  N.  Linn,  for  Carl  I.  Dingfelder  and 
Benjamin  Balish,  owners. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  apartment  house  with 
stores  on  the  first  story. 

PREMISES  AFFECTED— 2657-2671  Ocean  avenue  and 
2000-2004  Neck  road,  southwest  corner  (Block  No. 
7381  A.  Lot  No.  90),  Brooklyn. 
APPEARANCES— 

For  Applicant :  L.  Lawre. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  A 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman.  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(910-26-BZ) 

Resolved,  that  the  resolution  affecting  premises  2657-2671 


Ocean  avenue,  southwest  corner  of  Neck  road  (Block  No. 
7381A,  Lot  No.  90),  Borough  of  Brooklyn,  adopted  by  the 
board  May  17,  1932,  be  and  it  hereby  is  amended,  only  so 
far  as  it  refers  to  the  time  for  obtaining  permits  and  the 
completion  of  the  work,  so  that  as  amended,  the  last  clause 
will  read :  “all  permits  required  shall  be  obtained  within 
six  months  and  all  work  completed  within  one  year  of  the 
date  of  this  amended  resolution.” 


386-31-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Kings  County  De¬ 
velopment  Co.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
obtain  permits  and  complete  work — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
sections  7a  and  21  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  upon  the 
premises  now  occupied  by  a  gasoline  service  station. 

PREMISES  AFFECTED — 4913-4923  Avenue  D,  northwest 
corner  of  Utica  avenue  (Block  No.  4770,  Lot  No. 
38),  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(386-31-BZ) 


Resolved,  that  the  resolution  affecting  premises  4913-4923 
Avenue  D,  northwest  corner  of  Utica  avenue  (Block  No. 
4770,  Lot  No.  38),  Borough  of  Brooklyn,  adopted  by  the 
board  December  4,  1931,  be  and  it  hereby  is  amended,  only 
so  far  as  it  refers  to  obtaining  permits  and  the  completion 
of  the  work,  so  that  as  amended,  this  clause  will  read :  “all 
permits  required  shall  be  obtained  within  six  months  and  all 
work  involved  completed  within  eighteen  months  from  the 
date  of  this  amended  resolution.” 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES  

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  APRIL  25,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

BUILDING  ZONE  CASES. 

374-32-BZ. 

APPLICANT — John  J.  McHenry,  for  Jennie  F.  Pendleton, 
owner. 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — South  side  of  Richmond  terrace, 
305  ft.  9  in.  east  of  Westervelt  avenue  (Block  No. 
3,  Lot  No.  50),  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  John  J.  McHenry. 

For  Opposition :  George  Kutschen. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1933,  at  2 
p.  m.,  on  request  of  applicant. 


14-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Michela  Tavino  Cir- 
rito,  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — South  side  of  Conduit  boule¬ 
vard,  19  ft.  9  in.  west  of  Crescent  street  (Block  No. 
4197,  Lot  No.  14),  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Kearney  and  Alfred  Lama. 
For  Opposition:  Assistant  Engineer  Benjamin  Saltz- 
man  of  bureau  of  buildings,  Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1933,  at  2 
p.  m.,  on  request  of  applicant. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


38-33-SA. 


PETITIONER— Irving  Primost,  owner. 

SUBJECT — Silent  Flash  Oil  Burner,  Model  Cl,  approval 

of. 

APPEARANCES— 


For  Petitioner :  Irving  Primost. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(38-33-SA) 

Whereas,  Irving  Primost,  owner,  filed,  February  1,  1933, 
a  petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  Silent  Flash  Oil  Burner, 
Model  Cl ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  12,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Silent  Flash  Oil 
Burner,  Model  Cl,  for  use  in  domestic  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


628-32-SA. 


PETITIONER- — DeLaval  Steam  Turbine  Co.,  owner;  Tur¬ 
bine  Equipment  Co.,  agent. 

SUBTECT — DeLaval  IMO  Oil  Pump,  approval  of. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(628-32-SA) 


Whereas,  Turbine  Equipment  Co.,  agent  for  DeLaval 
Steam  Turbine  Co.,  owner,  filed.  December  27,  1932,  a  peti¬ 
tion  with  the  board  of  standards  and  anneals  for  approval 
of  their  device  known  as  the  DeLaval  IMO  Oil  Pump;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  ronort  of  the  chief  of  the  bureau 
of  fi*-e  prevention  dated  April  24,  1933,  recommends  the  ap¬ 
proval  of  this  device. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  DeLaval  IMO  Oil 
Pump  for  use  with  fuel  oil  installations  when  installed  in 
accordance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals  and  the  report  of  the  chief  of  the  bureau  of  fire  pre¬ 
vention. 


125-33-S  \ 

PETITIONER— Paul  F.  Fearon,  for  Elec-tro-matic  Oil 
Burner  Co.,  owner. 

SUBJECT— Elec-tro-matic  Oil  Burner,  Type  151,  approval 

of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  n 

THE  RESOLUTION— 


(125-33-SA) 

Whereas,  Paul  F.  Fearon,  for  Elec-tro-matic  Oil  Burner 
Co.,  owner,  filed,  April  3,  1933,  a  petition  with  the  board 
of  standards  and  appeals  for  approval  of  their  device  known 
as  the  Elec-tro-matic  Oil  Burner,  Type  151;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  24,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  lhat  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Elec-tro-matic  Oil 
Burner,  Type  151,  for  use  in  domestic  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


518-32-SA. 

PETITIONER — KeWaNee  Oil  Burner  Corp.,  owner;  Engi¬ 
neering  Exchange  Corp.,  agent. 

SUBJECT — KeWaNee  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THEjVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(518-32-SA) 

Whereas,  KeWaNee  Oil  Burner  Corp.,  owner,  filed, 

October  3,  1932,  a  petition  with  the  board  of  standards  and 

appeals  for  approval  of  their  device  known  as  the  KeWaNee 
Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and!  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  February  6,  1933,  recommends  the 
approval  of  this  device;  and 
Whereas,  this  burner  was  approved  by  the  board  at  its 
meeting  February  15,  1933,  as  the  KeWaNee  Oil  Burner, 
and  petitioner  requested  an  amendment  to  the  name  to  in¬ 
clude  Model  C,  which  request  has  been  submitted  to  the  fire 
department  for  report,  and  a  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  April  24,  1933,  recommends 
the  change. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  KeWaNee  Oil 
Burner,  Model  C,  for  use  in  domestic  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  reports 
of  the  chief  of  the  bureau  of  fire  prevention. 


518-29-SA. 

PETITIONER— J.  Berne  Resek,  for  Perfection  Stove  Co., 
owner. 

SUBJECT— New  Perfection  Oil  Burner,  Type  C,  amend¬ 
ment  of  resolution. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(518-29-SA) 

Whereas,  J.  Berne  Resek,  for  Perfection  Stove  Co., 
owner,  filed,  August  8,  1929,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  New  Perfection  Oil  Burner,  Type  C ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  November  20,  1930,  recommends 
the  approval  of  this  device ;  and 

Whereas,  this  device  was  approved  by  the  board  De¬ 
cember  23,  1930,  for  use  in  domestic  installations,  and  owner 
requests  an  amendment  to  the  resolution  to  include  commer¬ 
cial  installations,  which  request  was  submitted  to  the  fire 
department  for  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  April  24,  1933,  recommends  approval 
for  commerical  installations. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  New  Perfection 
Oil  Burner,  Type  C,  for  use  in  domestic  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil  rules 
of  the  board  of  standards  and  appeals  and  in  conformity  with 
the  reports  of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  3.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  APRIL  25,  1933,  3.30  P.  M. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
624-32-A. 

APPELLANT— William  A.  Kiehnle,  for  Corn  Exchange 
Bank  Trust  Co.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 81  East  125th  street  (Block  No. 

1750,  Lot  No.  34),  Manhattan. 
APPEARANCES— 

For  Appellant :  Kenneth  Hoyt. 

For  Administration:  None. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1933,  at  2 
p.  m.,  on  request  of  appellant. 


69-33-A. 

APPELLANT — Arnold  M.  Goldstein,  for  A.  Bertone, 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 471  Broadway  (Block  No.  2465, 
Lot  Nos.  42  and  43),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Arnold  M.  Goldstein. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over,  subject  to  adoption  of 
amendment  to  Fuel  Oil  Rules. 


70-33-A. 

APPELLANT — Erich  H.  Wirth,  owner. 

SUBJECT- — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 5838  Amboy  road  (Block  No. 
6724,  Lot  No.  65),  Princes  Bay,  Borough  of  Rich¬ 
mond. 


APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over,  subject  to  adoption  of 
amendment  to  Fuel  Oil  Rules. 


52-33-A. 

APPELLANT— P.  J.  Reville,  superintendent  of  buildings, 
Borough  of  The  Bronx. 

OWNERS — Concentrating  Holding  Corp.  and  Cedar  Avenue 
Realty  Co.,  Inc. 

SUBJECT— Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  1629-25  issued  by  the  superintendent  of 
buildings  on  August  25,  1925. 

PREMISES  AFFECTED — 1912-1934  Lewis  place  and  1923 
Cedar  avenue  (Block  No.  3231,  Lot  No.  18),  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Lawrence  R.  Condon. 

For  Owner  :  Max  Monfried. 

For  Administration :  Inspector  Francis  Mulhall  of 
bureau  of  buildings. 

ACTION  OF  BOARD — Appellant’s  case  presented:  hearing 
continued  to  May  9,  1933,  at  2  p.  m.,  for  presentation 
of  owners’  argument. 

THE  VOTE  TO  ADJOURN  ENTIRE  HEARING  TO 
MAY  9.  1933- 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioner  Connell .  2 

Negative :  Commissioners  Holland  and  Guilfoyle 

and  Chief  McElligott .  3 

Absent  .  o 


50-33-A. 

APPELLANT — Joshua  Tabatchnik,  for  Shore  Road  Asso¬ 
ciates.  Inc.,  owner. 

SUBJECT — Anneal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 8701-8723  Shore  road  (Block 
No.  6040,  Lot  No.  1),  Brooklyn. 
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APPEARANCES— 

For  Appellant :  Charles  Wilson. 

In  Opposition:  Frank  A.  Matrunola. 

For  Administration:  Assistant  Engineer  Benjamin 
Salzman  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(50-33-A) 

Whereas,  Joshua  Tabatchnik,  for  Shore  Road  Associates, 
Inc.,  owner,  filed,  February  8,  1933,  an  appeal  from  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
8701-8723  Shore  road  (Block  No.  6040,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  6,  1933  (re  Applic.  No.  12477-1932),  reads: 

“Proposition  to  erect  partitions  and  install  additional 
plumbing  fixtures  in  cellar  for  the  purpose  of  subdividing 
same  for  busness  uses  is  contrary  to  the  Zone  Resolution, 
Article  II,  Section  3,  par.  8.” ; 
and 

Whereas,'  the  building  is  non-fireproof,  six  stories  in 
height,  200  ft.  by  254  ft.  6)4  in.,  irregular,  in  depth;  OCCU¬ 
PIED  as  a  Class  A  multiple  dwelling;  and 

Whereas,  the  appellant  proposes  to  rearrange  cellar  parti¬ 
tions,  install  a  sink  and  wash  basins  for  the  purpose  of  main¬ 
taining  a  laundry  room,  cleaning  and  pressing  room,  renting 
room,  drug  room  and  barber  room  for  use  by  the  tenants  of 
the  building  only ;  and 

Whereas,  the  appellant  claims  that  no  signs  are  displayed, 
no  show  windows  or  store  fronts  of  any  kind  have  been  con¬ 
structed  ;  there  is  no  direct  entrance  to  such  rooms  from  the 
street  and  no  outside  business  conducted  upon  the  premises ; 
the  nearest  shopping  center  is  approximately  2,000  ft.  away; 
the  above  noted  uses  and  conditions  have  been  regularly 
approved  under  Alt.  Plan  No.  379  of  1932  by  the  tenement 
house  commissioner,  the  wrork  completed  and  a  certificate  of 
compliance  issued  February  27,  1933 ;  furthermore,  the  ap¬ 
pellant  contends  the  proposed  necessary  accessory  uses  are 
permitted  under  section  3,  article  2,  of  the  zone  resolution; 
also,  under  section  411,  chapter  9,  of  the  charter,  the  super¬ 
intendent  of  buildings  has  no  power  to  vary  from  the  deci¬ 
sion  of  the  tenement  house  commissioner  having  jurisdiction 
under  section  23  of  the  zone  resolution  with  reference  to 
Class  A  multiple  dwellings ;  and 

W hereas,  a  committee  of  the  board  visited  these  premises 
and  reports  as  follows : 

“Cal.  No.  50-33-A. 

“Premises  8701-8723  Shore  road  (Block  No.  6040,  Lot 
No.  1),  Borough  of  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  March  9,  1933,  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle,  visited  the  premises. 

“The  building  is  a  six-story  multiple  dwelling,  Class  A, 
located  wholly  in  a  residential  district,  constructed  under 
plans  approved  by  the  tenement  house  commissioner  (N. 
B.  No.  130-1931)  and  by  the  superintendent  of  build¬ 
ings.  The  certificate  of  compliance,  No.  36  of  1932, 
isued  by  the  tenement  house  commissioner,  is  dated 
March  23,  1932. 

“After  completion  of  the  building  plans  were  filed  with 
the  tenement  house  department  and  with  the  bureau  of 
buildings  for  alteration  of  the  basement  to  permit  certain 
business  use  therein  termed  ‘private’  with  the  statement 
that  no  outside  business  is  to  be  conducted.  The  use  of 
the  basement  for  the  purposes  stated  has  been  approved 
by  the  tenement  house  department  on  the  ground  that  it 
constitutes  an  accessory  use  permitted  in  residence  dis¬ 
tricts,  but  disapproved  by  the  superintendent  of  buildings 


on  the  ground  that  erecting  partitions  in  the  basement 
for  business  purposes  is  contrary  to  article  II,  section  3, 
paragraph  8,  of  the  zoning  resolution.  The  building 
superintendent  has  issued  a  violation,  dated  September 
24,  1932,  because  these  partitions  have  been  erected  with¬ 
out  his  approval,  contrary  to  article  I,  section  5,  of  the 
building  code,  and  that  business  is  being  carried  on  con¬ 
trary  to  article  II  of  the  building  zone  resolution.  In 
the  Magistrate’s  Court  in  January,  1933,  the  owner 
pleaded  guilty  and  was  given  a  suspended  sentence  for 
failure  to  comply  with  the  order  of  the  superintendent  of 
buildings. 

“The  committee  observed  the  following  conditions  at 
the  building: 

“In  the  cellar  of  the  westerly  wing  of  the  building 
there  is  a  space  occupied  as  a  beauty  parlor.  In  the 
cellar  of  the  easterly  wing  there  are  spaces  occupied  by 
a  tailor  doing  his  work  on  the  premises,  apparently  con¬ 
sisting  of  pressing  and  repairing  and  taking  orders  for 
dry  cleaning,  also  a  store  with  a  soda  fountain  and  with 
groceries,  drugs,  magazines  and  other  merchandise  on 
sale.  The  partitions  are  constructed  of  wood  studs, 
covered  on  both  sides  with  sheet  rock  and  stuccoed,  with 
doors  and  frames  of  wood  and  wood  floors.  All  these 
stores  are  accessible  from  Shore  road  by  exterior  en¬ 
trances  to  the  cellar. 

“The  appellant  admits  that  these  stores  are  concessions 
for  which  rent  is  received,  but  states  that  they  are  main¬ 
tained  solely  for  the  convenience  of  the  tenants.  The  at¬ 
tendant  in  the  store  admitted  to  the  committee  that  he 
would  not  refuse  to  sell  to  any  one  who  wished  to  buy 
although  not  soliciting  business. 

“The  appeal  to  this  board  is  to  determine  the  right  of 
the  superintendent  of  buildings  to  withhold  his  approval. 

“In  the  opinion  of  the  committee  the  superintendent  of 
buildings  has  the  right  to  require  that  the  construction 
of  the  partitions  shall  comply  with  the  provisions  of  the 
building  code,  but  that  under  section  23  of  the  building 
zone  resolution  and  also  under  section  242A  of  the 
Greater  New  York  Charter,  the  tenement  house  commis¬ 
sioner  has  sole  jurisdiction  to  enforce  the  zoning  regu¬ 
lations  as  to  tenement  houses  (See  also  section  303  of  the 
Multiple  Dwelling  Law). 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  in  the  opinion  of  the  board  the  sole  power  to 
enforce  zoning  regulations  of  the  zoning  resolution  in  con¬ 
nection  with  tenement  houses  and  multiple  dwellings,  Class  A, 
rests  with  the  tenement  house  commissioner. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  from  which  this  appeal  is  taken  be  set  aside  only  in  so 
far  as  it  has  to  do  with  his  decision  as  to  the  zoning  resolu¬ 
tion. 


606-32-A. 

APPELLANT — Castle  Hill  Estates,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— Castle  Hill  avenue  and  Pugsley’s 
Creek,  The  Bronx. 

APPEARANCES— 

For  Appellant :  William  Harvey  Smith  and  E. 
Booth. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION— 

(606-32-A) 

Whereas,  Castle  Hill  Estates,  Inc.,  owner,  filed,  December 
8,  1932,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  Castle  Hill  avenue  and 
Pugsley’s  Creek,  Borough  of  The  Bronx ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  17,  1932,  reads: 

“As  you  requested  in  your  communications  of  Sep¬ 
tember  27th  and  the  14th  inst.,  I  have  asked  Mr.  Peter 
C.  Spence,  Chief  of  the  Bureau  of  Fire  Prevention  and 
in  charge  of  the  bureau  for  handling  the  application  of 
the  Castle  Hill  Bathing  Park,  if  there  is  any  good 
reason  why  permit  should  not  be  issued  to  your  company, 
and  today  have  received  his  response  which  reads  as 
follows : 

“  ‘This  is  in  response  to  the  communication  for¬ 
warded  by  Mr.  Joseph  P.  Day  relating  to  the  prose¬ 
cution  of  the  Castle  Hill  Bathing  Park  and  the  un¬ 
lawful  storage  of  chlorine  and  ammonia  in  these 
premises. 

“  ‘Order  68490-LC  was  served  July  21,  1931,  to 
discontinue  the  storage  and  use  of  liquefied  chlorine 
on  these  premises,,  in  accordance  with  Section  214- 
A-4-F  of  Chapter  10  of  the  Code  of  Ordinances, 
and  it  is  to  be  noted  that  this  is  recognized  as  a 
place  of  public  amusement.  Summonses  have  been 
served,  returnable  August  2,  1932;  adjourned  to 
August  9,  1932;  adjourned  again  to  October  11, 
1932,  and  inasmuch  as  the  defendant  failed  to  appear 
it  was  adjourned  again  to  October  18,  1932;  again 
adjourned  to  November  1st  for  the  same  reason, 
and  in  court  yesterday,  November  15th,  at  which 
time  the  Judge  adjourned  it  to  November  22,  1932, 
for  inquest.  There  is  no  question  but  what  the 
writer  and  those  associated  with  him  know  the  facts 
in  connection  with  this  case  because  they  requested 
two  adjournments  in  Court  themselves  and  then  re¬ 
moved  the  chlorine  in  October,  after  the  swimming 
pools  had  been  closed  for  the  season. 

“  ‘The  Fire  Commission  is  not  in  a  position  to 
waive  the  prohibition  in  the  Code  of  Ordinances  and 
these  people  have  the  same  privilege  as  others  have 
taken  advantage  of  and  can  appeal  this  case  to  the 
Board  of  Standards  and  Appeals,  which  body  may 
make  some  stipulation  safeguarding  the  storage  of 
prohibited  material.  Other  bathing  pool  concerns 
have  adopted  this  course  and  appealed  to  the  Board 
of  Standards  and  Appeals  and  were  given  considera¬ 
tion  so  that  they  have  been  able  to  carry  on  their 
business  in  a  manner  with  a  lawful  storage  and  use. 
This  violation  of  the  law  was  issued  and  served 
after  a  report  by  the  company  commander  that  the 
storage  was  in  violation. 

“  ‘In  view  of  the  thousands  who  frequent  this  place 
during  the  Summer  play  season,  there  would  result  a 
panic  in  the  event  of  a  leak  of  the  chlorine  or  am¬ 
monia  and  blame  could  be  attached  to  this  office  if 
every  precaution  and  safeguard  had  not  been  taken.’ 

“I  have  no  right  to  modify  or  set  aside  the  provisions 
of  the  Code  of  Ordinances.  The  facts  set  forth  in  your 
letter  would  seem  to  entitle  your  company  to  some  form 
of  relief,  and  I  would  suggest  that  you  take  an  immedi¬ 
ate  appeal  to  the  Board  of  Standards  and  Appeals.  This 
Board  has  jurisdiction.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  located 
on  the  south  side  of  Norton  avenue,  between  Castle  Hill 
avenue  and  Pugsley’s  Creek;  OCCUPIED  as  a  bathing  park 
(for  the  last  three  years),  the  chlorine  (two  cylinders  con¬ 
taining  150  pounds  in  each  cylinder)  and  the  ammonia  (one 
cylinder  containing  100  pounds)  are  located  in  a  fireproof 
pump  house  located  on  the  southerly  portion  of  the  premises; 
and 


Whereas,  appellant  contends  that  the  chlorine  and  am¬ 
monia  are  necessary  for  the  sanitary  conduct  of  the  bathing 
establishment  and  that  the  pump  house  in  which  they  are 
stored  is  located  more  than  900  ft.  from  the  pool  or  any  public 
building  in  the  park. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  68490-LC,  to  permit 
the  installation  and  operation  of  the  chlorine  system  as  indi¬ 
cated  on  the  plans  filed  with  this  appeal,  marked  “Received 
December  8,  1932,”  which  plans  being  the  plot  plan  and 
other  detail  plans,  on  condition  that  at  no  time  shall  there  be 
more  than  two  100-pound  tanks  of  chlorine  and  not  more  than 
one  100-pound  tank  of  ammonia  on  the  premises;  that  these 
tanks  shall  be  installed  in  a  building  constructed  of  fireproof 
material  with  an  open  sprinkler  head  on  the  ceiling  controlled 
by  a  valve  outside  of  the  building  properly  marked;  that  the 
operator  in  charge  shall  obtain  and  carry  a  certificate  of 
fitness  issued  by  the  fire  commissioner ;  that  the  equipment 
and  reservoir  shall  be  surrounded  with  woven  wire  fence, 
not  less  than  9  ft.  in  height,  constructed  and  located  as  shown 
on  the  plans  attached  and  filed  with  this  appeal ;  that  the 
gates  in  the  fence  shall  be  kept  locked ;  that  the  tanks  shall 
be  kept  fully  submerged  in  water  at  all  times,  and  granted 
only  so  long  as  conditions  remains  unchanged  and  the  equip¬ 
ment  complies  with  the  rules  of  the  fire  department  in  all 
other  respects. 


618-32-A 

APPELLANT — John  H.  Kracke,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 116  University  place  (Block 
No.  570,  Lot  No.  22),  Manhattan. 
APPEARANCES— 

For  Appellant :  Fred  J.  McCabe. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(618-32-A) 

Whereas,  John  H.  Kracke,  owner,  filed,  December  19, 
1932,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  116  University  place  (Block 
No.  570,  Lot  No.  22),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
10,  1932  (re  Order  No.  94882-F),  reads: 

“Provide  approved  fireproof  windows  or  iron  shutters 
at  all  openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30  feet  from  any 
opening  in  any  other  building,  and  not  in  the  same  plane 
with  said  openings,  and  which  are  not  more  than  50  feet 
above  a  neighboring  roof  at  rear  of  building,  or  other 
approved  protection  as  per  Section  375,  Article  18,  Ch. 
5  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  28,  1932,  reads: 

“This  will  reply  to  your  letter  of  November  21st, 
1932,  relative  to  Order  94882-F,  issued  May  10th,  1932, 
against  the  above  premises,  in  which  you  state  you  de¬ 
sire  to  appeal  to  the  Board  of  Standards  and  Appeals 
from  the  requirements  of  the  order  but  cannot  do  so  due 
to  the  fact  that  more  than  twenty  days  have  elapsed  since 
the  date  of  issuance  and  request  rescindment  and  reis¬ 
suance  of  the  order  so  that  the  case  may  properly  be 
brought  before  the  above  Board. 

“Please  be  advised  that  your  request  must  be  denied.”; 
and 
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Whereas,  the  building  is  non-fireproof,  four  stories  and 
attic  (49;  ft.)  in  height,  3Q  ft.  9  in.  by  74  ft.  10  in.  at  first 
story  and  30  ft.  9  in.  by  58  ft.  10  in.  in  area  above;  OCCU¬ 
PIED  :  cellar,  storage  only ;  1st  story,  restaurant,  8  per¬ 
sons  ;  2nd  story,  manufacturing  lamp  shades,  7  persons ;  3rd 
story,  manufacturing  clothing,  12  persons ;  4th  story,  manu¬ 
facturing  vacuum  cleaners,  6  persons;  attic,  caretaker’s  apart¬ 
ment;  and 

Whereas,  the  appellant  has  filed  plans  indicating  fourteen 
windows  in  the  rear  (west)  wall  and  three  windows  in  the 
southerly  side  wall  affected  by  the  order;  the  building  at 
south  causing  the  exposure  is  4  to  16  ft.  distant,  the  building 
at  west  causing  the  exposure  is  16  ft.  distant  and,  also,  the 
roof  a  a  one-story  separate  extension  adjacent;  the  appellant 
claims  the  exposure  building  at  south  is  a  four-story  fireproof 
garage,  the  fireproof  windows  of  this  garage  are  on  the  lot 
line  and  are  required  to  be  permanently  closed  by  order  of 
the  health  commissioner;  the  exposure  building  at  west  is  a 
three-story  building  with  an  unpierced  brick  wall  facing  the 
premises  under  appeal ;  furthermore,  the  appellant  contends 
the  area  of  the  building  in  question  is  very  small,  located  on 
a  corner  lot  and  accessible  on  all  sides  in  case  of  fire. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  94882-F,  on  condi¬ 
tion  that  the  window  facing  south  on  the  return  of  the  build¬ 
ing  shall  be  made  fireproof,  self-closing  on  the  fourth  story; 
that  the  two  windows  on  the  west  wall  nearest  the  garage 
exposure  shall  also  be  made  fireproof,  self-closing  on  both 
the  fourth  and  fifth  floors;  that  steel  shutters  may  be  in¬ 
stalled  on  the  windows  herein  described  in  lieu  of  replacing- 
same  with  fireproof,  self-closing  windows. 


621-32- A 

APPELLANT — J.  L.  Meyfarth,  for  Irving  Trust  Co.,  re¬ 
ceiver  in  equity,  for  Foltis-Fischer,  Inc.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 200  East  42nd  street  (Block 
No.  1315,  Lot  No.  49),  Manhattan. 
APPEARANCES— 

For  Appellant;  J.  L.  Meyfarth  and  W.  H.  Allison. 
For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . 


5 

0 

0 


THE  RESOLUTION— 


(621-32-A) 

Whereas,  J.  L.  Meyfarth,  for  Irving  Trust  Co.,  receiver 
in  equity,  for  Foltis-Fischer,  Inc.,  owner,  filed,  December 
20,  1932,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  200  East  42nd  street  (Block 
No.  1315,  Lot  No.  49),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
4,  1932  (re  Order  No.  74549-LC),  reads: 

“4.  Discontinue  the  use  of  any  fire,  open  flame  or  arc 
light  in  refrigerating  machinery  room,  as  per  Section 
221-1  of  Chapter  10,  Code  of  Ordinances. 

“NOTE:  Above  item  applies  to  ammonia  piping  pass¬ 
ing  through  boiler  room  and  also  through  kitchens,  cellar 
and  first  story  where  open  flame  is  used.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  1,  1932,  reads: 

“The  delay  in  answering  your  communication  of  Sep¬ 
tember  28,  1932,  in  reference  to  order  numbered  74549- 
LC,  has  been  due  to  the  fact  that  it  has  been  necessary 
for  us  to  cause  investigations  of  the  plant  at  200  East 
42nd  Street,  Manhattan. 


“As  a  result  of  our  investigation,  our  inspector  has 
reported  that  while  items  2,  3,  6  and  7  have  received 
attention,  items  1,  4  and  5  had  not  and  must  be  complied 
with  before  a  permit  can  be  issued  for  the  plant  at  this 
location.  These  uncomplied  with  items  reads  as  fol¬ 
lows  : 

“  T.  Make  refrigerating  machinery  room  or 
rooms  vapor  tight  to  prevent  the  passage  of  irritant 
refrigerant  from  passing  to  other  parts  of  the  build¬ 
ing,  as  per  Section  220-1-a  of  Chapter  10,  Code  of 
Ordinances. 

“  ‘4.  Discontinue  the  use  of  any  fire,  open  flame 
or  arc  light  in  refrigerating  machine  room,  as  per 
Section  221-1  of  Chapter  10,  Code  of  Ordinances. 
NOTE:  Above  item  applies  to  ammonia  piping  pass¬ 
ing  through  boiler  room  and  also  through  kitchens, 
cellar  and  1st  story  where  open  flame  is  used. 

“  ‘5.  Make  doors  of  dumbwaiter  shafts  and  con¬ 
veyors  tight  and  self-closing.’ 

“Our  inspector  also  reports  that  as  the  system  was 
installed  in  the  early  part  of  1932,  the  orders  therefore 
apply,  and  we  would  suggest  that  the  violation  be  either 
complied  with  or  your  concern  take  advantage  of  its 
right  to  appeal  from  the  Fire  Commissioner’s  decision 
by  appealing  to  the  Board  of  Standards  and  Appeals, 
Room  1002,  Municipal  Building,  Manhattan.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  80  ft.  by  49  ft.  4^  in.  in  area;  OCCUPIED:  cellar, 
kitchen,  15  persons;  1st  story,  restaurant,  134  persons;  2nd 
story,  restaurant,  150  persons;  3rd  story,  vacant  (normal 
occupancy,  showrooms,  25  persons)  ;  and 

Whereas,  the  appellant  claims  the  existing  refrigerating 
system  is  of  the  direct  method,  using  only  forty-five  pounds 
of  ammonia  for  the  refrigerant ;  the  machine  room  containing 
the  condenser  and  compressor  is  entirely  fireproof,  located 
in  the  cellar ;  the  flow  and  return  ammonia  pipes  pass  through 
the  air  cooling  machine  room,  a  kitchen,  and  to  a  refrigerator 
in  the  cellar,  then  they  extend  up  to  two  refrigerators  in 
restaurant  on  first  story;  there  is  a  gas  range  with  open 
flame  in  cellar  kitchen  and  one  in  serving  kitchen  on  first 
story ;  the  ammonia  pipes  have  been  removed  from  the  boiler 
room  since  the  order  was  issued;  all  pipes  are  heavily  in¬ 
sulated  with  moulded  cork;  furthermore,  the  appellant"  con¬ 
tends  that  a  dangerous  mixture  of  ammonia  could  not  be 
formed  even  in  case  of  a  break  due  to  a  powerful  ven¬ 
tilating  system  installed  capable  of  changing  the  entire  air 
in  three  minutes,  and,  also,  the  ordinance  was  not  intended 
to  apply  to  a  small  plant  such  as  the  one  under  this  appeal. 

_  Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  74549-LC,  to  permit 
the  continuation  of  an  existing  refrigerating  system,  on  con¬ 
dition  that  all  pipes  passing  through  the  boiler  room  shall  be 
removed  and  reinstalled  outside  of  same ;  that  all  dumbwaiter 
shafts  and  stairways  leading  from  the  basement  to  the  first 
floor  be  equipped  with  tight-fitting,  self-closing  doors;  that 
the  ammonia  pipes  to  and  from  the  refrigerators  on  the  first 
floor  shall  be  enclosed  in  vapor-tight  sleeves ;  that  the  ven¬ 
tilating  system  now  installed  in  the  premises  shall  be  kept  in 
good  working  order  at  all  times  and  that  the  refrigerant 
shall  be  limited  to  forty-five  pounds  of  ammonia;  that  the 
expansion  valve  and  control  valve  to  refrigerators  Nos.  1 
and  2,  located  on  the  street  floor,  shall  be  removed  and  in¬ 
stalled  on  these  lines  in  the  machine  room,  leaving  the  local 
valves  where  they  are ;  that  the  refrigerating  equipment  shall 
conform  to  the  requirements  and  shall  be  maintained  to  the 
satisfaction  of  the  fire  department  in  all  other  respects. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS....  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner . 955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner -  354-31-SA 

Crescent  Oil  Burner . 222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  ....  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

F.venheet  Oil  Burner .  554-32- S A 

Fairfield  Oil  Burner .  584-31-SA 


Name  of  Burner  Calendar  No. 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  Iv  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-3 1-S A 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26  SA 

Haidinge  Oil  Burner .  813-25-SA 

Harris  Fuel  Oil  Burner . 690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner . 887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nil-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

.  G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner..... .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner  Calendar  No. 

Security  Oil  Burner. .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-SK  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner . ,  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  . .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

York  Automatic  Oil  Burner .  44-29-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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RULES 


Pursuant  to  the  Provision  of 
(639-27-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST— A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  Y  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  inch  by 
inches  in  cross  section  and  twelve  inches  long  shall  be 
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laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  *o  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
of  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  The  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  of 
hard  woods,  the  unburned  area  should  not  be  less  than  59 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  Yz  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
high,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2 Yi  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 
The  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible.  each  piece  shall  be  trade  marked  in.  a  conspicuous 
manner  so  t^t  there  may  be  no  doubt  as  to  its  identity. 


RULES  FOR  THE  TESTING  OF  WOOD 

Section  356  of  Chapter  5 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary . 935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary . . .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Mode!  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD....  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARD*}  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

r?5-23-SA— Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23- S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 

525-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA — Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-S A — Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2j4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2^2-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

250-31-SA — Lunkenheimer  2k2-Inch,  Figure  No.  8610 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA— Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA— Red  Cap  Fire  Extinguisher,  approval  of. 
608-32-SA — Chalmers  Automatic  Oil  Burner,  Models  Dl, 
D2,  EC3  and  C4,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 
15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33- S A — Hardinge  Oil  Burner,  Model  23,  approval  of. 
39-33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33-SA — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-SA — Economy  Oil  Burter  (Junior  Model),  approval 
of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Baster-Kraft  Oil  Burner,  approval  of. 

97- 33-SA — Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30,  approval  of. 

98- 33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 

pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100-33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

102-33-SA — Everedy  Oil  Burner,  approval  of. 

106-33-SA — Sun-Ray  Fuel  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pour>^  bag  of  Portland  cement : 


1-1  ^2-3  Mix,'  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  m  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  April  26,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 

261  Withdrawn  .  21 

Dismissed .  9 

Denied .  34 

Granted .  1 

Granted  on  condition .  92 

Appliances  approved  .  13 

31  Appliances  dismissed,  disapproved  or  withdrawn....  4 


Rules  approved .  0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

80  Requests  to  reopen  granted .  68 

Requests  to  reopen  denied .  5 

2  Requests  to  amend  granted . 

Requests  to  amend  denied .  0 

15  Requests  for  modification  granted .  15 

Requests  for  modification  denied .  0 

1  Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  0 

21  Requests  for  extension  of  time  granted .  21 

Requests  for  extension  of  time  denied .  0 

1  Requests  for  extension  of  permit  granted .  1 

Requests  for  extension  of  permit  denied .  0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

4  Plans  approved  .  4 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

0  Interpretations  .  C 

-  Requests  withdrawn  or  dismissed .  7 

572  - 

Total  .  298 

298 


Cases  pending  April  26,  1933 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($L50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 


My  Subscription  is  to  begin  with  the  issue  for. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

fa?  nf  rfetvgSr  f  ?ubli^hed  in  thJs  Bulletin. 

9  „  ,of  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

Ma4nhatteannngS  ^  ^  R°°m  1013,  MuniciPal  Building, 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


ruK  CUN8ULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en- 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR 

BuTlffim? 7W  pa/*war  COnsifts  of  applications  under  the 
building  Zone  Resolution,  and  its  object  is  to  give  inter- 

ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  m  Room  1013,  Tuesday,  May  9,  1933’ 

definite0  day!  At  ^  ^  eaCh  Ca$e  i§  Set  for  hearinS  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  May  16,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
on ^fixed  dlys™*  ^  ****  bee"  definitely  for  hearing 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given _ 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  May  2,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  2,  1933,  2  P.  M. 
Approved  Fireline  Hose  Valves. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


iu  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
rom  the  date  of  the  action  of  the  Administrative  Official 
Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  Lis  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction' 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


A — j/ 


DOCKET. 

New  Cases  Filed  up  to  May  3,  1933. 

Cal.  No.  Department.  Premises  Affected. 

171-33-A . F.D . 443-447  Avenue  P  (Block  6609, 

Lot  45),  Bklyn., 

_ 1 -  Plan  No.  436-33 

170-33-S . F.D . 134-25  Northern  blvd.  (Block 

780,  Lot  72),  Flushing,  Q., 

-  L.  D.  98207 

169-33-A . F.D . 601-613  W.  50th  st.  (Block  1098, 

Lot  29),  Man., 

_  F-3261 

168-33-A . ..F.D . 41-51  Water  st.  (Block  26,  part 

of  Lot  1),  Bklyn., 

_  F-3061 

167-33-A . F.D . 53-57  Water  st.  (Block  26,  part 

of  Lot  1),  Bklyn., 

-  F-3062,  F-3063  &  F-3064 

166-33-SA . F.D . Gold  Star  Oil  Burner, 

-  %  Appliance 

165-33-SA . F.D . Chemical  Process  Co.  Fuel  Oil 

Burner  (for  Kerrick  Cleaner), 

-  Appliance 

164-33-SA . F.D . Firemaster  (Fire  Extinguisher), 

-  Appliance 

163-33-A . .B.B.M _ 133  Fort  George  ave.  (Block 

2149,  Lot  270),  Man., 

-  Dumbwaiter  Applic.  19-1933 

162-33-SA . F.D . Elkhart  Combination  Pressure 

Reducer  &  Hose  Valve, 

-  Appliance 

161-33-BZ . B.B.Q _ 170-07  115th  ave.  (Block  3087, 

Lot  250),  Jamaica,  Q., 

-  Decision 

160-33-A . F.D . 301  W.  72nd  st.  (Block  1184, 

Lot  10),  Man.r 

-  F-1144  &  F-1145 

159-33- A . F.D . 653  First  ave.  (Block  943,  Lot 

30),  Man., 

— -  L.  C.  77031 

158-33-S . B.B.M... .38  W.  34th  st.  (Block  839,  Lot 

-  66),  Man.,  Decision 

157-33-S . B.B.M.... 22  E.  49th  st.  (Block  1284,  Lot 

-  59),  Man.,  Decision 

Restored  to  Calendar. 

11-33-BZ . B.B.R _ Northwest  corner  of  Hylan  blvd. 

&  New  Dorp  lane  (Block 

3649,  part  of  Lot  1),  New 

Dorp,  Rich., 

-  N.  B.  851-1932 

263-27-BZ . B.B.B _ 540-544  65th  st.  (Block  5828, 

Lot  18),  Bklyn., 

- - _  Applic.  3450-1933 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M...-. . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 


B.B.R... 
B.B.Bx. . 
T.H.D. . . 


..Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

...Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932  Vol.  17  No.  31 


forms  .  T 

Concrete  Flat  Slabs,  Rules.. .....Jan* 

Concrete  Rules  (Hydrated  Lime)..  May 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)....  Oct. 

Factory  Exit  Rules . vfn‘ 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules . Mar. 

Fire  Retarding  Rules  for  Garages, 

etc . Apr. 

Fireproof  Wood,  Testing  of . May 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . Feb. 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . .  Dec. 

Plumbing  Rules  . Apr. 

Procedure,  Rules  of . July 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for. . .  Apr. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules — .....  Nov. 
Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


3,  1933— Vol.  18  No.  1 

9,  1933— Vol.  18  No.  19 
28,  1933— Vol.  18  No.  13 

18,  1932— Vol.  17  No.  42 
3,  1933— Vol.  18  No.  1 
27,  1932— Vol.  17  No.  52 
7,  1933— Vol.  18  No.  10 

25,  1933— Vol.  18  No.  17 
2.  1933— Vol.  18  No.  18 

21,  1919— Vol.  4  No.  3 
7,  1933— Vol.  18  No.  6 
7,  1925— Vol.  10  No.  14 
5,  1928— Vol.  13  No.  23 

13,  1932— Vol.  17  No.  50 
25,  1933— Vol.  18  No.  17 

5,  1932— Vol.  17  No.  27 
18,  1933— Vol.  18  No.  16 
18,  1933— Vol.  18  No.  16 

6,  1932— Vol.  17  No.  49 

22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES  '"A,- 


Fireline  Hose  Valves . . . May 

Fuel  Oil  Burners  for  Domestic  and  May 

Commercial  Use  . 

Fuel  O'il  Burners  for  Industral  Use.  Apr. 
Fuel  Oil  Pumps . May 


9,  1933— Vol.  18  No.  19 

2,  1933— Vol.  18  No.  18 

18,  1933— Vol.  18  No.  16 

2,  1933— Vol.  18  No.  18 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  9.  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

92-31-BZ. 

APPLICANTS— Sarah  Raskin  and  Yetta  Raskin,  owners. 

PREMISES — 8401-8411  Flatlands  avenue  and  769  East  84th 
street,  northeast  corner  (Block  No.  8005,  Lot  Nos. 
6,  7  and  8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  permanent  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  by  the  board  for  a  temporary  period), 
(reopened  April  4,  1933). 

67-33-BZ. 

APPLICANT — Michael  Glick,  for  Harry  Weissberg,  owner. 

PREMISES — Northeast  corner  of  Baychester  avenue  and 
East  233rd  street  (Block  No.  4955,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


84-33-BZ. 

APPLICANT — Frank  G.  Long,  for  Estate  of  Thomas  J. 
Long,  owner. 

PREMISES — 3449  Fort  Hamilton  parkway,  south  side,  100 
ft.  west  of  Chester  avenue  (Block  No.  5302,  Lot 
No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  change  of  occupancy  of  an 
existing  wet  wash  laundry  to  a  garage  for  more 
than  five  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop. 
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92-33-BZ. 

APPLICANT — Arthur  M.  Hazell,  owner. 

PREMISES — 1602-1614  Cropsey  avenue,  southeast  corner  of 
16th  avenue  (Block  No.  6461,  Lot  No.  1),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

» 

95-33-BZ. 

APPLICANT — William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

PREMISES — Southeast  corner  of  198th  street  (Green 
street)  and  Central  avenue  (Foch  boulevard), 
(Block  No.  3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

107-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Benjamin  Green¬ 
berg,  owner. 

PREMISES — 436-446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot  Nos.  6  and 
10),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  milk  bottling  plant. 

\ 

116-33-BZ. 

APPLICANT — Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner. 

PREMISES — 50-56  Downing  street  and  214-218  West 
Houston  street  (Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  garage  for  more  than  five  motor  vehicles 
(granted  by  the  board  under  Cal.  No.  304-30-BZ). 

71-33-BZ. 

APPLICANT — Frank  Zima,  owner. 

PREMISES — West  side  of  33rd  street,  67  ft.  6  in.  south  of 
36th  avenue  (Block  No.  601,  Lot  No.  38),  Long 
Island  City,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  an  unrestricted  district  and  partly 
in  a  business  district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufacturing  and 
offices  to  a  garage  for  more  than  five  (5)  motor 

vehicles  and  motor  vehicle  repair  shop. 

r  _ _ 


MAY  9,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning.  May  9, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  8-33-BZ — Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38). 
Hollis,  Borough  of  Queens. 


cal.  no.  54-33-BZ — Application,  February  10,  1933,  under 
■section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Esther  M.  Ohriner,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  238-246  Throop 
avenue,  northwest  corner  of  Myrtle  ave¬ 
nue  (Block  No.  1748,  Lot  No.  40), 
Brooklyn. 

cal.  no.  58-33-BZ — Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant ; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan. 

cal.  no.  43-33-BZ — Application,  February  3,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  O.  Staber,  applicant, 
on  behalf  of  Edward  Pokorny,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station;  prem¬ 
ises  northeast  corner  of  45th  avenue  and 
72nd  street  (Block  No.  546,  Lot  Nos. 
62  and  64),  Winfield,  Borough  of 
Queens. 

cal.  no.  46-33-BZ — Application,  February  7,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alex  Litman,  applicant  and 
owner,  to  permit  in  a  business  district 
(the  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Bor¬ 
ough  of  Queens. 

cal.  no.  104-33-BZ — Application,  March  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  H.  I.  Oser,  applicant,  on  behalf  of 
Island  Associates,  Inc.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northeast  corner  of  Mer¬ 
rick  .road  and  Linden  boulevard  (Block 
No.  1293,  Lot  No.  1),  Jamaica,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

9-33-A — 220-222  Broadway  (Block  No.  89,  Lot  No.  14). 
Manhattan. 

12-33-A— 123-133  William  street  (Block  No.  78,  Lot  No. 
4),  Manhattan. 

16-33-A— 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

24-33-A— 4350-4352  Broadway  (Block  No.  2167,  Lot  No. 
52),  Manhattan. 

28-33-A — 55  Hanson  place  (Block  No.  2113,  Lot  No.  1), 
Brooklyn. 

40-33- A— 7115-7125  Shore  road,  northeast  corner  of  72nd 
street  (Block  No.  5887,  Lot  No.  1),  Brook¬ 
lyn. 
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48-33-A— 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

64-33-A — 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

88-33-A — North  side  of  Second  avenue,  2,311.7  ft.  north 
from  the  corner  of  Second  avenue  and  36th 
street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

624-32-A — 81  East  125th  street  (Block  No.  1750,  Lot  No. 
34),  Manhattan. 

52-33-A— 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 
171-33-A — 443-447  Avenue  P,  northwest  corner  of  East  3rd 
street  (Block  No.  6609,  Lot  No.  45), 
Brooklyn. 

Petitions  for  Variations. 

29-33-S— 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

37-33-S — 1  East  27th  street  and  233  Fifth  avenue  (Block 
No.  857,  Lot  No.  186),  Manhattan. 

41-33-S — 1206  Gates  avenue  (Block  No.  3341,  Lot  No.  10), 
Brooklyn. 

51-33-S — 1472-1480  Broadway  (Block  No.  995,  Lot  No.  5), 
Manhattan. 

Appliances  Submitted  for  Approval. 

101-33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 
proval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 
2,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY  MAY  16,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

89-33-BZ. 

APPLICANT— De  Rose  &  Cavalieri,  for  Sokay  Realty 
Corp.,  owner. 

PREMISES — North  side  of  Gun  Hill  road,  63  ft.  west  of 
Arnow  avenue  (Block  No.  4783,  Lot  Nos.  61  and 
63),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

109-33-BZ. 

APPLICANT — William  F.  Regan,  for  Marie  Bausmann, 
owner. 

PREMISES — 7023  73rd  place  (Block  No.  3792,  Lot  No. 
44),  Glendale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

F  W*  " — - - 

122-33-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Appolonia  Roth- 
schmitt,  owner. 

PREMISES — 64-66  Furman  avenue  (Block  3467,  part  of 
Lot  No.  5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  conversion  of 
an  existing  building  to  a  motor  vehicle  repair  shop. 

\ 

314-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Harry  Greenberg, 
owner. 

PREMISES — 1716-1718  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  N  (Block  No.  6573,  Lot  No. 
40),  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  the  first  story  of  an  existing  building  fo  a  motor 
vehicle  repair  shop  (previously  withdrawn;  reopened 
_  and  restored  to  Calendar  March  14,  1933). 

WTnnm-  .  -  1 

502-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  C.  J.  A.  Realty 
Corp.,  owner. 

PREMISES — Southwest  corner  of  Metropolitan  avenue  and 
126th  street  (Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied ;  reopened  for  reconsideration  March 
28,  1933). 


MAY  16,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  16, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  1618 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Gu'thrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  12-32-BZ — Application,  January  7,  1932;  granted 
March  8,  1932,  on  certain  conditions; 
reopened  April  12,  1932,  and  resolution 
modified ;  application  of  Herbert  Benon, 
applicant,  on  behalf  of  George  White, 
owner,  reopened  March  21,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  a  resolution 
adopted  by  the  board  on  April  12,  1932, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  a  part  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  by  per¬ 
mitting  existing  vehicular  opening  in 
66th  street  to  remain  and  by  permitting 
minor  motor  vehicle  repairs ;  premise^ 
6513-6519  Fifth  avenue,  northeast  cor¬ 
ner  of  66th  street  (Block  No.  582S.  Lot 
■  No.  1),  Brooklyn. 
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cal.  no.  73-33-BZ — Application,  February  23,  1933,  under 
•sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Rubenstein  & 
Rosling,  applicants,  on  behalf  of  Kings 
Brewery,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing 
brewery ;  premises  229-271  Pulaski 
street,  north  side.  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

cal.  no.  93-33-BZ — Application,  March  8,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Beatty,  applicant,  on  behalf 
of  T.  H.  Fraser  Mortgage  Corp.,  owner, 
to  permit,  partly  in  an  unrestricted  dis- 

„  trict  and  partly  in  a  business  district, 

the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  246-250 
Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos. 
38,  39  and  40),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman, 


MAY  16,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  16, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  18-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermstarr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

cal.  no.  13-33-BZ — Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskaucr,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high¬ 
way  (Block  No.  6253,  Lot  No.  29), 
Brooklyn. 

cal.  no.  34-33-BZ — Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behalf  of  Sona  Cooperstein,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 
Forest  Hills,  Borough  of  Queens. 

cal.  no.  35-33-BZ — Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 


tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  36-33-BZ — Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3070 
Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

cal.  no.  618-29-BZ — Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station ; 
withdrawn  April  22,  1930;  reopened 
January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street 
(Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  23,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

99-33-BZ. 

APPLICANT — Seelig  &  Finkelstein,  Inc.,  for  New  York 
Rapid  Transit  Corp,,  owner. 

PREMISES — 3068-3074  Ocean  parkway,  west  side,  283  ft. 
7  in.  north  of  Sea  Breeze  avenue  (Block  No.  7282, 
part  of  Lot  No.  57  and  part  of  Lot  No.  60), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  use  and  occupancy 
of  a  vacant  plot  of  ground  as  an  open  air  parking 
space  for  more  than  five  (5)  motor  vehicles. 

108-33-BZ. 

APPLICANT— Emil  Guterman,  for  Norah  Kissane,  owner. 

PREMISES — Southwest  corner  of  23rd  avenue  (Potter  ave¬ 
nue)  and  36th  street  (Block  No.  819,  part  of  Lot 
No.  33),  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  motor 
vehicle  repair  shop. 

111-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Christ  G.  Callas, 
owner. 

PREMISES — rNortheast  corner  of  Jamaica  Bay  boulevard 
and  Morrell  avenue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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128-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55  and  64), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

130-33-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  H.  Herrmann  &  Sons, 
,  owner. 

PREMISES — 401  East  60th  street  and  1102-1106  First  ave¬ 
nue  (Block  No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


388-30-BZ. 

APPLICANT — Felix  Nolan  and  Margaret  Nolan,  owners. 

PREMISES — 1857-1865  Linden  boulevard,  northwest  corner 
of  Alabama  avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  facts 
January  13,  1933). 

1 2-19-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  present  owners. 

PREMISES — 210-212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  an  auto  laundry 
and  office  with  entrance  from  Prospect  Park  South¬ 
west  (reopened  April  11,  1933). 


MAY  23,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

cat.,  no.  629-32-BZ— Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning- 
___  ham,  applicants,  on  behalf  of  Samuel  J. 


Wood  and  Evelyn  Wood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 


cal.  no.  25-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  145th  street  and  Rockaway 
boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
'  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

cal.  no.  79-33-BZ— Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Lucia  Ferony,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner, 
of  Morris  Park  avenue  and  Matthews 
avenue  (Block  No.  4044,  Lot  Nos.  7 
and  8),  The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigar^  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  ffie  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23.  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  23, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 


cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner.  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
c  Properties,  Inc.,  owner,  to  permit  in  a 

'  business  district  the  erection  and  main- 

15  tenance  of  a  gasoline  service  station; 

f!  premises  northeast  corner  of  Hillendale 

_  avenue  (247th  street)  and  Northern 

boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairmen. 
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MAY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May  31, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  S7-33-BZ — Application,  March  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Land  Estates,  Inc.,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  51-59  Ave¬ 
nue  U  (Block  No.  7094,  Lot  No.  42), 
Brooklyn. 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner ; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no,  68-33-BZ — Application,  February  20,  1933,  under 
•  section  21  of  the  building  zone  resolu¬ 

tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  M.  C.  R.  Holding  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  243- 
247  Rockaway  parkway,  1155-1159 
Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest 
corner  of  Clarkson  avenue  (Block  No. 
4633,  part  of  Lot  No.  44),  Brooklyn. 

cal.  no.  86-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Ethel  Cohen,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No. 
3896,  Lot  No.  16),  The  Bronx. 

cal.  no.  96-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Michele  Molfetta,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  Baisley  avenue  and  Eastern  boule¬ 
vard  (Block  No.  5340,  I/)t  No.  1),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  6, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  105-33-BZ — Application,  March  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Christopher  C.  McGrath,  applicant, 
on  behalf  of  Elizabeth  A.  Dempsey, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2101-2105 
Williamsbridge  road,  northwest  corner 
of  Lydig  avenue  (Block  No.  4332,  Lot 
No.  26),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  2,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  April  23,  1933  ;  the  minutes  of  the  regular 
meeting  of  the  board  held  on  Tuesday  afternoon,  April  25, 
1933,  and  the  minutes  of  the  special  meeting  of  the  board  held 
on  Tuesday  afternoon,  April  25,  1933,  at  3.30  p.  m.,  were 
approved  as  printed  in  Bulletin  No.  18,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

330-28-BZ. 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tenement  house 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only— residence  district  (reopened  January  4, 
1933). 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  H.  Bogt. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1933,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


5-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Charles  P.  Day, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southeast  corner  of  Boston  road 
and  Baychester  avenue  (Block  No.  5257,  Lot  No.  1), 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan  and  Charles  W. 
Schremp. 

For  Opposition:  A.  E.  Neugroschl,  Henry  Fluegl- 
man,  Morris  Curtain  and  Mrs.  Ida  Miller. 
ACTION  OF  BOARD— Laid  over  to  May  23,  1933,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


44-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Mango  Holding  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 43-07  to  43-21  Greenpoint  ave¬ 
nue,  northeast  corner  of  Laurel  Hill  avenue  (Block 
No.  172,  Lot  No.  1),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  James  Campion. 

For  Opposition:  Ben  J.  Hayken  and  Benjamin 
Lorber. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1933,  at  10 
a.  m.,  due  to  delay  of  applicant,  who  was  appearing 
in  court. 


595-32-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Gerosa-Paladino 
Holding  Corp..  owner;  request  for  reopening  made 
by  the  owner. 


SUBJEC  1 — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build- 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — Southeast  corner  of  Webster 
avenue  and  East  182nd  street  (Block  No.  3030,  part 
of  Lot  No.  42),  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

AC  1  ION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  o 

Absent  .  o 


339-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  H.  Kinzer,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop  and,  also,  the  maintenance  of  an 
open  air  storage  and  parking  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3509-3513  Port  Hamilton  park¬ 
way,  south  side,  204  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  Lot  No.  18),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  o 


263-27-BZ. 

APPLICANT — Herbert  M.  Benon,  for  Oscar  Wagenseil, 
present  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 540-544  65th  street,  south  side, 
315  ft.  east  of  Fifth  avenue  (Block  No.  5828,  Lot 
No.  18),  Brooklyn. 

A  P  P  E  A  R  A  NCE  S— None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . q 

Absent  .  o 


623-32-BZ. 

APPLICANT — Edward  P.  Kenney,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  change  of  occupancy  of  an  existing  building 
to  a  business  use. 

PREMISES  AFFECTED — East  side  of  Windsor  place,  100 
ft.  north  of  Austin  street  (Block  No.  2076,  Lot  Nos. 
39,  40  and  41),  Forest  Hills,  Borough  of  Queens 
APPEARANCES— None. 
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ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . "  *  q 

Absent  .  .  0 

THE  RESOLUTION—  . 

(623-32-BZ) 

Whereas,  this  application  was  filed  December  21,  1932, 
and  at  the  public  hearings  thereon  adjourned  from  time  to 
time,  and  after  due  notice  of  a  public  hearing  on  May  2, 
1933,  no  one  appeared  when  this  case  was  called. 

Resolved ,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


.  Resolved  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


495-32-BZ. 

APPLICANT— William  F.  Regan,  for  Navillus  Realty 
Corp.,  owner. 

SL  EJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (pre¬ 
viously  withdrawn  under  section  21;  reopened  Feb- 
pnF vfT ,/T°,r  c°nsi(Jeration  under  section  7f). 
PREMISES  AFFECTED — Northwest  corner  of  Rockaway 
boulevard  and  123rd  street  (Block  No.  2512,  Lot 

APPEARANCES— tH  °ZOne  Park’  Borough  of  Queens- 
For  Applicant:  William  F.  Regan. 

For  Opposition:  John  W.  Christian,  Mrs.  M.  Green- 
„  bergl  Vincent  Mecca  and  Vincent  J.  Baron. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  j  ’ .  q 

THE  RESOLUTION— 

(495-32-BZ) 

Whereas,  William  F.  Regan,  for  Navillus  Realty  Corp., 
owner,  filed,  September  20,  1932,  under  section  21 ;  reopened 
ebruary  15,  1933,  under  section  7f,  an  application,  under 
the  building  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station:  premises  north¬ 
west  corner  of  Rockaway  boulevard  and  123rd  street  (Block 
No.  2512,  Lot  No.  7),  South  Ozone  Park,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  regular  meet- 
Dgi\  ¥ay  2-  1933,  after  due  notice  by  publication  in  the 
Hulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rockaway  boulevard  is  in  a  busi- 
ness  distnct 116th  avenue  is  in  a  residence  district,  and 
l~3rd  street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  15,  1932  (re  Plan  No.  2272),  reads:  ’ 

“The  erection  of  a  Gasoline  Station  on  a  lot  located 
m  a  business  and  residence  district  is  prohibited  by  the 
Zone  Law  (Art.  2,  Sec.  4  and  46).  Not  further  exam¬ 
ined.  ; 
and 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  116th  avenue,  154  ft.  on  123rd  ave^ 
nue  and  113  ft.  on  Rockaway  boulevard,  upon  which  it  is 
proposed  to  erect  a  one-story  structure,  approximately  30  ft 
by  40  ft  in  area,  to  be  used  as  auto  laundry,  office  and  grease 
pits  and  to  install  the  necessary  tanks  and  pumps  for  a 
?asohne  service  station ;  and 

j  Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  7f  of  the  buiid- 
ng  zone  resolution. 


80-33-BZ. 

APPLICANT— Slee  &  Bryson,  for  William  A.  Hatfield 
owner. 

SUBJEC I  Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7c  and  21  of 
the  building  zone  resolution,  to  permit  the  extension, 
from  a  business  district  into  a  residence  district,  of 
a  business  building  and,  also,  the  omission  of  ’the 
required  rear  yard  in  a  “C”  area  district. 
PREMISES  AFFECTED — 786-790  Flatbush  avenue,  west 
side,  195  ft.  3)4  in.  north  of  Caton  avenue  (Block 
No.  5063,  Lot  No.  58),  Brooklyn 
APPEARANCES— 

For  Applicant:  R.  H.  Bryson. 

For  Opposition:  None. 

BOARD— Application  granted  on  condition. 

i ri h.  vur E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  .  n 

THE  RESOLUTION—  . 

(80-33-BZ) 

Whereas,  Slee  &  Bryson,  for  William  A.  Hatfield,  owner, 
filed,  February  27,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension,  from  a  business 
district  into  a  residence  district,  of  a  business  building  and, 
also,  the  omission  of  the  required  rear  yard  in  a  “C”  area 
district;  premises  786-790  Flatbush  avenue,  west  side,  195  ft. 
3%  in.  north  of  Caton  avenue  (Block  No.  5063,  Lot  No.  58)' 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg,  May  2,  1933,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatbush  avenue  is  in  a  business 
use  district;  East  21st  street  is  in  a  residence  use  district 
and  premises  are  located  in  a  “C”  area  district;  and 
v\  HEREAS,  the  decision  of  the  superintendent  of  buildings 
rendered  March  15,  1932  (re  Applic.  No.  1297-1933),  reads:’ 

“1.  Proposed  extension  of  business  building’  into  a 
residence  use  district  is  contrary  to  Art.  II,  Sec.  3  of 
the  building  zone  resolution. 

“2.  Provide  legal  rear  yard.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  44  ft.  on  Flatbush  avenue  and  a  depth  of  136 
ft.  (4  in. ,  upon  the  front  of  the  lot  are  located  three  one- 
story  stores  having  a  depth  of  approximately  60  ft. ;  it  is 
proposed  to  alter  these  three  stores,  as  shown  upon  filed 
plans,  and  to  cover  the  entire  plot  with  a  one-story  building 
to  be  occupied  as  a  store ;  the  rear  of  said  building  extends 
into  the  residence  district  approximately  13  ft.;  also,  the 
proposed  structure  will  occupy  the  entire  (100  per  cent)  of 
the  required  rear  yard  (which  is  in  the  residence  district) 
up  to  a  level  of  15  ft.  above  the  curb;  item  b,  section  17, 
article  4  of  the  building  zone  resolution  permits  (in  a  resi¬ 
dence  district)  the  use  of  only  40  per  cent  of  the  vard  above 
(to  18  ft.)  the  curb  level;  and 
Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution  and  is,  therefore,  entitled  to  relief 
Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and  area 
district  regulations  of  the  building  zone  resolution  and  that 
!  application  .be  and  it  hereby  is  granted  to  permit  the 
building  now  being  erected  in  a  business  area,  to  extend  into 
the  residential  area  at  the  rear  of  the  plot,  for  a  distance  of 
approximately  13  ft.  and  waiving  the  requirements  for  a 
rear  yard  in  a  “C”  area  district,  on  condition  that  the  exten¬ 
sion  into  the  residential  area  shall  be  limited  to  one  storv 
only,  not  exceeding  18  ft.  in  height;  that  there  shall  be  no 
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windows  in  the  side  or  rear  walls  within  the  residential 
area ;  that  any  skylights  erected  shall  be  at  least  10  ft.  back 
from  the  rear  lot  line. 


629-29-BZ 

APPLICANT— Edward  W.  Murphy,  for  Queens  County 
Motor  Car  Co.,  Inc.,  owner;  request  for  reopening 
made  by  John  M.  Baker,  architect,  for  owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g  and 
21  of  the  building  zone  resolution,  to  permit,  partly 
in  a  business  district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a  warehouse 
for  the  storage  of  more  than  five  (5)  motor  vehicles, 
also  the  installation  of  a  motor  vehicle  repair  shop, 
a  gasoline  storage  system  and  a  salesroom. 

PREMISES  AFFECTED — 137-40  Queens  boulevard  and 
137-28  Barret  street  (Block  No.  708,  part  of  Lot 
No.  1),  Briarwood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  M.  Baker. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ' .  ° 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(629-29-BZ) 


Resolved,  that  the  resolution  affecting  premises  137-40 
Queens  boulevard  and  137-28  Barret  street  (Block  No.  708, 
part  of  Lot  No.  1),  Briarwood,  Borough  of  Queens,  adopted 
by  the  board  on  November  19,  1931,  be  amended,  only  so 
far  as  it  refers  to  the  date  on  which  the  building  shall  be 
completed,  so  that,  as  amended,  the  last  clause  of  the  resolu¬ 
tion  will  read :  “that  all  necessary  permits  shall  be  obtained 
within  nine  months  from  November  19,  1931,  and  that  any 
work  involved  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


61-32-BZ. 

APPLICANT — Raphael  Blank,  for  Tolstoi  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resoultion,  to  permit  in  a  business 


district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 64-70  Neptune  avenue,  south¬ 
west  corner  of  Hoff  street  (Block  No.  7516,  Lot  No. 
2371),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Teichner. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(61-32-BZ) 


Resolved,  that  the  resolution  of  the  board  affecting  premises 
64-70  Neptune  avenue,  southwest  corner  of  Hoff  street 
(Block  No.  7516,  Lot  No.  2371),  Borough  of  Brooklyn, 
adopted  May  13,  1932,  be  amended,  only  so  far  as  it  refers 
to  the  time  for  obtaining  permits  and  completing  work,  so 
that,  as  amended,  the  resolution  will  read :  “all  permits  re¬ 
quired  shall  be  obtained  within  six  months  from  May  13, 
1932,  and  all  work  involved  thereby  completed  within  one 
year  from  the  date  of  this  amended  resolution.” 


AREA  FIXED. 

(502-32-BZ) 

The  chairman  presented  and  read  a  communication  from 
Messrs.  Lama  &  Proskauer,  requesting  the  board  to  fix  an 
area  deemed  affected  and  within  which  to  obtain  consents  to 
permit  in  a  business  district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles;  premises 
southwest  corner  of  Metropolitan  avenue  and  126th  street, 
Woodhaven,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Metropolitan  avenue  from  the  premises 
in  question  to  a  point  400  ft.  westerly  therefrom ;  both 
sides  of  85th  avenue  from  premises  in  question  to  a 
point  400  ft.  westerly  therefrom;  both  sides  of  126th 
street  from  premises  in  question  to  the  northerly  side  of 
Hillside  avenue  and,  also,  the  east  side  of  125th  street 
from  85th  avenue  to  a  point  150  ft.  southerly  therefrom 
(the  unrestricted  district  to  be  eliminated  in  all  in¬ 
stances). 


Adjourned  12.00  noon. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  2,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

545-32-BZ. 

APPLICANT— Hotchner,  Drucker,  Bleier  &  Finn,  for 
Downy  Properties,  Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 


resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  247th  street 
(Hillendale  avenue)  and  Northern  boulevard  (Block 
No.  3976,  Lot  No.  48),  Little  Neck,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Maurice  Hotchner. 

For  Opposition :  Andrew  S.  Derby  and  Charles  T. 

Rice. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1933,  at 
2  p.  m. 
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706-29-BZ. 

APPLICANT— Max  Levy,  owner ;  request  for  reopening 
made  by  Flatow  &  Tarlowe,  attorneys,  for  owner. 
SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 2066-2076  Pitkin  avenue  and 
238-240  Pennsylvania  avenue,  southwest  cornel 
(Block  No.  2737,  Lot  Nos.  19.  20  and  21),  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  J.  D.  Tarlowe  and  Evelyn  Wolff. 
ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
May  9,  1933,  at  10  a.  m.,  for  full  vote  of  the  board. 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Guilfoyle  and  Chief  McElligott .  3 

Negative:  Commissioner  Connell .  1 

Absent:  Commissioner  Holland .  1 

351-30-BZ. 

APPLICANT — Frank  G.  Colgan,  substituted  for  William 
A.  Lacerenza,  for  James  Aquavella,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  a  portion  of  a  parage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  into  a  gasoline  service  sta¬ 
tion  (previously  denied;  reopened  under  new  facts 
September  23,  1932). 

PREMISES  AFFECTED — 205-213  Rockaway  avenue 
(Block  No.  1442,  Lot  No.  8),  Brooklyn 

APPEARANCES— 

For  Applicant:  Frank  G.  Colgan  and  William  A. 
Lacerenza. 

For  Opposition :  Lillian  Von  Rott  and  Stella  Bolet- 
tieri. 

ACTION  OF  BOARD— Application  granted  on  condition. 

1  HE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  . ’  ’ ' '  q 

THE  RESOLUTION— 

(351-30-BZ) 

)YIT?EAS'  Frank  G-  Colgan,  for  James  Aquavella,  owner, 
field,  May  23,  1930  ;  reopened  under  new  facts  September 
23,  1932,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  alteration  and  conversion 
of  a  portion  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board)  into  a  gasoline 
service  station;  premises  205-213  Rockaway  avenue  (Block 
\io1442’  ^°'  -8^’  B°rough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg  May  2,  1933,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rockaway  avenue  is  in  a  business 
district ;  Pacific  street  is  in  business  and  residence  districts, 
ai\iirDean  street  *s  'J1.  business  and  residence  districts;  and 
W  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  8,  1932  (App.  No.  13049-32),  reads: 

“1.  Application  for  proposed  gas  station  located  on 
lot  in  business  district  is  contrary  to  Art  II  Sec  4 
Par.  46  and  is  hereby  denied”;  '  ’  ’ 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  one 
story  in  height,  with  a  frontage  of  52  ft.  on  Pacific  street 
and  85  ft.  6  in.  on  Rockaway  avenue;  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  it  is  proposed  to  alter  the 
front  of  the  building  to  include  an  arcade  gasoline  service 
station;  and 


W  hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  the  hearing;  and 
Whereas,  the  report  recommended  denial  unless  revised 

ooinooere  sub™tted,  which  plans  were  submitted  April 
2o,  1933. 

Resolved,  that  the  _  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  construc¬ 
tion  of  the  arcade  gasoline  selling  station,  substantially  as 
shown  on  revised  plans  filed  with  this  application  '  and 
narked  Received  April  28,  1933/’  on  condition  that  no  pumps 
shall  be  erected  or  maintained  nearer  than  10  ft.  from  the 
building  line  of  Rockaway  avenue;  that  the  ceiling  over 
driveway  shall  be  of  fire-retarded  construction;  that  there 
shall  be  no  excavation  of  any  kind  under  this  gas  selling 
area;  that  there  shall  be  no  portable  gasoline  tanks  used  on 
01  rom  the  property ;  that  any  advertising  signs  advertising 
the  sale  °f  gasoline  shall  be  restricted  to  the  illuminated 
globes  of  the  pumps  and  to  a  flat  sign  placed  against  the 
Rockaway  avenue  facade  of  the  building;  that  the  curb  cuts 
in  sidewalk  curb  on  Rockaway  avenue  shall  be  located  as 
shown  on  plans  herein  referred  to  and  shall  not  exceed  14  ft 
in  width  nor  be  closer  than  5  ft.  from  the  side  lot  lines  as 
extended ;  that  no  entrances  to  the  garage  shall  be  permitted 
other  than  through  the  gasoline  selling  station  as  shown  but 
permitting  a  single  door  to  Pacific  street  which  shall  be  not 
over  3  ft.  8  in.  in  width  by  7  ft.  6  in.  in  height ;  that  the  num¬ 
ber  of  skylights  in  existing  building  shall  not  exceed  two  the 
one  nearest  the  center  of  building  shall  be  glazed  with  thin 
glass  with  wire  mesh  screen  placed  over  and  under  same;  that 
there  shall  be  constructed  along  the  building  line  a  concrete 
curb  at  least  12  in.  in  height  and  12  in.  in  width  for  the 
entire  opening  of  the  gasoline  selling  station,  except  for  two 
entrances  thereto,  which  entrances  shall  not  exceed  12  ft  in 
width,  and  that  all  permits  shall  be  obtained  within  six 
months  and  any  work  involved  shall  be  completed  within  one 
year  from  the  date  of  this  action. 

17-33-BZ. 

APPLICANT  William  F.  Doyle,  for  Raphael  Zampino, 
owner.  ’ 

SUBJECT— Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PRF\tT^  °f  a  gasoline  service  station. 

PREMISES  AFFECTED— 1314-1338  Sedgwick  avenue 
southwest  corner  of  West  169th  street  (Block  No’ 
a  Lot  No.  39),  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle 
For  Opposition:  None. 

THEIOVOTE-^OARD_ AppHcati°n  granted  on  cond'tion. 

Affii  mative :  Chairman  Murdock,  Commissioners 
Lonnell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . !!!!!! .  n 

Absent  .  .  Q 

THE  RESOLUTION— 

(17-33-BZ) 

Whereas,  William  F.  Doyle,  for  Raphael  Zampino,  owner, 
filed,  January  17,  1933,  an  application,  under  the  building- 
zone  resolution,  to  permit  in  a  business  district  the  erection 
q niai ntenance  of  a  gasoline  service  station;  premises  1314- 
Vedgw]ck  avenue,  southwest  corner  of  West  169th  street 
(Block  No.  2a30,  Lot  No.  39),  Borough  of  The  Bronx;  and 
Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg,  May  2,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sedgwick  avenue  is  in  a  business 
district;  West  169th  street  is  in  a  residence  and  business 
district,  and  Depot  place  is  in  a  business  and  unrestricted 
district;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  9,  1933  (re  App.  N.  B.  3-1933),  reads. 

“1.  ’  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  153  ft.  on  Sedgwick  avenue 
and  130  ft.  on  West  169th  street,  upon  which  it  is  proposed 
to  erect  a  one-story  office,  grease  pits  and  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  a  wall 
shall  be  constructed  along  the  southerly  lot  line  from  Sedg¬ 
wick  avenue  easterly,  said  wall  to  be  at  east  7  ft.  in  height ; 
that  on  the  lot  line,  running  northerly  along  the  proposed 
West  169th  street,  there  shall  be  erected  a  woven  wire 
fence  of  at  least  6  ft.  in  height ;  that  the  accessory  buildings 
shall  be  located  along  the  interior  lot  line  and  incorporated 
as  part  of  the  wall  and  shall  be  constructed  with  fireproof 
material  throughout,  with  no  excavations  thereunder  except 
excavation  under  grease  pits;  that  the  grease  pits  shall  be 
housed  in  a  one-story  structure  with  open  front ;  that  the 
entire  plot  in  excess  of  accessory  buildings  shall  be  cement 
paved ;  that  a  concrete  curb  at  least  12  in.  in  width  and  12 
in.  in  height  shall  be  constructed  along  the  Sedgwick  avenue 
street  line  with  not  over  three  (3)  openings  therein ;  that 
these  openings  shall  not  be  over  12  ft.  in  width  and  that 
opposite  these  openings  the  cuts  in  curbing  shall  be  not  over 
14  ft.  in  width;  that  no  gas  pumps  shall  be  erected  nearer 
than  10  ft.  to  street  line;  that  no  portable  gasoline  tanks 
shall  be  used  at  or  from  the  property;  that  all  advertising 
signs  advertising  non-conforming  uses  shall  be  restricted  to 
the  illuminated  globes  of  the  gasoline  pumps  and  to  flat, 
permanent  wall  sign  against  the  accessory  building  or  brick 
wall,  excluding  all  temporary  signs;  that  plans  showing  the 
complete  layout  and  architectural  treatment  of  proposed  sta¬ 
tion  shall  be  submitted  to  this  board  for  its  approval  prior 
to  filing  same  with  the  superintendent  of  buildings,  and  that 
all  permits  shall  be  obtained  within  six  months  and  all  work 
involved  shall  be  completed  within  one  year  from  the  date  of 
this  action. 


11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Hylan 
boulevard  and  New  Dorp  lane  (Block  No.  3649, 
part  of  Lot  No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Max  Bache. 

For  Opposition :  Frederick  J.  Spender. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE  TO  GRANT  UNDER  SECTION  21- 
Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative :  Commissioner  Connell  and  Chief  Mc- 

Elligott  .  2 

Absent  .  0 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  . 0 


THE  VOTE  TO  GRANT  UNDER  SECTION  7F— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


0 

0 


THE  RESOLUTION— 


(11-33-BZ) 

Whereas,  M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner,  filed,  January  10,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  selling  station; 
premises  northwest  corner  of  Hylan  boulevard  and  New 
Dorp  lane  (Block' No.  3649,  part  of  Lot  No.  1),  New  Dorp, 
Borough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  2,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hylan  boulevard  is  in  a  business 
district;  New  Dorp  lane  is  in  a  business  district,  and  Jacques 
avenue  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  27,  1932,  reads : 

“Your  application  N.  B.  Plan  851-1932  filed  December 
22,  1932,  for  a  Gasoline  Station  on  the  N.W.  Cor.  Hylan 
Boulevard  and  New  Dorp  Lane,  No.  2485,  Borough  of 
Richmond,  is  hereby  disapproved,  for  the  reason  that  it 
is  contrary  to  the  Zoning  Resolution  to  erect  a  gasoline 
selling  station  in  a  business  use  district.” ; 
and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Hylan  boulevard  and  100  ft.  on 
New  Dorp  lane,  upon  which  it  is  proposed  to  erect  a  one- 
story  office,  a  one-story  accessory  store,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  which  inspection  was 
made  and  report  of  same  read  at  this  hearing ;  and 

W hereas,  a  motion  to  grant  the  application  for  a  period  of 
five  (5)  years,  under  section  21,  was  denied  by  the  board  by 
a  vote  of  three  to  two;  and 

Whereas,  applicant  requested  permission  to  amend  his  ap¬ 
plication  by  the  addition  of  section  7f ;  and 

Whereas,  the  board  reconsidered  its  previous  action  and 
considered  the  application  on  the  basis  of  section  7f. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  temporary  period 
of  two  (2)  years  under  sections  7f  and  21,  on  condition  that 
a  woven  wire  fence  of  at  least  7  ft.  in  height  shall  be  erected 
on  the  two  interior  lot  lines ;  that  the  accessory  buildings 
shall  be  of  fireproof  construction  throughout  and  erected 
toward  the  rear  of  the  property ;  that  the  entire  area  shall 
be  either  cement  paved  or  covered  with  crushed  bluestone 
or  similar  material ;  that  there  shall  be  erected  a  concrete 
curb  not  less  than  12  in.  in  height  and  12  in.  in  width  along 
the  street  lines  with  not  over  two  (2)  openings  therein  to 
New  Dorp  lane  and  two  openings  to  Hylan  boulevard,  said 
openings  to  be  not  over  12  ft.  in  width ;  that  no  part  of  any 
opening  shall  be  nearer  the  intersection  of  New  Dorp  lane 
and  Hylan  boulevard  than  10  ft. ;  that  no  gasoline  pumps 
shall  be  erected  nearer  than  15  ft.  to  any  street  line;  that 
any  advertising  signs  advertising  non-conforming  uses  shall 
be  limited  to  illuminated  globes  of  the  gas  pumps  and  to  a 
permanent  flat  sign,  placed  against  the  accessory  building, 
precluding  all  signs  of  a  temporary  nature;  that  any  grease 
pits  erected  shall  be  enclosed  in  fireproof,  one-story  structure 
with  open  front ;  that  no  sales  of  second-hand  cars  shall  be 
permitted  on  the  premises ;  that  no  repair  work  shall  be  done ; 
that  there  shall  be  no  excavation  under  accessory  buildings 
other  than  under  grease  pits ;  that  no  open  flame  shall  be 
permitted  on  the  premises ;  that  no  portable  gas  tanks  shall 
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be  used  on  or  from;  the  premises,  and  that  all  permits  shall 
be  obtained  within  six  months  and  any  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action. 


641-30-BZ. 

APPLICANT — Michael  Shanley,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station  for  a  further 
period  of  two  (2)  years  (previously  granted  by  the 
board  for  a  temporary  period). 

PREMISES  AFFECTED — South  side  of  Hillside  avenue, 
41  ft.  east  of  207th  street  (Block  No.  1508,  Lot  Nos. 
3,  4  and  5),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant.  Michael  Shanley  and  Julia  Shanley. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott 

Negative  . 

Absent:  Commissioner  Holland . 


4 

0 

1 


THE  RESOLUTION— 


(641-30-BZ) 

Whereas,  Michael  Shanley,  owner,  filed,  October  21,  1930; 
reopened  April  11,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district,  the  maintenance  of  a 
gasoline  service  station  for  a  further  period  of  two  (2) 
years;  premises  south  side  of  Hillside  avenue,  41  ft  east  of 
207th  street  (Block  No.  1508,  Lot  Nos.  3,  4  and  5),  Queens 
Village,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  2,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone,  resolution  show  that  Hillside  avenue  is  in  a  business 
district;  207th  street  is  in  a  residence  district;  208th  street 
[is  in  a  residence  district,  and  Cross  Island  boulevard  is  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10.  1930  (re  N.  B.  5846-1930),  reads: 

1.  The  erection  of  a  garage  for  more  than  five  cars 
and  a  gasoline  station  in. a  business  district  and  extending 
into  a  residence  E  district  is  contrary  to  article  2,  Sec¬ 
tion  4  of  the  Zone  Resolution.” ; 
ind 

Whereas,  the  premises  consist  of  an  interior  lot.  61  ft.  6 
n.  frontage  on  Hillside  avenue  by  100.74  ft.  and  114.44  ft., 
rregular..  in  depth,,  with  an  office,  pumps  and  underground 
j  anks  entirely  within,  the  business  use  district  and  operated 
!  or  the  sale  of  gasoline  under  a  temporary  permit  expiring 
May  5,  1933;  it  is  proposed  to  maintain  the  existing  gasoline 
iervice  station  for  a  further  temporary  period  of  two  years  • 
:na  ’ 


Whereas,  the  premises  under  appeal  was  the  subject  o 
in  inspection  bv  a  committee  of  the  board,  report  of  whicl 
inspection,  read  at  this  hearing,  recommended  the  grantini 
»t  the  application  for  a  further  period  of  two  years  unde 
ection  7f  of  the  building  zone  resolution. 

Resolved  that  the.  board  of  standards  and  appeals  doe 
lereby  make  a  variation  in  the  application  of  the  use  distric 
emulations  °‘  t,1e  building  zone  resolution  and  that  the  ap 
'lication  be  and  it  hereby  is  granted  for  an  additional  perioc 
*  tw:°  years  dating  from  Mav  5.  1933.  the  date  the  presen 
jermit  expires,  on  condition  that  there  shall  be  erected  alone 
ne  street  line  of  Hillside  avenue  a  concrete  curbing  not  les1 

lan  12  V1'  1,1  hei*ht  and  12  ^  in  width,  with  but  two  open- 
18>  each  not  more  than  12  ft.  wide,  with  curb  cuts  directh 
i  iront  of  each  opening  not  more  than  14  ft  wide  e-Hi 
iT  *  gacohne  pumns  shall  be  set  back  at  least  in  ft  froir 
e  street  building  line:  that  no  portable  gasoline  tank< 


shall  be  used  on  or  from  the  premises;  that  any  accessory 
building  erected  on  the  property  shall  be  not  over  one  story 
in  height,  located  near  the  rear  of  the  property,  and  that 
any  grease  racks  installed  shall  be  housed  in  a  one-story 
structure  similar  to  that  erected  for  office  purposes,  also 
located  toward  the  rear  of  the  property;  that  there  shall  be 
no  excavation  under  any  of  the  accessory  buildings  except 
grease  pits ,  that  a  substantial  wooden  fence  shall  be  erected 
around  the  interior  lot  line  of  the  plot,  not  less  than  5  ft.  in 
height ,  that  any  signs  advertising-  non-conforming  uses 
shall  be  limited  to  the  illuminated  globes  of  the  gas  pumps 
and  to  flat  wall  signs  erected  against  the  facade  of  the  ac¬ 
cessory  buildings,  excluding  all  temporary  signs  of  any 
nature ,  that  all  permits  shall  be  obtained  within  two  months 
and  all  work  completed  within  three  months  from  the  date 
of  this  action. 

374-32-BZ. 

APPLICANT — John  J.  McHenry,  for  Jennie  F.  Pendleton, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
nm-wT^11  a.nd  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — South  side  of  Richmond  terrace, 
305  ft.  9  in.  east  of  Westervelt  avenue  (Block  No. 
3,  Lot  No.  50),  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  John  J.  McHenry. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative:  Chairman  Murdock,  Commissioner 

Connell  and  Chief  McElligott., .  3 

Absent:  Commissioner  Holland .  1 

THE  RESOLUTION— 

(374-32-BZ) 

Whereas,  Jonh  J.  McHenry,  for  Jennie' F.  Pendleton, 
owner,  filed,  Jiune  24,  1932,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
south  side  of  Richmond  terrace,  305  ft.  9  in  east  of  Wester¬ 
velt  avenue  (Block  No.  3,  Lot  No.  50),  New  Brighton 
Borough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg  May  2,  1933,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone .  resolution  show  that  Richmond  terrace  is  in  a  business 
district ;  Carroll  place  is  in  a  residence  district,  and  Wester¬ 
velt  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  21,  1932,  reads: 

“Your  application  N.  B.  Plan  149-1932  filed  March 
2,  1932  for  a  gasoline  station  on  the  south  side  of  Rich¬ 
mond  Terrace,  305'  9"  east  of  Westervelt  Avenue,  New 
Biighton,  Borough  of  Richmond,  is  hereby  disapproved, 
for  the  reason  that  it  is  contrary  to  the  Zoning  Resolu- 

Von  ^recI  a  gasoline  selling  station  in  a  business  use 
district.  ; 
and 


Whereas,  the  premises  consist  of  a  plot  of  ground  haviiw 
a  frontage  of  99  ft.  and  a  depth  of  100  ft.,  upon  which  it  is 
proposed  to  erect  a  one-story  office,  12  ft.  by  16  ft.  in  area, 
and  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  which  report  recom¬ 
mended  the  denial  of  the  application  under  section  21  of  the 
building  zone  resolution. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 
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APPLICANT— Lama  &  Proskauer,  lor  Michela  Tavino 
Cirrito,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— South  side  of  Conduit  boule¬ 
vard,  19  ft.  9  in.  west  of  Crescent  street  (Block 
No  4197.  Lot  No.  14),  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  for  Borough  President. 

ACTION  OF  BOARD— Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott. .  4 

Absent:  Commissioner  Holland .  1 

THE  RESOLUTION— 

(14-33-BZ) 

Whereas,  Lama  &  Proskauer,  for  Michela  Tavino  Cir¬ 
rito,  owner,  filed,  January  12,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  south  side  of  Conduit  boulevard,  19  ft.  9  in.  west 
of  Crescent  street  (Block  No.  4197,  Lot  No.  14),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  2,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Conduit  boulevard,  Glenmore  ave¬ 
nue  and  Crescent  street  are  each  in  residence  and  business 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  5,  1933  (re  App.  No.  52-1933),  reads: 

“Application  denied — use  contrary  to  Zoning  Resolu¬ 
tion — Art.  II,  Sec.  3;  gas  service  station  not  permitted 
in  a  residential  district.” ; 
and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  98  ft.  9  in.  on  Conduit  boule¬ 
vard  and  approximately  53  ft.  along  the  west  lot  line,  upon 
which  it  is  proposed  to  erect  a  one-story  office  and  grease  pit 
structure,  20  ft.  by  22  ft.  in  area,  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  which  report  recom¬ 
mended  the  denial  of  the  application  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 


ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 

APPEAL  FROM  ADMINISTRATIVE  ORDER. 
149-33-A. 

APPELLANT — Preferred  Utilities  Co.,  Inc.,  for  Lion  Match 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED--42-60  23rd  street  and  22-15  43rd 
avenue,  northwest  corner  (Block  No.  426,  Lot  No. 
1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Holland .  1 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

608-32-S A. 

PETITIONER — T.  J.  Spence,  Jr.,  for  Chalmers  Oil  Burner 
Co.,  owner. 

SUBJECT — Chalmers  Automatic  Oil  Burner,  Models  Dl 
and  D2,  approval  of. 

A  P  PE  A  R  A  N  CE  S— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Holland .  1 

THE  RESOLUTION— 

(608-32-SA) 


Whereas,  T.  J.  Spence.  Jr.,  for  Chalmers  Oil  Burner  Co., 
owner,  filed,  December  13,  1932,  a  petition  with  the  board 
of  standards  and  appeals  for  approval  of  their  device  known 
as  the  Chalmers  Automatic  Oil  Burner,  Models  Dl  and  D2; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  March  15,  1933,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  approve  the  device  known  as  the  Chalmers  Automatic 
Oil  Burner,  Models  Dl  and  D2,  for  use  in  domestic,  com¬ 
mercial  and  industrial  installations  when  installed  in  accord¬ 
ance  with  the  fuel  oil  rules  of  the  board  of  standards  and 
appeals  and  the  report  of  the  chief  of  the  bureau  of  fire  pre¬ 
vention. 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co..  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-S A — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

250-31-SA — Lunkenheimer  2}4-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-3'1-SA — Page  Fuel  Burner,  approval  of. 

1 25-32- S A — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA— Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
615-32-SA — Metro  Oil  Burner,  approval  of. 

10-33-SA — S  &  K  Wide  Range  Fuel  Oil  Burner  for  Do¬ 
mestic  and  Commercial  Use,  approval  of. 
15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33-SA — Hardinge  Oil  Burner,  Model  23,  approval  of. 
39-33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33- S A — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-SA — Economy  Oil  Burter  (Junior  Model),  approval 
of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA— Baster-Kraft  Oil  Burner,  approval  of. 

97- 33-SA — Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30,  approval  of. 

98- 33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 

pipe  and  Sprinkler  Systems  3x3x6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100-33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

102-33- S A — Everedy  Oil  Burner,  approval  of. 

106-33-SA — Sun-Ray  Fuel  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or,  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
9,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
truction  shall  not  be  prohibited  when  used  in  accordance 
vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
pecifications  for  this  material  which  have  been  adopted 
>y  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
ised  shall  conform  with  the  following  table,  all  weights 
liven  being  the  amount  of  lime  which  may  be  incorporated 
or  each  ninety-five  pound  bag  of  Portland  cement : 


1-1 /4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

l-2J^-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  m  concrete  which  is 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

# 

Cases  filed  up  to  May  3,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


.  DISPOSITION  OF  CASES. 

261  Withdrawn  .  22 

Dismissed  .  10 

Denied  .  38 

Granted .  1 

Granted  on  condition . 97 

Appliances  approved  .  14 

33  Appliances  dismissed,  disapproved  or  withdrawn....  4 

Rules  approved .  0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

35  Requests  to  reopen  granted .  71 

Requests  to  reopen  denied .  5 

2  Requests  to  amend  granted .  2 

Requests  to  amend  denied .  0 

15  Requests  for  modification  granted .  15 

Requests  for  modification  denied .  0 

1  Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  0 

23  Requests  for  extension  of  time  granted .  23 

Requests  for  extension  of  time  denied .  0 

1  Requests  for  extension  of  permit  granted .  1 

Requests  for  extension  of  permit  denied . 0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

4  Plans  approved  .  4 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

0  Interpretations  . : .  C 

-  Requests  withdrawn  or  dismissed .  9 

596  - 

Total  .  317 

317 


Cases  pending  May  3,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building. 

New  York  City. 

i  ‘ 

Enclosed  please  find  two  dollars  and  a  half  ($L50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name. . . 

Street. 

P.  O 

My  Subscription  is  to  begin  with  the  issue  for 
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PUBLIC  HEARINGS 
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HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


M^ays,  at  10  a.  m.  and  2  p.  m 

r?nCn  as  Polished  in  this  Bulletin 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p  m 

Manhattan.1"^  hdd  in  R°°m  1013’  MuniciPal  Building, 


HOURS  FOR  CONSULTATION 

10  A.  M.  to  1  P.  M. 

£•- 

j  *h'  -  «” 


Office— Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 


All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Bmldmg  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections  if  anv 

a”  2  Slock  C  At  ih"1  Rn°m  L°13’  Tuesd^> May  16,  1933 
definite  day.  each  ^  is  Set  for  hearinS  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

1  uesday.  May  23,  1933,  at  2  o’clock.  D 

The  Clerk  s  Calendar  is  not  to  be  confused  with  th» 
on  fixed  days3’65  ‘ha‘  haV'  b"n  defillitely  Set  for  heari”S 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given— 

Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  May  9,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  9,  1933,  2  P.  M. 
Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  ffi 
progress,  nor  accepted  that  are  not  filed  within  twenfy  days 
from  the  date  of  the  action  of  the  Administrative  Official  > 
Any  communication  purporting  to  be  an  appeal  appli- 
cation  or  petition  shall  be  regarded  as  a  mere  noti^  of  in- 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  4 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution.  y 

At  the  time  0f  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

direction*! 
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HARRIS  H.  MURDOCK,  Chairman. 
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docket. 

New  Cases  Piled  up  to  May  10,  1933. 

Cal.  No.  Department.  Premises  Affected. 

180-33-BZ . B.B.Q _ 117-01  Beach  Channel  dr.  (Block 

662,  Lot  8),  Rockaway  Beach, 

_  Q.,  Decision 

179-33-BZ . B.B.B _ 2478-2488  Coney  Island  ave. 

(Block  7136,  part  of  Lots  35 
&  39),  Bklyn., 

_  Applic.  3575-33 

178-33-SA . F.D . Acme  Interior  Fire  Alarm  Sta¬ 

tion,  Types  1200-A,  1201-A, 
1202-A  &  1203-A, 

_ _  Appliance 

177-33-BZ . B.B.B _ 9614-9626  Flatlands  ave.  (Block 

8204,  Lot  42),  Bklyn., 

_  Applic.  3509-33 

176-33-A . B.B.B _ 213  Stone  ave.  (Block  1450,  Lot 

5),  Bklyn., 

Revocation  of  Certificate  of  Oc- 

-  cupancy  No.  64364 

175-33-A . B.B.M _ 126  Chambers  st.  (Block  136, 

_  Lot  19),  Man.,  Alt.  751-29 

174-33-BZ . B.B.Q _ Northeast  corner  of  St.  Nichols 

st.  &  Gates  ave.  (Block  2460, 
Lot  1),  Ridgewood,  Q., 

_  N.  B.  1734-33 

173-33-A . F.D . 19-57  Gerry  st.  (Block  2265, 

Lot  14),  Bklyn., 

_  L.  C.  58694 

172-33-BZ . B.B.Q _ 46-20  to  46-22  Kissena  blvd. 

(Block  1089,  Lot  37),  Flush- 
-  ing,  Q.,  N.  B.  644-33 

Restored  to  Calendar. 


Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec. 

Plumbing  Rules  . Apr. 

Procedure,  Rules  of . July 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for...  Apr. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules — .....  Nov. 
Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


5,  1928- Vol.  13  No.  23 

13,  1932— Vol.  17  No.  50 
25,  1933— Vol.  18  No.  17 

5,  1932— Vol.  17  No.  27 
18,  1933— Vol.  18  No.  16 
18,  1933— Vol.  18  No.  16 

6,  1932— Vol.  17  No.  49 
22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . . . May 

Fuel  Oil  Burners  for  Domestic  and  May 

Commercial  Use  . 

Fuel  O'il  Burners  for  Industral  Use.  May 
Fuel  Oil  Pumps . May 


9,  1933— Vol.  18  No.  19 

2,  1933— Vol.  18  No.  18 

16,  1933— Vol.  18  No.  20 

2,  1933— Vol.  18  No.  18 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY  MAY  16,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

89-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Sokay  Realty 
Corp.,  owner. 

PREMISES — North  side  of  Gun  Hill  road,  63  ft.  west  of 
Arnow  avenue  (Block  No.  4783,  Lot  Nos.  61  and 
63),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


109-33-BZ. 

APPLICANT — William  F.  Regan,  for  Marie  Bausmann, 
owner. 

PREMISES— 7023  73rd  place  (Block  No.  3792,  Lot  No. 
44),  Glendale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


632-23-BZ . B.B.B _ 1711-1729  Neptune  ave.  (Block 

6994,  Lot  1),  Bklyn., 

_  Permit  No.  5698-1932 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B  Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 

Concrete5  Flat  Slabs,  Rules -  Jan.  3,  1933 — Vol.  18  No.  1 

Concrete  Rules  (Hydrated  Lime)..  May  16,  1933— Vol.  18  No.  20 

Elevator  Rules  . Mar.  28,  1933  Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors) - Oct.  18,  1932— Vol.  17  No.  42 

Factory  Exit  Rules . . . Jan.  3,  1933  Vol.  18  No.  1 

Fire  Alarm  Rules  (Interior) .  Dec.  27,  1932 — Vol.  17  No.  52 

Fire  Drill  Rules . Mar.  7,  1933 — Vol.  18  No.  10 

Fire  Retarding  Rules  for  Garages, 

etc . Apr.  25,  1933— Vol.  18  No.  17 

Fireproof  Wood,  Testing  of . May  2,  1933 — Vol.  18  No.  18 

Frame  Garages,  Ruling  for .  Jan.  21,  1919 — Vol.  4  No.  3 

Fuel  Oil  Rules . Feb.  7.  1933— Vol.  18  No.  6 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10  No.  14 


122-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Appolonia  Roth- 
schmitt,  owner. 

PREMISES — 64-66  Furman  avenue  (Block  3467,  part  of 
Lot  No.  5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  conversion  of 
an  existing  building  to  a  motor  vehicle  repair  shop. 


314-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Harry  Greenberg, 
owner. 

PREMISES— 1716-1718  Coney  Island  avenue,  west  side,  100 
ft.  north  of  Avenue  N  (Block  No.  6573,  Lot  No. 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  the  first  story  of  an  existing  building  to  a  motor 
vehicle  repair  shop  (previously  withdrawn;  reopened 
'and  restored  to  Calendar  March  14,  1933). 

502-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  C.  J.  A.  Realty 
Corp.,  owner. 

PREMISES— Southwest  corner  of  Metropolitan  avenue  and 
126th  street  (Block  No.  207,  part  of  Lot  No.  •I), 
Woodhaven,  Borough  of  Queens. 

APPLICATION,  under  sections  7g  and  21  of  the  building 
zone  resolution, 
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10  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  denied;  reopened  for  reconsideration  March 
28,  1933). 


MAY  16,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  16, 
1933  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  19-33-BZ— Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises  1618 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ— Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

CAL.  NO.  12-32-BZ— Application,  January  7,  1932;  granted 
March  8,  1932,  on  certain  conditions; 
reopened  April  12,  1932,  and  resolution 
modified;  application  of  Herbert  Benon, 
applicant,  on  behalf  of  George  White, 
owner,  reopened  March  21,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  a  resolution 
adopted  by  the  board  on  April  12,  1932, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  a  part  of  an 
existing  building  to  a  garage  for  more 
than  five  (5)  motor  vehicles  by  per¬ 
mitting  existing  vehicular  opening  in 
66th  street  to  remain  and  by  permitting 
minor  motor  vehicle  repairs ;  premises 
6513-6519  Fifth  avenue,  northeast  cor¬ 
ner  of  66th  street  (Block  No.  5828,  Lot 
No.  1),  Brooklyn. 

cal,  no.  73-33-BZ— Application,  February  23,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Rubenstein  & 
Rosling,  applicants,  on  behalf  of  Kings 
Brewery,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing 
brewery;  premises  229-271  Pulaski 
street,  north  side,  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

cal.  no.  93-33-BZ— Application,  March  8,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


JoIT!  J;  Beatty,  applicant,  on  behalf 
ot  1.  H.  Fraser  Mortgage  Corp.,  owner, 
t°.  Permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  246-250 
Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos. 
38,  39  and  40),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  afternoon  May  16 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  18-33-BZ— Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Hermst&rr  Realty  Corp.,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  east 
side  of  Jerome  avenue,  196  ft.  south  of 
East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 

cal.  no.  13-33-BZ— Application,  January  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Still-Kings  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1552-1560  Stillwell 
avenue,  southwest  corner  of  Kings  high¬ 
way  (Block  No.  6253,  Lot  No.  29), 

Brooklyn. 

cal.  no.  34-33-BZ— Application,  January  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  E.  Kennedy,  applicant, 
on  behalf  of  Sona  Cooperstein,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  north  side  of 
Queens  boulevard,  48  ft.  east  of  64th 
road  (Block  No.  2092,  Lot  No.  12), 

Forest  Hills,  Borough  of  Queens. 

cal.  no.  35-33-BZ— Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 

South  Ozone  Park,  Borough  of  Queens. 

cal.  no.  36-33-BZ— Application,  February  1,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Serafina  Ragazzo,  applicant  and 
owner,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5).  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  3070 
Webster  avenue,  east  side,  50  ft.  north 
of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 
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cal.  no.  618-29-BZ — Application,  October  15,  1929,  to  permit 
the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles 
and,  also,  a  gasoline  service  station; 
withdrawn  April  22,  1930 ;  reopened 
January  17,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Conroy 
&  Hardy,  applicants,  on  behalf  of  Trojan 
Holding  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  651-661  New  York  avenue, 
northeast '  corner  of  Hawthorne  street 
(Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  MAY  23,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

99-33-BZ. 

APPLICANT— Seelig  &  Finkelstein,  Inc.,  for  New  York 
Rapid  Transit  Gorp.,  owner. 

PREMISES— 3068-3074  Ocean  parkway,  west  side,  283  ft. 

7  in.  north  of  Sea  Breeze  avenue  (Block  No.  7282, 
part  of  Lot  No.  57  and  part  of  Lot  No.  60), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  use  and  occupancy 
of  a  vacant  plot  of  ground  as  an  open  air  parking 
space  for  more  than  five  (5)  motor  vehicles. 

108-33-BZ. 

APPLICANT — Emil  Guterman,  for  Norah  Kissane,  owner. 

PREMISES — Southwest  corner  of  23rd  avenue  (Potter  ave¬ 
nue)  and  36th  street  (Block  No.  819,  part  of  Lot 
No.  33),  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  motor 
vehicle  repair  shop. 

111-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Christ  G.  Callas, 
owner. 

PREMISES — Northeast  corner  of  Jamaica  Bay  boulevard 
and  Morrell  avenue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

128-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

PREMISES— 3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55  and  64), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

130-33-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  H.  Herrmann  &  Sons, 
owner. 


PREMISES — 401  East  60th  street  and  1102-1106  First  ave¬ 
nue  (Block  No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

388-30-BZ. 

APPLICANT — Felix  Nolan  and  Margaret  Nolan,  owners. 

PREMISES — 1857-1865  Linden  boulevard,  northwest  corner 
of  Alabama  avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  facts 
January  13,  1933). 

12-19-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  present  owners. 

PREMISES — 210-212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  an  auto  laundry 
and  office  with  entrance  from  Prospect  Park  South¬ 
west  (reopened  April  11,  1933). 


MAY  23,  1933,  10  A.  M. 

Building  Z.one  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline,  serv¬ 
ice  station ;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

cal.  no.  629-32-BZ — Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning¬ 
ham,  applicants,  on  behalf  of  Samuel  J. 
Wood  and  Evelyn  Wood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

cal.  no.  25-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  145th  street  and  Rockawav 
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boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

cal.  no.  79-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Lucia  Ferony,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Morris  Park  avenue  and  Matthews 
avenue  (Block  No.  4044,  Lot  Nos.  7 
and  8),  The  Bronx. 

cal.  no.  5-33-BZ — Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan*  applicant,  on  be¬ 
half  of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  tTTe  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),'  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23.  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  23, 
1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner.  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  8-33-BZ — Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J.  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

cal.  no.  58-33-BZ— Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 

.  to  permit  in  a  business  district  the 


•change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan. 

cal.  no.  46-33-BZ  Application,  February  7,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alex  Litman,  applicant  and 
owner,  to  permit  in  a  business  district 
the  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Bor¬ 
ough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
WEDNESDAY,  MAY  31,  1933,  AT  2  P.  M. 


Building  Zone  Cases. 

114-33-BZ. 

APPLICANT  Martin  J.  Ort,  for  Henry  Scharnberger 
owner. 

PREMISES  1(2-15  46th  avenue,  northwest  corner  of 
Utopia  parkway  (Block  No.  1267,  Lot  Nos.  1,  77 
and  part  of  Lot  No.  4),  Flushing,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMI  f,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


202-30-BZ.  1 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Porter  Holding 
Corp.,  owner. 

PREMISES — 220-06  Northern  boulevard  (Block  No.  3213 

APPI  rrPATrmi0t  N.°‘  1}’  Bayside’  Bor°ugh  of  .Queens. 

Arrl.lLA  1  ION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMI  I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  facts 
February  21,  1933). 


503-32-BZ. 

APPLICANT— Harry  H.  Sidrow,  for  Fannie  Ross  and 
Wolf  Ross,  owners. 

PREMISES  16  St.  Nicholas  place  (Block  No.  2054  Lot 
No.  40),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  residence  building  so  as  to 
include  a  business  use  (stores)  ;  (previously  with¬ 
drawn  ;  reopened  and  restored  to  Calendar  February 
28,  1933), 


223-31-BZ. 

APPLICANT— The  Kenlon  Construction  Co.,  Inc.,  for  Lee 
Nadel,  owner. 

PREMISES— Northeast  corner  of  East  Tremont  avenue  and 
Baisley  avenue  (Block  No.  5333,  Lot  No.  1)  The 
Bronx.  . 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  modification  as  to 
location  and  width  of  driveways  and  construction  of 
wall  required  in  a  resolution  of  the  board  permitting 
the  erection  of  a  gasoline  service  station  (reopened 

January  10,  1933). 
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263-27-BZ. 

APPLICANT — Herbert  M.  Benon,  for  Oscar  Wagenseil, 
present  owner. 

PREMISES — 540-544  65th  street,  south  side,  315  ft.  east  of 
Fifth  avenue  (Block  No.  5828,  Lot  No.  18),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  inclusion  of  a  motor 
vehicle  repair  shop  in  a  garage  for  more  than  five 
(5)  motor  vehicles  which  was  granted  by  the  board 
(reopened  May  2,  1933). 


MAY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May  31, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  87-33-BZ — Application,  March  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Land  Estates,  Inc.,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  51-59  Ave¬ 
nue  U  (Block  No.  7094,  Lot  No.  42), 
Brooklyn. 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station ;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  iime  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no.  68-33-BZ — Application,  February  20,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  M.  C.  R.  Holding  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  243- 
247  Rockaway  parkway,  1155-1159 
Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest 
corner  of  Clarkson  avenue  (Block  No. 
4633,  part  of  Lot  No.  44),  Brooklyn. 

cal.  no.  86-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Ethel  Cohen,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 


premises  southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No. 
3896,  Lot  No.  16),  The  Bronx. 

cal.  no.  96-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of^  Michele  Molfetta,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northwest  corner 
of  Baisley  avenue  and  Eastern  boule¬ 
vard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

52-33- A — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 


JUNE  6,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  6, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district ;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  44-33-BZ— Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  105-33-BZ — Application,  March  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Christopher  C.  McGrath,  applicant, 
on  behalf  of  Elizabeth  A.  Dempsey, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2101-2105 
Williamsbridge  road,  northwest  corner 
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of  Lydig  avenue  (Block  No.  4332,  Lot 
No.  26),  The  Bronx. 

cal.  no.  67-33-BZ — Application,  February  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Glick,  applicant,  on  be¬ 
half  of  Harry  Weissberg,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Baychester  avenue  and  East  233rd  street 
(Block  No.  4955,  Lot  No.  1),  The 
Bronx. 

cal.  no.  92-31-BZ — Application,  February  19,  1931 ;  granted 
on  certain  conditions  June  23,  1931,  for 
a  temporary  period ;  reopened  April  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Sarah  Raskin  and 
Yetta  Raskin,  applicants  and  owners,  to 
permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  8401-8411  Flat- 
lands  avenue  and  769  East  84th  street, 
northeast  corner  (Block  No.  8005,  Lot 
Nos.  6,  7  and  8),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

16-33- A— 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

48-33-A— 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

88-33-A — North  side  of  Second  avenue,  2,311.7  ft.  north 
from  the  corner  of  Second  avenue  and  36th 
street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 
63-33- A — 388-390  Second  avenue  (Block  No.  928,  part  of 
Lot  No.  1),  Manhattan. 

70-33-A — 3-15  Hanover  square,  58-72  Water  street  and 
102-106  Pearl  street  (Block  No.  30,  Lot 
No.  19),  Manhattan. 

81-33-A— 53-02  29th  street  (Block  No.  292,  Lot  No.  106), 
Long  Island  City,  Borough  of  Queens. 
90-33-A — 1135  Willoughby  avenue  (Block  No.  3197,  Lot 
No.  41),  Brooklyn. 

Petitions  for  Variations. 

29-33-S— 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

42-33-S — 89  Gold  street  (Block  No.  103,  Lot  No.  24), 
Manhattan. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S— 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 


JUNE  9,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  9, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


cal.  no.  84-33-BZ — Application,  March  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  G.  Long,  applicant,  on  behalf 
of  Estate  of  Thomas  J.  Long,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  change 
of  occupancy  of  an  existing  wet  wash 
laundry  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3449  Fort 
Hamilton  parkway,  south  side,  100  ft. 
west  of  Chester  avenue  (Block  No. 
5302,  Lot  No.  44),  Brooklyn. 

CAL.  NO.  92-33-BZ— Application,  March  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  M.  Hazell,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1602-1614 
Cropsey  avenue,  southeast  corner  of  16th 
avenue  (Block  No.  6461,  Lot  No.  1), 
Brooklyn. 

cal.  no.  95-33-BZ— Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  E.  Kennedy,  applicant,  on 
behalf  of  Sona  Cooperstein,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No. 
3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

cal.  no.  107-33-BZ — Application,  March  20,  1933,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Benjamin  Green¬ 
berg,.  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  milk  bottling  plant ;  premises  436- 
446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklyn. 

CAL.  no.  1 16-33-BZ — Application,  March  27,  1933,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Arthur  F.  Lamanda,  ap¬ 
plicant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No. 
304-30-BZ)  ;  premises  50-56  Downing 
street  and  214-218  West  Houston  street 
(Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  H  EKE  BY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  13, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre- 
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stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 


vehicle  repair  shop ;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  I,ot  No.  38), 
Long  Island  City,  Borough  of  Queens. 
HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  9,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Assistant  Chief  Kidney. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  May  2,  1933,  and  the  minutes  of  the  regu¬ 
lar  meeting  of  the  board  held  on  Tuesday  afternoon.  May  2, 
1933,  were  approved  as  printed  in  Bulletin  No.  19,  Vol. 
XVIII. 


BUILDING  ZONE  CASES. 

8-33-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 184-39  Jamaica  avenue  (Block 
No.  971,  Lot  No.  38),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott  and  Charles 
Brecher. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


58-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Frank  Turseliino, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  an  ice  manu¬ 
facturing  plant. 

PREMISES  AFFECTED— 2293  Second  avenue  (Block  No. 

1667,  Lot  No.  26),  Manhattan: 
APPEARANCES— 

For  Applicant :  George  J.  Cavalieri  and  J.  Robert 
Durham. 

For  Opposition:  F.  B.  Newell  and  Gennaro  Arpria. 
ACTION  OF  BOARD — Laid  over  to  May  23,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


46-33-BZ. 

APPLICANT — Alex  Litman,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  use 
and  maintenance  of  a  plot  of  ground  for  parking 
space  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— South  side  of  Edgemere  avenue, 
from  Beach  52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Borough  of 
Queens 

APPEARANCES— 

For  Applicant:  Julius  Applebaum  and  Jacob  Gralla. 
For  Opposition:  Martin  Granirer  and  Benjamin 
Seideman. 


ACTION  OF  BOARD — Laid  over  to  May  23,  1933,  at 
2  p.  m„  for  inspection  and  report  by  a  committee  of 
the  board. 


54-33- BZ. 

APPLICANT — Conroy  &  Hardy,  for  Esther  M.  Ohriner, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 238-246  Throop  avenue,  north¬ 
west  corner  of  Myrtle  avenue  (Block  No.  1748,  Lot 
No.  40),  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  John  F.  Middlemiss. 

ACTION  OF  BOARD — Application  withdrawn  by  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney..... .  5 

Negative  .  o 

Absent  .  o 


43-33-BZ. 

APPLICANT — William  O.  Staber,  for  Edward  Pokorny, 
owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

PREMISES  AFFECTED — Northeast  corner  of  45th  avenue 
and  72nd  street  (Block  No.  546,  Lot  Nos.  62  and 
64),  Winfield,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Opposition :  James  P.  Lione. 

ACTION  OF  BOARD — Application  withdrawn  by  appli¬ 
cant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  o 

Absent:  Assistant  Chief  Kidney.. .  l 


706-29-BZ. 

APPLICANT — Max  Levy,  owner;  request  for  reopening 
made  by  Flatow  &  Tarlowe,  attorneys,  for  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2066-2076  Pitkin  avenue  and 
238-240  Pennsylvania  avenue,  southwest  corner 
(Block  No.  2737,  Lot  Nos.  19,  20  and  21),  Brook¬ 
lyn. 
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APPEARANCES-  THE  RESOLUTION- 

For  Applicant:  Joseph  Tarlowe.  « 

ACTION  OF  BOARD — Request  for  reopening  denied.  ^  04-33-RZ) 

THE  VOTE  TO  REOPEN-  Whereas,  H.  I.  Oser,  for  Island  Associates,  Inc.,  owner, 

Affirmative  . .  .  0  filed  Bareli  17,  1933,  an  application,  under  the  building  zone 

Negative:  Chairman  Murdock,  Commissioners  resolution,  to  permit  in  a  business  district  the  erection  and 

Connell,  Holland  and  Guilfoyle  and  Assistant  maintenance  of  a  gasoline  service  station;  premises  northeast 

Chief  Kidney .  5  corner  of  Merrick  road  and  Linden  boulevard  (Block  No 

Absent  . » .  0  12^3<  Lot  No.  1),  Jamaica,  Borough  of  Queens;  and 

- —  i  ,IIE£EAS-  a  Public  hearing  was  held  on  this  application 

691-28-BZ.  by  the  board  of  standards  and  appeals,  at  its  regular  meet- 

APPLICANT — Alfred  J.  Boulton,  for  Seymour  Mortgage  *.  ay  9,  1933,  after  due  notice  by  publication  in  the 

Corp.,  owner.  Bulletln  of  the  Board  of  Standards  and  Appeals ;  and 

SUBJECT — Application  for  reopening — reconsideration — re  Whereas,  the  use  district  maps  accompanying  the  building 

Application  (decision  of  the  superintendent  of  build-  f°-nf  ^solution  show  that  Merrick  road  is  in  a  business  dis- 
mgs),  under  section  21  of  the  building  zone  resolu-  tnct  ’  .  dPn  boulevard  is  in  a  business  district,  and  Sayres 

tion,  to  permit  in  a  business  district  the  erection  and  av^ue  IS  u  r^s  ■  Pce  d,strict ;  and 
maintenance  of  a  gasoline  service  station  whereas,  the  decision  of  the  superintendent  of  buildings, 

PREMISES  AFFECTED— 1408-1410  Myrtle  avenue  and  renderpd  March  3,  1933  (re  Plan  No.  41-1933),  reads: 

1309-1311  Greene  avenue,  southwest  corner,  Brook-  ,  ■  r  .  erectl0n  of  a  Gasoline  station  in  a  business  dis- 

lyn.  .  tr,ct  ,s  contrary  to  art.  2,  sec.  4  of  the  Zoning  Law  ”  • 

APPEARANCES— None.  and 

ACTION  OF  BOARD — Request  for  reopening  denied  after  hereas,  the  premises  consist  of  a  plot  of  ground  having 

inspection  by  a  committee  of  the  board.  a  trontage  of  130.9  ft.  on  Merrick  road  and  151.9  ft  on 

THE  VOTE  TO  REOPEN—  Linden  boulevard,  upon  which  it  is  proposed  to  erect  a 

Affirmative  .  0  structure  approximately  23  ft.  by  approximately  53  ft.,  irregu- 

Negative:  Chairman  Murdock,  Commissioners  one  mere  st.01'y  m  height:  to  be  occupied  for  servicing, 

Connell,  Holland  and  Guilfoyle  and  Assistant  °  iCC  and  greasing  and.  also,  to  install  the  necessary  tanks 

Chief  Kidney .  5  and  pumps  for  a  gasoline  service  station;  and 

Absent  . 0  u  i  HEREA?>  the  board  visited  these  premises  and  the  neigh- 

.  .  borhood  prior  to  the  hearing  and  deemed  that  no  further  in- 

632-23-BZ.  specti°n  and!  no  report  were  necessary,  the  applicant  having 

APPLICANT — Talley  &  Lamb,  for  Martino’s  Building  substanhated  bls  basis  of  appeal  under  section  21. 

Corp.,  owner.  .  ^solved,  that  the  board  of  standards  and  appeals  does 

SUBJECT— Application  for  reopening— modification— re  Ap-  lereby  make  a  variation  in  the  application  of  the  use  district 
plication  (decision  of  the  superintendent  of  build-  regulations  0t  bm]dmg  zone  resolution  and  that  the  ap¬ 
ings),  under  sections  7e  and  21  of  the  building  zone  £  Ration  be  and  it  hereby  is  granted  on  condition  that  the 
resolution,  to  permit  the  extension,  from  an  unre-  ?uiidmgs  tor  gas  selling  station  and  for  accessory  uses  shall 

stricted  district  into  a  business  district,  of  a  garage  J-  loca  ,?  substantially  as  indicated  on  the  plans  filed  with 

for  the  storage  of  more  than  five  motor  vehicles  apphcatlou  and  stamped  “Received  March  31,  1933”; 

(granted  October  7,  1924)  so  as  to  permit  the  main-  InUJ,  ?•  instruction  and  architectural  appearance  shall  be 

tenance  and  operation  of  an  arcade  gasoline  selling  \  •  y  aSu„  c,ated  on  those  plans;  that  complete  work¬ 
station.  S  In?  drawings  shall  be  submitted  to  this  board  for  approval 

PREMISES  AFFECTED — 1711-1729  Neptune  avenue  fp'0r  fi  mg  plans  tbe  commissioner  of  buildings;  that 
Brooklyn.  P  ’  ‘h!.  entlEe  property  shall  also  be  laid  out  and  landscaped  as 

APPEARANCES—  indicated  on  these  plans  and  maintained  at  all  times  during 

For  Applicant :  Edmund  J.  Delaney.  rv  coPtlPuatlon,  °f  this  variation  to  the  satisfaction  of  the 

ACTION  OF  BOARD — Application  reopened,  subject  to  sha'p1^15510116/  °  Baidcs  tbe  Borough  of  Queens  ;  that  there 

usual  procedure  "  ah  be  constructed  and  maintained,  starting  with  the  easterly 

THE  VOTE  TO  REOPEN—  entrance  on  Linden  boulevard  and  continuing  around  the  in- 

Affirmative:  Chairman  Murdock,  Commissioners  an<?  along  the  proPosed  113th  avenue  street 

Connell,  Holland  and  Guilfoyle  and  Assistant  t  ?,d«  °/fthe  mos*  northerly  entrance  on  Merrick- 

Chief  Kidney . . .  5  road’  a  substantial  fence  at  least  5  ft.  high,  this  fence  to  also 

Negative  . 0  SU,rrf|U  •  ,  e  Port|on  of  plot  not  included  in  this  application 

Absent  . ’  0  wh^h  ls  Iocated  111  the  residence  area ;  that  said  section  in 

_ _  ’  ’  ’  residence  area  shall  also  be  maintained  with  turf  and  trees 

104-33-BZ.  “r  Jo  tbe  section  to  be  so  maintained  in  the  business 

APPLICANT— H.  I.  Oser  for  Island  Associates  Tnr  Lut’  n  he  balanct  °f,.the  plot  not  occupied  by  the  gas 

owner.  ser,  or  s  an  -  ssociates,  nc.,  selling  and  accessory  buildings  and  by  the  landscaping  shall 

SUBJECT-Application  (re  decision  of  the  superintendent  entrants"1 to^he  L* 1*,,t-here  sha”  be  aot  over  f°ur  (4) 
of  buildings),  under  section  21  of  the  building  zone  tnd Two  f  om  Undin  hSSLTVhT0  T  ^ 

resolution,  to  permit  in  a  business  district  the  erec-  over  12  ft  in  width  with L, II  ?  entrances  to  be  not 

PREMISES  aAdFF™C%TD-N„fr,LSr1™„eT"r 

Ap  MaSs: i™VK,No' ,293' Lot 

APPEARANCES—  '  d  thi  southerly  line  of  the  proposed  113th 

For  Applicant:  H.  I.  Oser  and  Andrew  Marjey  structed  ofVrlnrn^f  6  ***?  ac.cessory  buildings  shall  be  con- 
For  Opposition:  Lena  Drollinger  fhn  1  h  firepr°?f  material  except  for  the  construction 

ACTION  OF  BOARD— Application  granted  on  condition  eaves  J,ne  provided  that  the  gables  and  tower 

THE  VOTE  TO  GRANT-  condition.  walls  shall  be  cement  stucco  and  the  ceilings  shall  be  of 

Affirmative:  Chairman  Murdock,  Commissioners  bTrd  of  sfan^rT'anl'CVT11’'''^  V'1  ft'  ruies  of  ,he 
Hoiimtd  and  Cuiifovie  and  Assistant  Chief  4  covered  «£  X 1  sT^Lffie  pumpsIhaTbe 

aSU.  C°mmiSSi0,Kr  COnn£" . Jsohne  pump”  shall  beTtsed'o^r'^m  $?£££ 

. . .  0  that  there  shall  be  no  excavation  under  any  of  the  buildings 


409 


MINUTES 


other  than  the  pits  for  the  greasing  racks ;  that  there  shall 
be  no  signs  permitted  on  the  property  except  the  illuminated 
globes  of  the  gasoline  pumps  and  a  neat,  flat  sign  erected 
against  the  face  of  the  building,  and  not  over  one  (1)  elec- 
tric.ally  illuminated  sign  extending  from  the  face  of  the  build- 
ing  not  over  6  ft.,  excluding  all  temporary  signs  of  every 
nature ;  that  there  shall  be  no  open  flame  permitted  on  the 
property;  that  there  shall  be  no  repair  work  of  any  nature 
carried  on  in  the  premises ;  that  there  shall  be  no  other  use 
made  of  the  property  other  than  herein  permitted  during  the 
continuation  of  this' variation,  and  that  all  permits  sha  be 
obtained  within  six  months  and  any  work  involved  shall  be 
completed  within  one  year  from  the  date  of  this  action. 


APPLICANT— William  Shary,  for  Harold  S.  Burnham, 
owner;  request  for  reopening  made  by  James 

Kearney.  .  . 

SUBJECT— Application  for  reopening— extension  of  tune- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1238-1254  Gravesend  avenue, 
west  side,  180  ft.  south  of  Avenue  J  (Block  No. 
5483,  Lot  No.  16),  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Shary. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  A 

Absent  .  ® 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  A 

Absent  .  0 

THE  RESOLUTION— 

(301-31-BZ) 

Whereas,  this  apolication,  affecting  premises  1238-1254 

Gravesend  avenue  (Block  No.  5483,  Lot  No.  16),  Borough 

of  Brooklvn,  was  granted  by  the  board  at  its  meeting  No¬ 
vember  12,  1031,  on  certain  conditions,  and  applicant  re¬ 

quested  a  modification  of  the  time  limit  imposed,  and  now 
reauests  a  further  modification  as  to  time  limit. 

Resolved,  that  the  resolution  adopted  bv  the  board  on  No¬ 
vember  12,  1031,  as  amended  by  a  resolution  of  the  hoard 
adopted  on  January  13,  1033,  be  amended,  only  so  far  as  it 


pertains  to  the  time  of  obtaining  permits  and  completing  the 
work,  so  that  as  amended  the  resolution  will  now  read  as  to 
last  clause :  “all  permits  required  shall  be  obtained  within 
six  months  and  all  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 


662-30-BZ. 

APPLICANT — Efliil  Guterman,  for  Elvira  Pizzo,  owner; 

request  for  reopening  made  by  V.  J.  Bensi,  attorney, 
for  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 37.  Jackson  street  and  645-651 
Lorimer  street,  west  side,  25  ft.  north  of  Jackson 
street  (Block  No.  2741,  Lot  Nos.  31,  32,  33  and  36), 
Brooklvn. 

APPEARANCES— 

For  Applicant :  V.  J.  Bensi. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(662-30-BZ) 


Whereas,  this  application,  affecting  premises  37  Jackson 
street  and  645-651  Lorimer  street,  west  side,  25  ft.  north  of 
Jackson  street  (Block  No.  2741,  Lot  Nos.  31,  32,  33  and  36), 
Rorough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing,  July  7,  193],  and  amended  April  19,  1932,  and  applicant 
reauests  a  further  modification  as  to  time  limit. 

Resolved,  that  the  resolution  adopted  by  the  board  on  April 
19.  1932.  in  so  far  as  it  refers  to  completion  of  the  work,  be 
amended  so  that  as  amended  the  last  clause  of  the  resolution 
shall  read :  “that  all  permits  shall  be  obtained  within  six 
months  from  April  19,  1932,  and  all  work  shall  be  completed 
one  year  from  the  date  of  this  amended  resolution.” 


Adjourned  1.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MAY  9,  1933. 
Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
16-33-A. 

APPELLANT— A.  G.  Lindenthal,  for  Strang  Buick  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 86-22  101st  street  (Block  No. 
177,  Lot  No.  1),  Woodhaven,  Borough  of  Queens. 


APPEARANCES— 

For  Appellant :  A.  G.  Lindenthal. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1933,  at  2 
p.  m.,  for  appellant  to  submit  new  plans. 


48-33-A. 

APPELLANT — -Quaker  City  Metal  Products  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 196-204  North  14th  street 
(Block  No.  2279,  Lot  No.  15),  Brooklyn. 
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APPEARANCES— 

For  Appellant :  Louis  Besacov. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


64-33-A. 

APPELLANT — -Arnold  M.  Goldstein,  for  Perfection  Stove 
Co.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1  Alain  street  (Block  No.  27, 
Lot  No.  1),  Brooklyn 
APPEARANCES— 

For  Appellant :  Arnold  M.  Goldstein. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over,  subject  to  adoption  of 
amendment  to  Fuel  Oil  Rules. 


88-33-A. 

APPELLANT — Eugene  H.  Carroll,  lessee. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFEECTED — North  side  of  Second  avenue, 
2,311.7  ft.  north  from  the  corner  of  Second  avenue 
and  36th  street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn 

APPEARANCES— 

For  Appellant :  Eugene  H.  Carroll. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


52-33-A. 

APPELLANT — P.  J.  Reville,  superintendent  of  buildings, 
Borough  of  The  Bronx. 

OWNERS— Concentrating  Holding  Corp.  and  Cedar  Ave¬ 
nue  Realty  Co.,  Inc. 

SUBJECT— Appeal  for  Revocation  of  Certificate  of  Occu- 
pany  No.  1629-25  issued  by  the  superintendent  of 
buildings  on  August  25,  1925. 

PREAIISES  AFFECTED — 1912-1934  Lewis  place  and  1923 
Cedar  avenue  (Block  No.  3231,  Lot  No.  18),  The 
Bronx 

APPEARANCES— 

For  Appellant :  Lawrence  Condon. 

For  Owner  of  Premises:  Max  Monfried,  Nathan 
Frankel  and  Saul  Gardy. 

For  Administration:  Inspector  Francis  Mulhall  of 
department  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  Wednesday,  May  31, 
1933,  at  2  p.  m.,  for  further  argument. 


515-32-A. 

APPELLANT — Ithamer  Holding  Corp.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 387  Grand  street  (Block  No. 

312.  Lot  No.  21),  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . o 

Absent  .  0 


179-32-A. 

APPELLANT— Joseph  D.  Nunan,  Jr.,  for  W.  Bryce  Rea, 
owner.  ’ 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
peal  from  a  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — North  side  of  Northern  boule¬ 
vard,  151  ft.  east  of  250th  street  (Block  No.  3984 
part  of  Lot  No.  89),  Little  Neck.  Borough  of 
(Jueens. 

APPEARANCES— 

For  Appellant:  W.  Bryce  Rea. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 
THE  VOTE  TO  WITHDRAW- 

Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

9-33-A. 

APPELLANT— Samuel  Rosenblum,  for  Estate  of  Henry  O. 
Havemeyer,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 220-222  Broadway  (Block  No. 
89,  Lot  No.  14),  Manhattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ^ 

Absent  .  Q 

THE  RESOLUTION— 

(9-33-A) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  Henrv  O 
Havemeyer  owner,  filed,  January  9,  1933,  an  appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  affecting  prem- 
rses  22°-222  Broadway  (Block  No.  89,  Lot  No.  14),  Borough 
of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  11,  1932  (re  Order  No.  98430-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feef 
above  the  roof  level.  Secs.  580-581,  Ch.  5,  Code  of 
Ordinances  and  rules  of  the  Board  of  Standards  and 
Appeals.  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
December  28,  1932,  reads : 

.  “This  will  reply  to  your  letter  of  December  9th  rela- 
^Y.e  \°  Order  No.  98430-F  and  November  11th,  1932, 
affecting  the  above  premises  in  which  you  state  you  have 
been  retained  by  the  owners  of  these  premises  to  file  an 
application  with  the  Board  of  Standards  and  Appeals 
rom  the  requirements  of  the  order,  but  cannot  do  so 
due  to  the  fact  that  more  than  20  days  have  elapsed  since 
the  date  of  issuance  and  request  rescindment  and  reissu¬ 
ance  of  the  order  so  that  the  application  may  properly  be 
brought  before  the  above  Board. 

“Please  be  advised  that  your  request  must  be  denied  ”  • 
and 

Whereas  the  building  is  fireproof,  twenty-five  stories  and 
pent  house  (296  ft.)  in  height,  69  ft.  3  in.  by  103  ft.,  irreeu- 
1  11  Tfea  ’  ,0  ecu  PIED  for  offices,  25  persons  per  story; 
-3rd.  ~4th  and  25th  stories,  15  persons  per  story;  pent  house 
10  persons;  and 
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Whereas,  the  appellant  claims  the  building  was  erected  in 
1895;  all  stories  above  the  twenty-second  story  is  of  a  tower 
effect;  the  existing  standpipe  system  is  fed  from  a  2,400- 
gallon  house  supply  tank,  2,000  gallons  reserved  for  stand¬ 
pipe  purposes,  located  in  the  pent  house,  the  bottom  of  which 
is  3  ft.  above  the  highest  hose  outlet,  such  tank  is  also  inter¬ 
connected  with  another  5,000-gallon  house  supply  tank  lo¬ 
cated  on  roof  of  twenty-second  story,  having  3,500  gallons 
reserved  for  the  standpipe  lines,  the  bottom  of  which  is  5 
ft.  6  in.  above  the  hose  outlet  on  twenty-second  story;  in 
addition,  the  system  is  equipped  with  a  200-gallon-per-minute 
fire  pump,  also  with  automatic  feed  pumps  maintaining  a  full 
supply  of  water  at  all  times ;  furthermore,  the  appellant  con¬ 
tends  that  similar  orders  were  filed  in  1919 ;  the  Board  of 
Review  required  the  two  tanks  to  operate  in  unison  by 
supplying  the  lower  tank  through  an  overflow  pipe  from 
the  higher  tank  and,  also,  other  changes  which  met  with  the 
requirements  of  the  rules  at  that  time ;  all  work  required  by 
said  board  was  completed  and  the  orders  dismissed  in  1921; 
the  present  standpipe  system  is  adequate  and  the  occupancy  is 
non-hazardous. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  98430-F,  on  condi¬ 
tion  that  there  shall  be  maintained  in  the  tank  at  the  twenty- 
sixth  floor  level,  called  “pent  house”,  at  least  2,000  gallons 
of  water  at  all  times  reserved  for  standpipe  use  and  on 
the  roof  of  the  twenty-second  floor  in  the  existing 
tank  at  least  3,500  gallons  reserved  for  standpipe  use, 
these  tanks  to  be  cross-connected  and  filled  by  means  of 
existing  automatic  pumps  filling  directly  to  the  higher  tank 
and  overflowing  to  the  lower  tank ;  that  the  present  fire 
pump  with  capacity  of  200  gallons  per  minute  shall  be  main¬ 
tained  in  good  working  condition ;  that  the  nozzles  on  the 
twenty-fifth  floor  shall  be  reduced  to  one-half  inch  in  size, 
and  that  this  standpipe  equipment  shall  comply  with  rule 
91  of  the  standpipe  fire-line  rules  in  all  other  respects. 


1 2-33-A. 

APPELLANT— Louis  I.  Becker,  for  123  William  Street 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 123-133  William  street  (Block 
No.  78.  Lot  No.  4),  Manhattan. 
APPEARANCES— 

For  Appellant:  Louis  I.  Becker  and  Elias  A.  Cohen. 
For  Opposition  :  David  L.  Oltarsh. 

For  Administration :  Assistant  Engineer  Morris 
Liannes  of  Department  of  Buildings. 

\CTTON  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(12-33-A) 

Whereas,  Louis  I.  Becker,  for  123  William  Street  Corp., 
owner,  filed,  January  12,  1933,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  123-133 
William  street  (Block  No.  78,  Lot  No.  4),  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  shperintendent  of  buildings, 
rendered  January  12,  1933,  reads: 

“This  amendment  is  disapproved  with  the  following 
objection  repeated: 

Violations  3701-31  is  pending  against  this  building 
for  the  removal  of  the  stairs  between  the  first  and  second 
floor  and  between  the  10th  and  12th  floors  of  the  south¬ 
erly  stairway.  Proposed  egress  is  contrary  to  sections  152 
and  153  of  the  Building  Code  in  that  both  required  stair¬ 
ways  should  serve  all  floors  and  have  direct  egress  to 
the  street.  All  openings  along  passageway  or  hallway 


on  2nd  floor  should  be  provided  with  self-closing  fire¬ 
proof  doors.  The  use  of  wire  glass  in  doors  is  not  per¬ 
mitted.  Each  stairway  should  continue  to  the  roof  be 
enclosed  in  fireproof  partitions  and  have  direct  egress  to 
the  street.  The  use  of  fire  escapes  to  replace  southerly 
stairway  between  10th  and  upper  floors  is  unsatisfactory. 
See  Secs.  152  and  153  of  Bldg.  Code.’  Reconsideration 
denied.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  and 
pent  house  in  height,  130  ft.  10  in.  by  94  ft.  10  in.  in  area; 
OCCUPIED  for  office  purposes,  not  more  than  forty  persons 
per  story;  EQUIPPED  with  a  standpipe  system;  EXITS: 
two  fireproof  enclosed  stairways,  the  northerly  stairway  ex¬ 
tending  from  basement  to  roof,  the  southerly  stairway  ex¬ 
tending  from  second  story  to  tenth  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1909  for  office  use  under  plans  approved  by  the  superin¬ 
tendent  of  buildings  which  permitted  the  omission  of  the 
southerly  stairway  from  the  tenth  to  the  twelfth  story ;  due 
to  present  economic  situation  it  has  been  found  necessary  in 
renting  first  story,  south  side,  to  remove  the  stairs  leading 
to  the  second  story,  and  in  lieu  of  such  stairs  the  appellant 
proposes  to  construct  a  fireproof  hallway  on  second  story 
leading  from  foot  of  southerly  stairway  to  the  northerly 
stairway  with  fireproof,  self-closing  doors  at  all  openings 
and  steel  plates  on  open  elevator  doors ;  also,  to  construct  a 
fire  escape  in  rear  center  court  from  basement  to  roof  of 
second  story  extension,  with  a  balcony  at  first  story  taking 
in  a  window  of  each  tenant  and  a  fireproof  passageway  in 
basement  leading  from  foot  of  fire  escape  to  the  street;  in 
addition  the  appellant  proposes  to  construct  a  fire  escape  in 
rear  center  court  from  tenth  story  to  roof ;  furthermore,  the 
appellant  contends  that  the  width  of  northerly  interior  stair¬ 
way  leading  to  first  story  is  in  excess  of  the  width  required 
by  law ;  the  occupancy  of  second  story  is  less  than  the  legal 
capacity  of  the  stairway;  the  proposed  exits  would  provide 
the  building  with  adequate  means  of  egress. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  Violation  3701-31,  on  condition 
that  the  stairway  on  the  southerly  side  of  the  building  shall 
be  continued  from  the  tenth  floor,  where  it  now  terminates, 
to  the  roof ;  that  the  hallway  connecting  the  two  stairways 
at  the  second  floor  shall  be  fireproof  throughout,  including 
all  the  doors  to  the  elevators  and  to  the  offices ;  that  any 
fan  lights  or  borrowed  lights  in  the  partitions  separating 
this  hallway  from  the  offices  shall  be  of  metal,  glazed  with 
wire  glass,  and  made  self-closing;  that  the  present  stairway 
from  the  second  floor  to  the  first  floor  at  the  northerly  side 
of  the  building  shall  be  replaced  with  a  new  stairway  with 
treads  at  least  5  ft.  6  in.  in  width  in  the  clear  at  all  points, 
this  stairway  to  be  completely  enclosed  with  fireproof  parti¬ 
tions  :  that  all  openings  leading  into  the  main  hall  from  the 
ground  floor  stores  or  offices  shall  be  fireproof,  as  specified 
above  for  the  second  floor ;  that  the  working  drawings  shall 
be  submitted  to  this  board  for  approval  before  submitting 
same  to  the  Department  of  Buildings ;  that  this  work  shall 
be  carried  through  promptly  and  completed  within  three 
months  from  the  date  of  this  action. 


24-33-A. 

APPELLANT — Moore  &  Landsiedel,  for  185th  Street 
Garage  Co.,  Inc.,  owner. 

SUBJECT — -Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 4350-4352  Broadway  (Block 
No.  2167,  Lot  No.  32),  Manhattan. 

APPEARANCES— 

For  Appellant :  L.  B.  Santangelo  and  John  Marsa. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(24-33-A) 

Whereas,  Moore  &  Landsiedel,  for  185th  Street  Garage 
Co.,  Inc.,  owner,  filed,  January  19,  1933,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  4350- 
4352  Broadway  (Block  No.  2167,  Lot  No.  32),  Borough  of 
Manhattan;  and 

\V  hereas,  the  decision  of  the  fire  commissioner,  rendered 
December  31,  1932  (re  Plan  No.  6951-32),  reads: 

\our  proposal  to  connect  the  present  standpipe  sys¬ 
tem  to  existing  2"  city  main  is  denied,  therefore  comply 
with  plan  57771-31  as  modified  to  accept  4”  connection 
to  street  main  in  lieu  of  standpipe  supply  tank  or  comply 
with  order  88485-F,  Rule  1.”; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  (35 
ft.)  in  height,  150  ft.  ^  in.  by  186  ft.,  irregular,  in  depth 
(about  25,000  sq.  ft.  in  area;  OCCUPIED:  cellar,  boiler 
room,  1st  and  2nd  stories,  garage  for  more  than  five  motor 
vehicles,  four  persons  per  story;  EQUIPPED  with  an  ap¬ 
proved  sprinkler  system  with  8-inch  connection  to  the  street 
main ;  a  4-inch  dry  pipe  standpipe  system  consisting  of  two 
rising  lines,  4-inch  cross  connections  and  Siamese  connections 
at  street  front ;  the  house  supply  is  fed  through  a  2-inch  con¬ 
nection  with  the  street  main;  located  partly  in  a  business' 
district  and  partly1  in  a  residence  district;  and 

Whereas,  the  appellant  claims  that  a  former  lessee  re¬ 
moved  the  standpipe  gravity  tank  on  account  of  its  decayed 
condition;  lt  is  now  proposed  to  connect  the  standpipe  system 
with  the  existing  2-inch  house  supply  connection  from  the 
street  main  of  eighty-six  pounds  pressure  instead  of  installing 
a  4-mch  independent  connection  required  by  the  fire  com¬ 
missioner;  furthermore,  the  appellant  contends  the  building 
would  then  be  provided  with  adequate  means  of  fire  protec¬ 
tion. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  as  to  Plan  No.  6951-32,  in  so  far  as  it  has  to  do 
with  the  source  of  supply  for  the  standpipe  system,  on  condi¬ 
tion  that  from  the  2-inch  test  tee  of  the  sprinkler  system  in 
the  basement  there  shall  be  a  2-inch  line  connected  to  the 
existing  2-inch  house  water  supply  and  thence  through  a  3- 
mch  line  to  the  4-inch  standpipe  line  in  the  basement;  that 
the  standpipe  line  now  running  through  the  roof  shall  be  cut 
off  and  capped  below  the  second  floor  ceiling  level,  and  that 
the  standpipe  rules  shall  be  complied  with  in  all  other  re¬ 
spects. 


28-33-A. 

APPELLANT— Brooklyn  Central  Y.  M.  C.  A.,  for  Brook- 

CTTr.rn'Am1  &  Queens  Y-  M-  C.  A-,  owner, 
o  U  BJ  ECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner 

PREMISES  AFFECTED— 55  Hanson  place  (Block  No. 
2113,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Appellant:  R.  F.  Woodhull  and  Walter  E 
Price. 

For  Administration:  Inspector  Mever  of  fire  de¬ 
partment. 

Tlip1  VOTpF  B0ARD— Appeal  granted  on  condition. 

Affirmative  .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . 0 

Absent  .  n 

THE  RESOLUTION—  . 

(28-33-A) 

W  hereas  Brooklyn  Central  Y.  M.  C.  A.,  for  Brooklyn  & 
Queens  Y.  M.  C.  A.,  owner,  filed,  January  24,  1933,  an  appeal 


from  an  order  and  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  55  Hans_on  place  (Block  No.  2113,  Lot  No. 
1),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  3,  1932  (re  Order  No.  55833-LC),  reads: 

“With  reference  to  application  dated  Nov.  11,  1932, 
for  a  permit  to  store  and  use  two  (2)  cylinders  of 
chlorine  gas  at  premises  55  Hanson  PI.,  Brooklyn,  I 
regret  to  state  that  I  am  without  power  to  grant  such  a 
permit  for  the  following  reason: 

“Sub.  Div.  4F,  Sec.  214A,  Chap.  10,  Code  of  Or¬ 
dinances,  N.  Y.,  reads  as  follows : 

“No  permit  shall  be  issued  for  the  storage  or  use  of 
liquefied  chlorine  in  any  building  used  for  a  hotel,  lodging- 
house,  tenement  house  or  dwelling  or  in  any  building- 
lot  or  enclosure  located  within  50  feet  of  the  nearest 
wall  of  a  building  occupied  as  a  hospital,  school,  theatre 
or  other  place  or  public  amusement  or  assembly. 

“You  are  therefore  ordered  to  remove  all  cylinders  of 
chlorine  gas  from  the  premises  and  to  discontinue  the 
further  storage  and  use  of  chlorine  gas  on  said  prem¬ 
ises.”  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  6,  1933,  reads: 

“In  reply  to  your  letter  of  December  23,  1932,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  order  55853-LC  and  that  you 
are  unable  to  do  .so  due  to  the  fact  that  the  Bd.  of 
Standards  and  Appeals  will  not  accept  an  appeal  for  the 
reason  that  the  time  limit,  twenty  days,  had  elapsed,  and 
request  dismissal  and  reissuance  of  the  above  order. 

\ou  are  advised  that  the  order  cannot  be  dismissed  or 
reissued.  Therefore,  your  request  is  denied.”; 
and 

Whereas,  the  building  is  fireproof,  thirteen  stories  in 
height,  200  ft.  by  126  ft.  in  area;  OCCUPIED  for  purposes 
of  the  Y.  M.  C.  A.,  two  swimming  pools,  one  in  the  base¬ 
ment  and  one  on  third  story,  total  of  116  persons  employed ; 
EQUIPPED  with  an  interior  fire  alarm  system,  a  standpipe 
system  and  a  sprinkler  system  in  part;  and 
Whereas,  the  appellant  claims  that  liquefied  chlorine  is 
stored  in  two  steel  cylinders,  100  pounds  capacity  each,  lo¬ 
cated  in  the  sub-basement ;  one  cylinder  is  connected  by  pip¬ 
ing  with  the  boys’  swimming  pool  in  basement,  the  other 
cylinder  is  connected  by  piping  with  the  men’s  swimming 
pool  on  third  story;  drawings  filed  show  that  the  chlorine 
is  mixed  with  water  immediately  as  it  leaves  the  cylinder 
and  discharged  into  the  water  main  which  in  turn  supplies 
the  swimming  pools ;  it  is  proposed  to  enclose  the  chlorine 
cylinders  and  mixer  in  fireproof  partitions,  with  a  fireproof, 
vaporproof,  self-closing  door,  provide  a  6-inch  by  6-inch 
metal  ventilating  duct  and  connect  with  the  existing  exhaust 
system;  furthermore,  the  appellant  contends  that  all  piping 
carrying  chlorine  mixture  is  covered  with  asbestos;  fire  ap¬ 
pliances  are  distributed  throughout  the  building;  the  chlorine 
installation  is  under  the  supervision  of  operators  having  cer¬ 
tificates  of  fitness  issued  by  the  fire  commissioner ;  the  present 
condition  has  existed  for  a  number  of  years  and  there  is  no 
fire  hazard. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  55853-LC,  to  permit  the 
use  of  liquefied  chlorine,  on  condition  that  there  shall  be  at 
no  time  more  than  two  twenty-pound  cylinders  of  chlorine 
on  the  premises,  and  that  these  cylinders  shall  be  kept  im¬ 
mersed  in  water  in  a  room  in  cellar  completely  surrounded 
with  fireproof  partitions  from  the  floor  to  the  ceiling  as  indi¬ 
cated  on  plans  filed  with  this  appeal;  that  these  partitions 
shall  be  constructed  of  not  less  than  4-inch  hollow  tile 
plastered  with  cement  mortar  on  both  sides,  with  the  fire¬ 
proof  door  thereto  made  vaporproof  and  self-closing;  that 
an  open  sprinkler  head  shall  be  installed  in  the  ceiling  of 
this  room;  this  sprinkler  head  to  be  connected  with  house 
water  supply  system  and  controlled  by  a  valve  on  the  outside 
of  the  enclosure ;  that  there  shall  be  a  ventilating  duct,  not 
less  than  6  in.  by  6  in.,  connected  with  the  outer  air  directly 
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and  not  connected  with  the  ventilating  system  in  the  build¬ 
ing,  this  ventilating  duct  to  be  carried  down  to  within  6  in. 
of  the  floor  of  the  room ;  that  there  shall  bp  a  sill  constructed 
across  the  door  opening  not  less  than  6  in.  in  height ;  that 
there  shall  be  one  vent  opening  in  the  wall  of  the  enclosure, 
near  the  ceiling,  approximately  6  in.  by  3  in.  in  size,  and 
with  a  hinged  light  metal  shutter  on  the  inside  that  will 
open  to  permit  intake  of  air  from  the  cellar. 


40-33- A. 

APPELLANT— Morris  Rothstein,  for  Shore  Road  Apart¬ 
ments,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 7115-7125  Shore  road,  northeast 
corner  of  72nd  street  (Block  No.  5887,  Lot  No.  1), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Morris  Rothstein. 

For  Administration :  None. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . c 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  * 

Absent  .  ( 


THE  RESOLUTION— 

(40-33-A) 

Whereas,  Morris  Rothstein,  for  Shore  Road  Apartments, 
Inc.,  owner,  filed,  February  2,  1933,  an  appeal  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  7115- 
7125  Shore  road,  northeast  corner  of  72nd  street  (Block 
No.  5887,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  17,  1933  (re  Applic.  No.  9800-1932), 

rea(Js  * 

“Proposed  frame  structure  on  roof  of  brick  building 
contrary  to  Section  426  of  the  Building  Code  and  is 
therefore  denied.” ; 

and  .  .  . 

Whereas,  the  building  is  non-fireproof,  six  stories  (68  ft.) 
in  height,  73  ft.  10  in.  by  140  ft.  10  in.  in  area;  OCCUPIED : 
1st  story,  ten  living  apartments;  upper  stories,  eleven  living 
apartments  each  story;  and 

Whereas,  the  appellant  proposes  to  erect  a  frame  structure 
on  the  roof,  20  ft.  by  25  ft.  by  11  ft.  in  height,  facing  Shore 
road  and  also  72nd  street  fronts;  the  structure  will  be  open 
on  all  sides  and  used  exclusively  by  the  tenants  on  the  prem¬ 
ises  for  a  playground;  furthermore,  the  appellant  contends 
that  the  proposed  structure  does  not  come  within  the  meaning 
of  section  426  of  the  building  code  and  is  not  in  violation  of 
law. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


624-32-A. 

APPELLANT— William  A.  Kiehnle,  for  Corn  Exchange 
Bank  Trust  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 81  East  125th  street  (Block  No. 

1750,  Lot  No.  34),  Manhattan. 
APPEARANCES— 

For  Appellant :  William  A.  Kiehnle. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(624-32-A) 

Whereas,  William  A.  Kiehnle,  for  Corn  Exchange  Bank 
Trust  Co.,  owner,  filed,  December  22,  1932,  an  appeal  from 
an  order  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  81  East  125th  street  (Block  No.  1750,  Lot  No.  34),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  December  7,  1932  (Violation  1801-1932),  reads: 

“In  that  the  window  openings  above  the  first  floor  on 
the  west  wall  are  less  than  30  ft.  in  a  direct  line  from 
the  window  openings  of  the  neighboring  building  on  the 
west  and  less  than  50  ft.  above  the  roof  of  the  same 
building.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
pent  house  (83  ft.)  in  height,  90  ft.  by  50  ft.  in  area;  OCCU¬ 
PIED  for  banking  and  office  purposes,  not  more  than  fifteen 
persons  per  story ;  5th  story,  vacant ;  pent  house,  superintend-  ! 
ent's  apartment ;  and 

Whereas,  the  appellant  has  filed  plans  indicating  twenty 
windows  in  the  westerly  wall  4  ft.  distant  from  the  adjoin¬ 
ing  building  affected  by  the  order;  the  appellant  claims  the 
building  in  question  was  erected  in  1889;  no  changes  have 
been  made  since;  the  building  at  west  causing  the  exposure 
was  erected  in  1 907  ;  the  windows  in  the  east  wall  of  this 
building  which  caused  the  issuance  of  the  order  were  in¬ 
stalled  by  alteration  made  in  August  of  19S1 ;  in  consequence 
the  order  should  be  dismissed  as  it  was  unjustly  placed 
against  an  owner  who  was  not  responsible  for  the  conditions 
created ;  furthermore,  the  occupancy  of  the  building  main¬ 
tained  is  less  than  40  per  cent  of  the  allowable  occupancy. 

Resolved,  that  the  order  of  the  superintendent  of  buildings 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Violation  No.  1801-1932,  on  condition  that 
the  windows  in  westerly  rooms  that  are  now  occupied  by 
tenants  be  removed  and  fireproof  windows  glazed  with  wire 
glass  substituted,  or  that  such  frames  in  such  offices  as  are 
occupied  be  covered  with  metal  and  the  present  wood  sash 
be  replaced  with  metal  sash,  glazed  with  wire  glass  or  that 
fire  shutters  be  installed  on  such  openings. 


171-33-A. 

APPELLANT— C.  A.  Sandblom,  for  Avenue  P  Operating 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 443-447  Avenue  P,  northwest 
corner  of  East  3rd  street  (Block  No.  6609,  Lot  No. 
45),  Brooklyn. 

APPEARANCES— 

For  Appellant:  C.  A.  Sandblom. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle _  4 


Negative  .  0 

Absent :  Chief  McElligott .  1 

THE  RESOLUTION— 


(171-33-A) 

Whereas,  C.  A.  Sandblom,  for  Avenue  P  Operating  Co., 
owner,  filed.  May  2,  1933,  an  appeal  from  a  decision  of  the 
fire  commissioner,  affecting  premises  443-447  Avenue  P, 
northwest  corner  of  East  3rd  street  (Block  No.  6609,  Lot 
No.  45),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  2,  1933  (Plan  No.  436-33),  reads: 

“Plans  filed  show  that  your  building  does  not  come 
within  the  purview  of  Section  524,  Chapter  5,  C.  of  O. 
‘Exemptions.’  Therefore,  provide  a  tank  for  standpipe 
supply  with  all  appurtenances  as  required  by  standpipe 
‘Fire  Line’  rules  and  Article  25  of  Chapter  5,  C.  of  O. 
in  lieu  of  street  main  connection.” ; 
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Whereas,  the  premises  consist  of  a  plot  of  ground  138  ft. 
8  in.  by  100  ft.,  upon  which  it  is  proposed  to  erect  a  building 
divided  into  two  sections;  the  total  area  of  the  building  to 
be  138  ft.  8  in.  by  91  ft.  4  in. ;  the  theatre  portion  of  the 
building  to  be  138  ft.  8  in.  by  66  ft.  4  in.,  one  clere  story  in 
height,  with  a  mezzanine  at  the  rear,  with  the  office  building 
portion  on  the  Avenue  P  front  being  three  stories  in  height ; 
the  upper  story  on  the  Avenue  P  front  shall  be  occupied  by 
apartments  and  the  first  story  for  stores;  and 
W  hereas,  the  appellant  contends  that  the  moving  picture 
portion  of  the  premises  is  separated  from  remainder  of  the 
building  by  a  12-inch  masonry  wall;  that  there  is  a  lobby 
and  one  exit  passageway  cut  through  the  building,  but  these 
are  also  separated  from  the  remainder  of  the  building  by 
1-foot-thick  masonry  wall  with  a  1-foot-thick  concrete  slab 
above  and  below ;  that  the  boiler  room  under  the  corner  store 
is  separated  from  the  theatre  portion  by  fireproof,  self-closing 
door  and  that  the  boiler  room  is  covered  by  a  4-inch  con¬ 
crete  slab,  and  contends,  further,  that  the  water  pressure  in 
the  street  is  thirty-five  pounds;  that  the  budding  is  low  in 
height;  that  the  plans  have  been  approved  in  the  bureau  of 
buildings  as  to  all  requirements  of  exits  and  that  the  building 
will  be  provided  with  a  standpipe  with  two  outlets  in  the 
auditorium  supplied  from  the  city  main ;  that  the  street  main 
is  fed  two  ways,  and  requests  that  the  standpipe  tank  be 
omitted. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted ,  permitting  the  omission  of  the  tank,  on  condition 
that  the  standpipe  fire  line  shall  be  supplied  with  a  4-inch 
connection  to  the  city  main  and  shall  comply  with  the  ruies 
in  all  other  respects. 


620-31- A. 

APPELLANT — Lockwood  Greene  Engineers,  Inc.,  for 
Hecker-Jones-Jewell  Milling  Co.,  owner. 

SUBJECT — Application  for  reopening — extension  of  certifi¬ 
cate  of  occupancy— re  Appeal  from  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 40  Corlears  street  and  730-738 
Water  street,  northeast  corner  (Block  No.  264,  Lot 
Nos.  65  to  71,  inclusive),  Manhattan. 

APPEARANCES— 

For  Appellant :  Russell  Banta. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . . .  '  0 

Absent  .  "  0 

THE  VOTE  TO  EXTEND  TIME—" 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . ’  ’  ”  0 

Absent  . *  * ' '  0 

THE  RESOLUTION— 


(620-31-A) 

Whereas,  this  appeal,  affecting  premises  40  Corlears  street 
and  730-738  Water  street,  northeast  corner  (Block  No.  264, 
Lot  Nos.  65  to  71,  inclusive),  Borough  of  Manhattan,  was 
granted  by  the  board  May  3,  1932,  on  certain  conditions, 
and  the  permit  reinstated  December  2,  1932,  for  an  addi¬ 
tional  period,  and  appellant  requests  a  further  extension. 

Resolved,  that  the  resolution  adopted  by  the  board  Decem¬ 
ber  2,  1932,  be  amended,  only  so  far  as  it  refers  to  the  time 
during  which,  this  permit  has  to  run,  so  that  as  amended  it 
will  read :  “extension  of  time  granted  until  May  9,  1934  on 
condition  that  all  of  the  conditions  imposed  in  the  resolution 
ot  May  3,  1932,  shall  remain  in  full  force  and  effect.” 


29  33  g  petitions  FOR  VARIATIONS. 

PETITIONER— Gretsch  Building  Number  Four,  Inc 
owner. 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 54-82  Broadway  (Block  No. 
2130,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Michael  F.  Walsh. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1933  at 
2  p.  m. 

37-33-S. 

PETITIONER— Stadtman  Contracting  Co.,  Inc.,  for  Estate 
of  Charles  A.  Coe,  owner. 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 

DDr-urorn11  decEion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 1  East  27th  street  and  233 
,  “th  avenue  (Block  No.  857,  Lot  No.  186),  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Robert  Dreyfuss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

THE1  VOTEF  B0ARD— Petition  granted  on  condition. 

Affirmative:  Chairman  Murdock  and  Commis- 
sioners  Connell,  Holland  and  Guilfoyle..  4 

Negative  .  0 

Absent:  Chief  McElligott....'.' .  i 

THE  RESOLUTION—  . 

(37-33-S) 

Whereas  Stadtman  Contracting  Co.,  Inc.,  for  Estate  of 
Hilaries  A.  Coe,  owner,  filed,  February  1,  1933,  a  petition 
tor  a  variation  from  the  requirements  of  the  labor  law  as 
cited  in  an  order  and  a  decision  of  the  fire  commisisoner, 

r5ln  ln8MPre^lSeT  1  ?raSt  27th  street  and  233  Eifth  avenue 
(Block  No.  857,  Lot  No.  186),  Borough  of  Manhattan;  and 

ii  inooE/S’  tAeJ°rc  xrT  °f  tlie  fire  comm'ssioner,  dated  April 
11,  1932  (re  Order  No.  94092-LD),  reads: 

1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  exterior  screened  stairway  at  west 
side  of  building  by  constructing  a  fireproof  passageway 
with  unobstructed  width  of  at  least  three  (3)  feet 
throughout  leading  to  the  street,  adequately  lighted  at 
all  times  during  working  hours,  or  by  means  of  pro- 
V t0  an  open  area  havillg  communication 
Law  thC  Street’  3S  per  Section  No-  273  of  the  Labor 

“2.  Provide  a  second  means  of  egress  on  the  first 
story  to  be  located  at  the  rear  of  building.  Sec.  No. 
271  of  the  Labor  Law.  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  12,  1933,  reads: 

“This  will  reply  to  your  letter  of  December  12th,  rela- 
t^e  to  Order  No.  94092-LD  affecting  the  above  premises 
with  which  you  submit  a  sketch  setting  forth  a  proposed 
lethod  of  providing  safe  and  unobstructed  egress  from 
the  lower  termination  of  exterior  screened  stairway  at 
west  side  of  building. 

Please  be  advised  the  method  of  compliance  with  the 
order  as  proposed  by  you  is  not  acceptable  to  this  de¬ 
partment,  therefore  it  follows  your  request  is  denied.”  • 

cind 

Whereas,  the  building,  erected  in. 1890,  is  non-fireproof 
five  stories  in  height,  125  ft.  by  90  ft.  in  area ;  OCCUPIED  :’ 
cellar,  boiler  room,  1  person ;  1st  story,  stores,  5  persons  • 
upper  stories,  factories,  10  persons  each  story  EXITS  -  an 
interior  wooden  stairway,  extending  from  the 'first  story 'to 
roof,_  enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings;  a  fire  escape  on  the  front  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
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the  top  story  to  the  sidewalk ;  an  exterior  screened  iron 
stairway  at  rear,  west  side,  having  fireproof  openings  aiong 
the  course  thereof,  extending  from  ground  level  to  root, 
with  e°ress  from  foot  of  stairway  through  the  adjoining 
building  to  street;  ROOFS  of  adjoining  buildings:  same 

level ;  and  .  ,  , 

Whereas,  the  petitioner  claims,  as  to  item  1,  that  the  ex¬ 
terior  screened  stairway  at  rear  is  erected  on  the  adjoining 
premises  at  west,  which  is  under  the  same  ownership ,  sate 
egress  is  maintained  through  first  story  hallway  of  the  five- 
story  non-fireproof  building  direct  to  Fifth  avenue;  as  to 
Item  2,  that  the  present  means  of  exit  from  store  on  first 
story  has  existed  since  the  building  was  erected  in  1890; 
compliance  with  this  item  would  cause  an  undue  hardship 
.on  both  owner  and  tenant;  furthermore,  the  petitioner  con¬ 
tends  the  exits  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Item 
No.  1,  on  condition  that  an  open,  continuous  passageway  to 
Fifth  avenue  be  constructed  and  maintained  at  all  times 
through  the  building  on  Fifth  avenue  as  indicated  on  the 
plans  filed  with  this  petition  marked  “Received  March  8, 
1933,”  and  granted,  as  to  Item  No.  2,  on  condition  that  a  door 
will  be  constructed  in  the  rear  of  the  store  facing  on  East 
27th  street,  this  door  to  open  into  the  present  rear  yard; 
that  the  occupancy  of  the  upper  floors  does  not  exceed  at 
any  time  the  capacity  permitted  by  the  primary  means  of  exit, 
namely,  the  interior  stairway. 


PETITIONER— Charles  P.  Cannella,  for  Bleich  Realty 
Corp.,  owner. 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 1206  Gates  avenue  (Block  No. 

3341,  Lot  No.  10),  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Charles  P,  Cannella. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

THE  VOTE—  ,  _ 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  . 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(41-33-S) 

Whereas,  Charles  P.  Cannella,  for  Bleich  Realty  Corp., 
owner,  filed,  February  3,  1933,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  1206 
Gates  avenue  (Block  No.  3341,  Lot  No.  10),  Borough  of 
Btooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January-  24,  1933  (re  Applic.  No.  13248-1932), 
reads : 

“Stairways  do  not  conform  with  Sec.  270  of  Labor 
Law”; 

and  ...  . 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
*  height,  32  ft.  by  75  ft.,  irregular,  in  area  at  first  story  and 
32  ft.  by  67  ft.  6  in.  in  area  above;  OCCUPIED:  cellar, 
boiler  room,  1  person;  1st  story,  billiard  room,  30  persons; 
2nd  story,  manufacture  of  clothing,  25  persons;  EXITS: 
an  interior  steel  and  concrete  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  8-inch  brick  walls,  with  fire¬ 
proof  doors  at  openings ;  an  exterior  open  iron  stairway  on 
the  rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  yard  level  to  the  second 
story :  a  gooseneck  ladder  from  roof  of  first  story  extension 
to  main  roof,  with  EGRESS  from  the  termination  of  the 
exterior  iron  stairway  to  adjoining  yard  at  rear;  ROOFS 
of  adjoining  buildings:  same  level  at  south;  open  court  at 
north ;  and 


Whereas,  the  petitioner  claims  the  building  was  erected 
in  1924  for  business  use;  it  is  now  proposed  to  maintain  a 
factory  use  on  the  second  story ;  that  the  building  is  pro¬ 
vided  with  an  interior  stairway  at  front  which  conforms 
with  the  requirements  of  the  labor  law ;  the  second  means  .of 
exit  consist  of  an  exterior  iron  stairway  at  rear,  3  ft.  6  in. 
in  width,  a  gooseneck  ladder  which  provides  safe  access  to 
roof  and  to  adjoining  roof  or  to  the  interior  fireproof  stairs 
at  front  leading  direct  to  the  street;  the  petitioner  has  also 
filed  plans  showing  egress  from  foot  of  exterior  iron  stair¬ 
way  at  yard  level  to  adjoining  yard  level  3  ft.  8  in.  lower, 
and  line  of  exit  through  first  story  hallway  of  a  three-story 
frame  tenement  house  leading  direct  to  Evergreen  avenue; 
also  a  letter  of  consent  signed  by  owner  of  the  adjoining 
premises  at  rear  permitting  the  use  of  such  premises  as  a 
means  of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  modified  as  to  the 
decision  of  the  superintendent  of  buildings  in  Application  No. 
1 3248-1932,  in  view  of  the  consent  that  has  been  filed  with 
this  board  for  the  use  of  the  passageway  through  building 
facing  on  Franklin  avenue,  on  condition  that  a  second  means 
of  exit  be  provided  consisting  of  the  existing  exterior  fire 
stairway  attached  to  this  building,  exiting  through  yard  and 
hallway  on  the  first  floor  of  No.  437  Franklin  avenue;  that 
the  construction  and  floor  loading  be  approved  by  the  com¬ 
missioner  of  buildings;  that  this  variance  is  to  apply  only 
so  long  as  this  building  shall  not  be  increased  in  height  or 
area  and  these  conditions  remain ;  that  the  occupancy  of  the 
second  floor  shall  at  no  time  exceed  the  capacity  of  the  pri¬ 
mary  means  of  exit  and  that  the  labor  law  shall  be  com¬ 
plied  with  in  all  other  respects. 


51-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Gbalbel  Realty  Corp.,  owner;  Le  Blang 
Realty  Corp.,  lessee. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1472-1480  Broadway  (Block 
No.  995,  Lot  No.  5),  Manhattan. 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  1 


THE  RESOLUTION— 


(51-33-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Gbalbel  Realty  Corp.,  owner,  filed,  February  9,  1933,  a 
petition  for  a  variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  1472-1480  Broadway  (Block  No.  995,  Lot  No.  5), 
Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  19,  1933  (re  Order  No.  86-LD),  reads: 

“Discontinue  the  use  of  the  above  premises  occupied  for 
factory  purposes  in  violation  of  Sec.  271  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals. 

“Defects  noted : 

“2.  Passageways  from  lower  termination  of  stairways 
to  street  not  enclosed  in  fire  resisting  material. 

“3.  Entrance  doors  not  arranged  to  open  outwardly. 

“4.  Doors  from  work  room  where  five  or  more  per¬ 
sons  are  employed  are  not  arranged  to  open  outwardly.”; 


and 


Whereas,  the  building,  erected  in  1911,  is  fireproof,  twelve 
stories  in  height,  104  ft.  in.  by  140  ft.  9J4  in.  in  area; 
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OCCUPIED  for  offices,  dental  laboratories,  milliners  and 
tailors,  fifty-three  persons  per  story;  EXITS:  two  interior 
fireproof  stairways,  extending  from  the  first  story  to  top 
story;  the  center  stairway  extends  to  the  roof,  enclosed  in 
terra  cotta  block  partitions,  with  fireproof  doors  at  openings; 
and 

Whereas,  the  petitioner  claims  the  first  story  is  used  for 
stores  and  arcade ;  upper  stories,  offices  and  showrooms ; 
there  are  only  thirty-three  persons  engaged  at  manufacturing 
of  a  minor  nature  in  the  entire  building;  as  to  Item  No.  2, 
all  stores  in  the  arcade  leading  from  foot  of  stairways  to 
street  have  plate  glass  show  windows  as  per  drawings  filed ; 
it  would  be  impossible  to  remove  the  plate  glass  windows 
without  defeating  the  very  purpose  for  which  this  arcade 
was  built ;  as  to  Item  No.  3,  there  are  two  street  entrances 
to  the  building,  each  entrance  is  provided  with  revolving 
doors  with  a  swinging  door  on  each  side  of  the  same;  the 
revolving  doors  are  operated  only  in  exceptionally  cold 
weather,  otherwise  the  doors  are  folded  back,  leaving  a  clear, 
open  doorway  4  ft.  5J4  in.  in  width  for  exit  and  entrance 
to  the  building;  as  to  Item  No.  4,  there  are  only  two  offices 
in  the  building  affected  by  this  item,  a  shoe  shop  of  seven 
persons  and  a  clothes  shop  of  six  persons ;  both  shops  are 
on  the  second  story;  to  arrange  these  doors  to  swing  out¬ 
ward  would  cause  a  hazard  to  persons  passing  in  the  hall¬ 
way ;  furthermore,  all  persons  employed  at  factory  work 
will  be  limited  to  minor  operations  and  not  more  than  5 
per  cent  of  the  allowable  occupancy  of  the  building  will  be 
so  engaged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  86-LD,  Item  2,  on  condition  that  the  number  of  people 
in  the  entire  building  at  manufacturing  shall  at  no  time  ex¬ 
ceed  thirty-five  and  that  such  manufacturing  as  is  carried  on 
shall  be  limited  to  light  incidental  manufacturing,  and 
granted,  as  to  Item  3,  only  so  far  as  revolving  doors  are  con¬ 
cerned,  on  condition  that  order  shall  be  complied  with  so  far 
as  it  relates  to  the  swinging  entrance  doors,  and  denied  as 
to  Item  4. 


679-25-S. 

PETITIONER — Samuel  Rosenblum,  substituted  for  Croker 
National  Fire  Prevention  Engineering  Co.,  for  The 
Greenwich  Savings  Banks,  new  owner. 
SUBJECT— Application  for  reopening — modification — re 
Petition  for  a  variation  of  the  labor  law  as  cited  in 
an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 5  West  30th  street  (Block  No. 

832,  Lot  No.  36),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

N  egati  ve  . o 

Absent  .  n 

VOTE  TO  MODIFY—  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  .  '  .  0 

THE  RESOLUTION— 

(679-25-S) 

Whereas,  this  petition,  affecting 
street  (Block  No.  832,  Lot  No.  36), 

was  granted  by  the  board  November  10.  1925,  on  certain 
conditions,  and  owner,  through  his  agent,  Samuel  Rosenblum, 
requested  a  modification  of  these  conditions. 


THE 


premises  5  West  30th 
Borough  of  Manhattan, 
on 


Resolved,  that  the  resolution  of  the  board  as  adopted  on 
.November  10,  1925,  be  and  it  hereby  is  modified,  only  so  far 
as  it  refers  to  permitting  a  manufacturing  occupancy  of  not 
over  twenty-five  persons  on  each  of  the  upper  floors,  on  con¬ 
dition  that  the  walls  separating  the  passageway  from  the  first 
floor  store  shall  be  constructed  throughout  of  approved  fire¬ 
proof  material,  as  indicated  on  the  plans  filed  with  this  peti¬ 
tion  marked  “Received  April  20,  1933” ;  that  all  doors  there¬ 
in  shall  be  fireproof,  self-closing;  that  the  ceiling  below 
such  passageway  shall  be  fire-retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals  and  that  the 
resolution  of  November  10,  1925,  except  as  herein  modified, 
be  complied  with  and  that  the  labor  law  be  complied  with 
in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
101-33-SA. 

PETITIONER — Blaw-Knox  Co.  (manufacturer),  owner. 
SUBJECT— Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner :  J.  H.  Flynn. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 

146-33-SA. 

PETITIONER  David  Kaufman,  for  Oil  Fires,  Inc.,  owner. 
SUBJECT— Stephens  Oil  Burner,  Models  No.  1  and  No  2, 
approval  of. 

APPEARANCES— 

For  Petitioner:  David  Kaufman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


584-32-SA. 

PETI LIONER  David  Kaufman,  for  The  Home  Heating 
Corp.,  owner. 

SUBJECT  Pronto  Oil  Burner  (and  Boiler  Unit),  approval 
of. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  TION  OF  BOARD — Petition  withdrawn 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ”  *  g 

Absent  .  '  *  fl 


10-33-SA 

PETITIONER — Schutte  &  Koerting  Co.,  owner. 
SUBJECT  S  &  Iv  Wide  Range  Fuel  Oil  Burner  for  In- 
dustrial  and  Commercial  Use,  approval  of 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
_T.r^  r  Wlth  the  report  of  the  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . g 

Absent  .  n 

THE  RESOLUTION-  . 

(10-33-SA) 

Whereas,  Schutte_&  Koerting  Co.,  owner,  filed,  January 
9,  1933,  a  petition  with  the  board  of  standards  and  appeals 
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for  approval  of  their  device  known  as  the  S  &  K  Wide  Range 
Fuel  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  3,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and^  appeals  does 
hereby  approve  the  device  known  as  the  S  &  K  Wide  Range 


Fuel  Oil  Burner  for  use  in  commercial  and  industrial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


Adjourned  7.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  .  485-32-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner.... .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  . 1278-21-SA 

Ho%  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 

May  Oil  Burner .  68-24-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  811  and  114 .  327-31-SA 


Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner -  792-26-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register -  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Tvpe  30- A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner -  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate- Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25- S A 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-RA 

Vaporoil  Burner  .  44-32-S  A 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-S A 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— -242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-S A — Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

339-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

250-31 -SA — Lunkenheimer  2H-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
615-32-SA — Metro  Oil  Burner,  approval  of. 

15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

32- 33-SA — Wisconsin  Fuel  Oil  Burners,  Models  O,  A  and 

B,  approval  of. 

33- 33-SA — Hardinge  Oil  Burner,  Model  23,  approval  of. 
39-33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
49-33- S A — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
65-33-SA — Economy  Oil  Burter  (Junior  Model),  approval 
of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Baster-Kraft  Oil  Burner,  approval  of. 

97- 33-SA — Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30,  approval  of. 

98- 33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 

pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

102- 33-SA — Everedy  Oil  Burner,  approval  of. 

106-33-SA — Sun-Ray  Fuel  Oil  Burner,  approval  of. 
146-33-SA— Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
)v  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
tsed  shall  conform  with  the  following  table,  all  weights 
;iven  being  the  amount  of  lime  which  may  be  incorporated 
or  each  ninety-five  pounfl  bag  of  Portland  cement : 


1-1J2-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2t/2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  »n  concrete  which  is 
to  be  deposited  under  water. 


docket. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  May  10,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . » . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total  . 

Disposed  of  . . . 


DISPOSITION  OF  CASES. 


261  Withdrawn  .  25 

Dismissed  .  10 

Denied  .  39 

Granted . 

Granted  on  condition .  107 

Appliances  approved  . 15 

34  Appliances  dismissed,  disapproved  or  withdrawn .  5 

Rules  approved  .  0 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

93  Requests  to  reopen  granted .  76 

Requests  to  reopen  denied .  7 

2  Requests  to  amend  granted . .  2 

Requests  to  amend  denied .  0 

jg  Requests  for  modification  granted .  26 

Requests  for  modification  denied .  0 

4  Requests  to  rescind  granted .  1 

Requests  to  rescind  denied .  0 

26  Requests  for  extension  of  time  granted .  23 

Requests  for  extension  of  time  denied .  0 

1  Requests  for  extension  of  permit  granted .  1 

Requests  for  extension  of  permit  denied .  0 

0  Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

4  Plans  approved'  .  4 

Plans  disapproved  .  0 

0  Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

0  Interpretations  .  C 

_  Requests  withdrawn  or  dismissed .  10 

618  - 

Total  .  345 

345 


Cases  pending  May  10,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth ,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($L50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 


My  Subscription  is  to  begin  with  the  issue  for. , 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given— 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  May  16,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  16,  1933,  2  P.  M. 
Approved  Fireline  Hose  Valves. 

Fuel  Oil  Rules. 

Progress  Report. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Caff  of  neeu>ng^  f  Publi,snhed  in  this  Bulletin. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

Manha^an!ngS  ^  ^  “  R°°m  1013’  MuniciPal  Building 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P. 

.Any  person  desiring  to  consult' the  chairman  or  the  eti 
gineers,  pertaining  to  the  work  of  the  board  will  be  see 
only  between  the  hours  of  ten  in  the  morning  and  one  i 
the  afternoon— Saturdays  excepted.  /:  C 

- v 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk  s  Calendar  consists  of  applications  under  th 
Building  Zone  Resolution,  and  its  object  give  inter 

and  J illTrty  °PP°rtunity  to  file  objltions,  if  any 

a  2  Jc  ork  n™  i°13’  T^ay,  May  23,  1933 

definite  day.  *  C  C aSe  15  set  for  hearinS  on  ; 

M/Tbe  ^xt  subsequent  Call  of  the  Calendar  will  be  oi 
Wednesday,  May  31,  1933,  at  2  o’clock. 

Jhe  Clertk’S  Cal1nda:  is  not  t0  be  confused  with  th< 
on  fixe3d  d°aysCaSeS  ‘  ^  ^  been  definitely  set  for  hearing 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official 

Any  communication  purporting  to  be  an  appeal  aDoli- 
cation  or  petition  shall  be  regarded  as  a  mere  Sice  of  in- 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  M 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  Lis  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

directions 


HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR  ' 


DOCKET. 


CALL  OF  CLERK’S  CALENDAR 


Neiv  Cases  Filed  up  to  May  17,  1933. 

Cal.  No.  Department.  Premises  Affected. 

186-33-A . F.D . 692-694  Broadway  (Block  531, 

Lot  6),  Man., 

_ _  F-2522 

185-33-BZ . D.B.B _ 2284-2296  W.  8th  st.  (Block 

7142,  Lots  48  &  53),  Bklvn., 

_  Applic.  4179-33 

184-33-S . F.D . 727-929-735  Fifth  ave.  (Block 

1292,  Lot  66),  Man., 

_  L.  D.  84470 

183-33-BZ . D.B.Bx. .  .1500  E.  233rd  st.  (Block  4946, 

Lots  58,  59  &  60),  Bx., 

-  Applic.  117-33 

182-33-A . F.D . 1739-1743-1745  Broadway  (Block 

1027,  Lot  51),  Man., 

_  F-96026 

181-33-SA . F.D . Wizard  Automatic  Oil  Burner, 

-  Appliance 

Restored  to  Calendar. 

364-31-BZ . D.B.Q _ 139-15  South  Conduit  blvd. 

(Block  4916,  Lot  18),  Rose- 
_  dale,  Q.,  N.  B.  3363-31 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Fast  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 


forms  . 

Concrete  Flat  Slabs,  Rules . .  Jan. 

Concrete  Rules  (Hydrated  Lime) ..  May 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)....  Oct. 

Factory  Exit  Rules . . Jan. 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules . Mar. 

Fire  Retarding  Rules  for  Garages,  ! 

etc . Apr. 

Fireproof  Wood,  Testing  of . May 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . May 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec. 

Plumbing  Rules  . Apr. 

Procedure,  Rules  of . July 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for...  Apr. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


3,  1933— Vol.  18  No.  1 
16,  1933— Vol.  18  No.  20 
28,  1933— Vol.  18  No.  13 
18,  1932— Vol.  17  No.  42 
3,  1933— Vol.  18  No.  1 
27,  1932— Vol.  17  No.  52 
7,  1933— Vol.  18  No.  10 

25,  1933— Vol.  18  No.  17 
2,  1933— Vol.  18  No.  18 

21,  1919— Vol.  4  No.  3 
23,  1933— Vol.  18  No.  21 

7,  1925— Vol.  10  No.  14 
5,  1928- Vol.  13  No.  23 

13,  1932— Vol.  17  No.  50 
25,  1933— Vol.  18  No.  17 

5,  1932— Vol.  17  No.  27 
18,  1933— Vol.  18  No.  16 
18,  1933— Vol.  18  No.  16 

6,  1932— Vol.  17  No.  49 

22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . May 

Fuel  Oil  Burners  for  Domestic  and  May 

Commercial  Use  . 

Fuel  Oil  Burners  for  Industral  Use.  May 
Fuel  Oil  Pumps . May 


23,  1933— Vol.  18  No.  21 
2,  1933— Vol.  18  No.  18 

16,  1933— Vol.  18  No.  20 
2,  1933— Vol.  18  No.  18 


TUESDAY,  MAY  23.  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

99-33-BZ. 

APPLICANT — Seelig  &  Finkelstein,  Inc.,  for  New  York 
Rapid  Transit  Gorp.,  owner. 

PREMISES — 3068-3074  Ocean  parkway,  west  side,  283  ft. 

7  in.  north  of  Sea  Breeze  avenue  (Block  No.  7282, 
part  of  Lot  No.  57  and  part  of  Lot  No.  60), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  use  and  occupancy 
of  a  vacant  plot  of  ground  as  an  open  air  parking 
space  for  more  than  five  (5)  motor  vehicles.  . 

108-33-BZ. 

APPLICANT — Emil  Guferman,  for  Norah  Kissane,  owner. 

PREMISES — Southwest  corner  of  23rd  avenue  (Potter  ave¬ 
nue)  and  36th  street  (Block  No.  819,  part  of  Lot 
No.  33),  Astoria,  Borough  Of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and  motor 
vehicle  repair  shop. 

111-33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Christ  G.  Callas, 
owner. 

PREMISES — Northeast  corner  of  Jamaica  Bay  boulevard 
and  Morrell  avenue'  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

128-3.3-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55  and  64), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

130-33-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  H.  Herrmann  &  Sons, 
owner. 

PREMISES — 401  East  60th  street  and  1102-1106  First  ave¬ 
nue  (Block  No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

388-30-BZ. 

APPLICANT — Felix  Nolan  and  Margaret  Nolan,  owners. 

PREMISES — 1857-1865  Linden  boulevard,  northwest  corner 
of  Alabama  avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  facts 
January  13,  1933). 
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12-19-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  present  owners. 

PREMISES — 210-212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block  No.  5287, 
Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  an  auto  laundry 
and  office  with  entrance  from  Prospect  Park  South¬ 
west  (reopened  April  11,  1933). 


MAY  23,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  May  23, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

cal.  no.  629-32-BZ— Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning¬ 
ham,  applicants,  on  behalf  of  Samuel  J. 
Wood  and  Evelyn  Wood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

cal.  no.  25-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  145th  street  and  Rockaway 
boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

cal.  no.  79-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Lucia  Ferony,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 


ice  station ;  premises  southwest  corner 
of  Morris  Park  avenue  and  Matthews 
avenue  (Block  No.  4044,  Lot  Nos.  7 
and  8),  The  Bronx. 

cal.  no.  5-33-BZ— Application,  January  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunniganj  applicant,  on  be¬ 
half  .of  Charles  P.  Day,  owner,  to  per¬ 
mit  in  a  business  district  (He  erection 
and.  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Boston  road  and  Baychester  avenue 
(Block  No.  5257,  Lot  No.  1),  The 
Bronx. 

HARRIb  H.  MURDOCK,  Chairman. 


MAY  23,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOIICE  lb  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  May  23, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  545-32-BZ — Application,  October  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Hotchner.  Drucker,  Bleier  & 
Finn,  applicants,  on  behalf  of  Downy 
Properties,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  northeast  corner  of  Hillendale 
avenue  (247th  street)  and  Northern 
boulevard  (Block  No.  3976,  Lot  No.  48), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  8-33-BZ— Application,  January  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Philip  J..  Sinnott,  applicant,  on  be¬ 
half  of  Melvin  L.  Krulewitch,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  184-39  Jamaica 
avenue  (Block  No.  971,  Lot  No.  38), 
Hollis,  Borough  of  Queens. 

cal.  no.  58-33-BZ — Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant ; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan. 

CAL.  NO.  46-33-BZ — Application,  February  7,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Alex  Litman,  applicant  and 
owner,  to  permit  in  a  business  district 
the  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than 
five  (5)  motor  vehicles;  premises  south 
side  of  Edgemere  avenue,  from  Beach 
52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairmen. 


423 


CALENDAR 


CALL  OF  CLERK’S  CALENDAR 
WEDNESDAY,  MAY  31,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

114-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Henry  Scharnberger, 
owner, 

PREMISES— 172-15  46th  avenue,  northwest  corner  of 
Utopia  parkway  (Block  No.  1267,  Lot  Nos.  1,  77 
and  part  of  Lot  No.  4),  Flushing,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

202-30-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Porter  Holding 
Corp.,  owner. 

PREMISES— 220-06  Northern  boulevard  (Block  No.  3213, 
part  of  Lot  No.  1),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  facts 
February  21,  1933). 

503-32-BZ. 

APPLICANT— Harry  H.  Sidrow,  for  Fannie  Ross  and 
Wolf  Ross,  owners. 

PREMISES— 16  St.  Nicholas  place  (Block  No.  2054,  Lot 
No.  40),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  residence  building  so  as  to 
include  a  business  use  (stores)  ;  (previously  with¬ 
drawn  ;  reopened  and  restored  to  Calendar  February 
28,  1933). 

223-31-BZ. 

APPLICANT — The  Kenlon  Construction  Co.,  Inc.,  for  Lee 
Nadel,  owner. 

PREMISES — Northeast  corner  of  East  Tremont  avenue  and 
Baisley  avenue  (Block  No.  5333,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  modification  as  to 
location  and  width  of  driveways  and  construction  of 
wall  required  in  a  resolution  of  the  board  permitting 
the  erection  of  a  gasoline  service  station  (reopened 
January  10,  1933). 

263-27-BZ. 

APPLICANT— Herbert  M.  Benon,  for  Oscar  Wagenseil, 
present  owner. 

PREMISES — 540-544  65th  street,  south  side,  315  ft.  east  of 
Fifth  avenue  (Block  No.  5828,  Lot  No.  18),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  inclusion  of  a  motor 
vehicle  repair  shop  in  a  garage  for  more  than  five 
(5)  motor  vehicles  which  was  granted  by  the  board 
(reopened  May  2,  1933). 

154-33-BZ. 

APPLICANT — Martin  Smith,  for  Brooklyn  Retail  Butchers 
Corp.,  owner. 

PREMISES — 178-184  South  Elliott  place,  west  side,  131  ft. 
4  in.  north  of  Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52).,  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  extension  of  an  existing 
refrigerating  use  located  in  an  unrestricted  district. 


MAY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May  31, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  87-33-BZ — Application,  March  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Land  Estates,  Inc.,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  51-59  Ave¬ 
nue  U  (Block  No.  7094,  Lot  No.  42), 
Brooklyn. 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station ;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  No.  68-33-BZ — Application,  February  20,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  M.  C.  R.  Holding  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  243- 
247  Rockaway  parkway,  1155-1159 
Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest 
corner  of  Clarkson  avenue  (Block  No. 
4633,  part  of  Lot  No.  44),  Brooklyn. 

cal.  no.  86-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Ethel  Cohen,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No. 
3896,  Lot  No.  16),  The  Bronx. 

cal.  no.  96-33-BZ— Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
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of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Michele  Molfetta,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northwest  corner 
of  Baisley  avenue  and  Eastern  boule¬ 
vard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

cal.  no.  122-33-BZ — Application,  March  31,  1933,  under 
section  21  of  the  building  zone  resolu- . 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Appolonia  Rothschmitt,  owner, 
to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a 
motor  vehicle  repair  shop  ;  premises  64- 
66  Furman  avenue  (Block  No.  3467, 
part  of  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

52-33-A — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 


Building  Zone  Applications. 

NOTICE  IS  HEREB\  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  May 
31,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station;  premises  1618- 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  73-33-BZ— Application,  February  23,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Rubenstein  & 
Rosling,  applicants,  on  behalf  of  Kings 
Brewery,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing 
brewery;  premises  229-271  Pulaski 
street,  north  side.  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

cal.  no.  93-33-BZ — Application.  March  8,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  John  J.  Beatty,  applicant,  on  behalf 
of  T.  H.  Fraser  Mortgage  Corp.,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  246-250 
Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos. 
38,  39  and  40),  Brooklyn. 

cal.  no.  35-33-BZ— Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southwest  corner  of 
Woodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
.South  Ozone  Park,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  6,  1933,  AT  2  P.  M. 


Building  Zone  Cases. 

115-33-BZ. 

Guterman,  for  Ligniform  Co.,  owner. 

PREMISES — North  side  of  Merrick  road,  7.53  ft  west  of 
223rd  street  (Block  No.  3548,  Lot  No.  1),  Laurel- 
ton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 


124-33-BZ. 

APPLICANT — John  E.  Sexton,  for  I.  E.  P.  Realty  Corp. 
owner. 

PREMISES— 1965-1967  Fulton  street,  northeast  corner  of 
Saratoga  avenue  (Block  No.  1537,  Lot  No.  32) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

132-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Estate  of  Julius  A. 
Stursberg,  owner. 

PREMISES — Southeast  corner  of  Fordham  road  and  Cro- 
tona  avenue  (Block  No.  3116,  part  of  Lot  No  9) 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


134-33-BZ. 

APPLICANT— Emil  Guterman,  for  William  Kawecki 
owner. 

PREMISES— Northeast  corner  of  Hollis  avenue  and  208th 
street  (Block  No.  1867,  Lot  No.  30),  Hollis,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and,  also,  a 
gasoline  service  station. 
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140-33-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P.  Fran¬ 
cis  and  Williamsburgh  Savings  Bank,  owners. 

PREMISES — 1987-1991  Atlantic  avenue,  northwest  corner 
of  Saratoga  avenue  (Block  No.  1561,  Lot  Nos.  36 
and  37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  6,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  6, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  105-33-BZ — Application,  March  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Christopher  C.  McGrath,  applicant, 
on  behalf  of  Elizabeth  A.  Dempsey, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2101-2105 
Williamsbridge  road,  northwest  corner 
of  Lydig  avenue  (Block  No.  4332,  Lot 
No.  26),  The  Bronx. 

cal.  no.  67-33-BZ — Application,  February  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Glick,  applicant,  on  be¬ 
half  of  Harry  Weissberg,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Baychester  avenue  and  East  233rd  street 
(Block  No.  4955,  Lot  No.  1),  The 
Bronx. 


cal.  no.  92-31-BZ — Application,  February  19,  1931;  granted 
on  certain  conditions  June  23,  1931,  for 
a  temporary  period ;  reopened  April  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Sarah  Raskin  and 
Yetta  Raskin,  applicants  and  owners,  to 
permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  8401-8411  Flat- 
lands  avenue  and  769  East  84th  street, 
northeast  corner  (Block  No.  8005,  Lot 
Nos.  6,  7  and  8),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

16-33-A — 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

48-33- A — 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

88-33- A — North  side  of  Second  avenue,  2,311.7  ft.  north 
from  the  corner  of  Second  avenue  and  36th 
street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 
63-33- A — 388-390  Second  avenue  (Block  No.  928,  part  of 
Lot  No.  1),  Manhattan. 

76-33-A— 3-15  Hanover  square,  58-72  Water  street  and 
102-106  Pearl  street  (Block  No.  30,  Lot 
No.  19),  Manhattan. 

81-33-A — 53-02  29th  street  (Block  No.  292,  Lot  No.  106), 
Long  Island  City,  Borough  of  Queens. 
90-33- A — 1135  Willoughby  avenue  (Block  No.  3197,  Lot 
No.  41),  Brooklyn. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

42-33-S — 89  Gold  street  (Block  No.  103,  Lot  No.  24), 
Manhattan. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S  23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block.  No.  856, 
Lot  No.  58),  Manhattan. 

Appliance  Submitted  for  Approval. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 


JUNE  9,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  9, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building  on 
the  following  matters : 

CAL.  NO.  84-33-BZ— Application,  March  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  G.  Long,  applicant,  on  behalf 
of  Estate  of  Thomas  J.  Long,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  change 
of  occupancy  of  an  existing  wet  wash 
laundry  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3449  Fort 
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Hamilton  parkway,  south  side,  100  ft. 
west  of  Chester  avenue  (Block  No. 
5302,  Lot  No.  44),  Brooklyn. 

cal.  no.  92-33-BZ — Application,  March  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  M.  Hazell,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1602-1614 
Cropsey  avenue,  southeast  corner  of  16th 
avenue  (Block  No.  6461,  Lot  No.  1), 
Brooklyn. 

CAL.  no.  95-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  E.  Kennedy,  applicant,  on 
behalf  of  Sona  Cooperstein,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No. 
3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

cal.  no.  107-33-BZ — Application,  March  20,  1933,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Benjamin  Green¬ 
berg,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  milk  bottling  plant ;  premises  436- 
446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklyn. 

cal.  no.  116-33-BZ— Application,  March  27,  1933,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Arthur  F.  Lamanda,  ap¬ 
plicant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No. 
304-30-BZ)  ;  premises  50-56  Downing 
street  and  214-218  West  Houston  street 
(Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  13, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 


cal.  no.  109-33-BZ— Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be- 
.  half  of  Marie  Bausmann,  owner,  to  per¬ 

mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1933,  10  A.  M. 

Bwildtng  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  20, 
1933  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  89-33-BZ— Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  De  Rose  &  Cavalieri,  applicants,  on 
behalf  of  Sokay  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of  Gun 
Hill  road,  63  ft.  west  of  Arnow  avenue 
(Block  No.  4783,  Lot  Nos.  61  and  63) 
The  Bronx. 

cal.  no.  314-32-BZ— Application,  June  2,  1932;  withdrawn 
September  23,  1932;  reopened  March  14, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Lama  &  Proskauer, 
applicants,  on  behalf  of  Harry  Green¬ 
berg,  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  the 
first  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
173  6-1718  Coney  Island  avenue,  west 
side,  100  ft.  north  of  Avenue  N  (Block 
No.  6573,  Lot  No.  40),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

55-33-A — 366-382  Henry,  street  (Block  No.  299,  Lot  Nos. 

23  to  31,  inclusive),  Brooklyn. 

06-33-A— 801-803  East  136th  street  (Block  No.  2588  Lot 
No.  1),  The  Bronx. 

1 10-33- A — 102  West  80th  street  (Block  No.  1210,  Lot  No. 
37),  Manhattan. 

112-33-A — 361  Van  Sindern  avenue  (Block  No.  3765  Lot 
No.  9),  Brooklyn. 
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131-33-A — 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 


Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

121-33-S— 135-153  West  37th  street  (Block  No.  813,  Lot 
No.  1),  Manhattan. 

123-33-S— 1364-1370  Broadway  (Block  No.  812,  Lot  No. 
49),  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  16,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  May  9,  1933,  and  the  minutes  of  the  regu¬ 
lar  meeting  of  the  hoard  held  on  Tuesday  afternoon,  May 
9,  1933,  were  approved  as  printed  in  Bulletin  No.  20,  Vol. 
XVIII. 


BUILDING  ZONE  CASES. 

19-33-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Sona  Cooperstein, 

owner.  . 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
‘resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service  sta¬ 
tion.  ^ 

PREMISES  AFFECTED— 1618-1628  Gravesend  avenue, 
west  side,  613.75  ft.  north  of  Avenue  O  (Block  No. 
6582.  Lot  No.  23),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Daniel  Adelman. 

For  Opposition:  Aaron  H.  Schwartz,  Harry  Gold¬ 
berg,  Charles  Weinstein,  Jacob  Diemer,  Minerva 
Ross’,  Vincent  Ambrosa,  Mary  A.  Flannagan  and 
F.  J.  Todd. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


21-33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Flora  H.  Guthrie  and 
Elizabeth  T.  Rottenberger,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961,  Lot  No. 
43),  Tamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition:  George  H.  Bruns  and  Mrs.  J.  R. 
Brandt. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


73-33-BZ. 

APPLICANT— Rubenstein  &  Rosling,  for  Kings  Brewery, 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  an  extension  to  an  exist¬ 
ing  brewery. 


PREMISES  AFFECTED — 229-271  Pulaski  street,  north 
side,  82  ft.  west  of  Sumner  avenue  (Block  No.  1773 
Lot  No.  50),  Brooklyn. 

APPEARANCES— 

For  Applicant :  George  Rosling. 

For  Opposition:  George  J.  Beldock,  Max  E.  Fried- 
wald,  Herman  Tlick,  Max  K.  Ehrlich  and 
Louis  Horwitz. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


93-33-BZ. 

APPLICANT — John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 246-250  Atlantic  avenue,  south¬ 
west  corner  of  Boerum  place  (Block  No.  278,  Lot 
Nos.  38.  39  and  40),  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

For  Opposition :  Yetta  Schwartz  and  Patrick  C. 

Flannelly. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


543-30-BZ. 

APPLICANT — Peter  J.  Hughes,  for  Mary  M.  Hughes, 


owner. 

SUBJECT — Application  for  reopening — reconsiderating,  pre¬ 
viously  denied — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resoultion,  to  permit  in  a  residence 
district  the  alteration  and  change  of  occupancy  of 
a  portion  of  an  existing  building  from  residence  use 
to  business  use  (funeral  parlor). 

PREMISES  AFFECTED — 4860  45th  street,  northwest  cor¬ 
ner  of  50th  avenue  (Block  No.  1388,  Lot  No.  63), 
Woodside,  Brough  of  Queens. 

APPEARANCES— 

For  Applicant :  Millard  E.  Theodore. 

ACTION  OF  BOARD — Request  for  reopening  denied 

THE  VOTE  TO  REOPEN— 


Affirmative  . ...... .  o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Llolland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  . . .  o 


575-32-BZ. 

APPLICANT— Wood  &  Marshall,  for  Suburban  Main¬ 
tenance  Service  Corp.,  owner;  request  for  reopening 
made  by  Lama  &  Proskauer. 

SUBJECT — Application  for  reopening — re  modification — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu- 
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tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Merrick 


road  and  242nd  street  (Block  No.  3645,  Lot  No.  19), 
Rosedale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  request 
for  modification  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  2 

Absent  . . .  0 


12-32-BZ. 

APPLICANT — Herbert  Benon,  for  George  White,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  a  resolution  adopted 
by  the  board  on  April  12,  1932,  to  permit  in  a 
business  district  the  change  of  occupancy  of  a  part 
of  an  existing  building  to  a  garage  for  more  than 
five  (5)  motor  vehicles  by  permitting  existing 
vehicular  opening  in  66th  street  to  remain  and  by 
permitting  minor  motor  vehicle  repairs  (reopened 
March  21,  1933). 

PREMISES  AFFECTED — 6513-6519  Fifth  avenue,  north¬ 
east  corner  of  66th  street  (Block  No.  5828,  Lot  No. 
1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  Benon. 

For  Opposition:  Harry  Nellis  and  Joseph  Calcagno. 

ACTION  OF  BOARD — Application  for  modification  denied 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell  and  Holland .  3 

Negative :  Commissioner  Guilfoyle  and  Chief  Mc¬ 
Elligott  .  2 

Absent  .  0 

THE  RESOLUTION— 


(12-32-BZ) 

Whereas,  Herbert  Benon,  for  George  White,  owner,  filed, 
January  7,  1932;  granted  March  8,  1932;  reopened  April  12, 
1932,  and  March  21,  1933,  an  application,  under  the  building 
zone  resolution,  for  a  modification  of  a  resolution  adopted  by 
the  board  on  April  12,  1932,  to  permit  in  a  business  district 
the  change  of  occupancy  of  a  part  of  an  existing  building  to 
a  garage  for  more  than  five  (5)  motor  vehicles  by  permitting 
existing  vehicular  opening  in  66th  street  to  remain  and  by 
permitting  minor  motor  vehicle  repairs;  premises  6513-6519 
Fifth  avenue,  northeast  corner  of  66th  street  (Block  No. 
5828,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  16,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fifth  avenue  is  in  a  business  and 
unrestricted  district ;  66th  street  is  in  a  business  district,  and 
65th  street  is  in  a  business  and  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  4,  1932  (re  Applic.  No.  23-1932),  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art.  2, 
Sec.  4a,  Subdivision  15.  The  change  of  occupancy  of 
a  building  erected  as  a  showroom  &  service  station  to 
showroom  and  a  garage  for  more  than  5  motor  vehicles. 


Building  erected  under  Permit  15906  of  1923  Certificate 
of  Occupancy  2391  dated  June  12th,  1924.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  64  ft.  and 
a  depth  of  100  ft.;  occupied  as  a  garage  for  more  than  five 
(5)  motor  vehicles;  and 

Whereas,  the  board  deemed  that  applicant  had  failed  to 
substantiate  his  basis  of  appeal  for  modification. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
April  12,  1932,  be  and  it  hereby  is  affirmed  and  the  applica¬ 
tion  for  modification  of  this  resolution  be  and  it  hereby  is 
denied. 


472-32-BZ. 

APPLICANT — Bernard  Greenwald,  for  Walter  J.  Donovan, 
owner;  request  for  reopening  made  by  Charles 
Schaefer,  Jr.,  for  the  applicant. 

SUBJECT— Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1223  Cromwell  avenue,  north¬ 
west  corner  of  Jerome  avenue  (Block  No.  2871,  Lot 
Nos.  2  and  53),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  Schaefer,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  q 

Absent  .  q 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative:  Chief  McElligott .  i 

Absent  .  q 

THE  RESOLUTION— 


(472-32-BZ) 

Whereas,,  this  application  for  a  variation  of  the  building 
zone  resolution,  affecting  premises  1223  Cromwell  avenue, 
northwest  corner  of  Jerome  avenue  (Block  No.  2871,  Lot 
Nos.  2  and  53),  Borough  of  The  Bronx,  was  granted  by  the 
board  at  its  meeting  November  9,  1932,  on  certain  conditions, 
and  the  resolution  amended  January  31,  1933,  and  applicant 
requests  a  further  amendment. 

Resolved,  that  the  resolution  adopted  by  the  board  No¬ 
vember  9,  1932,  amended  January  31,  1933,  be  amended,  only 
so  far  as  it  affects  the  concrete  curbing  and  the  width  and 
location  of  openings  in  the  concrete  curb  along  the  build¬ 
ing  line,  so  that  as  amended  it  shall  read  :  “that  there  shall 
he  a  concrete  curb  at  least  12  in.  in  width  and  12  in.  in 
height  on  the  street  lines  of  the  property  with  two  openings 
therein  to  Boscobel  avenue  and  two  openings  therein  to  Crom¬ 
well  avenue,  such  openings  not  to  exceed  17  ft.  in  width  and 
to  have  curb  cuts  not  over  17  ft.  in  width  opposite  thereto, 
all  as  indicated  on  the  plans  filed  in  connection  with  this 
request  for  reopening  dated  ‘Received  May  5,  1933,’  on  con¬ 
dition  that  the  resolution  adopted  by  the  board  on  January 
31,  1933,  and  the  previous  resolution  adopted  November  9, 
1932.  be  complied  with  in  all  respects  other  than  as  amended 
herein.” 


389-29-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rocky  Crest  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  altera- 
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tion  and  change  of  occupancy  of  part  of  the  first 
story  of  an  apartment  house  from  residence  to  busi- 
ness  use. 

PREMISES  AFFECTED— 2356-2366  Grand  concourse, 

southeast  corner  of  East  184th  street  (Block  No. 

3159,  Lot  Nos.  40  and  43),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guifloyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(389-29-BZ) 

Whereas,  this  application,  affecting  premises  2356-2366 
Grand  concourse,  southeast  corner  of  East  184th  street  (Block 
No.  3159,  Lot  Nos.  40  and  43),  Borough  of  The  Bronx,  was 
granted  by  the  board  at  its  meeting  November  26,  1929,  and 
the  resolution  modified  and  time  extended,  the  last  extension 
being  May  10,  1932,  and  applicant  requests  a  further  ex¬ 
tension. 

Resolved,  that  the  resolution  adopted  by  the  board  May 
10,  1932,  only  so  far  as  it  relates  to  the  obtaining  of  permits 
and  completion  of  the  work,  be  amended,  so  that  as  amended 
such  clause  of  the  resolution  will  read :  “that  all  permits 
required  shall  be  obtained  within  one  year  and  all  work 
involved  thereby  shall  be  completed  within  eighteen  months 
from  the  date  of  this  amended  resolution.” 


514-29-BZ. 

APPLICANT — Lewis  Sameroff,  present  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone  res¬ 
olution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  a  building  to  a  motor  vehicle  repair 
shop,  building  being  located  on  rear  of  a  plot  occu¬ 
pied  as  a  gasoline  service  station  (gasoline  service 
station  was  granted  by  the  board). 

PREMISES  AFFECTED— 253  Livonia  avenue  (Block  No. 

3576,  Lot  No.  4),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lewis  Sameroff. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION— 

(514-29-BZ) 

Whereas,  this  application,  affecting  premises  253  Livonia 
avenue  (Block  No.  3576,  Lot  No.  4),  Borough  of  Brooklyn, 


was  granted  by  the  board  at  its  meeting  December  31,  1929, 
and  reopened  and  modified  July  6,  1932,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  applicant  stated  that  he  has  complied  with 
the  requirements  of  the  resolution  adopted  by  the  board  on 
July  6,  1932,  having  obtained  a  permit  prior  to  January  6, 
1933,  from  the  fire  department;  and 

Whereas,  the  applicant  stated  that  he  understood  that  no 
permit  was  required  from  the  building  department  in  view  of 
there  being  no  structural  alterations  required  ;  and 

Whereas,  the  commissioner  of  buildings  has  now  refused 
to  issue  a  certificate  of  occupancy  because  application  for 
same  was  not  made  prior  to  the  date  stated  in  the  resolution 
for  which  work  required  should  be  completed,  namely,  April 
6,  1933. 

Resolved,  that  the  resolution  of  the  board  adopted  July  6, 
1932,  shall  be  amended,  only  so  far  as  it  refers  to  the  ob¬ 
taining  of  permits  and  completion  of  the  work,  so  that  as 
amended  this  last  clause  of  the  resolution  will  read :  “that 
all  permits  shall  be  obtained  and  all  work  completed  and 
certificate  of  occupancy  obtained  within  three  months  from 
the  date  of  this  amended  resolution.” 


116-32-BZ. 

APPLICANT — The  Prudence  Co.,  for  O’Jay  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  6a,  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 126-150  Kings  highway,  south¬ 
west  corner  of  West  13th  street  (Block  No.  6618, 
Lot  Nos.  34  and  52),  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  A.  Stewart. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits  and  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  . . .  o 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 


(116-32-BZ) 

Whereas,  this  application,  affecting  premises  126-150 
Kings  highway,  southwest  corner  of  West  13th  street  (Block 
No.  6618,  Lot  Nos.  34  and  52),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  May  20,  1932,  on  certain 
conditions,  and  time  extended  November  9,  1932,  and  present 
owner  requests  a  further  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on  May 
20,  1932,  only  so  far  as  it  refers  to  obtaining  permits  and  the 
completion  of  work,  be  amended,  so  that  as  amended  the  last 
clause  of  this  resolution  will  read  :  “so  that  all  permits  shall 
be  obtained  within  one  year  and  all  work  completed  within 
eighteen  months  from  the  date  of  this  amended  resolution.” 


Adjourned  2.00  p.  m. 

William  J.  O'Gorman,  Secretory. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  MAY  16,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott,  Assistant  Chief 
Kidney  substituting. 


BUILDING  ZONE  CASES. 

35-33-BZ. 

APPLICANT— -Conroy  &  Hardy,  for  Leon  Baron,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southwest  corner  of  Woodhaven 
boulevard  and  Linden  boulevard  (Block  No.  2222, 
Lot  No.  38),  South  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy  and  Leon  Baron. 

For  Opposition:  Frank  Shoreys,  William  J.  Hecker, 
Edmund  D.  Kenyon,  Mrs.  Ida  Wood,  Gustave 
Berneburg  and  Mrs.  Bungenstock. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


364-31-BZ. 

APPLICANT — Emil  Guterman,  for  James  Carter,  owner. 

SUBJECT — Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 139-15  South  Conduit  boule¬ 
vard  (Sunrise  highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  Rosedale,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

ACTION  OF  BOARD — Reconsidered  action  of  board  of 
April  25,  1933,  and  application  reopened  subject  to 
usual  procedure. 

THE  VOTE  TO  RECONSIDER  ACTION  OF  APRIL 
25,  1933- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . . . .  * .  0 

Absent  .  0 


18-33-BZ. 

APPLICANT — Hermstarr  Realty  Corp.,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — East  side  of  Jerome  avenue,  196 
ft.  south  of  East  184th  street  (Block  No.  3187,  Lot 
Nos.  18,  19  and  20),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Eugene  Sherpick  and  H.  I.  Gold¬ 
man. 

For  Opposition :  Simon  M.  Platt  and  Raymond  J. 
Knoeppel. 

ACTION  OF  BOARD — -Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell  and  Assistant 

Chief  Kidney . ' .  2 

Absent  .  0 

THE  RESOLUTION— 

(18-33-BZ) 

W hereas,  Hermstarr  Realty  Corp.,  owner,  filed,  January 
H,  1933,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  east  side  of  Jerome 
avenue,  196  ft.  south  of  East  184th  street  (Block  No  3187 
Lot  Nos.  18,  19  and  20),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  16,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  in  a  business 
district  and  Walton  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  10,  1933  (re  Applic.  N.  B.  6-1933),  reads: 

“1.  _  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  and  a  depth  of  100  ft.,  upon  which  it  is 
proposed  to  erect  a  one-story  office,  12  ft.  by  16  ft.  in  area, 
grease  pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  and  report  by  a  committee  of  the  board,  report 
having  been  read  at  this  hearing,  and  which  report  follows  ■ 
‘‘Cal.  No.  18-33-BZ. 

“Premises  2346  Jerome  avenue,  east  side,  196  ft.  south  of 
East  184th  street,  The  Bronx. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Chairman 
Murdock  and  Commissioners  Holland  and  Guilfoyle, 
visited  the  site  under  appeal  and  the  surrounding  neigh¬ 
borhood  on  April  26,  1933. 

“The  property  under  appeal  consists  of  a  plot,  75  ft. 
frontage  on  the  east  side  of  Jerome  avenue,  with  a  depth 
of  100  ft.,  and  is  located  between  East  183rd  street  and 
East  184th  street,  and  is  numbered  2346  Jerome  avenue 
on  the  applicant’s  diagram  and  marked  Block  3187,  Lots 
18,  19  and  20. 

“This  vacant  plot  of  75  ft.  together  with  a  vacant  plot 
adjoining  to  the  south  with  a  frontage  of  100  ft.,  known 
as  Lots  14,  15,  16  and  17,  and  a  vacant  plot  adjoining  to 
the  north,  marked  on  applicant’s  diagram  as  Lot  21, 
make  a  total  vacant  plottage  of  275  ft.,  which  it  is 
understood  was  acquired  by  the  applicant  in  this  appeal 
in  January,  1927,  and  is  still  owned  by  it,  namely,  the 
Hermstarr  Realty  Corporation. 

"On  the  central  portion  of  75  ft.  it  is  proposed  to  erect 
a  gasoline  selling  station,  consisting  of  a  small  metal 
office  building,  three  gasoline  pumps,  three  550-gallon 
gasoline  storage  tanks  and  four  greasing  pits.  From  the 
diagram  filed  all  this  equipment  is  to  be  located  within 
the  front  50  or  60  ft.  with  no  use  indicated  for  the  rear 
of  this  75  ft.  plot  or  for  the  adjoining  plots  of  100  ft. 
frontage  each  to  the  north  and  the  south.  From  the 
diagram  it  would  appear  that  the  installation  is  to  be  in¬ 
expensive  and  temporary. 

“In  the  argument  by  the  applicant  and  the  objectors 
considerable  reference  is  made  to  prior  cases  involving 
parts  and  in  one  case  all  of  this  total  frontage  of  275  ft. 
Cases  have  been  filed  on  several  occasions  commencing 
with  1923.  Three  at  least  are  worthy  of  comment.  On 
the  southerly  125  ft.  a  garage  was  denied  in  Calendar 
No.  399  of  1924  BZ,  brought  under  sections  7e  and  20 
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(now  21),  it  having  been  claimed  that  a  stable  formerly 
existed.  This  was  not  proven  and  the  case  was  denied 
therefore  and,  also,  under  section  20  because  of  the  oppo¬ 
sition  of  the  neighboring  owners.  On  the  northerly 
100  ft.  a  garage  was  denied  in  Calendar  No.  23T  of  1924 
BZ  because  the  board  determined  that  requirements  under 
sections  7e  and  20  had  not  been  substantiated.  The  entire 
plot  was  under  appeal  under  sections  7g  and  21  for  a 
garage  in  Calendar  No.  654  of  1928  BZ  and,  even  though 
the  consents  fell  short  of  the  required  80  per  cent  of  the 
frontage,  due  to  the  refusals  to  consent  of  nearby  garage 
owners  and  the  apartment  house  owner  in  the  rear,  the 
board  granted  the  application.  In  the  former  two  cases, 
known  as  the  Falkenau  and  Werner  cases,  the  denials  to 
grant  were  finally  sustained  by  the  Courts,  and,  in  the 
latter  case,  where  the  appeal  from  the  board’s  decision 
was  taken  to  the  Court  of  Appeals  by  the  then  owner 
of  the  apartment  house  in  the  rear  facing  on  Walton 
avenue  (Block  3187,  Lot  40),  the  board  was  reversed 
because  of  the  appeal  having  been  granted  without  the 
full  80  per  cent  consents  required  under  section  7g  having 
been  obtained. 

“The  present  case  is  entirely  different.  It  is  for  a 
gasoline  selling  station  and  is  brought  under  section  21. 
It  is  for  part  of  the  entire  plot  not  involved  in  the 
Werner  case  and  with  only  the  southerly  25  ft.  involved 
in  the  Falkenau  case.  The  petitioner  cites  as  his  claims 
to  substantiate  hardship  the  general  giving  over  of  this 
section  of  Jerome  avenue  to  automobile  uses,  mentioning 
twenty  establishments  for  this  use  from  184th  street  on 
Jerome  avenue  southerly  to  169th  street,  many  of  which 
have  been  granted  by  the  board,  the  unoccupied  stores, 
some  of  which  are  in  buildings  that  have  been  fore¬ 
closed,  the  elevated  structure,  the  presence  of  a  stream 
through  the  section  which  would  require  difficult  engi¬ 
neering  to  provide  foundations  for  a  large  building  to¬ 
gether  with  a  ledge  of  rock  precluding,  because  of  the 
cost,  the  construction  of  a  swimming  pool  which  was 
considered,  the  impossibility  of  obtaining  sufficient  rents 
from  an  apartment  building  in  competition  with  adjacent 
buildings,  and  finally  the  desire  to  obtain  some  income  in 
view  of  the  assessment  valuation  of  $30,000  and  the 
mortgage  of  $14,000. 

“Those  who  object  are  from  the  adjacent  garages  who 
fear  competition,  store  and  residence  buildings  across 
Jerome  avenue,  a  three-story  dwelling  and  a  seven-storv 
warehouse  to  the  south  on  the  same  side  of  Jerome  ave¬ 
nue,  two  apartment  houses  and  a  two-story  dwelling  in 
the  rear.  Two  public  schools  outside  the  area  are  re¬ 
ferred  to  as  reasons  why  this  permit  should  not  be 
granted  and  the  property  owners  on  Davidson  avenue, 
which  is  zoned  for  residence  but  outside  the  district, 
protest  that  they  are  surrounded  by  garages  and  gas 
stations  and  ask  that  further  encroachment  be  stopped, 
especially  as  a  recent  appeal  to  the  Board  of  Estimate 
to  rezone  this  very  frontage  to  permit  garages  was  un¬ 
successful  (Calendar  No.  4,  October  14,  1932). 

“It  would  appeal  that  while  great  effort  has  been 
made  to  obtain  permits  for  non-conforming  use  on  this 
property,  no  serious  effort  has  been  made  to  construct  a 
conforming  use.  Owing  to  general  condition  of  Jerome 
avenue  at  this  point,  together  with  the  elevated,  it  is 
quite  likely  that  no  conforming  use  can  be  found  to 
carry  the  property,  especially  at  this  time.  As  pointed 
out  in  Werner  vs.  Walsh,  however,  the  board  should 
regulate  the  non-conforming  uses,  and  it  seems  to  the 
committee  that  garages  and  gasoline  stations  should  not 
be  permitted  to  extend  further  northerly  on  Jerome  ave¬ 
nue  as  a  permanent  encroachment.  On  the  other  hand, 
the  owner  is  entitled  to  temporary  relief  provided  it  can 
be  given  in  a  way  that  will  cause  as  little  hardship  as 
possible  to  the  residential  buildings  in  the  rear.  It  is 
apparent  that  the  gasoline  equipment  proposed  is  intended 
as  a  temporary  expedient  and  the  committee  recommends 
granting  a  permit  for  five  years,  under  section  21,  pro¬ 


vided  the  station  is  kept  within  the  front  50  ft.  of  the 
plot  and  provided  the  rear  and  the  adjacent  plots  are  not 
used  in  a  way  to  cause  hardship  and  annoyance  to  the 
residents  in  the  rear,  and  with  such  other  conditions  im¬ 
posed  as  will  protect  the  adjoining  properties. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


13-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1552-1560  Stillwell  avenue, 
southwest  corner  of  Kings  highway  (Block  No. 
6253,  Lot  No.  29),  Brooklyn. 

APPEARANCES— 


For  Applicant:  James  Kearney  and  Alfred  A. 
Lama. 

For  Opposition:  Phillip  E.  Shor. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(13-33-BZ) 

Whereas,  Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner,  filed,  January  12,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  1552-1560  Stillwell  avenue,  southwest  corner  of 
Kings  highway  (Block  No.  6253,  Lot  No.  29),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  16,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway  is  in  a  business 
district  and  Stillwell  avenue  is  in  a  residence  district;  and 

W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  11,  1933  (re  Applic.  No.  13425-1932), 
reads : 

“Application  re-denied.  Use  contrary  to  Zoning  Reso¬ 
lution,  Art.  II,  Sec.  4.  Gasoline  Service  Station  not  per¬ 
mitted  in  a  business  district.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  83  ft.  8  in.  on  Kings  highway  and  86  ft.  8  in. 
on  Stillwell  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  building,  22  ft.  by  60  ft.  in  area,  to  be  used  as  office, 
grease  pits  and  auto  laundry  and,  also,  to  install  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  and  report  by  a  committee  of  the  board,  which 
report  was  read  at  this  hearing,  recommended  the  granting 
of  the  variation  under  section  21  of  the  building  zone  reso¬ 
lution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition,  that  the 
arrangement  shall  be  substantially  as  shown  on  the  plans 
filed  with  this  application;  that  the  entire  area  not  covered 
by  accessory  buildings  shall  be  cement  paved;  that  on  the 
interior  lot  lines  there  shall  be  constructed  a  brick  wall,  not 


432 


MINUTES 


less  than  7  ft.  in  height,  which  wall  may  be  incorporated 
as  the  rear  wall  of  the  accessory  buildings  where  accessory 
buildings  occur;  that  these  walls  may  be  racked  back  where 
they  meet  the  street  lines  of  Stillwell  avenue  and  Kings 
highway  at  the  rate  of  one  foot  in  four,  starting  with  4  ft. 
in  height;  that  the  accessory  buildings  shall  be  constructed 
fireproof  throughout,  including  the  roof,  framing  and  doors ; 
that  there  shall  be  no  excavation  under  any  part  of  the  ac¬ 
cessory  buildings  except  the  grease  pits;  that  no  pump  shall 
be  erected  closer  than  10  ft.  from  the  street  lines ;  that  there 
shall  be  erected  around  the  street  lines  on  Kings  highway 
and  Stillwell  avenue  a  concrete  curbing  at  least  12  in.  in 
width  and  12  in.  in  height  with  not  over  four  entrances 
therein,  two  on  each  street  front,  each  entrance  not  to  exceed 
12  ft.  in  width  with  curb  cuts  opposite  the  entrances  not 
exceeding  14  ft.  in  width;  no  part  of  any  opening  in  the  curb 
on  the  building  line  shall  be  nearer  than  10  ft.  to  the  inter¬ 
section  of  Kings  highway  and  Stillwell  avenue ;  that  no  open 
flame  shall  be  permitted  on  the  property;  that  no  portable 
gas  pumps  shall  be  used  on  or  from  the  property ;  that  all 
signs  advertising  non-conforming  uses  shall  be  limited  to  the 
illuminated  globes  of  the  gasoline  pumps  and  to  permanent 
flat  signs  placed  against  the  face  of  the  accessory  buildings 
or  against  the  brick  wall,  excluding  all  temporary  signs  of 
any  nature ;  that  the  vacant  plots  to  the  west  and  south  shall 
not  be  used  for  a  non-conforming  use  during  the  continuation 
of  this  variation ;  that  the  working  drawings  showing  the 
construction  and  architectural  development  of  these  buildings 
and  walls  shall  be  submitted  to  this  board  for  approval  prior 
to  filing  with  the  commissioner  of  buildings;  that  all  permits 
required  shall  be  obtained  within  six  months  and  the  work 
involved  completed  within  one  year  from  the  date  of  this 
a  action. 


34-33-BZ. 

APPLICANT — William  E.  Kennedy,  for  Sona  Cooperstein, 

owner. 

SUBJECT  Aplication  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — -North  side  of  Queens  boule¬ 
vard,  48  ft.  east  of  64th  road  (Block  No.  2092,  Lot 
No.  12),  Forest  Hills,  Borough  of  Queens 

APPEARANCES— 

For  Applicant:  William  E.  Kennedy. 

For  Opposition:  Frank  Giorgio,  Jr. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney. .  5 

Absent  .  0 

THE  RESOLUTION— 


(34-33-BZ) 

v\  hereas,  William  E.  Kennedy,  for  Sona  Cooperstein 
owner,  filed,  January  31,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
north  side  of  Queens  boulevard,  48  ft.  east  of  64th  road 
(Block  No.  2092,  Lot  No.  12),  Forest  Hills,  Borough  of 
Queens;  and 

I  WMereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg  May  16,  1933,  after  due  notice  by  publication  in  the 
^ulletm  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  64th  road  is  in  a  business  district,  and  65th  avenue 
is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  31,  1933  (re  Plan  No.  N  B  3160-32')’ 
reads : 


1.  The  erection  of  a  gasoline  service  station  in  a 
business  district  is  contrary  to  Zone  Law  ”  • 
and  ‘  * 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  Queens  boulevard  and  58.6  ft.  on  64th 
road,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
grease  pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  and  report  by  a  committee  of  the  board,  which 
report  was  read  at  this  hearing,  and  recommended  the  denial 
ot  the  application  under  section  21  of  the  building  zone  reso¬ 
lution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  dented. 


36-33-BZ. 


APPLICAN  r — Serafina  Ragazzo,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,\ 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 3070  Webster  avenue,  east  side 
50  ft.  north  of  East  202nd  street  (Block  No.  333o’ 
Lot  No.  48),  The  Bronx 
APPEARANCES— 

For  Applicant:  H.  Ray  Struble  and  Antonio 
Ragazzo. 

For  Opposition:  None. 

ACTeIOvNOF  BOARD— Application  granted  on  condition. 


Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 


(.36-33-BZ) 

Whereas,  Serafina  Ragazzo,  owner,  filed,  February  1, 
1933,  an  application,  under  the  building  zone  resolution  to 
permit  in  a  business  district  the  change  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five  (5)  motor 

qa™  w  klld’  als0’  a  motor  vehicle  repair  shop;  premises 
307°  Webster  avenue,  east  side,  50  ft.  north  of  East  202nd 
street  (Block  No.  3330,  Lot.  No.  48),  Borough  of  The 
Bronx;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 

pg’  ^ay  r16;  1933>  a/ter  due  notice  by  publication  in  the 
Bulletm  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Webster  avenue  is  in  a  business 
and  unrestricted  district;  East  202nd  street  is  in  a  business 
and  unrestricted  district,  and  East  203rd  street  is  in  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildino-s 
rendered  January  11,  1933  (certificate  of  occupancy),  reads-’ 
Your  request  of  January  9,  1933,  for  a  certificate  of 
occupancy  for  the  building  and  premises  50  ft.  front  by 

at,No-  3,070  Webster  Avenue,  East  Side, 
50  ft.  North  of  202nd  Street,  in  the  Borough  of  The 
ronx,  for  a  garage  for  storage  of  more  than  five  motor 
vehicles  and  tor  a  repair  shop  for  motor  vehicles  is 
hereby  denied-  as  proposed  occupancies  are  prohibited  by 
the  Building  Zone  Resolution  in  a  business  district  in 
which  district  above  premises  are  located”- 
and  ’  ’ 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft.  and 
a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles  and  a  motor  vehicle  repair  shop ;  and 
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Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  no  excavation  under  building  except  for  boiler  room  ; 
that  the  boiler  room  shall  be  enclosed  with  fireproof  walls  with 
fireproof  slab  over  same  and  shall  be  completely  separated  from 
balance  of  building  and  with  access  thereto  from  the  exterior 
only ;  that  the  building  shall  be  limited  to  present  one-story 
building ;  that  the  ceiling  throughout  shall  be  protected  with 
fire-retarded  construction  complying  with  the  rules  of 
the  board  of  standards  and  appeals ;  that  there  shall 
be  at  no  time  more  than  ten  (10)  cars  in  the  building,  which 
shall  include  those  on  storage  for  which  rental  is  paid  and 
those  undergoing  repair;  that  automobile  repair  work  may 
be  carried  on  provided  no  machinery  is  used  requiring  more 
than  one-half  horsepower  motor ;  that  no  anvils  or  open 
forges  shall  be  used  and  that  there  shall  be  no  straightening 
of  frames  or  fenders  or  similar  work  permitted  on  the  prem¬ 
ises  ;  that  the  present  interior  wall  of  4-inch  terra  cotta 
blocks  shall  be  removed  and  that  otherwise  the  building  shall 
remain  structurally  in  its  present  condition ;  that  there  shall 
be  no  gasoline  sold  on  the  premises  or  permitted  to  remain  in 
the  premises  except  in  the  tanks  of  the  cars,  and  that  all 
permits  shall  be  obtained  in  three  months  and  any  work  in¬ 
volved  shall  be  completed  within  six  months  from  the  date  of 
this  action. 


618-29-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Trojan  Holding  Co., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(application  for  garage  and  gasoline  station  pre¬ 
viously  withdrawn;  reopened  January  17,  1933,  for 
consideration  as  to  gasoline  station  only). 
PREMISES  AFFECTED — 651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street  (Block  No. 
4815,  Lot  Nos.  1  and  64),  Brooklyn. 

APPEARANCES — 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(618-29-BZ) 

Whereas,  Conroy  &  Hardy,  for  Trojan  Holding  Co., 

owner,  filed,  October  15,  1929;  reopened  January  17,  1933, 

an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street  (Block  No.  4815,  Lot 
Nos.  1  and  64),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  16,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  New  York  avenue  is  in  a  business 
and  unrestricted  district ;  Hawthorne  street  is  in  a  residence 
district,  and  Fenimore  street  is  in  a  residence  district;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  1,  1933  (App.  No.  465-1933),  reads: 

“Application  denied.  Use  contrary  to  Zoning  Reso¬ 
lution.  Art.  II,  Sec.  4(a),  Subdiv.  46.  Gasoline  Serv¬ 
ice  Station  not  permitted  in  a  business  district.” ; 

and 

W hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  New  York  avenue  and  100  ft.  on 
Hawthorne  street,  upon  which  it  is  proposed  to  erect  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  this  application  was  the  subject  of  an  inspection, 
which  inspection  was  made  by  a  committee  of  the  board  and 
report  of  same  read  at  this  hearing  and  which  report  follows : 

“Cal.  No.  618-29-BZ. 

“Premises  651-661  New  York  avenue,  northeast  corner  of 
Hawthorne  street  (Block  No.  4815,  Lot  Nos.  1  and  64), 
Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  May  3,  1933,  a  committee  of  the  board,  consisting 
of  Chairman  Murdock  and  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle,  visited  and  inspected  above  premises. 

“This  is  an  application  for  a  gasoline  service  station 
on  the  northeast  corner  of  Hawthorne  street  and  New 
York  avenue,  approximately  100  ft.  by  100  ft.  in  area, 
located  in  a  business  use  district. 

“On  the  next  corner  northerly,  the  corner  of  Feni¬ 
more  street,  there  is  a  gasoline  station,  granted  by  the 
board  under  Cal.  No.  306-27-BZ.  Next  to  this  gas 
station  the  board  granted  a  garage  under  section  7, 
subdivision  g  (Cal.  No.  829-28-BZ).  This  action  of  the 
board  was  reviewed  by  the  Court  and  later  reversed  by 
the  Appellant  Division  at  the  instance  of  an  objector  and 
the  garage  was  not  built.  Across  the  street  there  is  a 
garage  granted  by  the  board  (Cal.  No.  1141-23-BZ). 
There  is  also  a  gasoline  station  on  the  northeast  corner 
of  Rutland  road  and  New  York  avenue,  granted  by  the 
board  under  Cal.  No.  206-27-BZ.  There  have  also  been 
two  other  cases  in  the  immediate  vicinity  on  the  corners 
opposite  the  site  under  appeal— the  northwest  corner  and 
the  southwest  corner  of  New  York  avenue  and  Haw¬ 
thorne  street.  In  both  of  these  cases  the  application  was 
denied  by  the  board,  one  under  Cal.  No.  405-28-BZ  and 
the  other  under  Cal.  No.  5-28-BZ.  In  neither  of  these 
cases  was  an  inspection  made  by  a  committee  of  the 
board  and  the  cases  were  denied  because  the  board  was 
of  the  opinion  that  the  applicants  failed  to  substantiate 
the  basis  of  their  request  for  relief  under  hardship.  In 
connection  with  Cal.  No.  405-28-BZ  a  writ  of  certiorari 
was  served  but  no  action  was  taken  by  the  applicant 
after  he  served  the  writ  and  after  a  return  by  the  cor¬ 
poration  counsel  had  been  filed.  Consequently,  there  has 
been  no  court  determination  in  that  case.  In  connec¬ 
tion  with  Cal.  No.  5-28-BZ,  the  decision  of  the  board 
was  upheld  in  Special  Term  of  the  Supreme  Court  by 
Mr.  Justice  May,  who  agreed  that  convincing  proof  had 
not  been  shown  that  the  property  was  unsuitable  for  any 
other  purpose  but  a  gasoline  station. 

“On  the  corner  opposite  and  south  from  the  property 
in  question  there  was  a  case  before  the  board  under  Cal. 
No.  49-29-BZ  for  a  garage.  This  was  denied  by  the 
board  because  it  was  within  200  ft.  of  hospital  property, 
namely,  the  Kings  County  Almshouse.  This  case  was 
reviewed  by  the  Court  and  the  board  reversed  on  the 
merits  in  Special  Term,  but  the  board  was  sustained  in 
the  Appellate  Division  on  the  facts,  namely,  being  within 
200  ft.  of  a  hospital. 

“In  his  claim  for  hardship  in  this  case,  and  to  justify 
his  appeal,  the  applicant  relies  on  decisions  of  the  board 
referred  to  above  to  indicate  that  the  general  trend  of 
this  section  along  New  York  avenue  is  for  garages  and 
gas  stations. 

“There  seems  to  be  no  general  development  along  New 
York  avenue  as  the  property,  other  than  that  used  for 
gas  stations,  is  generally  vacant  and  such  buildings  as 
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there  are  in  the  vicinity  are  residence  buildings  on  the 
side  streets.  These  brick  houses,  particularly  the  ones 
along  Hawthorne  street,  have  been  constructed  within 
the  last  two  or  three  years,  and  while  there  have  been 
objections  filed  by  five  of  the  owners  of  these  houses,  no 
one  representing  them  appeared  at  the  hearing  to  protest. 
Other  objections  filed,  namely  three,  are  from  vacant 
property  across  New  York  avenue — one  the  owner  of  a 
shallow  corner  plot  on  which  the  board  denied  a  permit 
for  a  gas  station. 

“Considering  all  of  the  facts  and  the  existing  non-con- 
forming  uses  and  general  condition  of  the  property  along 
New  York  avenue  and  its  nearness  to  an  unrestricted 
district,  the  committee  is  of  the  opinion  that  the  claim 
of  hardship  has  been  substantiated  and  recommends  the 
granting  of  application  under  such  conditions  as  the 
board  may  consider  desirable. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  erected  on  the  two  interior  lot  lines  a  masonry  wall 
not  less  than  7  ft.  in  height,  which  may  be  racked  back  at 
Hawthorne  street  and  New  York  avenue,  starting  with  4 
ft.  in  height  and  at  the  rate  of  one  foot  in  four  feet :  that 
the  accessory  building,  including  office  building  and  building 
with  open  front  for  housing  all  grease  pits  installed  and 
any  other  accessory  buildings,  shall  be  located  towards  the 
rear  of  plot,  and  that  the  walls  of  these  accessory  buildings 
may  be  incorporated  in  the  lot  line  wall  herein  required ; 
that  the  entire  area  shall  be  cement  paved;  that  there  shall 
be  erected  along  the  street  line  a  concrete  curb,  12  in.  in 
width  and  12  in.  in  height,  with  openings  therein  not  over 
12  ft.  in  width,  with  curb  cuts  not  exceeding  14  ft.  in  width 
opposite  these  openings  in  the  concrete  curb ;  that  there  shall 
be  not  over  two  (2)  openings  on  New  York  avenue  and 
not  over  one  opening  on  Hawthorne  street,  which  last  named 
openings  shall  be  within  30  ft.  of  the  intersection  between 
Hawthorne  street  and  New  York  avenue  and  that  no  part 
of  any  opening  shall  be  closer  than  10  ft.  of  the  said  inter¬ 
section  :  that  all  accessory  buildings  shall  be  of  fireproof 
construction  throughout,  with  no  excavation  under  same  ex¬ 
cept  grease  pits ;  that  no  open  flame  shall  be  permitted  on 
the  property ;  that  no  portable  gasoline  tanks  shall  be  used 
on  or  from  the  property ;  that  all  advertising,  advertising 
non-conforming  uses  shall  be  restricted  to  illuminated  globes 
of  the  gasoline  pumps  and  to  flat,  permanent  signs  placed 
against  the  front  of  accessory  buildings  or  against  the  in¬ 
terior  lot  line  walls  ;  that  no  gasoline  pump  shall  be  located 
nearer  than  10  ft.  to  the  building  line;  that  lights  for  general 
illumination  at  night  shall  have  metal  reflectors  to  reflect 
downwardly  so  as  not  to  constitute  a  nuisance  to  the  neigh¬ 
boring  residential  buildings ;  that  complete  working  drawings 
shall  be  submitted  for  approval  to  this  board  before  submis¬ 
sion  to  the  commissioner  of  buildings,  and  that  all  permits 
shall  he  obtained  within  six  months  and  any  work  involved 
shall  be  completed  within  one  year  from  the  date  of  this 
action. 


186-28-BZ. 

APPLICANT — Kenlon-Michels  Engineering  &  Contracting 
Co.,  Inc.,  for  Amsterdam  167th  Street  Corp.,  lessee 
(reopening  requested  by  John  F.  Meehan,  Inc.). 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 


tion,  to  permit  in  a  business  district  the  erection  and 
a  Sas°line  service  station. 

REMISES  AFFECTED — 162-470  West  167th  street  and 
2165  Amsterdam  avenue,  southeast  corner  (Block 
.  No.  2111,  Lot  No.  88),  Manhattan. 

APPEARANCES— 

For  Applicant:  Philip  Markowitz. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified 

THE  VOTE  TO  REOPEN— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY—  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(186-28-BZ) 

Whereas,  this  application,  affecting  premises  462-470  West 
167th  street  and  2165  Amsterdam  avenue,  southeast  corner 
(Block  No.  2111,  Lot  No.  88),  Borough  of  Manhattan,  was 
granted  by  the  board  at  its  meeting  January  17,  1933,  on 
certain  conditions;  and 

Whereas,  the  commissioner  of  buildings  refused  to  ap¬ 
prove  the  plans  as  filed  in  as  much  as  they  did  not  comply 
strictly  with  the  resolution  of  the  board. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
January  17,  1933,  be  amended,  only  so  far  as  it  refers  to 
plans  and  elevations  submitted  with  this  application,  so  that 
when  amended  it  will  read:  ...  as  shown  on  revised  plans 
and  elevations  marked  ‘Received  May  15,  1933”’;  also,  as 
to  curb  cuts,  that  part  of  resolution  amended  to  read:  “ 
curb  cuts  to  be  installed  shall  be  as  shown  on  this  revised 
plan  marked  ‘Received  May  15,  1933’  .  .  and  the  reso¬ 
lution  to  be  carried  out  in  all  other  respects. 


appliances  SUBMITTED  FOR  APPROVAL 

32-33-SA. 

PETITIONER  James  M.  Ryan,  for  Wisconsin  Truck 
Equipment  Co.,  owner. 

SUBJECT— Wisconsin  Fuel  Oil  Burner,  Models  O,  A  and 
B,  approval  of 
APPEARANCES— 


For  Petitioner :  James  M.  Ryan. 

For  Administration:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative  .  q 

Absent  .  n 

THE  RESOLUTION—  . 

(32-33-SA) 

Whereas,  James  M.  Ryan,  for  Wisconsin  Truck  Equip¬ 
ment  Co.,  owner ,  filed,  January  27,  1933,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Wisconsin  Fuel  Oil  Burner,  Models  O  A  and 
B  ;  and 


Whereas,  this  device  was  submitted  to  the  fire  department 
for  test. and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  9,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Wisconsin  Fuel  Oil 
Burner,  Models  O,  A  and  B,  for  use  in  domestic  and  com¬ 
mercial  installations  when  installed  in  accordance  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  the 
report  of  the  chief  of  the  bureau  of  fire  prevention. 
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33-33-SA 

PETITIONER — H.  S.  Frasher,  for  Hardinge  Oil  Burner 
Co.,  owner. 

SUBJECT — Hardinge  Oil  Burner,  Model  23,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(33-33-SA) 

Whereas,  H.  S.  Frasher,  for  Hardinge  Oil  Burner  Co., 
owner,  filed,  January  30,  1933,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Hardinge  Oil  Burner,  Model  23 ;  and 
W hereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  9,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Hardinge  Oil  Burner, 
Model  23,  for  use  in  domestic  and  commercial  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  the  report  of  the  chief 
of  the  bureau  of  fire  prevention. 


49-33-SA. 

PETITIONER — Kleen  Heet,  Inc.,  owner. 

SUBJECT — Kleen  Heet  Oil  Burner,  Type  “R”,  approval  of. 
APPEARANCES— 

For  Petitioner:  R.  W.  Cavanagh. 

For  Administration :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE—  > 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(49-33-SA) 

Where^,  Kleen  Heet,  Inc.,  owner,  filed,  February  8, 
1933,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  device  known  as  the  Kleen  Heet  Oil  Burner, 
Type  “R”;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  9,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Kleen  Heet  Oil 
Burner,  Type  “R”,  for  use  in  domestic  and  commercial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  chief  of  the  bureau  of  fire  prevention. 


97-33-S A. 

PETITIONER — Homer  Waltermyre,  for  Holtum-Olendorf 
Manufacturing  Co.,  owner. 


SUBJECT — Freeport-Silent  Service  Oil  Burner,  Models  5, 
10  and  30,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(97-33-SA) 

Whereas,  Hamer  Waltermyre,  for  Holtum-Olendorf 
Manufacturing  Co.,  owner,  filed,  March  13,  1933,  a  petition 
with  the  board  of  standards  and  appeals  for  approval  of 
their  device  known  as  the  Freeport-Silent  Service  Oil  Burner, 
Models,  5,  10  and  30;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  9,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Freeport-Silent 
Service  Oil  Burner,  Models  5,  10  and  30,  for  use  in  domestic 
and  commercial  installations  when  installed  in  accordance 
with  the  fuel  oil  rules  of  the  board  of  standards  and  appeals 
and  the  report  of  the  chief  of  the  bureau  of  fire  prevention. 


106-33-SA. 

PETITIONER — Charles  J.  Farrell,  owner. 

SL1BTECT — Sun-Ray  Fuel  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(106-33-SA) 

W hereas,  Charles  J.  Farrell,  owner,  filed,  March  20,  1933, 
a  petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  his  device  known  as  the  Sun-Ray  Fuel  Oil  Burner; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  May  10,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Sun-Ray  Fuel  Oil 
Rurner  for  use  in  domestic,  commerial  and  industrial  installa¬ 
tions  when  installed  in  accordance  with  the  fuel  oil  rules  of 
the  board  of  standards  and  appeals  and  the  report  of  the 
chief  of  the  bureau  of  fire  prevention. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  May  9,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  20,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

41-33-S 

PETITIONER — Charles  P.  Cannella,  for  Bleich  Realty 
Corp.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 1206  Gates  avenue  (Block  No. • 
3341,  Lot  No.  10),  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(41-33-S) 


Whereas,  Charles  P.  Cannella,  for  Bleich  Realty  Corp., 
owner,  filed,  February  3,  1933,  a  petition  for  a  variation  from 
the  requirements  of  the  labor  law  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  1206 
Gates  avenue  (Block  No.  3341,  Lot  No.  10),  Borough  of 
Btooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  24,  1933  (re  Applic.  No.  13248-1932), 
reads : 

“Stairways  do  not  conform  with  Sec.  270  of  Labor 

IvdW.  , 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  32  ft.  by  75  ft.,  irregular,  in  area  at  first  story  and 
32  ft.  by  67  ft.  6  in.  in  area  above ;  OCCUPIED :  cellar, 
boiler  room,  1  person;  1st  story,  billiard  room,  30  persons; 

♦  Correction — Franklin  avenue  changed  to  Evergreen  ave¬ 
nue  in  lines  50  and  53  of  resolution. 


2nd  story,  manufacture  of  clothing,  25  persons ;  EXITS : 
an  interior  steel  and  concrete  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  8-inch  brick  walls,  with  fire¬ 
proof  doors  at  openings ;  an  exterior  open  iron  stairway  on 
the  rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  yard  level  to  the  second 
story ;  a  gooseneck  ladder  from  roof  of  first  story  extension 
to  main  roof,  with  EGRESS  from  the  termination  of  the 
exterior  iron  stairway  to  adjoining  yard  at  rear;  ROOFS 
of  adjoining  buildings:  same  level  at  south;  open  court  at 
north;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1924  for  business  use ;  it  is  now  proposed  to  maintain  a 
factory  use  on  the  second  story;  that  the  building  is  pro¬ 
vided  with  an  interior  stairway  at  front  which  conforms 
with  the  requirements  of  the  labor  law;  the  second  means  of 
exit  consist  of  an  exterior  iron  stairway  at  rear,  3  ft.  6  in. 
in  width,  a  gooseneck  ladder  which  provides  safe  access  to 
roof  and  to  adjoining  roof  or  to  the  interior  fireproof  stairs 
at  front  leading  direct  to  the  street;  the  petitioner  has  also 
filed  plans  showing  egress  from  foot  of  exterior  iron  stair¬ 
way  at  yard  level  to  adjoining  yard  level  3  ft.  8  in.  lower, 
and  line  of  exit  through  first  story  hallway  of  a  three-story 
frame  tenement  house  leading  direct  to  Evergreen  avenue ; 
also  a  letter  of  consent  signed  by  owner  of  the  adjoining 
premises  at  rear  permitting  the  use  of  such  premises  as  a 
means  of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  modified  as  to  the 
decision  of  the  superintendent  of  buildings  in  Application  No. 
13248-1932,  n  view  of  the  consent  that  has  been  filed  with 
this  board  for  the  use  of  the  passageway  through  building 
facing  on  Evergreen  avenue,  on  condition  that  a  second  means 
of  exit  be  provided  consisting  of  the  existing  exterior  fire 
stairway  attached  to  this  building,  exiting  through  yard  and 
hallway  on  the  first  floor  of  No.  437  Evergreen  avenue;  that 
the  construction  and  floor  loading  be  approved  by  the  com¬ 
missioner  of  buildings ;  that  this  variance  is  to  apply  only 
so  long  as  this  building  shall  not  be  increased  in  height  or 
area  and  these  conditions  _  remain ;  that  the  occupancy  of  the 
second  floor  shall  at  no  time  exceed  the  capacity  of  the  pri¬ 
mary  means  of  exit  and  that  the  labor  law  shall  be  com¬ 
plied  with  in  all  other  respects. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _ 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co . 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  . 


53-21-SA 

900-27-SA 

1151-27-SA 

1307-27-SA 

780-28-SA 

970-28-SA 

268-29-SA 

231-30-SA 

15-31-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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FUEL  OIL  RULES 

CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 
1924;  October  19,  1926;  September  11,  1928;  January 
11,  1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932,  and  November 
4,  1932. 


Rule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
be  interpreted  in  accordance  with  these  definitions : 

DEVICES:  .  ,  „  ... 

No  person,  firm,  company  or  corporation  shall  within 
the  limits  of  the  City  of  New  York  use  any  device  or 
apparatus  for  burning  fuel  oil  within  the  meaning  of  these 
rules  unless  such  device  or  apparatus  shall  have  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 

DISCHARGE  LINE  shall  be  the  line  between  the  dis¬ 
charge  outlet  of  the  pump  and  the  burner  oil  inlet  con¬ 
nection.  .  . 

DWELLINGS  are  buildings  used  exclusively  for  dwelling 
purposes  and  occupied  by  one  or  two  families,  including  con¬ 
vents,  rectories  and  monasteries. 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 
pipe  connection  in  the  storage  tank. 

FIRE  RETARDING  MATERIALS: 


(a)  One-half  ( l/2 )  inch  plaster  boards,  or  asbestos  boards, 
or  three-eighths  (*/&)  inch  gypsum  wall  boards  weighing 
not  less  than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
not  more  than  sixteen  (16)  inches  on  centers,  or  nailed  to 
furring  strips  when  the  floor  beams  are  spaced  more  than 
sixteen  (16)  inches  on  centers,  or 

(b)  Two  thicknesses  of  one-quarter  (^4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams  are 
more  than  sixteen  (16)  inches  on  centers,  or 

(c)  Metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered  with 
Portland  cement  mortar  at  least  three-quarters  ($4)  inch 

thick.  . 

Note— All  fire  retarding  material  to  be  applied  as  required 
in  rules  for  fire  retarding  material  of  the  Board  of  Stand¬ 
ards  and  Appeals.  . 

FIRM  FOUNDATION :  A  firm  foundation  is  one  which 
will  carry  the  maximum  load  to  which  it  shall  be  subjected 
without  exceeding  the  safe  bearing  capacity  of  the  soil. 

FUEL  OIL:  Any  liquid  mixture,  substance  or  compound, 
derived  from  petroleum,  which  does  not  emit  an  inflammable 
vapor  below  a  temperature  of  125°  F.  when  tested  in  a 
Tagliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 
Ordinances). 

The  use  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 
prohibited. 

GAUGING  DEVICE:  A  means  by  which  the  level  of 
the  oil  in  a  storage  tank  may  be  indicated. 

HEATERS :  A  device  for  heating  fuel  oil  for  the  purpose 
of  decreasing  the  viscosity. 

OIL  BURNER:  A  device  designed  for  the  purpose  of 
burning  fuel  oil. 

OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
the  oil  from  the  maximum  level  of  an  auxiliary  tank  to  the 
storage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or  other 
means  to  automatically  relieve  pressure  in  excess  of  its 
setting. 

REMOTE  CONTROL:  A  hand,  electric,  or  mechanically 
operated  device  to  shut  off  the  oil  supply. 

RETURN  LINE:  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank. 

SCAVENGING  LINE:  A  line  installed  to  permit  the  re¬ 
moval  of  water  or  foreign  matter  from  a  storage  tank. 

SHUT-OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT:  A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 
naturally  without  breaking  the  line  or  impairing  the  efficiency 
of  the  connection. 

Rule  2  (a).  Manner  of  Storage  for  Fuel  Oil. 

Fuel  oil,  to  be  used  for  heating  and  power  purposes, 
shall  be  at  all  times  stored  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks. 

(b).  Oils  Not  Permitted. 

Oils  derived  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit, 
when  tested  in  a  Tagiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
for  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 

Rule  3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  over  275 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or, 
if  in  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda¬ 
tion  or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter  set 
forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
in  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10)  feet,  measured  horizon¬ 
tally  from  any  fire  or  flame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (l)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(d)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not  fastened, 
placed  immediately  above  the  manhole  in  the  top  of  the 
tank. 

(e)  A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
roof  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(h)  In  frame  buildings  the  total  storage  capacity  of 
tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  tanks 
properly  enclosed  or  covered  as  above  required  are  located 
in  a  fireproof  or  detached  room  which  is  cut  off  from  the 
rest  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(j)  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  125  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connection  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 
1  (h)  and  (i). 

(b)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches  of 
concrete  which  shall  extend  at  least  one  (l)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces¬ 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  in  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (1%)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou¬ 
sand  (150,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground,  the  tanks  shall  be 
not  less  than  one  and  one' quarter  (lj4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  budding  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
of  one  hundred  and  fifty  thousand  (150,000)  gallons 
capacity  or  less  have  been  placed  closer  together  than  one 
and  one-quarter  (1J4)  tank  diameters,  a  fire  wall  shall  be 


built  to  a  height  of  at  least  two  (2)  feet  above  the  height 
of  the  highest  tank  completely  separating  the  tanks  for 
their  full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected,  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  completely 
encased  with  six  (6)  inches  of  concrete  when  buried  in 
soil  the  nature  of  which  would  make  additional  protec¬ 
tion  necessary. 

Section  5.  Common  Fill  and  Header  Line. 

Where  a  battery  of  tanks  is  installed  containing  the  same 
degree  of  oil  a  common  fill  and  header  line  may  be  installed 
provided  the  area  of  the  fill  or  header  line  is  equal  in  sum 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  line 
is  provided  with  a  shut-off  valve,  not  more  than  four  (4) 
tanks  will  be  permitted  in  any  one  battery. 

Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected  by 
an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1J4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
quarter  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or  dikes 
shall  be  made  of  earth-work  with  clay  core ;  of  masonry 
or  of  impervious  reinforced  concrete.  Earth-work  embank¬ 
ments  shall  be  firmly  and  compactly  built  of  good  earth 
from  which  stones,  vegetable  matter,  etc.,  have  been  re¬ 
moved,  and  shall  have  a  flat  section  at  top  of  not  less  than  • 
three  (3)  feet  and  a  slope  of  at  least  one  and  one-half 
(1/4)  to  one  (1)  on  both  sides.  Concrete  or  masonry  dikes 
shall  be  so  designed  as  to  safely  carry  the  entire  volume  of 
the  oil  in  the  tank  so  surrounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and  un¬ 
pierced.  Piping  shall  be  carried  either  over  or  under  em¬ 
bankments  or  dikes  in  such  a  manner  as  not  to  interfere  with 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of  fire, 
so  arranged  and  installed  as  to  adequately  protect  the 
buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (\4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning  unit 
there  shall  be  kept  ready  for  use  two  portable  fire  extin¬ 
guishers  of  not  less  than  one  (1)  quart  capacity  each  or  other 
equivalent  fire  extinguishers  for  extinguishing  oil  fires. 
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Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 


Section  1.  Cylindrical  Tanks  (except  vertical  tanka 
located  outside  of  buildings  above  ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  open  hearth  process  and 
known  to  the  trade  as  “tank  steel.”  Such  plates  shall 
be  free  from  nhysical  imperfections,  such  as  laminations 
cracks,  etc.  All  steel  must  be  new,  in  good  condition  and 
free  from  rust.  The  thickness  of  steel  required  and  the 
size  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
given  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
riveted  and  welded.  Flanges  or  other  pipe  connections  may 
be  welded.  All  caulking  shall  be  done  with  round  nose 
tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks: 

Tanks  36  in.  in  diameter  and  less — 54  in.  shell,  54  m- 


heads.  . 

Tanks  37  to  72  in.  in  diameter— 54  in.  shell,  5/16  in. 

heads.  .  . 

Tanks  73  to  120  in.  in  diameter — 5/ 16  in.  shell,  54  in. 

tiCcids 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 


(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
dished  heads.  Should  flat  heads  be  used  they  must  be  braced 
in  the  same  manner  as  described  for  the  bracing  of  flat 
sides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 

follows:  .  .  .  »  , 

In  shell  J4  in.  thick,  54  in.  diameter  rivets  254  in.  pitch. 
In  shell  5/16  in.  thick,  54  in.  diameter  rivets  2 54  in. 

pitch.  .  . 

In  shell  54  in.  thick,  54  in.  diameter  rivets  2 y2  in. 

pitch. 

Section  2.  Rectangular  Tanks. 


(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 

of  the  quality  required  for  cylindrical  tanks,  and  of  a 

thickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 

or  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  254  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 

braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
channels  or  beams,  etc.,  the  distance  from  center  to  center 
of  the  rivet  lines  on  these  members  must  not  be  in  excess 
of  twenty-four  inches,  and  the  rivet  spacing  must  be  such 
that  it  will  develop  the  full  strength  of  the  member.  In  no 
case  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to¬ 
gether  with  braces,  in  order  to  reduce  the  effective  length, 
the  braces  shall  not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  on  the  minimum 
net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  by  means  of  rods  or  bars,  these 
members  should  not  be  spaced  farther  apart  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
on  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 

Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
from  laminations  or  cracks.  The  tanks  to  be  equipped  with 
flanged  and  dished  heads.  The  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  j4-inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  54  inch  and  the  minimum  thickness  of  roof 
plates  54  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

.  T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission) . 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(f)  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 

Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

(ib)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal, 
before  welding  and  kept  tight  together  during  welding. 
Both  inside  and  outside  welds  shall  be  of  full  45  degree 
fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of 
the  flange  being  not  less  than  as  follows : 

For  3/46  inch  heads,  154  inch  flange. 

For  54  'nch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  54  inch  heads,  254  inch  flange.  , 
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For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds.  If  of  1,100  gallon 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 
on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 
shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces ;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  6.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  ouside 
with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
gas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 
Storage  of  Fuel  Oil. 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
or  with  oil  at  a  pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  pants  subjected  to  a  pressure  exceeding 
10  pounds  per  square  indh  shall  be  tested  at  pressure  of  not 
less  than  154  times  the  maximum  pressure  to  which  it  is 
subjected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled.  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tanks 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  in  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks.  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  Fire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from  tank  and  purging  of  same 
of  all  explosive  gases  by  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

fa)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  .  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
line  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
of  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro¬ 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  gauge  pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
and  glycerine  or  equivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass, 
copper,  wrought  iron  or  steel  for  working  pressures  less 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  (100)  pounds  per  sq.  in., 
extra  heavy  seamless,  drawn  tubing  and  drop  forged  fittings 
shall  be  used.  No  pipe  less  than  one-half  (54)  inch  inside 
diameter  shall  be  permitted. 

(c)  .  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

.(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of  tubing 
shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e).  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
The  relief  line  shall  be  returned  to  storage  tank  or  to  supply 
line  near  pump.  There  shall  be  no  shut-off  valves  in  the  re¬ 
lief  line. 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall.be  set  to  discharge  at  not  more 
than  1 54  times  the  maximum  working  pressure  of  the 
system. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  supply  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in. place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  provided 
with  means  for  locking  and  located  at  or  above  grade  outside 
of  the  building  within  thirty  (30)  feet  from  curb  or  private 
right-of-way  and  located  as  remote  as  practicable  from  any 
building  opening,  subway  gratings  or  elevated  column,  but 
not  less  than  three  (3)  feet  therefrom. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided.  with  a  gate  valve  sealed  closed  when  not  in  use  and 
a  swing  check  valve,  both  gate  and  check  valve  to  be  located 
at  the  fill  box. 

(c)  Where  there  is  a  storage  system  of  volatile  inflam¬ 
mable  oil,  and  a  storage  system  for  fuel  oil  to  be  used  in  the 
same  premises,  the  fill  boxes  shall  terminate  as  far  as  possible 
from  each  other,  and  the  cover  of  the  fuel  oil  fill  box  shall  be 
painted  green  and  cover  of  gasoline  fill  box  red,  or  covers  of 
fill  boxes  to  have  one  inch  (1")  raised  letters  stamped  there¬ 
on  reading — Fuel  Oil,  Gasoline. 

.(d)  The  terminal  of  fuel  oil  fill  pipe  shall  be  provided 
with  a  left  handed  thread,  and  the  fill  pipe  fitting  to  be  of  a 
different  size  than  that  required  for  the  fill  pipes  to  gasoline 
tanks. 

Section  4.  Vent  Pipes. 

(a)  An  open  vent  pipe  of  standard  wrought  iron  or 
steel  without  trap  and  draining  to  the  tank  shall  be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  1  inch. 
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Cross  connection  between  vent  pipe  and  fill  pipe  is  pro¬ 
hibited.  ,  ,  .  ,  ,  .. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 

same  degree  of  oil  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
highest  reservoir  from  which  the  tanks  may  be  filled.  The 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  in  tanks  shall  be  screened  by.  40 
mesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
area  to  adequately  vent  the  tank  during  the  filling  opera¬ 
tion.  Vents  shall  be  not  less  than  two  (2)  inches  in 
diameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 
case  less  than  one  and  one-quarter  (1  %)  inches  in 

diameter.  . 

(d)  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  terminate  outside  the  building  above  the 
street  surface,  not  less  than  six  (6)  feet  nor  more  than 
twelve  (12)  feet  above  the  fill  pipe.  Such  vent  outlet 
shall  not  be  located  within  two  (2)  feet,  in  any  direction  of 
a  window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions,  to 
carry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
the  fill  box,  and  if  the  fill  lines  are  connected  to  tank 
trucks  by  tight  connections  and  filled  by  pressure,  a  one 
(1)  inch  line  shall  be  connected  to  tank  and  shall  parallel 
the  fill  line  and  terminate  in  the  fill  box  with,  unthreaded 
end.  A  check  valve  shall  be  installed  in  the  line  so  as  to 
permit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
shall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
street. 

Section  5.  Return  Line  from  Burners. 

Return  lines  from  burners,  where  used,  shall  not  be 
smaller  in  diameter  than  the  discharge  outlet  from  the 
pump.  They  shall  be  connected  into  the  supply  line  near 
the  pump  or  into  the  storage  tank  without  shut-off  valve  in 
the  return  line.  No  oil  shall  be  returned  to  the  storage 
tank  at  a  temperature  higher  than  one  hundred  and  forty 
(140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
in  any  building  shall  be  only  by  means  of  hot  water  coils 
thermostatically  controlled  and  the  oil  shall  not  be  heated 
above  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
shall  terminate  outside  of  the  building  and  shall  be  capped 
oiltight  when  not  in  use. 

Rule  9.  Valves  and  Control  of  Flow  for  Fuel 
Oil. 

(a)  In  all  installations  a  shut-off  valve  shall  be  provided 
at  or  on  each  burner.  Where  the  top  of  the  storage  tank 
is  located  above  the  oil  inlet  connection  to  the  burner,  a 
shut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
building  as  near  the  tank  as  practicable. 

(b)  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
interlocked  so  that  in  case  of  interruption  of  the  atomizing 
supply,  the  supply  of  oil  will  immediately  be  cut  off. 

(c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working  pres¬ 
sure.  This  rule  shall  not  apply  to  burners  and  pumps  ap¬ 
proved  as  a  unit  when  provided  with  a  pressure  relief 
device. 

Rule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil. 

Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leak¬ 
age  of  fuel  oil  or  vapor.  Test  wells  shall  not  be  permitted 


in  tanks  located  inside  the  building.  Test  wells  when  located 
outside  the  building  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  11.  Pumps  for  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

(g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
may  be  used  without  the  disconnection  of  the  unit. 

Rule  12.  Burners  for  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  of 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  General  Devices  for  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 

Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 

No  fuel  oil  burning  plant,  other  than  in  dwellings  a5 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  in  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 

Rule  16.  Installation. 

No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  *he 
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Fire  Commissioner.  Plans  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  are  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2x)4-inch  straps  riveted  or  bolted  to  frame  and  se¬ 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re¬ 
quirements  for  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing  275  gallons  may  be  of  .the  gravity  type  if  suitable  auto¬ 
matic  safeguards  to  prevent  abormal  discharge  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two-family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 

Rule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood¬ 
work,  wooden  lath  and  plaster  partition  or  other  combustible 
material  within  four  (4)  feet  of  the  sides  or  back  or 
eight  (8)  feet  from  the  front  of  the  heating  apparatus 
shall  be  covcred  with  fire  retarding  material.  Above  the 
heating  apparatus  there  shall  be  constructed  a  ceiling  of 
fire  retarding  material  (unless  it  be  of  fireproof  construc¬ 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  beyond 
the  sides  and  back  and  eight  (8)  feet  from  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  as  Jefined 
in  these  rules,  and  garages  the  fire  protection  shall  consist 
of  either  a  heating  apparatus  room  constructed  of  fire¬ 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick¬ 
ness  with  all  openings  protected  by  fireproof  self-closing 
doors  and  ceilings  protected  by  fire  retarding  material ;  or 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  be 
protected  by  fire  retarding  material,  and  all  vertical  open¬ 
ings  leading  from  the  elevation  on  which  the  heating  ap¬ 


paratus  is  located  shall  be  enclosed  by  fire  retarding  mate¬ 
rials  with  openings  protected  by  fireproof  self-closing  doors. 

(c)  No  combustible  material  shall  be  maintained  within 
ten  (10)  feet  of  a  heating  apparatus,  unless  protected  or 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directly 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  of 
any  smoke  pipe,  shall  be  protected  with  fire  retarding 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inches 
of  any  combustible  ceiling,  shall  be  protected  with  a  covering 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproof 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  between 
pump  and  burner  unit  is  prohibited.  Pressure  in  storage 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited ; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  wick  and  when  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  when  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  when 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  with  the  following  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
with  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 
the  area  of  any  damper  not  to  exceed  80%  of  the  area  of 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  in  which  heater  is  installed. 

4.  This'  subdivision  of  Rule  22  shall  not  in  any  way  set 
aside  or  waive  provisions  in  these  rules  governing  storage 
tanks,  except  as  follows: 

First — Outside  Buildings. 

Permit  storage  of  not  more  than  fifty-five  gallons  main¬ 
tained  in  metal  shipping  container  equipped  with  ap¬ 
proved  hand  pump. 

Second — Inside  Buildings. 

Permit  storage  of  not  more  than  275  gallons  if  installed 
and  maintained  in  compliance  with  Rule  17  of  these 
rules  and  equipped  with  an  approved  hand  pump. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  in 
these  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  water,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

When  for  any  reason  it  may  be  impracticable  to  comply 
strictly  w’th  the  foregoing  rules  the  fire  commissioner  shall 
have  power  to  modify  their  provisions  so  that  the  spirit  and 
substance  thereof  shall  be  complied  with.  Such  modification 
shall  be  endorsed  upon  the  permit  over  the  signature  of  the 
fire  commissioner  or  designated  representative  of  the  fire 
commissioner. 
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docket. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  May  17,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 
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Requests  for  extension  of  permit  denied . 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  t 
hoard — 


First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  ot  ttie 

hearing. 


Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
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New  York  City. 

Enclosed  nlease  find  two  dollars  and  a  half  ($T50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE' BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name. 
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444 


Street. 

P.  O 


,  1933. 


BULLETIN 

OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916,  and 

the  Municipal  Assembly,  Local  Law  No.  13,  of  1925. 


Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office.  Rooms  1001  to  1015,  Municioal  Buildine 

New  York  City. 


Vol.  XVIII 


Subscription 
$2.50  a  year 


MAV  30,  1933 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  22 


DIRECTORY 

■  ■■  ■  —  + - 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


■y  of 


Henry  L.  Connell 
James  P.  Hollan^^ 

John  Guilfoyle 
Chief  John  J.  McElligoW(.//V  n 

0  1933 

William  J.  O’GoRMAif/i Secretary 
Edward  V.  Barton,  Chief  Cl#i$Y  Qp 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

77/f^ny  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
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the  board 


CONTENTS 


CALL  OF  CLERK’S  CALENDAR 

Clerk’s  Calendar  consists  of  applications  under  the 
Building'  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Wednesday,  May  31,  1933, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  6,  1933,  at  2o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  May  23,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  May  23,  1933,  2  P.  M. 
Correction. 

Notice  of  Public  Hearing  on  Proposed  Amendments 
to  Rules  of  Procedure. 

Concrete  Rules  (Hydrated  Lime). 

Fire  Retarding  Rules  for  Garages,  etc. 

Fire  Drill  Rules. 

Approved  Burners  for  Domestic  and  Commercial  Use. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions 


Progress  Report. 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  May  24,  1933. 

Cal.  No.  Department.  Premises  Affected. 

190-33-BZ . D.B.B _ 72  Middagh  st.  (Block  216,  Lot 

21),  Bklyn., 

_  Applic.  4202-33 

189-33-S . F.D . 28-36  E.  52nd  st.  (Block  1287, 

Lots  47  to  52,  inclusive), 

_  Man.,  L.  D.  99653 

188-33-S . D.B.Bx. .  .540  East  Fordham  rd.  (Block 

3059,  Lots  36  &  37),  Bx., 

_ _  Decision 

187-33-SA . F.D . “Rotoflame”  Oil  Burner, 

_ _  Appliance 

Restored  to  Calendar. 

339-32-BZ . D.B.B _ 3509-3513  Fort  Hamilton  pkwy. 

(Block  5302,  part  of  Lot  18), 

_  Bklyn.,  Applic.  3791-33 

535-32-BZ . D.B.Bx. .  .Northeast  corner  of  Boston  rd. 

&  Astor  ave.  (Block  4346,  Lot 

_  5) ,  Bx.,  N.  B.  421-32 

1393-24-BZ . D.B.M _ 250  Dyckman  st.  (Block  2246, 

_  Lot  58),  Man.,  Alt.  560-1933 


CODE 


F  D 

. Fire  Department 

H  D 

. Health  Department 

D.B.B . 

D.B.M . 

D.B.Q . 

D.B.R . 

D  B  Bx. . . . 

. Department  of  Buildings,  Brooklyn 

. Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

. Department  of  Buildings,  Richmond 

. Department  of  Buildings,  Bronx 

T.H.D . 

. .  Tenement  House  Department 

RULES 


Last  Publication  in  Bulletin 


Certificate  of  Occupancy,  approved 

Aug. 

2, 

1932- 

-Vol. 

17 

No. 

31 

forms  . 

-Vol. 

No. 

Concrete  Flat  Slabs,  Rules . 

Jan. 

3, 

1933- 

18 

1 

Concrete  Rules  (Hydrated  Lime)  . . 

May 

30, 

1933- 

-Vol. 

18 

No. 

22 

Elevator  Rules  . 

Mar. 

28, 

1933- 

-Vol. 

18 

No. 

13 

Exit  Rules  (Revolving  Doors) - 

Oct. 

18, 

1932- 

-Vol. 

17 

No. 

42 

Factory  Exit  Rules . . 

Fire  Alarm  Rules  (Interior) . 

Jan. 

3, 

1933- 

-Vol. 

18 

No. 

1 

Dec. 

27. 

1932- 

-Vol. 

17 

No. 

52 

Fire  Drill  Rules . 

May 

30, 

1933— Vol. 

18 

No. 

22 

Fire  Retarding  Rules  for  Garages, 

etc . .  •  •  • 

May 

30, 

1933— Vol. 

18 

No. 

22 

Fireproof  Wood,  Testing  of . 

May 

2, 

1933- 

-Vol. 

18 

No. 

18 

Frame  Garages,  Ruling  for . 

Jan. 

21, 

1919- 

-Vol. 

4 

No. 

3 

Fuel  Oil  Rules . 

May 

23, 

1933— Vol. 

18 

No. 

21 

Gas  Shut-Off  Rules . 

Apr. 

7, 

1925- 

-Vol. 

10 

No. 

14 

Hatchway  Protection  . 

Paint,  Varnish  and  Lacquer  Spray- 
ing  Rules  . 

June 

5, 

1928- 

1932- 

-Vol. 

-Vol. 

13 

17 

No. 

No. 

23 

50 

Dec. 

13, 

Plumbing  Rules  . 

Apr. 

25, 

1933- 

-Vol. 

18 

No. 

17 

Procedure,  Rules  of . 

July 

5, 

1932- 

-Vol. 

17 

No. 

27 

Refrigerating  Systems,  Extract  C.  O 
Smoking  in  Factories,  Rules  for... 

'.Apr. 

18, 

1933- 

-Vol. 

18 

No. 

16 

Apr. 

18, 

1933- 

-Vol. 

18 

No. 

16 

Sprinkler  Rules  . 

Dec. 

6, 

1932- 

-Vol. 

17 

No. 

49 

Standpipe — Fire  Line  Rules . 

Nov. 

22, 

1932- 

-Vol. 

17 

No. 

47 

Structural  Alterations,  Reporting.. 

June 

7, 

1932- 

-Vol. 

17 

No. 

23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . 

.  Apr. 

10, 

1923- 

-Vol. 

8 

No. 

15 

CALL  OF  CLERK’S  CALENDAR 
WEDNESDAY,  MAY  31,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

114-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Henry  Scharnberger, 
owner. 

PREMISES— 172-15  46th  avenue,  northwest  corner  of 
Utopia  parkway  (Block  No.  1267,  Lot  Nos.  1,  77 
and  part  of  Lot  No.  4),  Flushing,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

202-30-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Porter  Holding 
Corp.,  owner. 

PREMISES— 220-06  Northern  boulevard  (Block  No.  3213, 
part  of  Lot  No.  1),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied ;  reopened  for  reconsideration  under  new  facts 
February  21,  1933). 

503-32-BZ. 

APPLICANT— Harry  H.  Sidrow,  for  Fannie  Ross  and 
Wolf  Ross,  owners. 

PREMISES— 16  St.  Nicholas  place  (Block  No.  2054,  Lot 
No.  40),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  residence  building  so  as  to 
include  a  business  use  (stores)  ;  (previously  with¬ 
drawn  ;  reopened  and  restored  to  Calendar  February 
28,  1933). 

223-31-BZ. 

APPLICANT — The  Kenlon  Construction  Co.,  Inc.,  for  Lee 
Nadel,  owner. 

PREMISES — Northeast  corner  of  East  Tremont  avenue  and 
Baisley  avenue  (Block  No.  5333,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  modification  as  to 
location  and  width  of  driveways  and  construction  of 
wall  required  in  a  resolution  of  the  board  permitting 
the  erection  of  a  gasoline  service  station  (reopened 
January  10,  1933). 

263-27-BZ. 

APPLICANT — Herbert  M.  Benon,  for  Oscar  Wagenseil, 
present  owner. 

PREMISES — 540-544  65th  street,  south  side,  315  ft.  east  of 
Fifth  avenue  (Block  No.  5828,  Lot  No.  18),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  inclusion  of  a  motor 
vehicle  repair  shop  in  a  garage  for  more  than  five 
(5)  motor  vehicles  which  was  granted  by  the  board 
(reopened  May  2,  1933). 


LIST  OF  APPROVED  APPLIANCES 


tureline  Hose  Valves . May 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . May 

Fuel  O'il  Burners  for  Industral  Use.  May 
Fuel  Oil  Pumps . May 


30,  1933— Vol.  18  No.  22 

30,  1933— Vol.  18  No.  22 
16,  1933— Vol.  18  No.  20 
2,  1933— Vol.  18  No.  18 


154-33-BZ. 

APPLICANT — Martin  Smith,  for  Brooklyn  Retail  Butchers 
Corp.,  owner. 

•  PREMISES — 178-184  South  Elliott  place,  west  side,  131  ft. 

4  in.  north  of  Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  extension  of  an  existing 
refrigerating  use  located  in  an  unrestricted  district. 


MAY  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  May  31, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  87-33-BZ — Application,  March  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Land  Estates,  Inc.,  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop ;  premises  51-59  Ave¬ 
nue  U  (Block  No.  7094,  Lot  No.  42), 
Brooklyn. 

cal.  no.  630-29-BZ — Application,  October  22,  1929,  under 
sections  7g  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business 
district,  the  erection  of  a  gasoline  service 
station;  granted  on  certain  conditions 
January  28,  1930;  reopened  March  7, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Victory  Park  Sites 
Realty  Co.,  Inc.,  applicant  and  owner ; 
extension  of  time  granted  and  applica¬ 
tion  laid  over  for  a  modification  of  the 
resolution  to  permit  a  reduction  in  area 
of  the  proposed  gasoline  service  station 
to  approximately  one-half  in  size ;  prem¬ 
ises  137-30  Queens  boulevard  and  137- 
27  Barret  street,  southwest  corner 
(Block  No.  708,  part  of  Lot  No.  1), 
Briarwood,  Borough  of  Queens. 

cal.  no.  68-33-BZ — Application,  February  20,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  M.  C.  R.  Holding  Corp., 
owner,  to  permit,  partly  in  a  business 

district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  243- 
247  Rockaway  parkway,  1155-1159 
Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest 
corner  of  Clarkson  avenue  (Block  No. 
4633,  part  of  Lot  No.  44),  Brooklyn. 

cal.  no.  86-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Ethel  Cohen,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No. 
3896,  Lot  No.  16),  The  Bronx. 

cal.  no.  96-33-BZ — Application.  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 


of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Michele  Molfetta,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  Baisley  avenue  and  Eastern  boule¬ 
vard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

cal.  no.  122-33-BZ— Application,  March  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Appolonia  Rothschmitt,  owner, 
to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises  64- 
66  Furman  avenue  (Block  No.  3467, 
part  of  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

52-33-A — 1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  The  Bronx. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  May 
31,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  19-33-BZ — Application,  January  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Boris  W.  Dorfman,  applicant,  on  be¬ 
half  of  Sona  Cooperstein,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  five  (5)  motor  vehicles  and,  also, 
a  gasoline  service  station ;  premises  1618- 
1628  Gravesend  avenue,  west  side,  613.75 
ft.  north  of  Avenue  O  (Block  No.  6582, 
Lot  No.  23),  Brooklyn. 

cal.  no.  21-33-BZ — Application,  January  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Flora  H.  Guthrie  and  Elizabeth 
J.  Rottenberger,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961, 
Lot  No.  43),  Jamaica,  Borough  of 
Queens. 

cal.  no.  73-33-BZ— Application,  February  23,  1933,  under 
sections  7a,  7b,  7c  and  21  of  the  build¬ 
ing  zone  resolution,  of  Rubenstein  & 
Rosling,  applicants,  on  behalf  of  Kings 
Brewery,  Inc.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing 
brewery;  premises  229-271  Pulaski 
street,  north  side,  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50), 
Brooklyn. 

cal.  no.  93-33-BZ — Application,  March  8,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution. 
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of  John  J.  Beatty,  applicant,  on  behalf 
of  T.  H.  Fraser  Mortgage  Corp.,  owner, 
to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  246-250 
Atlantic  avenue,  southwest  corner  of 
Boerum  place  (Block  No.  278,  Lot  Nos. 
38,  39  and  40),  Brooklyn. 

cal  no  35-33-BZ — Application,  January  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Leon  Baron,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southwest  corner  of 
Wbodhaven  boulevard  and  Linden  boule¬ 
vard  (Block  No.  2222,  Lot  No.  38), 
South  Ozone  Park,  Borough  of  Queens. 

cal  no.  58-33-BZ— Application,  February  11,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion.  of  De  Rose  &  Cavalieri,  applicants, 
on  behalf  of  Frank  Tursellino,  owner, 
to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing 
building  to  an  ice  manufacturing  plant; 
premises  2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  6,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

115-33-BZ. 

APPLICANT— Emil  Guterman,  for  Ligniform  Co.,  owner. 

PREMISES— North  side  of  Merrick  road,  7.53  ft.  west  of 
223rd  street  (Block  No.  3548,  Lot  No.  1),  Laurel- 
ton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 

124-33-BZ. 

APPLICANT— John  E.  Sexton,  for  J.  E.  P.  Realty  Corp., 
owner.  . 

PREMISES— 1965-1967  Fulton  street,  northeast  corner  oi 
Saratoga  avenue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn.  . 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

132-33-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Estate  of  Julius  A. 
Stursberg,  owner.  _  „  ,  ,  n 

PREMISES— Southeast  corner  of  Fordham  road  and  Lro- 

tona  avenue  (Block  No.  3116,  part  of  Lot  No.  9), 

The  Bronx.  .  .  .  ,  .... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

APPLICANT' — Emil  Guterman,  for  William  Kawecki, 
owner. 


PREMISES- — Northeast  corner  of  Hollis  avenue  and  208th 
street  (Block  No.  1867,  Lot  No.  30),  Hollis,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and,  also,  a 
gasoline  service  station. 

140-33-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P.  Fran¬ 
cis  and  Williamsburgh  Savings  Bank,  owners. 

PREMISES— 1987-1991  Atlantic  avenue,  northwest  corner 
of  Saratoga  avenue  (Block  No.  1561,  Lot  Nos.  36 
and  37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  6,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  6, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

J 

cal.  no.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station ;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  105-33-BZ — Application,  March  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Christopher.  C.  McGrath,  applicant, 
on  behalf  of  Elizabeth  A.  Dempsey, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2101-2105 
Williamsbridge  road,  northwest  corner 
of  Lydig  avenue  (Block  No.  4332,  Lot 
No.  26),  The  Bronx. 
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cal.  no.  67-33-BZ— Application,  February  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Glick,  applicant,  on  be¬ 
half  of  Harry  Weissberg,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Baychester  avenue  and  East  233rd  street 
(Block  No.  4955,  Lot  No.  1),  The 
Bronx. 

cal.  no.  92-31-BZ — Application,  February  19,  1931 ;  granted 
on  certain  conditions  June  23,  1931,  for 
a  temporary  period ;  reopened  April  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Sarah  Raskin  and 
Yetta  Raskin,  applicants  and  owners,  to 
permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  8401-8411  Flat- 
lands  avenue  and  769  East  84th  street, 
northeast  corner  (Block  No.  8005,  Lot 
Nos.  6,  7  and  8),  Brooklyn. 

cal.  no.  128-33-BZ — Application,  April  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Kabor  Holding  Corp.,  owner, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  3276  Jerome 
avenue,  southeast  corner  of  Grand  con¬ 
course  (Block  No.  3323,  Lot  Nos.  55 
and  64),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

16-33-A— 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

48-33-A— 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

88-33-A — North  side  of  Second  avenue,  2,311.7  ft.  north 
from  the  corner  of  Second  avenue  and  36th 
street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 

63-33- A — 388-390  Second  avenue  (Block  No.  928,  part  of 
Lot  No.  1),  Manhattan. 

76-33-A — 3-15  Hanover  square,  58-72  Water  street  and 
102-106  Pearl  street  (Block  No.  30,  Lot 
No.  19),  Manhattan. 

81-33- A— 53-02  29th  street  (Block  No.  292,  Lot  No.  106), 
Long  Island  City,  Borough  of  Queens. 

90-33- A — 1135  Willoughby  avenue  (Block  No.  3197,  Lot 
No.  41),  Brooklyn. 

133-33-A — 1526  Avenue  M,  southwest  corner  of  East  16tli 
street  (Block  No.  6744,  Lot  No.  8),  Brook¬ 
lyn. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

42-33-S — 89  Gold  street  (Block  No.  103,  Lot  No.  24), 
Manhattan. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S — 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 
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Appliance  Submitted  for  Approval. 
23-33-SA  Sunrex  Range  Oil  Burner,  approval  of. 


JUNE  9,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOl  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  9, 
1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  84-33-BZ— Application,  March  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  G.  Long,  applicant,  on  behalf 
of  Estate  of  Thomas  J.  Long,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  change 
of  occupancy  of  an  existing  wet  wash 
laundry  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3449  Fort 
Hamilton  parkway,  south  side,  100  ft. 
west  of  Chester  avenue  (Block  No. 
5302,  Lot  No.  44),  Brooklyn. 

cal.  no.  92-33-BZ— Application,  March  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  M.  Hazell,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1602-1614 
Cropsey  avenue,  southeast  corner  of  16th 
avenue  (Block  No.  6461,  Lot  No.  1), 
Brooklyn. 

CAL.  NO.  95-33-BZ— Application,  March  10,  1933,  under  sec¬ 
tion  2J  of  the  building  zone  resolution, 
of  William  E.  Kennedy,  applicant,  on 
behalf  of  Sona  Cooperstein,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No. 
3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

cal.  no.  107-33-BZ— Application,  March  20,  1933,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Benjamin  Green¬ 
berg,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  milk  bottling  plant;  premises  436- 
446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklyn. 

cal.  no.  116-33-BZ— Application,  March  27,  1933,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Arthur  F.  Lamanda,  ap¬ 
plicant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No. 
304-30-BZ)  ;  premises  50-56  Downing 
street  and  214-218  West  Houston  street 
(Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 
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CAL  NO.  130-33-BZ— Application,  April  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edgar  J.  Moeller,  applicant,  on  be¬ 
half  of  H.  Herrmann  &  Sons,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  401  East  60th 
street  and  1102-1106  First  avenue  (Block 
No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

cal.  no.  12-19-BZ — Application,  January  9,  1919;  extension 
of  existing  garage  granted  on  certain 
conditions  February  18,  1919 ;  reopened 
April  11,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  applicant,  on  behalf  of  Catherine 
A.  Brown  and  Estelle  F.  C.  Brown, 
present  owners,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  maintenance  of  an  auto 
laundry  and  office  with  entrance  from 
Prospect  Park  Southwest;  premises  210- 
212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block 
No.  5287,  Lot  No.  44),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  9,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon.  June  9, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

cal.  no.  629-32-BZ— Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning¬ 
ham,  applicants,  on  behalf  of  Samuel  J. 
Wood  and  Evelyn  Wood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

cal.  no.  25-33-BZ — Application,  January  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  145th  street  and  Rockaway 
boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 


cal.  no.  79-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Lucia  Ferony,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Morris  Park  avenue  and  Matthews 
avenue  (Block  No.  4044,  Lot  Nos.  7 
and  8),  The  Bronx. 

cal.  no.  535-32-BZ — Application  remitted  to  the  board  by  the 
Court  for  further  consideration  under 
section  7,  subdivision  f,  application  hav¬ 
ing  been  filed  October  20,  1932,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  by  William  Shary,  applicant, 
on  behalf  of  W.  Parsons  Todd,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  (denied  by  the  board  Janu¬ 
ary  13,  1933;  reopened  May  23,  1933); 
premises  northeast  corner  of  Boston 
road  and  Astor  avenue  (Block  No.  4346. 
Lot  No.  5),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  13,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

631-32-BZ. 

APPLICANT — William  Richter,  for  Minnie  Stone,  owner. 

PREMISES — 4602-4614  Kings  highway,  southeast  corner  of 
East  46th  street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No.  7750,  Lot  No. 
5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

59-33-BZ 

APPLICANT — Charles  A.  Mulligan,  Jr.,  for  Antonio  Pavin, 
owner. 

PREMISES— 110  Alaska  street,  southwest  corner  of  Hen¬ 
derson  avenue  (Block  No.  197,  Lot  No.  90),  West 
New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

113-33-BZ. 

APPLICANT — John  R.  McMullen,  for  Rutland  Holding 
Corp.,  owner. 

PREMISES — 689-691  Utica  avenue,  southeast  corner  of 
Clarkson  avenue  (Block  No.  4637,  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

144-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Business  Thorough¬ 
fares,  Inc.,  owner. 

PREMISES— Southwest  corner  of  111th  avenue  and  Lake- 
wood  avenue  (Block  No.  2473,  part  of  Lot  No.  1), 
Dunton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JUNE  13,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  13, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop ;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  109-33-BZ— Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  m  Jntenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

cal.  no.  99-33-BZ — Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 

cal.  no.  108-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Norah  Kissane,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
’  southwest  corner  of  23rd  avenue  (Potter 


avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 

cal.  no.  111-33-BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  4  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27-SR — Rules  of  Procedure,  Proposed  Amendments  to 
Article  I,  Section  2;  Article  III,  Section  3, 
and  Article  V,  Section  5. 


JUNE  20,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  20, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  89-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  De  Rose  &  Cavalieri,  applicants,  on 
behalf  of  Sokay  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of  Gun 
Hill  road,  63  ft.  west  of  Arnow  avenue 
(Block  No.  4783,  Lot  Nos.  61  and  63), 
The  Bronx. 

cal.  no.  314-32-BZ — Application,  June  2,  1932;  withdrawn 
September  23,  1932 ;  reopened  March  14, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Lama  &  Proskauer, 
applicants,  on  behalf  of  Harry  Green¬ 
berg,  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  the 
first  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises 
1716-1718  Coney  Island  avenue,  west 
side,  100  ft.  north  of  Avenue  N  (Block 
No.  6573,  Lot  No.  40),  Brooklyn. 

cal.  no.  388-30-BZ — Application,  June  10,  1930;  denied  Sep¬ 
tember  30,  1930;  reopened  January  13, 
1933,  for  reconsideration  based  on  new 
facts,  under  section  21  of  the  building 
zone  resolution,  of  Felix  Nolan  and 
Margaret  Nolan,  applicants  and  owners, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1857-1865  Lin¬ 
den  boulevard,  formerly  455-465  Linden 
boulevard,  northwest  corner  of  Alabama 
avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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JUNE  20,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

55-33-A — 366-382  Henry  street  (Block  No.  299,  Lot  Nos. 
23  to  31,  inclusive),  Brooklyn. 

66-33-A _ 801-803  East  136th  street  (Block  No.  2588,  Lot 

No.  1),  The  Bronx. 

110-33-A — 102  West  80th  street  (Block  No.  1210,  Lot  No. 
37),  Manhattan. 

112-33-A _ 361  Van  Sindern  avenue  (Block  No.  3765,  Lot 

No.  9),  Brooklyn. 

Petitions  for  Variations. 

47-33-S— South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

121-33-S _ 135-153  West  37th  street  (Block  No.  813,  Lot 

No.  1),  Manhattan. 

123-33-S — 1364-1370  Broadway  (Block  No.  812,  Lot  No. 
49),  Manhattan. 

131-33-S _ 221-247  West  43rd  street  (Block  No.  1015,  Lot 

Nos.  12  and  19),  Manhattan. 


JUNE  27,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  27, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  23,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tiiesdav  morning  May  16,  1933,  and  the  minutes  of  the 
regular^  meeting’ ^of  the  board  held  on  Tuesday  afternoon. 
May  16,  1933,  were  approved  as  printed  in  Bulletin  No.  2  , 

Vol.  XVIII. 


BUILDING  ZONE  CASES. 

31  33  BZ 

APPLICANT — William  F.  Doyle,  for  Denis  P.  Healy, 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED  610-622  Utica  avenue,  northwest 
corner  of  Winthrop  street  (Block  No.  4603,  Lot 
Nos.  40  and  43),  Brooklyn. 

APPEARANCES—  .  ^ 

For  Applicant:  William  F.  Doyle.  _ 

For  Opposition:  Abraham  Halperin,  Ihomas  r. 
Twyford,  Anthony  Flore,  William  Abrahams, 
Vincent  J.  Malone,  E.  Couvardes  and  I.  Shniper. 

ACTION  OF  BOARD — Laid  over  to  June  9,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee 

of  the  board. 


629-32-BZ.  „  c  _  .  ,  . 

APPLICANT— Markey,  Donnelly  &  Cunningham,  for 
Samuel  J.  Wood  and  Evelyn  Wood,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — East  side  of  Hugh  J.  Grant 
Circle  from  Westchester  avenue  to  East  177th 
street  (Block  No.  3796,  Lot  No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  W.  Markey 
For  Opposition :  Oliver  B.  Goldsmith. 


ACTION  OF  BOARD— Laid  over  to  June  9,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


25-33-BZ. 

APPLICANT — Minnie  Pedowitz,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southeast  corner  of  145th  street 
and  Rockaway  boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Bryan  Brady  and  Minnie  Pedowitz. 
For  Opposition :  Otto  M.  Gabler  and  Augusta 
Weiner. 

ACTION  OF  BOARD— Laid  over  to  June  9,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


75-33-BZ. 

APPLICANT — Jacob  Grudberg,  for  John  Abbate,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Gun  Hill 
road  and  Adee  avenue  (Block  No.  4792,  Lot  No. 
98),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jacob  Grudberg. 

For  Opposition:  Stephen  J.  Madigan,  Charles 
Belous,  Vincent  Giaquinpo,  Ralph  E.  Freidus 
and  Mrs.  Charles  L.  Hickey. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


79-33-BZ. 

APPLICANT — John  D.  Connaughton,  for  Lucia  Ferony, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED— Southwest  corner  of  Morris 
Park  avenue  and  Matthews  avenue  (Block  No. 
4044,  Lot  Nos.  7  and  8),  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  D.  Connaughton. 

For  Opposition :  Harry  H.  Greis,  Mrs.  Mary  Koch, 
Mrs.  Mary  Gillis  and  Mr.  Max  Fuchs. 
ACTION  OF  BOARD— Laid  over  to  June  9,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


339-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  H.  Kinzer,  owner. 
SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and,  also,  the  maintenance 
of  an  open-air  storage  and  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3509-3513  Fort  Hamilton  park¬ 
way,  south  side,  204  ft.  east  of  36th  street  (Block 
No.  5302,  part  of  Lot  No.  18),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

5-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Charles  P.  Day, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Boston  road 
and  Baychester  avenue  (Block  No.  5257,  Lot  No. 
1),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  F.  Dusenbury. 

For  Opposition :  Henry  Fleugelman. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(5-33-BZ) 

Whereas,  John  J.  Dunnigan,  for  Charles  P.  Day,  owner, 
filed.  January  4,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  south¬ 
east  corner  of  Boston  road  and  Baychester  avenue  (Block 
No.  5257,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  23,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business  and 
unrestricted  district;  Baychester  avenue  is  in  a  business  dis¬ 
trict,  and  De  Reimer  avenue  is  in  a  business  and  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  23,  1932  (re  N.  B.  580-1932),  reads: 

‘T.  Erection  of  buildings  and  maintenance  of  prem¬ 
ises  in  business  district  for  occupancy  as  gasoline  selling 
station  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100.15  ft.  on  Boston  road  and  97  ft.  7  in.  on 
Baychester  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  office,  12  ft.  by  20  ft.  in  area,  grease  racks  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  meeting;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  unnecessary  hard¬ 
ship  and  practical  difficulty. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
accessory  buildings,  including  office  and  enclosures  with  open 
fronts  over  greasing  racks,  shall  be  constructed  of  fireproof 
construction,  faced  with  face  brick  or  equivalent  material, 
and  not  over  one  story  in  height,  located  toward  the  rear 
of  the  plot;  that  the  entire  area,  other  than  that  covered  by 
accessory  buildings,  shall  be  cement  paved;  that  there  shall 
be  located  along  the  interior  lot  lines  a  wall  constructed  of 
face  brick  to  harmonize  with  the  accessory  buildings,  not 
less  than  7  ft.  in  height,  with  suitable  coping,  said  wall  may 
be  racked  back  where  it  meets  Baychester  avenue  street  line 
and  Boston  road  street  line,  starting  with  a  height  of  4  ft. 
and  at  the  rate  of  1  ft.  in  4  ft.  ;  that  there  shall  be  con¬ 
structed  along  the  street  building  lines  a  concrete  curb  not  less 
than  12  in.  in  width  and  12  in.  in  height  with  not  over  two 
openings  therein  to  Boston  road  and  not  over  two  openings 
to  Baychester  avenue,  said  openings  to  be  not  over  12  ft.  in 
width,  with  no  part  of  any  opening  nearer  than  10  ft.  of 
corner  formed  by  intersection  of  Boston  road  and  Baychester 
avenue,  with  curb  cuts  not  exceeding  14  ft.  in  width  opposite 
these  openings  in  the  concrete  curb ;  that  such  gasoline  pumps 
as  may  be  installed  on  the  property  shall  be  located  not 
nearer  than  10  ft  to  any  portion  of  the  building  line;  that 
no  portable  gasoline  tanks  shall  be  used  on  or  from  the 
property:  that  any  advertising  signs  advertising  non-con¬ 
forming  uses  shall  be  restricted  to  the  illuminated  globes  of 
the  gasoline  pumps  and  to  permanent  flat  wall  signs  erected 
against  the  accessory  buildings  or  against  the  lot  line  wall,, 
excluding  all  temporary  signs  of  every  nature ;  that  no  ex¬ 
cavation  shall  be  under  accessory  buildings  except  for  the 
pits  for  grease  racks;  that  no  open  flame  shall  be  permitted 
on  the  property :  that  complete  plans  showing  design  and 
construction  of  this  station  shall  be  submitted  to  this  board 
for  approval  before  same  are  filed  with  the  commissioner  of 
buildings,  and  that  all  permits  shall  be  obtained  within  six 
months  and  any  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  action. 


Adjourned  2.00  p.  m. 


William  J.  O’Gorman,  Secretary. 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


regular  meeting 

TUESDAY  AFTERNOON,  MAY  23,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

APPLICANT— De  Rose  &  Cavaheri,  for  Frank  Turselhno, 

owner.  .  ,  ,  .  , 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building  to  an  ice  manu¬ 
facturing  plant. 

PREMISES  AFFECTED— 2293  Second  avenue  (Block 
No.  1667,  Lot  No.  26),  Manhattan. 

APPEARANCES—  .  . 

For  Applicant :  George  J.  Cavalieri. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1933,  at  2 
p.  m.,  pending  inspection  and  report  by  a  committee 
of  the  board. 


1393-24-BZ. 

APPLICANT— James  McKenna,  for  Watson  McKenna 
Realty  Corp.  (new  applicant  and  new  owner). 

SUBJECT— Question  of  acceptance  of  new  application  on 
same  property  on  which  a  previous  application  was 
filed  under  Cal.  No.  1393-24-BZ,  or  opening  of  old 
ca.se 

PREMISES  AFFECTED— 250  Dyckman  street  and  19 
Payson  avenue  (Block  No.  2246,  Lot  No.  58),  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  h 

Absent :  Chief  McElligott .  1 


535-32-BZ. 

APPLICANT — Frederick  R.  Ryan,  attorney,  on  behalf  of 
William  Shary,  for  W.  Parsons  Todd,  owner. 

SUBJECT — Application  for  reopening— reconsideration  under 
section  7f  of  the  building  zone  resolution — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7f  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  remitted  by  Court  to  board  for 
reconsideration  under  section  7f). 

PREMISES  AFFECTED — Northeast  corner  of  Boston  road 
and  Astor  avenue  (Block  No.  4346,  Lot  No.  5),  The 
Bronx. 

APPEARANCES— 

For  Applicant;  Frederick  R.  Ryan. 

ACTION  OF  BOARD — Application  reopened  and  the  Rules 
of  Procedure  as  to  Calendar  Call  and  notice  sus¬ 
pended,  notice  of  the  public  hearing  to  appear  in  two 
successive  numbers  of  the  Bulletin  and  hearing  set 
for  June  9,  1933,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


545-32-BZ. 

APPLICANT — Hotchner,  Drucker,  Bleier  &  Finn,  for 
Downy  Properties,  Inc.,  owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northeast  corner  of  247th 
street  (Hillendale  avenue)  and  Northern  boulevard 
(Block  No.  3976,  Lot  No.  48),  Little  Neck,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Maurice  Hotchner. 

For  Opposition :  A.  S.  Derby  and  Charles  T.  Rice. 


ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative;  Commissioner  Connell .  1 

Negative;  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent  .  0 

THE  RESOLUTION— 

(545-32-BZ) 


Whereas,  Hotchner,  Drucker,  Bleier  &  Finn,  for  Downy 
Properties,  Inc.,  owner,  filed,  October  28,  1932,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northeast  corner  of  247th  street  (Hillen¬ 
dale  avenue)  and  Northern  boulevard  (Block  No.  3976,  Lot 
No.  48),  Little  Neck,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  23,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  busi¬ 
ness  district ;  247th  street  is  in  a  residence  district,  and  248th 
street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  27,  1932  (Plan  No.  N.  B.  2778-32),  reads: 

“The  erection  of  a  gas  station  in  a  business  district  is 
contrary  to  Art.  2,  Section  4a,  subdiv.  46  of  the  Zone 
Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Northern  boulevard  and  81.37  ft.  on 
247th  street,  upon  which  it'  is  proposed  to  erect  a  one-story 
office,  16  ft.  by  20  ft.  in  area,  grease  racks  and  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  a  committee  of  the  board  visited  and  inspected 
these  premises,  a  report  of  which  inspection  was  made  and 
read  at  the  public  hearing  of  May  2,  1933,  and  which  report 
was  as  follows : 

“Cal.  No.  545-32-BZ. 

“Premises  northeast  corner  of  247th  street  (Hillendale 
avenue)  and  Northern  boulevard  (Block  No.  3976,  Lot 
No.  48),  Little  Neck,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  April  26,  1933,  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Hol¬ 
land  _  and  Guilfoyle,  visited  and  inspected  the  above 
premises. 

“This  is  an  application  under  section  21,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station.  There  have  been  before  the  board, 
on  the  premises  adjoining  this  property,  two  applications 
for  variations  of  the  building  zone  resolution,  one  on  the 
same  side  of  Northern  boulevard,  one  block  to  the  west, 
under  Cal.  No.  547-31-BZ,  and  adjoining  a  gasoline  sta¬ 
tion,  existing  prior  to  1925. 

“A  report  of  a  committee  of  inspection  was  made  on 
that  case  on  February  26,  1932,  and  the  application  was 
recommended  for  denial.  The  petitioner  in  the  case  was 
the  same  party  who  operated  an  existing  gasoline  sta¬ 
tion  on  the  adjoining  plot  to  the  east,  and  after  denial 
by  the  board  of  his  application  he  erected  a  new  build’’™ 
on  the  occupied  plot.  The  conditions  set  forth  in  this 
report  are  still  in  effect  today. 
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and 


“The  other  case  acted  on  by  the  board  was  directly 
across  the  street  on  a  triangular  plot,  the  corner  of 
Northern  boulevard  and  Snell  avenue.  This  was  denied 
by  the  board  in  1927,  there  being,  in  the  opinion  of  the 
board  at  that  time,  no  hardship  shown.  The  decision 
and  report  was  reviewed  by  the  Court  and  the  board 
was  sustained.  Several  of  the  objectors  in  that  case  are 
also  objectors  in  the  present  action,  including  a  repre¬ 
sentative  of  St.  Anastatia’s  Church,  who  has  objected 
in  this  case,  as  their  property  goes  through  to  Northern 
boulevard.  The  gas  station  proposed  was  on  the  corner 
of  Alemeda  avenue,  at  that  time  called  Snell  avenue, 
and  Northern  boulevard. 

“The  other  objectors  in  this  action  are  mainly  the 
owners  of  two-family  houses  on  247th  street,  formerly 
called  Hillendale  avenue,  the  property  under  appeal  being 
located  on  the  corner  of  this  street  and  Northern  boule¬ 
vard. 

“Those  who  have  given  consents  are  mainly  the  vacant 
properties  to  the  east  and  west,  on  the  northerly  side  of 
Northern  bouelvard,  properties  which,  like  the  one  in 
question,  are  in  the  business  district  and  temporarily 
affected  by  the  present  economic  depression  as  is  the 
property  in  question  and  just  as  likely  to  ask  for  gaso¬ 
line  station  permits. 

“This  whole  general  section  is  a  good  residential  de¬ 
velopment  and,  in  the  opinion  of  the  committee,  except 
along  Northern  boulevard,  which  is  zoned  for  business, 
is  capable  of  high-class  development. 

“The  applicant  claims  as  his  hardship  that  the  prop¬ 
erty,  including  his  own,  is  undeveloped  and  could  not  be 
developed  for  conforming  use  at  this  time.  He  calls  par¬ 
ticular  attention  to  the  fact  that  the  property  on  which 
the  board  denied  the  gasoline  station  permit  on  Northern 
boulevard  and  Snell  avenue,  a  triangular  piece,  has  since 
been  lost  through  foreclosure. 

“While  the  committee  takes  cognizance  of  the  fact 
that  this  present  property  under  the  present  conditions  is 
not  ripe  for  development  for  conforming  use,  it  is  of  the 
opinion  that  the  applicant  has  not  made  out  a  case  of 
hardship  within  the  meaning  of  section  21,  and,  fur¬ 
ther,  .  to  grant  a  gasoline  station  on  these  particular 
premises  would  depreciate  the  value  of  the  adjoining 
properties  and  would  give  them  additional  reason  to 
petition  for  gasoline  stations.  The  board  would  have 
difficulty  in  refusing  their  requests  if  this  petition  is 
granted. 

“For  the  protection  of  the  general  residential  char¬ 
acter  of  the  neighborhood,  this  section  of  Northern 
boulevard  should  not  be  permitted  to  become  a  gasoline 
alley,  and  to  grant  the  case  under  appeal  would  probably 
bring  this,  result,  to  the  detriment  of  the  real  estate 
valuation  in  the  neighborhood,  particularly  the  nearby 
residential  area. 

“For  these  reasons  the  committee  is  of  the  opinion 
that  the  claim  of  hardship  has  not  been  substantiated  and 
recommends  the  denial  of  the  application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE, 

dissenting.” 


Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his.  application  under  section  21. 

<c  solved.  that  the  decision  of  the  superintendent  of  build- 
ngs  be  and  it  hereby  is  affirmed  and  the  application  be  and  it 
lereby  is  denied. 


P33-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch 
owner.  ’ 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
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PREMISES  AFFECTED — 184-39  Jamaica  avenue  (Block 

APPEARANCES—1  N°‘  38')’  HolIis’  Borou&h  of  Queens. 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative 

Absent  . . 

THE  RESOLUTION— 

(8-33-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Melvin  L.  Krulewitch, 
owner,  filed,  January  7,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
184-39  Jamaica  avenue  (Block  No.  971,  Lot  No.  38),  Hollis 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing  May  23,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jamaica  avenue  is  in  a  business 
and  unrestricted  district;  185th  street  is  in  a  residence  dis- 
tnct>  and  184th  place  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  7,  1933  (re  Plan  No.  3084-32),  reads  T  ’ 

.  The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  the  Zone  Law  (Art.  2,  Sec.  4  BZR). 
Not  further  examined.”; 
and 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  161  ft.  on  Jamaica  avenue  and  89  ft.  on  185th 
street,  upon  which  it  is  proposed  to  erect  a  one-story  office 
grease  pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship.  y 

Resolved  that  the.  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the  ac- 
cessory  buildings  shall  be  located  towards  the  rear  of  the 
plot ;  that  all  accessory  buildings  shall  be  constructed  of  fire¬ 
proof  material,  including  the  buildings  over  all  greasing  pits 
for  crankcase  service ;  that  the  walls  of  the  accessory  build¬ 
ings  shall  be  constructed  of  face  brick  or  similar  equivalent 
material  and  roofs,  to  be  covered  with  slate  or  tile  with 
,?re.fT£  Pits  to  be  left  °Pen  1  that  such  ’build- 
hpgl.r?  L  be  ll: T,,te,d  t-°  0n?  story  m  heiSht :  that  there  shall 

than  « °"  u  ”  l6  intenor  lot  lines  a  brick  wall,  not  less 
than  8  ft.  in  height,  constructed  of  material  similar  to  the 

facing  of  the  accessory  buildings ;  that  the  walls  of  accessory 
buildings  may  be  incorporated  as  part  of  the  lot  line  walU 
at  the  entire  area  not  covered  by  accessory  buildings  shall 
be  cement  paved;  that  there  shall  be  erected  on  the  building 
"es,  of  Jamaica  avenue  and  185th  street  a  concrete  curbing 
not  less  than  12.  in.  in  width  and  12  in.  in  height,  with  not 

nvpr  op?n,nfs  therein  fr°m  Jamaica  avenue  and  not 

till  T  °penin?  frum  185th  Street  with  curb  ™ts  opposite 
these  opemngs  m  the.  street  curb  to  be  not  over  14  ft  in 

width ;  the  openings  m  the  curb  on  the  building  line  to  be 
not  more  than  12  ft  in  width  and  no  part  of  any  opening 

andbei85th  stTee1!0  Ih  ^  ^  intersection  of  Jamaica  avenue 
and  185th  street  the  opening  on  185th  street  to  be  within 

30  ft.  of  the  intersection;  that  all  pumps  installed  shall  be 
erected  not  nearer  than  10  ft.  to  any  building  line;  that  there 
sba11  bc  no  portable  gas  pumps  used  on  'or  from  the  prop¬ 
erty;  that  there  shall  be  no  excavations  under  the  accessory 
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buildings  except  the  greasing  pits;  there  shall  be  no  ope 
flame  permitted  on  the  property;  that  all  advertising  signs 
advertising  non-conforming  use  shall  be  limited  to  the 
minated  globes  of  the  gas  pumps  and  flat  signs  placed  per¬ 
manently  against  the  facade  of  the  accessory  building  or 
against  the  brick  wall,  excluding  all  signs  of  a  temporary 
nature ;  that  the  general  illumination  of  the  plot  at  mgl  t 
shall  be  on  standards  with  metal  reflectors  arranged  to  shine 
downwardly  and  away  from  the  adjoining  residential  build¬ 
ings  to  the  north ;  that  all  permits  shall  be  obtained  within 
six  months  and  all  work  involved  in  this  application  be  com¬ 
pleted  within  one  year  from  the  date  of  this  action. 


46-33-BZ. 

APPLICANT— Alex  Litman,  owner.  .  ,  , 

SUBJECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21.  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  use 
and  maintenance  of  a  plot  of  ground  for  parking 
space  for  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— South  side  of  Edgemere  avenue, 
from  Beach  52nd  street  to  Beach  53rd  street  (Block 
No.  343,  Lot  No.  45),  Edgemere,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Julius  Appelbaum. 

For  Opposition:  Martin  Cranirer. 

A.CTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(46-33-BZ) 

Whereas,  Alex  Litman,  owner,  filed,  February  7,  1933, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  use  and  maintenance  of  a  plot  of 
ground  for  parking  space  for  more  than  five  (5)  motor 

vehicles;  premises  south  side  of  Edgemere  avenue,  froni 

Beach  52nd  street  to  Beach  53rd  street  (Block  No.  343,  Lot 
No.  45),  Edgemere,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  May  23.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Edgemere  avenue  is  in  a  business 
.  and  unrestricted  district  and  Beach  52nd  street  is  in  a  busi¬ 
ness  and  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  15,  1933  (re  No.  2458-32),  reads: 

“Your  request  for  a  Certificate  of  Occupancy  covering 
the  vacant  plot  of  ground  on  the  south  side  of  Edgemere 
Avenue,  running  from  Beach  52nd  to  Beach  53rd  Streets. 
Edgemere.  for  use  as  a  parking  space,  is  hereby  denied 
for  the  reason  that  the  matter  is  contrary  to  Art.  2, 
Sec.  4,  subd.  A-15  of  the  Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  172.7  ft.  and  a  depth  of  100  ft.;  there  are  sev¬ 
eral  frame  structures  on  the  plot;  it  is  proposed  to  occtmv 
the  plot  as  an  open-air  parking  space  for  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  the  hearing;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  ground  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap 


plication  be  and  it  hereby  is  granted,  under  section  21,  for 
a  period  of  two  years,  and  limiting  the  use  during  the  Sum¬ 
mer  season  only,  from  May  15th  to  October  15th,  on  con¬ 
dition  that  a  substantial  woven  wire  fence,  not  less  than  5 
ft.  in  height,  shall  be  erected  along  Edgemere  avenue  and 
along  Beach  52nd  street,  commencing  6  ft.  away  from  the 
wooden  buildings  now  on  this  plot,  thence  6  ft.  away  from 
the  wooden  buildings  to  the  interior  lot  lines,  and  thence 
along  the  interior  lot  lines,  so  that  the  parking  enclosure 
will  be  completely  surrounded  by  the  fence,  and  at  no  point 
within  6  ft.  of  any  building  on  this  plot  or  on  adjacent  plot; 
that  there  shall  be  not  more  than  two  openings  in  this  fence, 
each  opening  to  be  not  over  12  ft.  in  width,  one  from  Edge- 
mere  avenue  and  one  from  Beach  52nd  street,  with  no  part 
of  any  openings  within  10  ft.  of  the  corner  formed  by  the 
intersection  of  Beach  52nd  street  and  Edgemere  avenue ;  that 
no  gasoline  shall  be  sold  on  the  property  or  stored  on  the 
property  other  than  in  the  tanks  of  the  cars ;  that  no  adver¬ 
tising  advertising  the  non-conforming  use  shall  be  displayed 
on  the  property  excepting  one  neat  sign,  located  at  the  Edge- 
mere  avenue  entrance  in  the  fence ;  that  if  any  general  illu¬ 
mination  is  furnished,  it  shall  be  on  standards,  with  metal 
reflectors,  so  designed  and  located  as  to  throw  the  light 
downwardly  and  away  from  the  residential  buildings  to  the 
south  ;  that  all  permits  shall  be  obtained  within  three  months 
and  all  work  completed  within  six  months  from  the  date  of 
this  action. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 

62-28-A. 

APPELLANT— William  C.  McTarnahan,  for  Petroleum 
Heat  &  Power  Co.,  Inc.,  of  New  York,  owner.  . 

SUBJECT — Application  for  reopening — re  extension  of  time 
to  complete  work — Appeal  from  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— East  side  of  Eastchester  Creek 
and  Northern  Boundary  line  (Block  No.  5655,  Lot 
Nos.  375,  382  and  400),  The  Bronx. 

APPEARANCES— 

For  Appellant :  R.  A.  Davidson. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock.  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(62-28-A) 


Whereas,  this  appeal,  affecting  premises  east  side  of 
Eastchester  Creek  and  Northern  Boundary  Line  (Block  No. 
5655.  Lot  Nos.  375,  382  and  400),  Borough  of  The  Bronx, 
was  granted  by  the  board  at  its  meeting  November  19,  1931, 
on  certain  conditions,  and  appellant  requests  a  modification 
of  the  time  limit  imposed. 

Resolved,  that  the  resolution  adopted  by  the  board  No¬ 
vember  19,  1931,  be  amended  in  part  to  read:  “that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  involved  thereby 
shall  be  completed  within  eighteen  (18)  months  from  the 
date  of  this  amended  resolution.” 


APPROVAL  OF  PLANS. 

12-33- A. 

APPELLANT — Louis  I.  Becker,  for  123  William  Street 
Corp.,  owner. 


456 


MINUTES 


SUBJECT — Approval  of  *plans  in  accordance  with  resolu¬ 
tion  adopted  by  the  board  May  9,  1933. 

PREMISES  AFFECTED— 123-133  William  street  (Block 
No.  78,  Lot  No.  4),  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent :  Chief  McElligott .  1 


PETITION  FOR  VARIATION. 

722-30-S 

!  PETITIONER — Frank  E.  Vitolo,  for  Alentaur  Realty  Co., 
Inc.,  owner ;  request  for  reopening  made  by  Martin 
J.  Ort. 

SUBJECT — Application  for  reopening  —  modification  —  re 
Petition  for  a  variation  of  the  labor  law  as  cited  in 
an  order  and  a  decision  of  the  fire  commissioner  and 
a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 1156-1158  Southern  boulevard 
(Block  No.  2745,  Lot  No.  16),  The  Bronx. 
APPEARANCES— 

For  Petitioner :  Martin  J.  Ort. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(722-30-S) 


!  Whereas,  this  petition,  affecting  premises  1156-1158 
Southern  boulevard  (Block  No.  2745,  Lot  No.  16),  Borough 
of  The  Bronx,  was  granted  by  the  board  at  its  meeting  June 
23,  1931,  on  certain  conditions,  and  owner  requested  a  modi¬ 
fication  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  that  the  petition  be  and  it  hereby  is  granted  so  as  to 
accept  the  existing  interior  stairway  as  enclosed  in  fireproof 
material,  running  from  the  street  to  the  second  story  and, 
also,  the.  stairway  running  from  the  second  story  to  the  roof, 
on  condition  that  this  stairway  shall  be  enclosed  in  fire-re¬ 
tarded  partitions  and  that  all  doors  to  these  stairways  shall 
be  fireproof,  self-closing,  opening  in  the  direction  of  exit; 


that  the  existing  outside  iron  stairway  in  the  rear,  running 
from  the  second  floor  to  the  yard,  shall  be  accepted  on  con¬ 
dition  that  the  platform  at  the  second  floor  level  shall  be 
continued  over  to  the  coping  of  the  adjacent  building  north; 
that  a  gooseneck  ladder  shall  be  installed  on  this  platform, 
running  to  the  roof  over  the  parapet;  that  the  termination 
of  this  exterior  stairway  shall  be  as  now  existing,  into  the 
rear  yard,  approximately  40  ft.  in  depth;  that  the  existing 
wooden  fences  on  the  lot  line  shall  not  be  changed  so  as  to 
make  impossible  the  exit  from  this  yard;  that  the  number 
of  persons  employed  at  manufacturing  on  the  second  story 
shall  not  exceed  twenty-five  persons  at  any  time;  that  the 
factory  work  shall  be  limited  to  the  second  story,  and  that 
the  labor  law  shall  be  complied  with  in  all  other  respects. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
504-23-SA. 

PETITIONER — Preferred  Utilities  Co.,  owner. 

SUBJECT — Ray  Rotary  Fuel  Oil  Burner,  Type  A  and 
Type  B,  approval  of. 

APPEARANCES— 

For  Petitioner:  Frank  Glanz. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(504-23-SA) 


Whereas,  Preferred  Utilities  Co.,  owner,  filed,  April  26, 
1923 ;  amended  March  14,  1933,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Ray  Rotary  Fuel  Oil  Burner  and  the  improved  Ray 
Rotary  Fuel  Oil  Burner,  Type  A  and  Type  B ;  and 

Whereas,  a  committee  of  the  board  inspected  the  original 
device  in  operation  at  337  West  37th  Street,  Manhattan,  and 
recommended  the  approval  of  the  device;  and 

Whereas,  the  improved  device  was  referred  to  the  fire  de¬ 
partment  for  test  and  report,  and  a  report  of  the  chief  of  the 
bureau  of  fire  prevention  dated  May  10,  1933,  recommended 
approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Ray  Rotary  Fuel  Oil 
Burner  for  use  with  Grade  A  or  Grade  B  fuel  oil  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals; 

Resolved,  further,  that  the  board  of  standards  and  appeals 
does  hereby  approve  the  device  known  as  the  Ray  Rotary 
Fuel  Oil  Burner,  Type  A  and  Type  B,  for  use  in  commer¬ 
cial  and  industrial  installations  when  installed  in  accordance 
with  the  fuel  oil  rules  and  the  report  of  the  chief  of  the 
bureau  of  fire  prevention. 

Adjourned  4.30  p.  m. 


William  J.  O’Gorman,  Secretary. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  May  9,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  20,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

679-25-S. 

PETITIONER— Samuel  Rosenblum,  substituted  for  Croker 
National  Fire  Prevention  Engineering  Co.,  for  The 
Greenwich  Savings  Banks,  new  owner. 

SUBJECT— Application  for  reopening— modification— re 
Petition  for  a  variation  of  the  labor  law  as  cited  in 
an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 5  West  30th  street  (Block  No. 

832,  Lot  No.  36),  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


*  Correction — Words  “as  to”  substituted  for  ivords  “ only 
so  far  cus  it  refers  to  permitting  a”  in  lines  7  and  8  of  resolu¬ 
tion.  Words  “so  far  as  to  permit”  substituted  for  zvords  “of 
not  over”  in  fines  8  and  9  of  resolution.  Words  “to  be  en-* 
gaged  at  manufacturing”  added  after  persons  in  line  9  of  reso¬ 
lution. 


Negative  . * .  ~ 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ® 

Absent  .  0 

THE  RESOLUTION— 

(679-25-S) 

Whereas,  this  petition,  affecting  premises  5  West  30th 
street  (Block  No.  832,  Lot  No.  36),  Borough  of  Manhattan, 
was  granted  by  the  board  November  10,  1925,  on  certain 
conditions,  and  owner,  through  his  agent,  Samuel  Rosenblum, 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  of  the  board  as  adopted  on 
November  10,  1925,  be  and  it  hereby  is  modified,  as  to  manu¬ 
facturing  occupancy,  so  as  to  permit  twenty-five  persons  to 
be  engaged  at  manufacturing  on  each  of  the  upper  floors,  on 
condition  that  the  walls  separating  the  passageway  from  the 
first  floor  store  shall  be  constructed  throughout  of  approved 
fireproof  material,  as  indicated  on  the  plans  filed  with  this 
petition  marked  “Received  April  20,  1933” ;  that  all  doors 
therein  shall  be  fireproof,  self-closing;  that  the  ceiling  below 
such  passageway  shall  be  fire-retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals  and  that  the 
resolution  of  November  10,  1925,  except  as  herein  modified, 
be  complied  with  and  that  the  labor  law  be  complied  with 
in  all  other  respects. 


PU BLIC  HEARING 

PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[89-27-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Tues- 
(Jay,  June  13,  1933,  at  4  p.  m.,  Room  1013,  Municipal  Build- 
ing,’  on  Proposed  Amendments  to  Rules  of  Procedure. 
(Matter  in  brackets  [  ]  to  be  omitted;  new  matter 

in  italics). 

ARTICLE  I— PUBLIC  HEARING. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variations  of  the  Building  Zone  Resolution  ,  appeals  from 
administrative  orders;  petitions  for  variation  of  the  Labor 
Law  and  consideration  of  Rules,  as  such  sessions  are  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Ap¬ 
peals.  [At  hearing  devoted  to  applications  for  variations 
of  the  Building  Zone  Resolution,  no  other  matters  will  be 

considered.]  ^  ^ 

ARTICLE  III— THE  CALENDAR. 

3.  The  Clerk’s  Calendar  Call  shall  be  called  each 


[Tuesday]  Monday  at  2  p.  m.,  in  Room  1013,  Municipal 
Building,  Manhattan,  by  the  Chairman  or  the  Secretary,  or 
by  a  member  of  the  staff  detailed  to  such  duty  by  the  Chair¬ 
man,  and  a  date  for  the  public  hearing  of  each  application  for 
variation  of  the  Building  Zone  Resolution  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons  in¬ 
terested  in  such  case. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applicant  shall 
appear  in  person,  or  by  agent  or  attorney,  and  property 
owners  affected  by  the  application  may  appear  either  in  per¬ 
son  or  by  agent  or  attorney  and  present  any  typewritten  and 
verified  objections  they  may  have  to  the  granting  of  the  ap¬ 
plication,  together  with  a  description  of  their  property  and 
an  affidavit  of  ownership.  Then  a  date  shall  be  set  for  a 
public  hearing  on  the  application  [which  shall  be  not  less 
than  fourteen  days  thereafter.]  and  notice  [Notice  of  said 
hearing]  thereof  shall  be  given  by  publication  in  two  succes¬ 
sive  issues  of  the  Bulletin  of  the  Board. 


USE  OF  HYDRATED 

Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. . 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement . 


LIME  IN  CONCRETE 

1-1 14-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-214-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  <n  concrete  which  is 
to  be  deposited  under  water. 
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FIRE  RETARDING  RUL 
Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun- 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Jolsted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 

(a)  Seven-eighths  (7A)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(254)  inches  of  1:254:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (54)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2^4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Anj  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations:  .  .  .  . 

(a)  One-half  04)  inch  plaster  boards,  or  three- 
eighths  (H)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (54)  >nch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (1«)  inches  on  centers,  or  nailed  to  furring 


ES  FOR  GARAGES,  ETC. 

strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  ($4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  j.16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
one-half  (54)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (?4)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (54)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 

The  following  rules,  governing  Fire  Dnls,  were  SQUAD  MONITORS 

adopted  by  the  Board  of  Standards  and_  Appeals  at  the  . Squad  No.  1 . 

special  meeting  held  on  Friday,  October  5,  1923. 

“  “  2 

DEFINITION  OF  '‘FIRE  DRILL.” 

(<  (<  Q 

The  method  and  practice  of  the  systematic  and  or- 

derly  vacating  of  a  building  by  its  occupants  in  case  of  .  4 . . 

emergency,  panic  or  fire  in  the  least  possible  time  by  4<  „ 

the  nearest  safe  means  of  exit — and  the  use  of  fire  ap¬ 
pliances  which  shall  be  provided  for  the  extinguishing  .  «  «  g . 

or  retarding  of  tire  and  the  safeguarding  of  human  life. 


RlIn  ail  buildings  as  defined  in  Article  1,  Section  10  of 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the 
power  conferred  in  section  775-B  of  the  Greater  New 
York  Charter,  it  shall  be  the  duty  of  the  owners,  lessees 
or  tenants  to  conduct  fire  drills  monthly  and  at  such 
other  times  as  the  Fire  Commissioner  may  direct 

For  the  purpose  of  conducting  such  fire  drills  the 
owner  or  tenant  shall  appoint  from  among  their  em¬ 
ployees  such  responsible  and  dependable  persons,  male 
or  female  who  shall  efficiently  perform  the  duties  of  the 
various  positions  of  the  fire  drill  organization,  as  speci¬ 
fied  on  the  accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 

in  the  blank  spaces  provided  for  that  dpurp?s®  1 "  ^aid 
chart  the  names  of  persons  so  selected  and  post  sa 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

DRILL  ORGANIZATION. 


Premises  . 

Name  of  concern 
Building  No . 


Story 


FOREMAN  OR  PERSON  IN  CHARGE 


Regular 


Substitute 


WATCHMAN 


MALE  SEARCHER 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangerous  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent;  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


Rule.  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm  box 
and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  ^  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 

manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  .representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  bv 
the  FIRE  COMMISSIONER. 


Rule  11.  Duties  of  Engineer. 

^  *ha11  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 


Calendar  No. 


A.  B.  C.  Oil  Burner,  Type  H .  ®8f"29’oA 

Aetna  Automatic  Oil  Burner .  1547-23-bA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l... . 

Baker  Automatic  House  Heating  Burner .  13-3  — -bA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner . .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil - 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D . . . .  423~34"f  ^ 

Braden  Automatic  Fuel  Oil  Burner .  322  3U-bA 

Branford  Oil  Burner,  Model  A  . 

Caloroil  Burner-Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A  B  and  . .  229-3--bA 

Carboradiant  Oil  Burner,  Models  V  &  VS....  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS . 

Carborundum  Burner .  571-29-bA 

Carter-Korth  Oil  Burner,  Model  “P” . 

Carter-ICorth  Oil  Burner .  ca 

Century  Oil  Burner .  157-28-bA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  . .  , 

Combustion  Fuel  Oil  Burner .  110o-22-bA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  3481SMa 

Cook’s  Automatic  Oil  Burner....... .  ^'oIca 

Cope-Swift  Safety  Automatic  Oil  Burner -  354-31-bA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  5?2'34'o^ 

Crown  Oil  Burner,  Type  XA .  4-6  29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  V™‘o!’?a 

Delco  Heat  Oil  Burner .  J??'«1'Ia 

DeWalt  Oil  Burner .  .4!'„3LbJ 

Dist-o-matic  Oil  Burner .  663-28-bA 

Doe  Oil  Burner .  SI'S'Ia 

Doherty  Oil  Burner .  943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  . .  600-31-SA 

Economy  Oil  Burner.  Type  A-l .  45'o-’c^ 

Eisler  Automatic  Oil  Burner .  481-27-bA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-S. . 

Ember-Glo  Oil  Burner .  4JJ'3;'^ 

Enterprise  Potary  Fuel  Oil  Burner .  1149-27-bA 

Enterprise  Type  Junior  W  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner . 

Fairfield  Oil  Burner .  584-31-SA 


Name  of  Burner 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O -  1094-27-SA 

Fluid  Heat  Oil  Burner . .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA  j 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  9o7-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-28 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA  i 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32- S A 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA  i 

Improved  Kres-Ivno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner -  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner....  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

ICeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner . 367-30-SA 

Kres-Ivno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner . .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66.  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-P 

Marr  Oil  Heat  Machine .  765-26-. 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

McTIvane  Oil  Burner . •  ••  544-29-S  v 

Melco  Automatic  Oil  Burner,  Type  “A” . 1032-25-S- 

Merco  Oil  Burner .  637-29-S  ' 

Mid-West  Oil  Burner.  Models  106,  108,  208, 

21 1.  311  and  114 .  327-31-. 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25- S A 

iMorse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nn-Way  Oil  Burner .  773-26-SA 


Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 


Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B..  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner  Calendar  No. 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30- SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0 .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  440-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  SpFo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  012-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  May  24,1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total . 

Disposed  of  . 

Cases  pending  May  24,  1933 . 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed  . 

Denied . 

iy0  Granted . 

Granted  on  condition . 

Appliances  approved  . . < . 

38  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

106  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

2  Requests  to  amend  granted . 

Requests  to  amend  denied . 

20  Requests  for  modification  granted . 

Requests  for  modification  denied . 

I  Requests  to  rescind  granted . . 

Requests  to  rescind  denied . 

30  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

1  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

5  Plans  approved  . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn., 

0  Interpretations  . . . 

_  Requests  withdrawn  or  dismissed . 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  t-he 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  ana 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m.  ~ .  '  . 

Special  meetings  as  published  in  this  Bulletin.  ‘v 
Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m.  -» 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours— 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  6,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  June  13,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  Lis  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  arc  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

directions 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  May  31,  1933. 

Cal.  No.  Department.  Premises  Affected. 

198-33-BZ . D.B.M _ West  side  of  Haven  ave.,  217 

ft.  in.  north  of  W.  172nd 
st.  (Block  2139,  part  of  Lots 
275  &  357),  Man., 

_  N.  B.  51-33 

197-33-SA . F.D . Magna  Fuel  Oil  Burner, 

. -  Appliance 

196-33-BZ . D.B.M _ 57  St.  Marks  pi.  (Block  450, 

Lot  46),  Man., 

—  _  Alt.  430-33 

195-33-SA . F.D . Bullet  Automatic  Oil  Burner, 

-  Models  A  &  B,  Appliance 

194-33-BZ . D.B.Q. ..  .Northeast  corner  of  91st  ave.  & 

209th  st.  (Block  1503,  Lot  3), 
Queens  Village,  Q., 

-  N.  B.  879-33 

193-33-SA . F.D . Nemes-Gluck  Oil  Burner, 

-  Appliance 

192-33-BZ . D.B.B _ 9201-15  Kings  highway  (Block 

4667,  Lot  74),  Bklyn., 

-  Applic.  4646-33 

191-33-BZ . D.B.Q _ West  side  of  Sutphin  blvd.,  from 

Lakewood  ave.  to  Shore  ave. 
(Block  1144,  Lot  12),  Jamaica, 

-  Q.,  N.  B.  720-33 

Restored  to  Calendar. 

495-32-BZ . D.B.Q. ..  .Northwest  corner  of  Rockaway 

blvd.  &  123rd  st.  (Block  2512, 
Lot  7),  South  Ozone  Park, 

—  - —  Q.,  Plan  No.  2272-32 

486-31-BZ . T.H.D....58  E.  86th  st.  (Block  1497,  Lot 

-  49),  Man.,  Alt.  973-1931 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932— Vol.  17  No.  31 

forms  . 

Concrete  Flat  Slabs,  Rules . June 

Concrete  Rules  (Hydrated  Lime)..  June 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) -  Oct. 

Factory  Exit  Rules . Jan. 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . ?••••••;••••• . May 

Fireproof  Wood,  Testing  of . May 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . May 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  .  Dec.  13,  1932— Vol.  17  No.  5ft 

Plumbing  Rules  . Apr.  25,  1933— Vol.  18  No.  17 


6,  1933— Vol.  18  No.  23 

6,  1933— Vol.  18  No.  23 
28,  1933— Vol.  18  No.  13 

18,  1932— Vol.  17  No.  42 
3,  1933— Vol.  18  No.  1 
27.  1932— Vol.  17  No.  52 
30,  1933— Vol.  18  No.  22 

30,  loss'— Vol.  18  No.  22 
2,  1933— Vol.  18  No.  18 
21,  1919— Vol.  4  No.  3 
23,  1933— Vol.  18  No.  21 

7,  1925— Vol.  10  No.  14 
5,  1928— Vol.  13  No.  23 


Procedure,  Rules  of . June  6,  1933— Vol.  18  No.  23 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933 — Vol.  18  No.  16 

Smoking  in  Factories,  Rules  for...  Apr.  18,  1933 — Vol.  18  No.  16 

Sprinkler  Rules  .  Dec.  6,  1932 — Vol.  17  No.  49 

Standpipe — Fire  Line  Rules .  Nov.  22,  1932 — Vol.  17  No.  47 

Structural  Alterations,  Reporting..  June  7,  1932 — Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)...  Apr.  10,  1923 — Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 


rtreline  Hose  Valves . May 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . May 

Fuel  O'il  Burners  for  Industral  Use.  May 
Fuel  Oil  Pumps . . . May 


30,  1933— Vol.  18  No.  22 

30,  1933— Vol.  18  No.  22 
16,  1933— Vol.  18  No.  20 
2,  1933— Vol.  18  No.  18 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  6,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

115-33-BZ. 

APPLICANT — Emil  Guterman,  for  Ligniform  Co.,  owner. 

PREMISES — North  side  of  Merrick  road,  7.53  ft.  west  of 
223rd  street  (Block  No.  3548,  Lot  No.  1),  Laurel- 
ton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 

124-33-BZ. 

APPLICANT— John  E.  Sexton,  for  J.  E.  P.  Realty  Corp., 
owner. 

PREMISES — 1965-1967  Fulton  street,  northeast  corner  of 
Saratoga  avenue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


132-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Estate  of  Julius  A. 
Stursberg,  owner. 

PREMISES — Southeast  corner  of  Fordham  road  and  Cro- 
tona  avenue  (Block  No.  3116,  part  of  Lot  No.  9), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

134-33-BZ. 

APPLICANT — Emil  Guterman,  for  William  Kawecki, 
owner. 

PREMISES — Northeast  corner  of  Hollis  avenue  and  208th 
street  (Block  No.  1867,  Lot  No.  30),  Hollis,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and,  also,  a 
gasoline  service  station. 

140-33-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P.  Fran¬ 
cis  and  Williamsburgh  Savings  Bank,  owners. 

PREMISES — 1987-1991  Atlantic  avenue,  northwest  corner 
of  Saratoga  avenue  (Block  No.  1561,  Lot  Nos.  36 
and  37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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JUNE  6,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  6, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
[he  following  matters: 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  105-33-BZ — Application,  March  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Christopher  C.  McGrath,  applicant, 
on  behalf  of  Elizabeth  A.  Dempsey, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2101-2105 
Williamsbridge  road,  northwest  corner 
of  Lydig  avenue  (Block  No.  4332,  Lot 
No.  26),  The  Bronx. 

cal.  no.  67-33-BZ — Application,  February  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Glick,  applicant,  on  be¬ 
half  of  Harry  Weissberg,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Baychester  avenue  and  East  233rd  street 
(Block  No.  4955,  Lot  No.  1),  The 
Bronx. 

cal.  no.  92-31-BZ — Application,  February  19,  1931 ;  granted 
on  certain  conditions  June  23,  1931,  for 
a  temporary  period;  reopened  April  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Sarah  Raskin  and 
Yetta  Raskin,  applicants  and  owners,  to 
permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  8401-8411  Flat- 


lands  avenue  and  769  East  84th  street, 
northeast  corner  (Block  No.  8005,  Lot 
Nos.  6,  7  and  8),  Brooklyn. 

cal.  no.  128-33-BZ — Application,  April  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Kabor  Holding  Corp.,  owner, 
to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  3276  Jerome 
avenue,  southeast  corner  of  Grand  con¬ 
course  (Block  No.  3323,  Lot  Nos.  55 
and  64),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

16-33-A— 86-22  101st  street  (Block  No.  177,  Lot  No.  1), 
Woodhaven,  Borough  of  Queens. 

48-33- A— 196-204  North  14th  street  (Block  No.  2279,  Lot 
No.  15),  Brooklyn. 

88-33-A — North  side  of  Second  avenue,  2,311.7  ft.  north 
from  the  corner  of  Second  avenue  and  36th 
street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614.  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 

63-33- A — 388-390  Second  avenue  (Block  No.  928,  part  of 
Lot  No.  1),  Manhattan. 

76-33-A — 3-15  Hanover  square,  58-72  Water  street  and 
102-106  Pearl  street  (Block  No.  30,  Lot 
No.  19),  Manhattan. 

81-33-A— 53-02  29th  street  (Block  No.  292,  Lot  No.  106), 
Long  Island  City,  Borough  of  Queens. 

90-33-A — 1135  Willoughby  avenue  (Block  No.  3197,  Lot 
No.  41),  Brooklyn. 

133-33-A — 1526  Avenue  M,  southwest  corner  of  East  16th 
street  (Block  No.  6744,  Lot  No.  8),  Brook¬ 
lyn. 

173-33-A— 1923  Gerry  street  (Block  No.  2265,  Lot  No.  14), 
Brooklyn. 

176-33- A — 213  Stone  avenue  (Block  No.  1450,  Lot  No.  5), 
Brooklyn. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

42-33-S — 89  Gold  street  (Block  No.  103,  Lot  No.  24), 
Manhattan. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S— 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 

Appliances  Submitted  for  Approval. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 

166-33- S A — Gold  Star  Oil  Burner,  approval  of. 


JUNE  9,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GrVPN  by  the  board  of  stagd- 
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ards  and  appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Friday  morning ,  June  9, 

1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters: 

CAL.  NO.  84-33-BZ— Application,  March  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  G.  Long,  applicant,  on  behalf 
of  Estate  of  Thomas  J.  Long,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  change 
of  occupancy  of  an  existing  wet  wash 
laundry  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  3449  Fort 
Hamilton  parkway,  south  side,  100  ft. 
west  of  Chester  avenue  (Block  No. 
5302,  Lot  No.  44),  Brooklyn. 

cal.  no.  92-33-BZ — Application,  March  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  M.  Hazell,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1602-1614 
Cropsey  avenue,  southeast  corner  of  16th 
avenue  (Block  No.  6461,  Lot  No.  1), 
Brooklyn. 

cal.  no.  95-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  E.  Kennedy,  applicant,  on 
behalf  of  Sona  Cooperstein,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No. 
3088,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

I 

CAL.  NO.  107-33-BZ— Application,  March  20,  1933,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Benjamin  Green¬ 
berg,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  milk  bottling  plant;  premises  436- 
446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklyn. 

cal.  no.  116-33-BZ — Application,  March  27,  1933,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Arthur  F.  Lamanda,  ap¬ 
plicant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No. 
304-30-BZ)  ;  premises  50-56  Downing 
street  and  214-218  West  Houston  street 
(Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

cal.  no.  130-33-BZ — Application,  April  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edgar  J.  Moeller,  applicant,  on  be¬ 
half  of  H.  Herrmann  &  Sons,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  401  East  60th 
street  and  1102-1106  First  avenue  (Block 
No.  1445,  Lot  Nos.  1,  2  and  3),  Man- 
.  •„  hattan-. 


cal.  no.  12-19-BZ — Application,  January  9,  1919;  extension 
of  existing  garage  granted  on  certain 
conditions  February  18,  1919 ;  reopened 
April  11,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  applicant,  on  behalf  of  Catherine 
A.  Brown  and  Estelle  F.  C.  Brown, 
present  owners,  to  permit,  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district,  the  maintenance  of  an  auto 
laundry  and  office  with  entrance  from 
Prospect  Park  Southwest ;  premises  210- 
212  Prospect  Park  Southwest,  west  side, 
75  ft.  north  of  Ocean  parkway  (Block 
No.  5287,  Lot  No.  44),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  9,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  June  9, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  31-33-BZ — Application,  January  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Denis  P.  Healy,  owner,  to  per¬ 
mit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  610-622  Utica  ave¬ 
nue,  northwest  corner  of  Winthrop 
street  (Block  No.  4603,  Lot  Nos.  40  and 
43),  Brooklyn. 

cal.  no.  629-32-BZ — Application,  December  27,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Markey,  Donnelly  &  Cunning¬ 
ham,  applicants,  on  behalf  of  Samuel  J. 
Wood  and  Evelyn  Wood,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  east  side  of  Hugh 
J.  Grant  Circle,  from  Westchester  ave¬ 
nue  to  East  177th  street  (Block  No. 
3796,  Lot  No.  1),  The  Bronx. 

cal.  no.  25-33-BZ— Application,  January  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Minnie  Pedowitz,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  145th  street  and  Rockaway 
boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of 
Queens. 

CAL.  NO.  79-33-BZ— Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  John  D.  Connaughton,  appli¬ 
cant,  on  behalf  of  Lucia  Ferony,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  sen 
ice  station ;  premises  southwest  corner 
of  Morris  Park  avenue  and  Matthew  - 
avenue  (Block  No.  4044,  Lot  Nos.  7 
and  8),  The  Bronx. 
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al.  no.  535-32-BZ — Application  remitted  to  the  board  by  the 
Court  for  further  consideration  under 
section  7,  subdivision  f,  application  hav¬ 
ing  been  filed  October  20,  1932,  under 
sections  7f  and  21  of  the  building  zone 
resolution,  by  William  Shary,  applicant, 
on  behalf  of  W.  Parsons  Todd,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  (denied  by  the  board  Janu¬ 
ary  13,  1933;  reopened  May  23,  1933)  ; 
premises  northeast  corner  of  Boston 
•  road  and  Astor  avenue  (Block  No.  4346, 
Lot  No.  5),  The  Bronx. 

HARRIS  H,  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  13,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

,31-32-BZ. 

APPLICANT— William  Richter,  for  Minnie  Stone,  owner. 

3REMISES — 4602-4614  Kings  highway,  southeast  corner  of 
East  46th  street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No.  7750,  Lot  No. 
5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

19-33-BZ. 

APPLICANT — Charles  A.  Mulligan,  Jr.,  for  Antonio  Pavin. 

owner. 

3REMISES — 110  Alaska  street,  southwest  corner  of  Hen¬ 
derson  avenue  (Block  No.  197,  Lot  No.  90),  West 
New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

L13-33-BZ. 

APPLICANT — John  R.  McMullen,  for  Rutland  Holding 
Corp.,  owner. 

PREMISES — 689-691  Utica  avenue,  southeast  corner  of 
Clarkson  avenue  (Block  No.  4637,  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

144-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Business  Thorough¬ 
fares,  Inc.,  owner. 

PREMISES— Southwest  corner  of  111th  avenue  and  Lake- 
wood  avenue  (Block  No.  2473,  part  of  Lot  No.  1), 
Dunton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

L54-33-BZ. 

APPLICANT — Martin  Smith,  for  Brooklyn  Retail  Butchers 
Corp.,  owner. 

PREMISES — 178-184  South  Elliott  place,  west  side,  131  ft 
4  in.  north  of  Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  extension  of  an  existing 
refrigerating  use  located  in  an  unrestricted  district. 


JUNE  13,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  13, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  71-33-BZ— Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop ;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

CAL.  NO.  109-33-BZ— Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
•  station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough. of  Queens. 

cal.  no.  99-33-BZ— Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 

cal.  no.  108-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Norah  Kissane,  owner,  to  permit  in 
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a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
southwest  corner  of  23rd  avenue  (Potter 
avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 

cal.  no.  1 1 1-33-BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  June  13, 
1933,  at  2  ’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  68-33-BZ — Application,  February  20,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  M.  C.  R.  Holding  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  243- 
247  Rockaway  parkway,  1155-1159 
Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest 
corner  of  Clarkson  avenue  (Block  No. 
4633,  part  of  Lot  No.  44),  Brooklyn. 

cal.  no.  86-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Ethel  Cohen,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No. 
3896,  Lot  No.  16),  The  Bronx. 

cal.  no.  96-33-BZ— Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Michele  Molfetta,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  Baisley  avenue  and  Eastern  boule¬ 
vard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

cal.  no.  122-33-BZ— -Application,  March  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Appolonia  Rothschmitt,  owner, 
to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  64- 
66  Furman  avenue  (Block  No  3467 
part  of  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  4  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27- SR— Rules  of  Procedure,  Proposed  Amendments  to 
Article  I,  Section  2;  Article  III,  Section  3, 
and  Article  V,  Section  5. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  20,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

27-33-BZ. 

APPLICANT — Kenlon  Construction  Co.,  Inc.,  for  Joseph 
Moss,  owner.  • 

PREMISES — Northwest  corner  of  Springfield  boulevard 
and  115th  avenue  (Block  No.  1949,  Lot  No.  1), 
Queens  Village,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

148-33-BZ. 

APPLICANT— Irving  Proskauer,  for  Noviak  Holding 
Corp.,  owner. 

PREMISES — Southwest  corner  of  Hollis  avenue  and  Cross 
Island  boulevard  (Block  No.  1882,  Lot  No.  106). 
Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

161-33-BZ. 

APPLICANT — Frank  B.  Reardon,  for  Theodore  G.  Zeh, 
owner. 

PREMISES — 170-07  115th  avenue,  northeast  corner  of  170th 
street  (Block  No.  3087,  Lot  No.  250),  Jamaica. 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  business  use 
(funeral  parlor). 

339-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  H.  Kinzer,  owner. 

PREMISES — 3509-3513  Fort  Hamilton  parkway,  south  side, 
204  ft.  east  of  36th  street  (Block  No.  5302,  Lot  No. 
18),  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  a  further  modification  of  a  resolution  of  the 
board  granting,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  and,  also,  the  maintenance  of  an  open-air 
storage  and  parking  space  for  more  than  five  (5) 
motor  vehicles,  so  as  to  permit  the  inclusion  of  a 
motor  vehicle  repair  shop  with  forge  and  anvil  (re¬ 
opened  May  23,  1933). 


JUNE  20,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOl  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  20 
1933  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  89-33-BZ— Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution. 
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of  De  Rose  &  Cavalieri,  applicants,  on 
behalf  of  Sokay  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of  Gun 
Hill  road,  63  ft.  west  of  Arnow  avenue 
(Block  No.  4783,  Lot  Nos.  61  and  63), 
The  Bronx. 

cal.  no.  314-32-BZ — Application,  June  2,  1932;  withdrawn 
September  23,  1932;  reopened  March  14, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Lama  &  Proskauer, 
applicants,  on  behalf  of  Harry  Green¬ 
berg,  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  the 
first  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
1716-1718  Coney  Island  avenue,  west 
side,  100  ft.  north  of  Avenue  N  (Block 
No.  6573,  Lot  No.  40),  Brooklyn. 

cal,  no.  388-30-BZ — Application,  June  10,  1930;  denied  Sep¬ 
tember  30,  1930;  reopened  January  13, 
1933,  for  reconsideration  based  on  new 
facts,  under  section  21  of  the  building 
zone  resolution,  of  Felix  Nolan  and 
Margaret  Nolan,  applicants  and  owners, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1857-1865  Lin¬ 
den  boulevard,  formerly  455-465  Linden 
boulevard,  northwest  corner  of  Alabama 
avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

cal.  no.  114-33-BZ — Application,  March  24,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Henry  Scharnberger,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  172-15  46th  avenue, 
northwest  corner  of  Utopia  parkway 
(Block  No.  1267,  Lot  Nos.  1,  77  and 
part  of  Lot  No.  4),  Flushing,  Borough 
of  Queens. 

cal.  no.  202-30-BZ — Application,  March  19,  1930;  denied 
October  7,  1930;  reopened  February  21, 
1933,  for  reconsideration  under  section 
21  of  the  building  zone  resolution,  based 
on  new  facts  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  Porter  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
220-06  Northern  boulevard  (Block  No. 
3213,  part  of  Lot  No.  1),  Bayside,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

55-33- A — 366-382  Henry  street  (Block  No.  299,  Lot  Nos. 

23  to  31,  inclusive),  Brooklyn. 

66-33- A — 801-803  East  136th  street  (Block  No.  2588,  Lot 
No.  1),  The  Bronx. 

110-33-A — 102  West  80th  street  (Block  No.  1210,  Lot  No. 
37),  Manhattan. 

112-33-A — 361  Van  Sindern  avenue  (Block  No.  3765,  Lot 
No.  9),  Brooklyn. 


45-33-A — Astor  place  and  Cooper  square  (Block  No.  544, 
Lot  No.  76),  Manhattan. 

145-33-A— 289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  The  Bronx. 

166- 33-A— 41-51  Water  street  (Empire  Store  No.  11), 

(Block  No.  26,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

167- 33-A — 53-73  Water  street  (Empire  Stores  Nos.  5,  6 

and  7),  (Block  No.  26,  part  of  Lot  No.  1), 
Brooklyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

121-33-S — 135-153  West  37th  street  (Block  No.  813,  Lot 
No.  1),  Manhattan. 

123-33-S — 1364-1370  Broadway  (Block  No.  812,  Lot  No. 
49),  Manhattan. 

131-33-S — 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 

158-33-S — 34  West  38th  street  (Block  No.  839,  Lot  No. 
66),  Manhattan. 


JUNE  23,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  223-31 -BZ — Application,  May  13,  1931;  gasoline 
station  granted  on  certain  conditions 
October  14,  1931;  reopened  January  10, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Kenlon  Construction 
Co.,  Inc.,  applicant,  on  behalf  of  Leo 
Nadel,  owner,  to  permit  in  a  business 
district  the  modification  as  to  location 
and  width  of  driveways  and  construction 
of  wall  required  in  a  resolution  of  the 
board  permitting  the  erection  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  East  Tremont  avenue  and 
Baisley  avenue  (Block  No.  5333,  Lot 
No.  1),  The  Bronx. 

CAL.  NO.  503-32-BZ — Application,  September  26,  1932;  with 
drawn  December  13,  1932;  reopened 
February  28,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Harry 
H.  Sidrow,  applicant,  on  behalf  of 
Fannie  Ross  and  Wolf  Ross,  owners,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  resi¬ 
dence  building  so  as  to  include  a  business 
use  (stores)  ;  premises  16  St.  Nicholas 
place  (Block  No.  2054,  Lot  No.  40), 
Manhattan. 

cal.  no.  263-27-BZ — Application,  March  14,  1927;  garage 
granted  on  certain  conditions  July  5, 
1927 ;  reopened  May  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Oscar  Wagenseil,  present  ownei, 
to  permit  in  a  business  district  the  in¬ 
clusion  of  a  motor  vehicle  repair  shop 
in  a  garage  for  more  than  five  t,5) 
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motor  vehicles  which  was  granted  by  the 
board ;  premises  540-544  65th  street, 
south  side,  315  ft.  east  of  Fifth  avenue 
(Block  No.  5828,  Lot  No.  18),  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 


of  the  building  zone  resolution,  Tuesday  afternoon,  June  27, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
WEDNESDAY  MORNING,  MAY  31,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  May  23,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  Tuesday  afternoon,  May 
23  1933,  were  approved  as  printed  in  Bulletin  No.  22, 

Vol.  XVIII. 


BUILDING  ZONE  CASES. 

68-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 243-247  Rockaway  parkway, 
1155-1159  Clarkson  avenue,  northeast  corner,  and 
9709-9719  Kings  highway,  northwest  corner  of 
Clarkson  avenue  (Block  No.  4633,  part  of  Lot  No. 
44),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr.,  and  Charles 
Lipsky. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


86-33-BZ. 

APPLICANT — William  Shary,  for  Ethel  Cohen,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No.  3896,  Lot 
No.  16),  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  Shary  and  Benjamin  Duhl. 
For  Opposition:  Charles  A.  Conner,  Charles  J. 
Bensky,  John  L.  Sheehan  and  Morris  Michael- 
son. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


96-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Michele  Molfetta, 
owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Baisley 
avenue  and  Eastern  boulevard  (Block  No.  5340, 
Lot  No.  1),  The  Bronx 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Alderman  John  J.  Hanley,  Mrs. 
Mary  Heinbuch,  Martha  Burkhardt,  Mrs.  Cath¬ 
erine  Nelson,  Mrs.  Schimek  and  Mrs.  John 
Georges. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


APPLICANT — Samuel  Rosenblum,  for  Appolonia  Roth- 
schmitt,  owner. 

SUBJECT  -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 64-66  Furman  avenue  (Block 
a  £:a  3467>  part  of  Lot  No.  5)>  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


495-32-BZ. 

APPLICANT— William  F.  Regan,  for  Navillus  Real 
Uorp.,  owner. 

SUBJECT— Application  for  reopening — consideration  und 
ue<Mj?n  ^ ’  Previously  denied  under  section  7f  of  tl 
building  zone  resolution— re  Application  (decisii 
of  the  superintendent  of  buildings),  to  permit,  part 
m  a  residence  district  and  partly  in  a  business  di 
tnctj  the  erection  and  maintenance  of  a  gasoli 
service  station  (previously  withdrawn  under  secti< 

un iJ'S  70brUarX  ,5>  1933’  f°r  C°nSidera,i' 

PREMISES  A FECT ED— Northwest  corner  of  Rockawi 
boulevard  and  123rd  street  (Block  No  251*  I 

APPEARANCES-— *”  °“"e  *“*•  Bo™*h 

For  Applicant :  Michael  Levine 
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THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 


Negative:  Commissioner  Guilfoyle .  1 

Absent  .  0 


486-31-BZ. 

APPLICANT — Robert  Teichman,  for  Mary  Jamieson, 
owner;  request  for  reopening  made  by  the  owner. 

■  SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  tenement  house  com¬ 
missioner),  under  sections  7a  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  business  use 
in  part  of  an  existing  building. 

PREMISES  AFFECTED — 58  East  86th  street  (Block  No. 

1497,  Lot  No.  49),  Manhattan. 

APPEARANCES— 

For  Applicant :  Benjamin  Levitan. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


111-33-BZ. 


APPLICANT — Conroy  &  Hardy,  for  Christ  G.  Callas, 
owner. 

SUBJECT — Application  for  acceptance  as  new  case — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station, 
i  PREMISES  AFFECTED — Northeast  corner  of  Jamaica 
Bay  boulevard  and  Morrell  avenue  (Block  No.  4046, 
Lot  No.  82),  Borough  of  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  accepted. 

THE  VOTE  TO  ACCEPT— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


87-33-BZ. 

APPLICANT — Herbert  M.  Benon,  for  Land  Estates,  Inc., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles  and. 
also,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 51-59  Avenue  U  (Block  No. 

7094,  Lot  No.  42),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  M.  Benon. 

For  Opposition:  Oscar  L.  Landman. 

ACTION  OF  BOARD — Application  denied 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(87-33-BZ) 


Whereas,  Herbert  M.  Benon,  for  Land  Estates,  Inc., 
pwner,  filed,  March  6,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  con¬ 


version  of  occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop;  premises  51-59  Avenue  U  (Block  No.  7094, 
Lot  No.  42),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Avenue  U  is  in  a  business  district ; 
West  11th  street  is  in  a  residence  district,  and  86th  street 
is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  6,  1933  (re  Applic.  No.  1640-1933),  reads: 
“1.  Changing  to  a  garage  for  over  5  cars  and  auto 
repair  shop  is  contrary  to  Art.  II,  par.  6  of  Zone  Reso¬ 
lution.”  ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  one 
story  in  height,  with  a  frontage  of  80  ft.  on  Avenue  U  and 
100  ft.  on  West  11th  street;  to  be  occupied  as  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  a  motor  vehicle 
repair  shop ;  and 

Whereas,  the  board  deems  that  applicant  has  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

630-29-BZ. 

APPLICANT — Victory  Park-Sites  Realty  Corp.,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  January  28,  1930,  to  permit, 
partly  in  a  residence  district  and  partly  in  a  business 
district,  a  reduction  in  area  of  a  proposed  gasoline 
se;vice  station  to  approximately  one-half  in  size 
(reopened  March  7,  1933). 

PREMISES  AFFECTED — 137-30  Queens  boulevard  and 
137-27  Barret  street,  northwest  corner  (Block  No. 
708,  part  of  Lot  No.  1),  Briarwood,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  A.  W.  Renander. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(630-29-BZ) 

Whereas,  Victory  Park-Sites  Realty  Co.,  Inc.,  owner, 
filed,  October  22,  1929;  reopened  March  7,  1933,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit,  partly 
in  a  residence  district  and  partly  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises  137-30  Queens  boulevard  and  137-27  Barret  street, 
southwest  corner  (Block  No.  708,  part  of  Lot  No.  1),  Briar- 
wood,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  Barret  street  is  in  a  residence  district,  and  Van 
Wyck  boulevard  is  in  a  business  and  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  29,  1933  (re  Plan  No.  6742-29),  reads: 
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and 


“Have  plans  approved  by  the  Board  of  Standards  & 
Appeals  as  called  for  in  their  resolution  granting  this 
application — Gas  Station.  ; 

Whereas,  the  premises  in  the  original  application  consisted 
of  a  plot  of  ground  having  a  frontage  of  285  ft- 
street  and  182  ft.  on  Queens  boulevard  ;  the  southerly  i  or 
iLTof  the  Jlot  fronted  on  (proposed)  Van  Wyck  boulevard: 
the  plot  now  has  a  frontage  (due  to  condemnation)  of 
174  ft  on  Barret  street,  175  ft.  on  Queens  boulevard  and 
250  ft  on  Van  Wyck  boulevard;  it  is  now  proposed  to 
occupy  approximately  one-half  of  the  area  granted  by  the 
board  (as  shown  upon  the  amended  plans  filed)  with  ope 
ings  on  Van  Wyck  boulevard  as  shown ;  and 

Whereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  and  within  the 
purview  of  section  7,  subdivision  g,  of  the  building  zone 
resolution,  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  a  gasoline 
service  station  on  that  portion  of  the  property  between 
Queens  boulevard  and  Van  Wyck  boulevard  m  the  follow¬ 
ing  dimensions :  starting  at  the  intersection  of  Queens  boule¬ 
vard  and  Van  Wyck  boulevard  and  running  southerly  tor  a 
distance  of  128  ft.  along  Queens  boulevard;.  thence  at  an 
angle  of  90  degrees  southwesterly  for  a  distance  of  ap¬ 
proximately  108  ft.  to  Van  Wyck  boulevard;  thence  north¬ 
erly  along  Van  Wyck  boulevard  to  the  point  of  intersection 
of  Queens  boulevard,  on  condition  that  there  shall  be  erected 
along  the  interior  lot  line  an  iron  picket  fence,  not  less  than 
6  ft.  in  height,  and  that  there  shall  be  erected  along  the 
other  building  lines  a  reinforced  concrete  curb,  not  less  than 
12  in.  in  height  above  grade  and  12  in.  in  width,  with  not 
over  three  openings  therein  to  Van  Wyck  boulevard  and  not 
over  two  openings  to  Queens  boulevard,  each  opening  not  to 
exceed  12  ft.  in  width  and  no  opening  nearer  than  10  ft.  to 
the  intersection  of  Queens  boulevard  and  Van  Wyck  boule¬ 
vard,  with  curb  cuts  not  over  14  ft.  in  width  opposite  these 
openings;  that  the  entire  area  shall  be  cement  paved,  other 
than  where  occupied  by  the  accessory  buildings ;  that  the 
accessory  buildings  shall  be  fireproof,  not  over  one  story 
in  height,  of  enamel  or  face  brick  construction,  with  stone 
or  terra  cotta  trim,  and  with  the  roof  covered  with  slate  or 
tile;  that  they  shall  be  located  substantially  as  shown  on  the 
revised  plans  filed  with  this  application  marked  “Received 
March  3,  1933’’ ;  that  the  grease  pits  shall  be  housed  in  an 
accessory  building  which  shall  have  open  front  with  no 
excavation  under  any  of  the  accessory  buildings  except  under 
grease  pits;  that  there  shall  be  no  open  flame  permitted 
on  the  property;  that  the  gasoline  pumps  shall  be  located 
substantially  as  shown  on  the  plans,  with  no  pump  nearer 
to  the  street  line  than  10  ft.;  that  no  portable  gasoline  pumps 
shall  be  used  on  or  from  the  property;  that  any  advertising 
of  non-conforming  use  shall  be  restricted  to  the  glass  globes 
of  the  gasoline  pumps  and  permanent  flat  signs  against  the 
accessory  buildings,  prohibiting  temporary  signs  of  every 
nature ;  that  all  plans  and  working  drawings  shall  be  sub¬ 
mitted  to  this  board  for  approval  before  submission  to  the 
commissioner  of  buildings;  that  all  permits  shall  be  obtained 
within  six  months  and  all  work  involved  completed  within 
one  year  from  the  date  of  this  action. 


492-27-BZ. 

APPLICANT — Halward  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification  and  ex¬ 
tension  of  time — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 


PREMISES  AFFECTED— 1134-1144  East  New  York  ave¬ 
nue  (Block  No.  4600,  Lot  No.  7),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Kronenberg. 

ACTION  OF  BOARD — Application  reopened,  resolution 
modified  and  time  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  & 

Negative  .  ® 

Absent  .  ® 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative  . 

Absent  .  * 

THE  RESOLUTION— 


(492-27-BZ) 

Whereas,  this  application,  affecting  premises  1134-1144 
East  New  York  avenue  (Block  No.  4600,  Lot  No.  7),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
February  28,  1933,  on  certain  conditions,  and  applicant  re¬ 
quested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  February  28,  1933, 
be  and  it  hereby  is  modified  to  read  as  follows :  granted  on 
condition  that  there  shall  be  erected  along  the  street  lines 
of  the  property  on  East  98th  street  and  East  New  York 
avenue  a  concrete  curbing  at  least  12  in.  wide  and  12  in.  high, 
with  not  over  two  openings  in  same  to  East  98th  street  and 
not  over  three  openings  in  same  to  East  New  York  avenue, 
each  opening  not  to  exceed  12  ft.  in  width,  and  no  part  of 
these  openings  to  be  nearer  the  intersection  of  the  two  street 
lines  than  10  ft.;  that  the  curb  cuts  opposite  openings  shall 
not  exceed  14  ft.  in  width;  that  there  shall  be  a  total  of  not 
over  four  twin  pumps  and  none  nearer  than  10  ft.  from  the 
building  line ;  that  there  shall  be  no  portable  gasoline  pumps 
used  on  the  property  or  for  servicing  cars  at  the  curb;  that 
all  advertising  shall  be  confined  to  the  globes  of  the  pumps 
and  to  neat,  flat  signs  placed  against  the  existing  accessory 
buildings,  which  are  used  for  car  washing,  car  greasing  and 
office  ;  that  any  other  accessory  buildings  that  may  be  built 
shall  be  of  fireproof  construction,  not  over  one  story  in 
height,  harmonizing  with  the  existing  accessory  buildings, 
and  erected  along  the  interior  property  lines  of  the  plot;  that 
there  shall  be  a  brick  wall  constructed  on  the  interior  lot 
line  and  constructed  of  face  brick  to  match  that  on  the 
present  accessory  buildings  between  this  property  and  the 
'next  property  adjoining  on  East  New  York  avenue:  that 
this  wall  shall  be  not  less  than  8  ft.  in  height  and  unpierced 
and  properly  coped  with  stone  or  terra  cotta  and  may  be 
racked  back  at  tbe  rate  of  1  ft.  in  4  ft.  for  a  distance  of 
10  ft.  from  East  New  York  avenue,  starting  with  the  wall  not 
less  than  4  ft.  in  height  at  that  point;  that  there  shall  be  no 
open  flame  permitted  on  the  site ;  that  there  shall  be  no 
additional  excavations  other  than  those  existing  under  the 
present  grease  pits  and  under  the  present  office,  that  the 
existing  cellar  excavation  under  the  office  shall  be  cut  off 
from  all  other  parts  of  the  property  with  fireproof  walls 
and  with  the  ceiling  fire-retarded  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals  and  the  cellar 
enterable  only  from  the  exterior  and  used  only  for  the  heating 
system  and  for  no  other  use;  that  all  permits  shall  be  ob¬ 
tained'  within  three  months  and  work  completed  within  six 
months  from  the  date  of  this  amended  resolution. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  MAY  31,  1933. 
Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

APPEAL  FROM  ADMINISTRATIVE  ORDER. 
52-33-A. 

APPELLANT — Patrick  J.  Reville,  superintendent  of  build¬ 
ings,  Bronx ;  Concentrating  Holding  Corp.  and 
Cedar  Avenue  Realty  Co.,  Inc.,  owners, 

SUBJECT — Appeal  for  revocation  of  Certificate  of  Occu¬ 
pancy  No.  1629-25  issued  by  the  superintendent  of 
buildings  August  25,  1925. 

PREMISES  AFFECTED— 1912-1934  Lewis  place  and  1923 
Cedar  avenue  (Block  No.  3231,  Lot  No.  18),  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Osborn  McCagney  and  Lawrence 
R.  Condon. 

For  Owner  of  Premises :  Richard  Monfried  and 
Max  Monfried. 

For  Administration:  Inspector  Francis  Mulhall  of 
department  of  buildings. 

ACTION  OF  BOARD — Appeal  to  revoke  certificate  of  oc¬ 


cupancy  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(52-33-A) 


W hereas,  P.  J.  Reville,  superintendent  of  buildings,  vs. 
Concentrating  Holding  Cbrp.  and  Cedar  Avenue  Realty  Co., 
Inc.,  owners,  filed,  February  10,  1933,  an  appeal  for  the  re¬ 
vocation  of  Certificate  of  Occupancy  No.  1629-25,  affecting 
premises  1912-1934  Lewis  place  and  1923  Cedar  avenue 
(Block  No.  3231,  Lot  No.  18),  Borough  of  The  Bronx;  and 
Whereas,  the  superintendent  of  buildings’  request,  dated 
January  27,  1933,  reads  in  part : 

“Upon  this  presentation  of  facts,  showing  that  the 
southeasterly  end,  of  building  on  the  Cedar  Avenue 
frontage  extends  into  a  business  district,  I  respectfully 
request  the  Board  of  Standards  and  Appeals  to  adopt  a 
resolution  after  a  public  hearing  with  due  notice  to  in¬ 
terested  parties,  revoking  approval  of  plans  and  applica¬ 
tions  N.  B.  2541  of  1924  and  cancelling  and  revoking 
Certificate  of  Occupancy  No.  1629  of  1925  issued  August 
25,  1925,  for  the  occupancy  of  said  building  as  a  public 
garage.” ; 
and 

Whereas,  the  building  is  non-fireproof,  one  and  two 
stories  in  height,  196.37  ft.  by  101.14  ft.,  irregular,  in  depth; 
OCCUPIED  as  a  garage  for  more  than  five  motor  vehicles, 
located  within  an  unrestricted  and  business  use  district ;  and 
Whereas,  the  appellant  claims  the  building  in  question 
was  erected  under  N.  B.  Plans  No.  2541  of  1924,  approved 
upon  the  ground  that  the  building  would  be  within  an  un¬ 
restricted  district  with  the  Cedar  avenue  frontage  located 
in  accordance  with  Rule  K  of  the  zone  resolution  then  in 
force;  Certificate  of  Occupancy  No.  1629  of  1925  was  issued 
August  25,  1925,  after  completion  of  the  building;  due  to  a 
complaint  from  Lawrence  R.  Condon,  attorney  for  an  ad¬ 
joining  property  owner,  an  investigation  was  made  and  found 
that  the  entrances  to  the  garage  on  the  west  side  of  Cedar 
avenue  take  up  about  24  ft.  frontage  and  such  frontage  is 
102.39  ft.  to  105.42  ft.  from  the  easterly  side  line  of  Lewis 
place,  instead  of  97  ft.  measured  across  the  southerly  end  of 
the  lot  and  normal  to  Lewis  place,  as  shown  on  plans  ap¬ 
proved  by  the  superintendent  of  buildings ;  furthermore,  the 
appellant  contends  that  the  southeasterly  end  of  the  building 
on  Cedar  avenue  front  extends  into  a  business  use  district ; 


the  approval  of  the  plans  and  certificate  of  occupancy  were 
obtained  by  a  subterfuge  and  misrepresentation  of  facts ; 
that  the  approval  of  plans  under  N.  B.  2541  of  1924  and 
Certificate  of  Occupancy  No.  1629  of  1925  should  be  revoked; 

and 

Whereas,  it  appeared  at  the  public  hearing  that  the  pres¬ 
ent  owner  of  this  property  had  acted  in  good  faith  in  erecting 
the  building  in  accordance  with  approved  plans  and  that 
the  superintendent  of  buildings  had  acted  within  his  admin¬ 
istrative  powers  in  passing  on  the  building  zone  question  in¬ 
volved  at  the  time  of  the  approval  of  the  plans  and  had 
clarified  his  position  as  to  this  zoning  in  a  letter  dated 
October  8,  1925,  to  the  secretary  of  the  Morris  Heights 
Civic  &  Welfare  Association  and  had  also  acted  within  his 
administrative  powers  in  determining  that  Lewis  place  was  a 
recognized  street ;  and 

Whereas,  the  board  deemed  that  irreparable  damage 
would  be  done  to  present  owner  by  a  revocation  of  the  cer¬ 
tificate  of  occupancy  after  a  lapse  of  approximately  eight 
years. 

Resolved,  that  the  appeal  of  the  superintendent  of  buildings 
for  a  revocation  of  Certificate  of  Occupancy  No.  1629  of  1925, 
issued  August  25,  1925,  be  and  it  hereby  is  denied. 


BUILDING  ZONE  CASES. 

19-33-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Sona  Cooperstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  gasoline  service 
station. 

PREMISES  AFFECTED — 1618-1628  McDonald  avenue 
(Gravesend  avenue),  west  side,  613.75  ft.  north  of 
Avenue  O  (Block  No.  6582,  Lot  No.  23),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Philip  Adelman. 

For  Opposition:  Aaron  H.  Schwartz  and  Jacob 

Diemer. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  o 

THE  RESOLUTION— 

(19-33-BZ) 

Whereas,  Boris  W.  Dorfman,  for  Sona  Cooperstein, 

owner,  filed,  January  17,  1933,  an  application,  under  the 

building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles  and,  also,  a  gasoline  service  station ;  premises 
1618-1628  McDonald  avenue  (Gravesend  avenue),  west  side 
613.75  ft.  north  of  Avenue  O  (Block  No.  6582,  Lot  No.  23), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  McDonald  avenue  (Gravesend 
avenue)  is  in  a  business  district;  24th  avenue  is  in  a  resi¬ 
dence  district,  and  Ryder  avenue  is  in  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  30,  1932  (re  Applic.  12804-32),  reads: 

“Application  denied.  Use  contrary  to  Zoning  Reso¬ 
lution,  Art.  II,  Sec.  4.  Public  Garage  for  more  than 
five  (5)  cars  and  gasoline  station  not  permitted  in  a 
business  district.”; 
and 
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Whereas,  the  premises  consist  of  a  plot  of  ground  haying 
a  frontage  of  99.7  ft.  and  a  depth  of  100  ft.,  upon  which  it  is 
proposed  to  erect  a  one-story,  100  ft.  by  80  ft.  in  area,  non- 
iireproof  garage  for  more  than  five  motor  vehicles,  and  on 
the  Gravesend  avenue  front  of  the  plot,  having  a  depth  of 
20  ft.,  it  is  proposed  to  erect  a  one-story  office  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion;  and  ... 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing  and  which  report  fol¬ 
lows  : 

“Cal.  No.  19-33-BZ. 

“Premises  1618-1628  McDonald  avenue  (Gravesend  ave¬ 
nue),  west  side,  613.75  ft.  north  of  Avenue  O  (Block 
No.  6582,  Lot  No.  23),  Brooklyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  May  18,  1933,  a  committee  of  the  board,  consist¬ 
ing  of  Chairman  Murdock  and  Commissioners  Connell, 
Holland  and  Guilfoyle,  visited  and  inspected  the  above 
premises. 

“This  is  an  application  under  section  21  for  a  one- 
story  garage  for  more  than  five  motor  vehicles  and  a 
gasoline  service  station  at  premises  1618-1628  Gravesend 
avenue,  which  is  now  called  McDonald  avenue. 

“The  applicant  states  as  his  hardship  the  presence  of 
the  elevated  structure  and  also  the  trolley  tracks  under¬ 
neath  on  McDonald  avenue,  which  is  a  wide  thorough¬ 
fare,  100  ft.  in  width;  that  there  are  empty  stores  in  the 
neighborhood  and  a  ball  park  one  block  away,  a  cemetery 
two  blocks  away  and  three  gasoline  stations  within  the 
district.  The  applicant  further  claims  that  he  has  owned 
the  property  for  twelve  years  and  cannot  find  any  con¬ 
forming  use  to  which  it  can  be  put. 

“The  objectors,  of  whom  there  is  a  total  of  twenty- 
two,  with  no  one  giving  consent,  are  located  very  largely 
on  either  side  of  the  property  on  McDonald  avenue  and 
the  property  in  the  rear  and  the  property  across  Mc¬ 
Donald  avenue.  They  dispute  the  statement  as  to  the 
number  of  vacancies  and  empty  stores  and  object  to  the 
proposed  building  because  of  objectionable  odors.  The 
local  chamber  of  commerce,  which  is  also  in  objection, 
states  that  they  object  as  representing  the  general  in¬ 
terest  of  the  householders  in  the  vicinity,  and  that  of 
their  membership  a  great  number  reside  in  the  neighbor¬ 
hood,  and  that  they  object  because  of  the  presence  of  a 
public  school  just  outside  of  the  area  affected  by  this 
application.  (This  school  is  located  at  23rd  avenue  and 
60th  street.)  Also,  that  there  are  enough  garages  and 
gas  stations  for  all  possible  needs  and  accommodations. 
There  are  other  individual  objectors  who  voice  the  same 
objection  and  point  out  that  the  proposed  garage  will 
depreciate  property  values. 

“The  committee  wishes  to  call  attention  to  the  fact  that 
an  application  for  a  garage  on  the  block  south,  under 
Cal.  No.  523-31-BZ,  was  inspected  in  1931  and  the  case 
was  withdrawn  by  the  applicant  in  view  of  the  unfavor¬ 
able  report  of  the  committee  of  the  board.  Another 
garage,  across  McDonald  avenue,  north  of  the  area  af¬ 
fected  by  this  case,  was  denied  by  the  board  under  Cal. 
No.  165-28-BZ. 

“The  three  gasoline  stations,  which  are  apparently  the 
only  non-conforming  uses  in  the  district,  were  established 
prior  to  June  12,  1925,  when  the  law  was  amended 
making  a  gasoline  station  a  prohibited  use  in  a  business 
district. 

“The  committee  was  unable  to  locate  the  cement-block 
manufacturing  plant  mentioned  as  being  north  of  the 
site,  nor  was  the  committee  able  to  find  any  vacant 
stores  as  mentioned  by  the  applicant.  The  stores  were 
occupied.  The  section  is  very  generally  built  up  with 
private  houses  and  multiple  dwellings,  and  in  spite  of  the 
location  of  the  elevated  structure,  the  committee  feels 
that  the  width  of  McDonald  (Gravesend)  avenue  makes 
this  plot  suitable  for  conforming  development  and  that 
hardship  has  not  been  shown. 


“The  plans  submitted  with  this  application  indicate 
that  the  owner  desires  to  construct  a  very  attractive 
building  so  as  to  minimize  the  depreciation  which  might 
be  caused  by  the  construction  of  a  garage  and  gas  sta¬ 
tion  in  this  business  use  area,  but  in  spite  of  this  the 
committee  feels  that  it  would  be  a  mistake  to  grant  the 
application  to  erect  a  garage  for  more  than  five  cars  and 
a  gas  station  on  these  premises  as  it  would  have  a  very 
depressing  effect  on  properties  in  the  vicinity  and,  ac¬ 
cordingly,  recommends  the  denial  of  the  application  as 
it  is  the  opinion  of  the  committee  that  no  hardship  has 
been  shown. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  denial  of  this  ap¬ 
plication. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


21-33-BZ. 

APPLICANT — -Conroy  &  Hardy,  for  Flora  H.  Guthrie  and 
Elizabeth  J.  Rottenberger,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southeast  corner  of  Hillside 
avenue  and  181st  street  (Block  No.  961,  Lot  No. 
43),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition:  George  H.  Bruns  and  Josephine  R. 


Brandt. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(21-33-BZ) 


Whereas,  Conroy  &  Hardy,  for  Flora  H.  Guthrie  and 
Elizabeth  J.  Rottenberg,  owner,  filed,  January  18,  1933,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  gasoline 
service  staton ;  premises  southeast  corner  of  Hillside  avenue 
and  181st  street  (Block  No.  961,  Lot  No.  43),  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hillside  avenue  is  in  a  business 
district;  181st  street  is  in  a  residence  district,  and  182nd 
street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  4,  1933  (re  Plan  No.  2520-1932),  reads: 

“It  is  contrary  to  the  Zone  Law  to  install  a  gasoline 
tank  on  a  lot  located  in  a  business  district.  Art.  II, 
Sec.  4,  subd.  46,  BZR).”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  125  ft.  on  Hillside  avenue  and  81  ft.  on  181st 
street ;  upon  this  plot  there  is  located  a  one-story  non-fire- 
proof  building,  125  ft.  by  approximately  76  ft.,  irregular,  in 
area,  and  occupied  as  a  general  tire  and  tire  repair  and 
service  business ;  this  building  and  use  is  to  be  continued ; 
on  the  Hillside  avenue  portion  of  the  plot  there  is  a  vacant 
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space,  approximately  107  ft.  by  approximately  38  ft.  in  area ; 
in  this  space  it  is  proposed  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station ;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  meeting  and  which  report  fol¬ 
lows  : 

“Cal.  No.  21-33-BZ. 

“Premises  southeast  corner  of  Hillside  avenue  and  181st 
street  (Block  No.  961,  Lot  No.  43),  Jamaica,  Borough 
of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“A  committee  of  the  board,  consisting  of  Chairman 
Murdock  and  Commissioners  Connell,  Holland  and  Guil- 
foyle,  visited  and  inspected  the  above  premises  on  May 
18,  1933. 

“This  is  an  application  under  section  21  of  the  building 
zone  resolution  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  at  the 
southeast  corner  of  Hillside  avenue  and  181st  street, 
Jamaica.  The  premises  referred  to  in  this  application 
are  portions  of  an  existing  building  which  is  now  used 
for  automobile  purposes,  namely,  greasing,  vulcanizing, 
battery  service  and  accessory  sales,  and  apparently  ap¬ 
proved  by  the  superintendent  of  buildings  as  a  part  of 
a  larger  building  occupying  a  total  frontage  of  approx¬ 
imately  205  ft.  on  Hillside  avenue. 

“There  is  a  large  paved  area  for  almost  the  full  length 
of  this  section  of  the  building,  averaging  about  30  ft.  in 
width,  apparently  prepared  for  the  future  installation  of 
gasoline  pumps. 

“The  committee  is  of  the  opinion  that  this  portion  of 
the  building  under  appeal  and  the  two  adjacent  sections 
at  the  east,  along  Hillside  avenue,  were  all  erected  at 
one  time  and  are  one  structure.  The  section  not  covered 
by  this  application  is  used  for  auto  sales,  with  a  repair 
shop  in  the  basement,  which  is  accessible  through  the 
rear  to  181st  street.  This  entire  property  was  before  the 
board  under  Cal.  No.  266-29-BZ  and  the  matter  of  the 
repair  shop  and  gasoline  station  was  denied. 

“This  entire  section  is  one  of  the  best  sections  on 
Hillside  avenue,  and  while  there  is  considerable  frontage 
on  Hillside  avenue  vacant,  the  adjacent  frontages  to  the 
north  and  south  of  the  premises  in  question  are  very 
generally  built  up  with  high  quality  residential  build¬ 
ings.  There  is  a  gasoline  station  to  the  east  and  one 
to  the  west,  which  were  apparently  in  existence  prior 
to  1925  when  the  law  was  amended  prohibiting  gasoline 
stations  in  a  business  district. 

“There  is  overwhelming  objection  to  the  granting  of 
this  gasoline  station  by  neighboring  property  owners, 
there  being  thirty  objections  and  no  consents.  The  ob¬ 
jections  are  from  residents  nearby  and  owners  of  vacant 
property. 

“The  committee  is  of  the  opinion  that  this  case  does 
not  vary  from  the  one  denied  by  the  board  under  Cal. 
No.  266-29-BZ,  at  that  time  the  building  now  on  the 
plot  had  not  been  constructed.  The  application  was  for  a 
gas  station  and  a  motor  vehicle  repair  shop.  The  build¬ 
ings  have  now  been  constructed  and  the  motor  vehicle 
repair  shop  is  being  conducted  in  the  basement,  even 
though  the  building  is  in  a  business  use  district.  The 
application  is  now  for  a  gasoline  station. 

“It  is  true  that  in  this  case  only  a  section  of  the  build¬ 
ing  is  under  appeal,  but  the  committee  is  of  the  opinion 
that  granting  this  application  at  this  time  would  really 
be  a  review  of  its  former  judgment,  and  recommends  to 
the  board  that  as  no  new  facts  have  been  presented  the 
application  be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


Whereas,  this  report  recommends  the  denial  of  the  appli¬ 
cation. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


73-33-BZ. 


APPLICANT — Rubenstein  &  Rosling,  for  Kings  Brewery, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7b,  7c  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  erection  and  maintenance  of  an  extension  to  an 
existing  brewery. 

PREMISES  AFFECTED — 229-271  Pulaski  street,  north 
side,  82  ft.  west  of  Sumner  avenue  (Block  No.  1773, 
Lot  No.  50),  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Rosling. 

For  Opposition:  Lawrence  Blumgarden  and  Joseph 
Crapa. 

ACTION  OP  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 


(73-33-BZ) 


Whereas,  Rubenstein  &  Rosling,  for  Kings  Brewery,  Inc., 
owner,  filed,  February  23,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing  brewery ;  premises 
229-271  Pulaski  street,  north  side,  82  ft.  west  of  Sumner 
avenue  (Block  No.  1773,  Lot  No.  50),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sumner  avenue  is  in  a  business 
district;  Pulaski  street  is  in  a  residence  district,  and  DeKalb 
avenue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  4,  1933  (re  Applic.  No.  891-1933),  reads: 

“Application  denied — use  contrary  to  Zoning  Resolu¬ 
tion,  Art.  II,  Sec.  3;  also  Sec.  4,  Sub.Div.  6;  Brewing 
or  distilling  of  liquors  not  permitted  in  Residence  or 
Business  Districts.” ; 
and 

Whereas-,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  48  ft.  8  in.  and  a  depth  of  ICO  ft. ;  the  east 
portion  of  the  plot  extends  into  the  business  district  for  a 
distance  of  18  ft. ;  the  remainder  of  the  plot  is  in  the  residence 
district;  at  present  the  plot  is  occupied  as  pitch  room,  storage 
space,  cooperage  space,  etc.,  and  loading  platform  for  the 
brewery  on  the  plot  located  to  west  of  site  in  question ;  it  is 
proposed  to  locate  on  the  plot  in  question  a  fireproof,  eight- 
story  structure,  48  ft.  8  in.  by  100  ft.  in  area,  to  be  used 
in  conjunction  with  the  brewery  abutting  same;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing ;  and 
Whereas,  this  report  recommends  that  the  applicant  is 
entitled  to  relief  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  comply  with  the  zoning  law  in  all  other  re- 
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spects  and  that  its  use  shall  be  limited  to  the  storage  of 
brewed  liquors  and  shipping  of  same;  that  the  east  wall  of 
the  building  shall  be  unpunctured  for  its  entire  height ;  that 
there  shall  be  no  pitching  or  cooperage  work  carried  on  in 
the  building  to  be  erected  on  this  plot  under  appeal,  and 
that  all  permits  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  action. 


93-33-BZ. 

APPLICANT — John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 246-250  Atlantic  avenue,  south¬ 
west  corner  of  Boerum  place  (Block  No.  278,  Lot 
Nos.  38,  39  and  40),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edward  F.  Beatty. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative:  Commissioner  Connell . . .  1 

Absent  .  0 

THE  RESOLUTION— 

(93-33-BZ) 


Whereas,  John  J.  Beatty,  for  T.  H.  Fraser  Mortgage 
Corp.,  owner,  filed,  March  8,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  an  unrestricted 
district  and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  246-250 
Atlantic  avenue,  southwest  corner  of  Boerum  place  (Block 
No.  278,  Lot  Nos.  38,  39  and  40),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Atlantic  avenue  is  in  a  business 
district ;  Pacific  street  is  in  an  unrestricted  and  business 
district,  and  Boerum  place  is  in  an  unrestricted  and  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  6,  1933  (re  Applic.  No.  1666-33),  reads: 

“Proposed  gasoline  sevrice  station  to  be  located  partly 
in  a  business  use  and  partly  in  an  unrestricted  district, 
is  contrary  to  Art.  II,  Sect.  4a  of  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  57  ft.  on  Atlantic  avenue  and  80  ft.  5  in.  on 
Boerum  place ;  the  north  part  of  the  plot  extends  into  the 
business  district  approximately  55  ft. ;  the  remainder  of  the 
plot  is  in  the  unrestricted  district ;  it  is  proposed  to  erect 
on  the  plot  a  one-story  office,  grease  pits  and  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock,  Commissioners  Connell,  Holland  and 
Guilfoyle  and  Chief  McElligott;  and 
Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell, 
was  read  at  the  hearing;  and 

Whereas,  this  report  recommends  that  the  applicant  be 
granted  relief  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 


plication  be  and  it  hereby  is  granted  on  condition  that  on  both 
interior  lot  lines  for  their  entire  length  a  brick  wall  not 
less  than  8  ft.  in  height  shall  be  constructed  of  enamel  or 
face  brick;  that  along  the  two  building  lines  of  Boerum 
place  and  Atlantic  avenue  there  shall  be  a  reinforced  con¬ 
crete  curb  not  less  than  12  in.  in  height  and  12  in.  in  width, 
with  not  over  two  openings  .  in  this  curb  from  Atlantic 
avenue  and  not  over  three  from  Boerum  place ;  that  these 
openings  shall  not  exceed  12  ft.  in  width  and  that  no  por¬ 
tion  of  any  opening  shall  be  nearer  than  10  ft.  to  the  corner 
formed  by  the  intersection  of  Atlantic  avenue  and  Boerum 
place ;  that  opposite  these  openings  cuts  in  the  street  curb 
shall  not  exceed  14  ft.  in  width ;  that  the  accessory  buildings 
shall  be  located  substantially  as  shown  on  plans  filed  in  this 
appeal  stamped  “Received  March  8,  1933” ;  that  such  ac¬ 
cessory  buildings  shall  be  not  more  than  one  story  in  height 
and  shall  be  of  fireproof  construction,  and  the  rear  walls 
may  be  incorporated  as  part  of  the  interior  lot  line  walls, 
constructed  of  similar  brick  and  with  slate  or  tile  roofs ; 
that  any  grease  pits  shall  be  housed  in  similar  buildings 
with  open  fronts ;  that  there  shall  be  no  excavation  under 
any  accessory  building  except  the  pits  for  the  greasing  racks ; 
that  the  entire  plot  other  than  that  covered  by  accessory 
buildings  shall  be  cement  paved ;  that  no  gasoline  pump 
shall  be  nearer  than  10  ft.  to  any  street  building  line ;  that  any 
advertising  advertising  non-conforming  uses  shall  be  re¬ 
stricted  to  the  illuminated  globes  of  the  pumps  and  to  flat, 
permanent  signs  placed  against  the  accessory  buildings  or 
w'alls,  excluding  temporary  signs  of  every  nature ;  that  no 
open  flame  shall  be  permitted  on  the  premises ;  that  no 
portable  gas  pumps  shall  be  used  on  or  from  the  premises; 
that  lights  for  general  illumination  shall  be  on  standards 
with  metal  reflectors  so  constructed  and  arranged  to  throw 
the  lights  downward  so  as  not  to  be  objectionable  to  adjoin¬ 
ing  owners  to  the  south  and  west  at  night,  and  that  all 
permits  shall  be  obtained  within  three  months  and  any  work 
involved  shall  be  completed  within  nine  months  after  the 
date  of  this  action. 


35-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Leon  Baron,  owner. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southwest  corner  of  Wood- 
haven  boulevard  and  Linden  boulevard  (Block  No. 
2222,  Lot  No.  38),  South  Ozone  Park,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Edwin  D.  Kenyon  and  Frank 


Shoreys. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(35-33-BZ) 


Whereas,  Conroy  &  Hardy,  for  Leon  Baron,  owner,  filed, 
January  31,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  southwest 
corner  of  Woodhaven  boulevard  and  Linden  boulevard  (Block 
No.  2222,  Lot  No.  38),  South  Ozone  Park,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Woodhaven  (Cross  Bay)  boule¬ 
vard  is  in  a  business  district;  Linden  boulevard  is  in  a  busi¬ 
ness  district ;  De  Sarc  road  is  in  a  business  district,  and 
Gold  court  is  in  a  residence  district ;  and 

Whereas,  the  amended  decision  of  the  superintendent  of 
buildings,  rendered  May  4,  1933  (re  Plan  No.  2497-32), 
reads : 

“The  erection  of  a  Gasoline  Service  Station  in  a 
business  district  is  contrary  to  art.  2,  sect.  4  of  the 
Zone  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  79.19  ft.  on  Woodhaven  boulevard  and  20.3  ft. 
on  Linden  boulevard,  irregular,  in  area,  upon  which  it  is 
proposed  to  erect  a  one-story  office,  12  ft.  by  12  ft.  in  area, 
and  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing  and  which  report  fol¬ 
lows  : 

“Cal.  No.  35-33-BZ. 

“Premises  southwest  corner  of  Woodhaven  boulevard  and 
Linden  boulevard  (Block  No.  2222,  Lot  No.  38),  South 
Ozone  Park,  Borough  of  Queens. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  May.  18,  1933,  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Con¬ 
nell,  Holland  and  Guilfoyle,  visited  and  inspected  the 
above  premises. 

“This  is  an  application  for  a  gasoline  service  station 
on  Cross  Bay  boulevard,  formerly  Woodhaven  boule¬ 
vard,  on  a  plot  which  will  become  a  corner  plot  of  ir¬ 
regular  shape  when  Linden  boulevard  is  cut  across  Cross 
Bay  boulevard.  At  the  present  time  no  work  on  the 
cutting  of  Linden  boulevard  across  Cross  Bay  boulevard 
has  been  started  and  the  wooden  houses  now  on  Gold 
court,  which  would  have  to  be  removed,  are  still  stand¬ 
ing-  .  .  . 

“The  owner  of  this  plot  also  owns  a  plot  adjoining 
on  Block  No.  2222,  at  the  corner  of  De  Sarc  road,  and 
also  across  De  Sarc  road  on  Block  No.  2221. 

“The  owner  contends  he  bought  these  plots  for  apart¬ 
ment  house  development,  and  owing  to  the  proposed  re¬ 
duction  in  the  are  of  the  plot  in  question,  due  to  the  pro¬ 
posed  construction  of  Linden  boulevard,  the  property  is 
not  available  for  apartment  house  use  and  that  he  will 
lose  his  investment  owing  to  the  construction  of  Linden 
boulevard,  which  will  make  his  plot  in  question  rela¬ 
tively  small. 

“There  are  several  gasoline  stations  in  the  neighbor¬ 
hood — one  at  the  corner  of  Cross  Bay  boulevard  and 
Pitkin  avenue,  apparently  in  operation  before  1925,  and 
one  on  a  triangular  plot  at  the  junction  of  Redding 
street  and  Cross  Bay  boulevard,  granted  by  the  board 
under  Cal.  No.  192-27-BZ,  and  one  at  Pitkin  avenue 
and  Redding  street,  in  Block  No.  2221,  apparently  in 
existence  prior  to  1925.  On  this  latter  plot  an  applica¬ 
tion  for  a  garage  for  more  than  five  (5)  cars  was  denied 
by  the  board  under  Cal.  No.  342-28-BZ. 

“The  owner  claims  that  no  award  has  yet  been  made 
by  the  city  for  the  property  that  will  be  taken  for  the 
construction  of  Linden  boulevard. 

“There  have  been  filed  twenty-six  objections  and  no 
consents.  The  objections  are  mainly  filed  by  the  resi¬ 
dents  on  Gold  court  near  the  site  of  the  proposed  gas 
station  and  by  the  owners  of  vacant  land  across  Cross 
Bay  boulevard.  All  of  these  objectors  contend  that  the 
gasoline  station  would  depreciate  their  values  and  that 
the  station  is  otherwise  objectionable. 

“While  the  committee  is  impressed  with  the  owner’s 
statement  that  the  property  is  now  expensive  to  carry, 
probably  due  to  the  widening  of  Cross  Bay  boulevard 


some  years  ago,  it  is  of  the  opinion  that  to  permit  the 
gasoline  station  before  Linden  boulevard  is  cut  through 
would  be  a  grave  mistake  as  the  wooden  dwellings  con¬ 
stitute  a  fire  menace,  and  is  further  of  the  opinion  that 
the  plot,  because  of  restricted  size,  is  not  suitable  for 
a  gasoline  station  and  at  such  an  important  intersection 
as  Linden  boulevard  and  Cross  Bay  boulevard  will  be 
when  the  former  street  is  cut  through. 

“The  committee,  therefore,  believes  that  the  owner 
has  not  substantiated  his  claim  that  hardship  exists  and 
accordingly  recommends  that  the  application  be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  this  report  recommends  the  denial  of  the  appli¬ 
cation. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


58-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Frank  Tursellino, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  an 
ice  manufacturing  plant. 

PREMISES  AFFECTED — 2293  Second  avenue  (Block  No. 
1667,  Lot  No.  26),  Manhattan. 

APPEARANCES— 

For  Applicant :  George  Cavalieri. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  WITHDRAW— 


Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(58-33-BZ) 


Whereas,  De  Rose  &  Cavalieri,  for  Frank  Tursellino, 
owner,  filed,  February  11,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  an  ice  manu¬ 
facturing  plant;  premises  2293  Second  avenue  (Block  No. 
1667,  Lot  No.  26),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  May  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Second  avenue  is  in  a  business 
district ;  East  118th  street  is  in  a  business  district,  and  East 
117th  street  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  23,  1933  (re  Applic.  No.  74-1933),  reads: 

“1.  Proposed  ice  manufacturing  is  unlawful  in  a 
business  use  district,  Section  4-B,  Subd.  45.” ; 
and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  25  ft.  2  in.  and 
a  depth  of  110  ft.;  to  be  occupied  as  an  ice  manufacturing 
plant ;  and 
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Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing;  and 

Whereas,  this  report  recommends  the  denial  of  the  appli¬ 
cation  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


55-32-BZ, 

APPLICANT — Benjamin  Driesler,  Jr.,  for  Realty  Asso¬ 
ciates,  Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7g.and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  alteration  and  conversion  of  an 
existing  building  to  a  garage  for  more  than  five 
motor  vehicles  and,  also,  the  installation  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 128-138  Brighton  Beach  ave¬ 
nue,  south  side,  110.8  ft.  west  of  Calm  street  (Block 
No.  7284,  Lot  No.  1726-B  and  part  of  Lot  No. 
1726),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  u 

Absent  .  0 

THE  RESOLUTION— 

(55-32-BZ) 


Whereas,  this  application,  affecting  premises  128-138 
Brighton  Beach  avenue,  south  side,  110.8  ft.  west  of  Calm 
street  (Block  No.  7284,  Lot  No.  1726-B  and  part  of  Lot  No. 
1726),  Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  September  20,  1032,  on  certain  conditions,  and  ap¬ 
plicant  requested  an  extension  of  time  limit  imposed. 

Resolved,  that  the  resolution  adopted  by  the  board  on  Sep¬ 
tember  20,  1932,  be  amended,  only  so  far  as  it  has  to  do 
with  the  obtaining  of  permits  and  completion  of  work,  so  that 
as  amended  the  last  clause  of  the  resolution  will  read: 
“  .  .  .  that  in  view  of  the  permits  having  been  obtained,  as 
stated  in  the  letter  of  applicant  dated  May  26,  1033,  that 
all  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  amended  resolution.” 


678-30-BZ. 

APPLICANT — James  P.  Reilly,  lessee;  Board  of  Trans¬ 
portation,  City  of  New  York,  owner. 

SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection 
and  maintenance  of  a  colony  of  sixty-five  individual 
garages  (previously  denied). 


PREMISES  AFFECTED — 401-423  West  207th  street  and 
3876-3882  Ninth  avenue,  northwest  corner  (Block 
No.  2204,  part  of  Lot  No,  1),  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(678-30-BZ) 

Whereas,  this  application,  affecting  premises  401-423 
West  207th  street  and  3876-3882  Ninth  avenue,  northwest 
corner  (Block  No.  2204,  part  of  Lot  No.  1),  Borough  of 
Manhattan,  was  granted  by  the  board  for  a  temporary  period 
on  May  26,  1931,  and  applicant  requests  an  extension  of  this 
temporary  period. 

Resolved,  that  the  resolution  adopted  by  the  board  on  May 
26,  1931,  be  amended  so  as  to  extend  temporary  permit  under 
section  7f  for  two  (2)  years  from  May  26,  1933,  on  condition 
that  all  the  other  requirements  in  that  resolution  shall  be 
complied  with. 


PLANS  APPROVED. 

104-33-BZ. 

APPLICANT — H.  I.  Oser,  for  Island  Associates,  Inc., 
owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
of  board  adopted  May  9,  1933. 

PREMISES  AFFECTED— Northeast  corner  of  Merrick  & 
Linden  boulevards  (Block  No.  1293,  Lot  No.  1), 
Tamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  H.  I.  Oser. 

ACTION  OF  BOARD — Plans  approved,  on  condition,  in 
accordance  with  engineer’s  report. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(104-33-BZ) 

Resolved,  that  the  plans  submitted  be  approved  as  com¬ 
plying  with  the  resolution  of  May  9,  1933,  affecting  premises 
northeast  corner  of  Merrick  &  Linden  boulevards  (Block 
No.  1293,  Lot  No.  1),  Jamaica,  Borough  of  Queens,  including 
the  revised  dimensions  of  the  plot  and  the  construction  and 
layout  of  buildings  and  grounds,  on  condition  that  approval 
of  the  commissioner  of  parks  shall  be  obtained  for  the 
design  of  the  fence. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 

appeals  held  May  9,  1933,  as  they  appeared  in  Bulletin  No. 

20,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows: 

632-23-BZ. 

APPLICANT — Talley  &  Lamb,  for  Martino’s  Building 
Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e  and  21  of  the  building  zone 
resolution,  to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district,  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles 
(granted  October  7,  1924)  so  as  to  permit  the  main¬ 
tenance  and  operation  of  an  arcade  gasoline  selling- 
station. 

PREMISES  AFFECTED — 1711-1729  Neptune  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edmund  J.  Delaney. 

ACTION  OF  BOARD — Application  reopened,  after  inspec¬ 
tion  by  a  committee  of  the  board,  subject  to  usual 
procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 


Chief  Kidney .  5 

Negative  .  0 

Absent  .  0 


*  Correction — Words  “after  inspection  by  a  committee  of 
the  board”  added  after  loords  application  reopened  in  Action 
of  Board. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  May  9,  1933,  as  they  appeared  in  Bulletin  No. 
20,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows: 
691-28-BZ. 

APPLICANT — Franklin  Block,  substituted  for  Alfred  J. 

Boulton,  for  Seymour  Mortgage  Corp.,  owner. 
SUBJECT — Application  for  reopening — reconsideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1408-1410  Myrtle  avenue  and 
1309-1311  Greene  avenue,  southwest  corner,  Brook¬ 
lyn. 

For  Applicant:  Franklin  Block  and  Louis  Fried¬ 
man. 

ACTION  OF  BOARD — Request  for  reopening  denied  after 


inspection  by  a  committee  of  the  board. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Assistant 

Chief  Kidney .  5 

Absent  .  0 


*  Correction — Words  “Franklin  Block,  substituted  for” 
added  before  Alfred  J.  Boulton  in  line  one  of  digest  and  word 
none  changed  to  “For  Applicant :  Franklin  Block  and  Louis 
Friedman”  in  line  11  of  digest. 


PU BLIC  HEARING 

PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[89-27-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Tues¬ 
day,  June  13,  1933,  at  4  p.  m.,  Room  1013,  Municipal  Build¬ 
ing,  on  Proposed  Amendments  to  Rules  of  Procedure. 
(Matter  in  brackets  [  ]  to  be  omitted;  new  matter 

in  italics). 

ARTICLE  I— PUBLIC  HEARING. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variations  of  the  Building  Zone  Resolution;  appeals  from 
administrative  orders ;  petitions  for  variation  of  the  Labor 
Law  and  consideration  of  Rules,  as  such  sessions  are  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Ap¬ 
peals.  [At  hearing  devoted  to  applications  for  variations 
of  the  Building  Zone  Resolution,  no  other  matters  will  be 
considered.] 

ARTICLE  III— THE  CALENDAR. 

3.  The  Clerk’s  Calendar  Call  shall  be  called  each 


[Tuesday]  Monday  at  2  p.  m.,  in  Room  1013,  Municipal 
Building,  Manhattan,  by  the  Chairman  or  the  Secretary,  or 
by  a  member  of  the  staff  detailed  to  such  duty  by  the  Chair¬ 
man,  and  a  date  for  the  public  hearing  of  each  application  for 
variation  of  the  Building  Zone  Resolution  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons  in¬ 
terested  in  such  case. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applicant  shall 
appear  in  person,  or  by  agent  or  attorney,  and  property 
owners  affected  by  the  application  may  appear  either  in  per¬ 
son  or  by  agent  or  attorney  and  present  any  typewritten  and 
verified  objections  they  may  have  to  the  granting  of  the  ap¬ 
plication,  together  with  a  description  of  their  property  and 
an  affidavit  of  ownership.  Then  a  date  shall  be  set  for  a 
public  hearing  on  the  application  [which  shall  be  not  less 
than  fourteen  days  thereafter.]  and  notice  [Notice  of  said 
hearing]  thereof  shall  be  given  by  publication  in  two  succes¬ 
sive  issues  of  the  Bulletin  of  the  Board. 


NOTICE 


FORMS  FOR  NOTICESTO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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RULES  OF  PROCEDURE  OF  BOARD  OF  STANDARDS  AND  APPEALS  ADOPTED  FEBRUARY 

15>  1927 _ AMENDED  DECEMBER  2,  1930,  and  APRIL  14,  1931 

(89-27-SR) 

ARTICLE  I— PUBLIC  HEARING. 

1  Regular  sessions  designated  as  public  hearings  of 
the  Board  of  Standards  and  Appeals  shall  be  held  on 

Tuesday  of  each  week  at  10  A.  M.  and  2  P.  M..  and  such 
additional  sessions  on  days  to  be  set  by  the  board  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  board. 

2  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variations  of  the  Building  Zone  Resolution ;  appeals  from 
administrative  orders;  petitions  for  variation  of  the  Labor 
Law  and  consideration  of  Rules,  as  such  sessions  are  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

At  hearing  devoted  to  applications  for  variations  of  the 
Building  Zone  Resolution,  no  other  matters  will  be  con¬ 
sidered. 

3.  Special  sessions  may  be  called  by  the  Chairman, 
or  at  the  request  of  four  members,  provided  that  notice 
of  the  same  has  been  mailed  to  each  member  at  least 
twenty-four  hours  before  the  time  set,  except  that  the 
announcement  of  a  special  session  at  any  meeting  at 
which  a  quorum  is  present  shall  be  sufficient  notice  ot 
such  meeting. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

3.  A  quorum  of  the  Board  of  Standards  and  Appeals 

shall  consist  of  four  members. 

6  The  members  of  the  Board  shall  attend  the  meet¬ 
ings  in  person,  except  that  during  absence  or  disability 
a  substitute  may  act.  as  provided  by  law  under  section 
718  of  the  Charter  as  amended  by  Local  Law  No.  13  ot  192a. 

The  names  of  such  substitutes,  designated  by  the  Mayor, 
shall  have  been  oreviously  filed  with  the  chairman. 


4.  The  duplicate  of  each  application,  appeal  or  petition 
required  by  this  article  shall  be  forwarded  promptly  to 
the  administrative  official  whose  order  is  involved  in 
such  case. 

5.  At  the  public  hearing  of  a  case  before  the  Board, 
the  applicant  shall  first  present  the  argument  in  support 
of  the  case  and  those  in  objection  shall  follow.  To  main¬ 
tain  orderly  procedure,  each  side  shall  proceed  without 
interruption  by  the  other. 

6.  Every  person  before  the  rostrum  shall  abide  by 
the  order  and  direction  of  the  Chairman.  Discourtesy 
or  disorderly  or  contemptuous  conduct  shall  be  regarded 
as  a  breach  of  the  privileges  of  the  Board  and  shall  be 
dealt  with  as  the  Chairman  deems  proper.  Orders  to 
maintain  discipline  shall  be  carried  out  by  the  Sergeant- 
at-Arms. 

Subject  to  the  direction  of  the  Chairman,  the  Secretary 
shall  enforce  the  rules  of  the  Board  and  shall  direct  and 
supervise  the  Sergeant-at-Arms  in  maintaining  order  and 
decorum  in  the  hearing  room  and  lobbies  during  all  public 
hearings. 

7.  No  member  shall  proceed  to  debate,  discuss  an 
issue,  put  a  motion  or  offer  a  resolution  until  he  shall 
have  addressed  the  Chairman  and  have  been  recognized 
by  him.  While  the  Chairman  is  putting  a  motion  or 
offering  a  resolution,  or  during  the  progress  of  a  roll 
call,  no  member  shall  interrupt  or  leave  his  seat.  When 
a  motion  to  adjourn  is  carried,  the  members  of  the  Board 
shall  keep  their  seats  until  the  Chairman  declares  the 
meeting  adjourned. 

ARTICLE  III— THE  CALENDAR. 


ARTICLE  II— CASES  BEFORE  THE  BOARD. 

1.  Every  application  under  the  Building  Zone  Resolu¬ 
tion,  every  appeal  under  section  719  of  the  Charter  and 
every  petition  under  section  718a,  subdivision  4,  of  the 
Charter,  shall  be  made  to  the  Board  on  the  forms  pro¬ 
vided,  and  shall  include  the  data  required  in  such  forms 
so  as  to  supply  all  information  necessary  for  a  clear 
understanding  by  the  Board  and  its  staff.  Action  in 
each  case  must  be  based  largely  on  the  information  so 
furnished.  The  statements  made  by  the  applicant,  appel¬ 
lant  or  petitioner  and  the  determination  of  the  Board  in 
each  case  will  be  incorporated  in  a  resolution  formally 
adopted  and  published  in  the  Bulletin  of  the  Board. 
Officials  who  are  charged  with  the  enforcement  of  the 
laws,  ordinances  and  rules  relating  to  buildings  in  the 
City  of  New  York  will  be  bound  by  such  resolutions, 
and,  before  granting  permit  or  taking  any  other  affirma¬ 
tive  action,  should  see  that  there  are  no  misstatements 
as  to  facts  and  that  the  conditions  of  the  resolution  are 
observed.  Any  administrative  official  discovering  any 
misstatement  of  essential  information  is  requested .  to 
notify  the  Board,  in  order  that  it  may  take  such  action 
as  the  circumstances  require.  All  approvals  shall  remain 
valid  only  as  long  as  the  information  and  the  conditions 
on  which  the  resolution  was  based  are  maintained. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  and  shall  be  of  no  force  or  effect 
until  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
file  the  proper  form  and  furnish  all  necessary,  data  within 
twenty  days  of  the  date  of  the  order  or  decision  appealed 
from  except  as  provided  in  Art.  VI. 


1.  Each  case  filed  in  the  proper  form,  with  the  re¬ 
quired  data,  shall  be  numbered  serially,  irrespective  of 
whether  it  be  an  application,  appeal  or  petition.  These 
Calendar  numbers  shall  begin  anew  on  January  1st  of 
each  year,  and  shall  be  hyphenated  with  the  number 
of  the  year  and  the  initials  indicating  the  character  of 
the  case.  Thus  the  calendar  number  of  an  application 
under  the  Building  Zone  Resolution  in  1926  shall  be 
“210-26-BZ”;  an  appeal  from  an  order,  requirement,  deci¬ 
sion  or  determination  of  a  Superintendent  of  Buildings 
or  of  the  Fire  Commissioner,  “211-26-A,”  and  a  petition 
for  variation  of  the  Labor  Law  or  any  rule  or  standard 
adopted  thereunder,  “212-26-S.” 

2.  As  soon  as  a  case  receives  a  calendar  number,  it 
shall  be  placed  on  the  Docket.  Thereafter  the  appellant 
or  petitioner  shall  be  notified  of  the  date  his  case  will  be 
set  for  public  hearing.  In  building  zone  applications 
the  applicant  shall  be  notified  of  the  date  when  his  case 
will  be  reached  in  the  call  of  the  Clerk’s  Calendar. 

3.  The  Clerk’s  Call  Calendar  shall  be  called  each 
Tuesday  at  2  P.  M.,  in  Room  1013,  Municipal  Building, 
Manhattan,  by  the  Chairman  or  the  Secretary,  and  a 
date,  for  the  public  hearing  of  each  application  for  varia¬ 
tion  of  the  Building  Zone  Resolution,  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons 
interested  in  such  case. 

4.  Thereafter  each  case  shall  be  listed,  by  calendar 
number  and  premises,  in  the  Hearing  Calendar  printed 

in  the  Bulletin  of  the  Board,  under  the  title  of  the 
respective  proceedings,  and  the  date  for  which  such  case 
has  been  set. 

ARTICLE  IV— DISPOSITION  OF  CASES. 

1.  Every  decision  of  the  Board  on  any  case  shall 
be  by  resolution. 
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2.  The  final  disposition  of  any  application,  appeal  or 
petition  before  the  Board  shall  be  in  the  form  of  a  reso¬ 
lution  either  reversing,  varying  or  modifying  the  order, 
requirement,  decision  or  determination  appealed  from  and 
granting  the  application,  appeal  or  petition,  or  affirming 
the  order  and  denying  the  application,  appeal  or  petition. 
The  concurring  vote  of  four  members  shall  be  necessary 
to  a  decision.  If  a  resolution  fail  to  receive  four  votes 
in  favor  of  the  applicant,  appellant  or  petitioner,  the 
action  will  be  deemed  equivalent  to  a  denial,  and  a  reso¬ 
lution  denying  such  application,  appeal  or  petition  shall 
be  formally  entered  on  the  record,  unless  there  be  a 
member  absent  at  the  roll  call  and  the  vote  of  the 
absentee  added  to  the  number  of  votes  for  the  applicant 
appellant  or  petitioner  would  equal  four,  in  which  case 
the  matter  will  be  laid  over  for  reconsideration,  until  a 
final  determination  is  reached. 

3.  Any  applicant,  appellant  or  petitioner  may  with¬ 
draw  his  application,  appeal  or  petition  at  any  time  prior 
to  action  thereon,  with  the  consent  of  the  Board,  but  if  a 
motion  has  been  made,  and  is  pending,  either  to  grant 
or  to  dismiss,  such  motion  shall  have  precedence. 

4.  No  application,  appeal  or  petition  dismissed  or 
denied  can  be  considered  again  except  (1)  on  a  motion 
to  reconsider  the  vote,  or  (2)  on  a  request  for  a  re¬ 
hearing. 

5.  No  request  to  grant  a  rehearing  can  be  enter¬ 
tained  unless  new  evidence  is  submitted.  If,  on  motion 
of  a  member  of  the  Board,  adopted  by  four  affirmative 
votes,  the  request  for  a  rehearing  is  granted,  the  case 
shall  be  put  on  the  calendar  for  a  rehearing. 

In  all  cases,  the  request  for  a  rehearing  shall  be  in 
writing,  reciting  the  reasons  for  the  request,  and  shall 
be  duly  verified  and  accompanied  by  the  necessary  data 
and  diagrams.  Such  request  shall  be  filed  with  the  Chair¬ 
man,  who  shall  have  a  report  on  the  case  prepared  by 
the  engineers.  The  Chairman  may  then  set  a  date  when 
the  request  for  reopening  shall  be  submitted  to  the  Board, 
of  which  date  the  person  requesting  the  reopening  shall 
be  notified. 

If  the  Board  votes  to  reopen  a  case  affecting  a  build¬ 
ing  zone  application,  a  date  shall  be  set  for  the  “Calendar 
Call”  and  the  applicant  shall  be  required  to  notify  each 
of  the  property  owners  entitled  to  notice  of  the  applica¬ 
tion,  the  same  procedure  to  be  followed  as  in  an  original 
application. 

6.  The  Board  may,  on  th»  motion  of  any  member, 
review  any  decision  that  it  has  made  and  may  reverse 
or  modify  such  decision,  but  no  such  review  shall  preju¬ 
dice  the  rights  of  any  person  who  has  in  good  faith  acted 
thereon  before  it  is  reversed  or  modified. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

1.  No  application  for  a  variation  or  modification  of 
the  provisions  of  the  Building  Zone  Resolution  shall  be 
entertained  by  the  Board  except  in  a  specific  case,  and 
from  an  order,  requirement,  decision  or  determination 
made  by  any  Superintendent  of  Buildings  or  the  Tenement 
House  Commissioner,  on  the  ground  that  the  proposed  plan 
or  use  violates  the  Building  Zone  Resolution. 

2.  No  such  application  shall  be  entertained  unless 
the  application  is  filed  within  twenty  days  from  the  date 
of  the  action  of  the  Superintendent  of  Buildings  or  the  Tene¬ 
ment  House  Commissioner. 

3.  Every  application  shall  be  made  in  duplicate  on 
Form  3BZ  and  shall  be  accompanied  by  all  the  data  re¬ 
quired  by  such  form,  and  shall  be  considered  subject 
to  such  rules  as  the  Board  has  adopted  or  may  adopt, 

under  Article  5,  Section  21,  of  the  Building  Zone  Reso¬ 
lution. 


4.  As  soon  as  any  application  is  completed  by  the 
filing  of  the  data  required  in  Form  3BZ,  the  case  shall 
receive  a  calendar  number  and  shall  be  placed  on  the 
Clerk  s  Calendar,  and  the  applicant  shall  be  notified 
by  the  Board  on  Form  6CC,  of  the  time  set  for  the  call 
of  the  calendar,  which  shall  be  at  least  five  days  after 
the  mailing  of  said  notice.  With  this  notice  the  applicant 
shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send  to  every  property  owner 
entitled  to  notice  of  the  application.  Within  three  days 
the  applicant  must  file  a  verified  statement  that  he 
has  so  notified  each  of  such  property  owners  either  by 
personal  service  or  by  registered  mail.  Not  less  than 
fourteen  days’  notice  of  the  date  fixed  for  calendar  call 
in  each  Building  Zone  application  shall  be  given  by  pub¬ 
lication  in  the  Bulletin  of  the  Board. 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applicant 
shall  appear  in  person,  or  by  agent  or  attorney,  and 
property  owners  affected  by  the  application  may  appear 
either  in  person  or  by  agent  or  attorney  and  present 
any  typewritten  and  verified  objections  they  may  have 
to  the  granting  of  the  application,  together  with  a  de¬ 
scription  of  their  property  and  an  affidavit  of  ownership. 
Then  a  date  shall  be  set  for  a  public  hearing  on  the 
application  which  shall  be  not  less  than  fourteen  days 
thereafter.  Notice  of  said  hearing  shall  be  given  by 
publication  in  the  Bulletin  of  the  Board. 

6.  On  the  date  set  for  the  public  hearing,  the  appli¬ 
cant  shall  state  his  case,  then  the  opposition  shall  be 
heard,  and  the  applicant  shall  have  an  opportunity  tc 
reply. 

7.  .  No  application  that  has  been  denied  after  a  public 
hearing  can  be  entertained  under  the  same  state  of  facts 
or  basis  of  appeal,  unless  based  upon  a  new  decision  by 
a  superintendent  of  buildings  on  plans  which  materially 
change  the  aspects  of  the  case. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 
required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  duplicate  on  form  accom¬ 
panied  by  a  written  description  of  the  premises  and  a  copy 
of  the  order  or  decision.  A  copy  of  such  written  appeal 
shall  be  filed  with  the  administrative  official  issuing  order 
or  decision.  What  constitutes  minor  orders  or  decisions 
shall  be  determined  by  the  board  or  chairman. 

ARTICLE  VII — (PETITIONS. 

1.  No  petition  for  variation  of  the  Labor  Law,  or  ot 
any  rule  adopted  thereunder  affecting  the  construction 
or  alteration  of  buildings,  exits  therefrom,  the  installa¬ 
tion  of  fixtures  or  apparatus  as  authorized  by  Section 
718-a,  subdivision  4  of  the  Charter,  shall  be  entertained 
unless  it  is  made  in  duplicate  on  Form  2S,  with  all  the 
data  required  in  such  form,  within  twenty  days  from  the 
date  of  the  administrative  order  to  which  the  petition 
refers. 

No  petition  for  approval  of  a  device,  material  or 
method  of  construction  shall  be  entertained  unless  it  is 
filed  in  duplicate  on  Form  4SA,  with  all  the  data  re¬ 
quired  in  such  form. 

No  petition  for  the  adoption  or  amendment  of  Rule* 
shall  be  entertained  unless  it  is  filed  in  duplicate  on 
Form  5SR,  with  all  the  data  required  in  such  form. 

ARTICLE  VIII— ADOPTION  OF  RULES 

1.  No  resolution  of  the  Board  of  Standards  and 
Appeals  adopting  or  amending  any  rule  or  regulation 
under  subdivision  2  or  3  of  section  718-a  of  the  Charter 
shall  be  «donted  unless  such  proposed  rule  or  regulation  shall 
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have  been  published  in  the  Bulletin  of  the  Board  for  at 
least  ten  days  prior  to  a  public  hearing  thereon.  Four  af¬ 
firmative  votes  of  the  Board  shall  be  necessary  for  the 
adoption  of  such  resolution. 

2.  Amendments  to  these  Rules  of  Procedure  may  be 
made  by  the  Board  of  Standards  and  Appeals  at  any 
regular  meeting,  providing  notice  of  such  amendment 
has  been  given  to  each  member  of  the  Board  three  days 
prior  to  such  meeting,  either  in  writing  or  by  Plica¬ 
tion  in  the  Bulletin.  The  suspension  of  any  rule  of 
procedure  may  be  ordered  at  any  meeting  by  unanimous 

vote. 

ARTICLE  IX — OTHER  RESOLUTIONS. 

1  Every  resolution  of  the  Board  of  Standards  and 
Appeals  suggesting  changes  or  amendments  to  the  la 
under  subdivision  5,  section  _718-a  of  the .  Char^er  .  * 
require  at  least  four  affirmative  votes  for  its  adoption. 

8  Every  resolution  not  otherwise  provided  for, 
ordinary  motions  or  decisions  on  rules  of  order  shall 
require  not  more  than  three  affimative  votes. 

ARTICLE  X— INSPECTIONS. 

i  In  anv  case  in  which  the  Board  may  deem  it 
necessary,  an  inspection  of  the  premises  ,n  quc.t.o» .  may 
be  ordered  by  the  Board.  Such  inspection  shall  be  made 
hv  the  Chairman  and  by  two  or  more  members  des  g 
nlted  by  hi™  and  they  shall  report  then  lindtngs  to 

the  Board  in  writing. 

ARTICLE  XI— TESTS. 

1  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  the  rules  adopted  by  the  Board  for  such  material 
and  dfvice,  tests  shall  be  conducted  under  the  i ^hSan 
of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  res 
of  such  test  shall  be  reported  to  the  Board  in  writing,  or 
tests  may  be  made  of  materials  and  devices  by  a  recognized 
S, detesting  laboratory,  City  or  State  department.  The 
board  reserves  the  right  to  be  represented  at  these  tests. 
The  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 
('4')  affirmative  votes,  and  the  Board  may  approve  such 
materials  or  devices  on  the  certified  report  of  such  laboratory, 
City  or  State  department. 

ARTICLE  XII— RECORDS. 

1  All  applications,  appeals  and  petitions  shall  be  on 
the  required  forms,  and  all  communications,  reports, 
etc.,  and  plans,  relative  to  any  matter  appearing  on  the 
calendar,  shall  be  on  sheets  approximately  8  in ^  by  10/3 
in  in  size.  After  final  disposition,  they  shall  be  bound 
in'  some  suitable  manner.  These  records  shall  be  kept 
in  filing  cabinets  in  their  numerical  order,  in  such  a 
manner  that  they  are  accessible  to  the  public  at  all 
reasonable  hours,  as  prescribed  by  the  Charter  of  the 

City  of  New  York.  ,  ,  ,  ,, 

2.  An  index  indicating  locations  by  boroughs  shall 

All  reports  on  matters  coming  before  the  Board 
for 'action  shall  be  duplicated  in  sufficient  numbers  to 
furnish  a  copy  to  each  member.  The  original  shall  be 
filed  with  the  records  in  each  case. 

ARTICLE  XIII— THE  BULLETIN. 

1  The  Bulletin  of  the  Board  of  Standards  and 
Appeals  shall  be  published  on  Tuesday  of  each  week. 
It  shall  contain: 


(1)  Directory  of  the  Board. 

(2)  Docket. 

(3)  Clerk’s  Calendar  Call. 

(4)  The  Hearing  Calendar. 

(5)  Notice  of  hearing  on  building  zone  applications 
and  on  proposed  rules  or  the  amendment  of  rules. 

(6)  An  abstract  of  the  minutes  of  each  meeting,  in¬ 
cluding  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the  reso¬ 
lutions  adopted. 

(7)  Rules  adopted. 

(8)  Such  other  information  as  may  be  of  value  to 
the  public  and  within  the  scope  of  the  work  of  the 
Board. 


ARTICLE  XV— OFFICERS. 

1.  The  Chairman  shall  preside  at  meetings.  The 
Chairman  may  designate  any  member  of  the  Board  to 
preside  and  perform  the  duties  of  the  Chair  at  public 
hearings. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide 
all  points  of  order  or  procedure,  unless  otherwise  directed 
by  a  majority  of  the  Board  in  session  at  that  time. 

3.  The  Chairman  shall  designate  the  members  of  the 
Board  to  make  an  inspection,  and,  unless  otherwise 
directed  by  the  vote  of  four  members  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

4.  The  Chairman  shall  report  at  each  meeting  on  all 
pertinent  official  transactions  that  do  not  otherwise 
come  to  the  attention  of  the  Board. 

5.  Administrative  authority  is  vested  solely  in  the 

Chairman  of  the  Board  who  shall,  subject  to  these  rules, 
transact  all  official  business  of  the  Board,  engage  the 
necessary  employees  and  direct  the  work  of  the  office. 

6.  Subject  to  these  rules  and  the  direction  of  the 

Chairman,  the  Secretary  shall  conduct  all  official  cor¬ 
respondence,  compile  the  required  records,  edit  the 
Bulletin,  maintain  the  necessary  files  and  indices,  and 
generally  supervise  the  clerical  work  of  the  office  force, 
maintaining  discipline  in  accordance  with  the  rules  of 
the  office  and  charter  provisions. 

7.  Subject  to  these  rules  and  the  direction  of  the 

Chairman,  the  Assistant  Engineers  shall  examine  and 
report  on  all  applications,  appeals  and  petitions;  pre¬ 
pare  all  proposed  rules  or  revised  rules  suggested  by 
outside  agencies,  with  report  on  the  reasons  and  neces¬ 
sity  for  same;  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board,  and  assist  generally  in 
all  technical  matter  coming  before  the  Board. 

8.  The  Chief  Clerk  shall  keep  all  accounts,  keep  the 
files  and  indices  in  proper  order  and  up  to  date,  and 
generally  assist  the  Secretary.  During  the  absence  or 
disability  of  the  Secretary,  the  Chief  Clerk  shall  act  in 
that  capacity. 

9.  A  complete  stenographic  record  of  the  trans¬ 
actions  at  public  meetings  shall  be  made  for  the  files, 
including  verbatim  reports  of  such  parts  as  may  be 
directed,  and  there  shall  be  prepared,  after  each  meeting 
and  in  time  for  the  next  publication  of  the  Bulletin,  the 
abstract  of  the  minutes  which  is  to  appear  in  such 
Bulletin. 


BUILDING  CODE  ON  SALE. 

Conies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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COVERING  THE  DESIGN  OF  REINFORCED  CONCRETE  FLAT  SLABS 


Adopted  by  the  Board  of  Standards  and  Appeals,  July 
8,  1920,  under  Cal.  395-20 -S. 

Rule  1.  Application.  The  rules  governing  the  design 
of  reinforced  concrete  flat  slabs  shall  apply  to  such  floors 
and  roofs  consisting  of  three  or  more  rows  of  slabs, 
without  beams  or  girders,  supported  on  columns,  the  con¬ 
struction  being  continuous  over  the  columns  and  forming 
with  them  a  monolithic  structure. 

Rule  2.  Compliance  with  Building  Code.  In  the  de¬ 
sign  of  reinforced  concrete  flat  slabs,  the  provisions  of 
article  16  of  the  building  code  shall  govern  with  respect 
to  such  matters  as  are  specified  therein. 

Rule  3.  Assumptions.  In  calculations  for  the  strength 
of  reinforced  concrete  flat  slabs,  the  following  assump¬ 
tions  shall  be  made: 

(a)  A  plane  section  before  bending  remains  plane  after 
bending; 

(b)  The  modulus  of  elasticity  of  concrete  in  compres¬ 
sion  within  the  allowable  working  stresses  is  constant; 

(c)  The  adhesion  between  concrete  and  reinforcement 
is  perfect; 

(d)  The  tensile  strength  of  concrete  is  nil; 

(e)  Initial  stress  in  the  reinforcement  due  to  contrac¬ 
tion  or  expansion  in  the  concrete  is  negligible. 

Rule  4.  Stresses,  (a)  The  allowable  unit  shear  in 
reiniorceu  concrete  flat  slabs  on  the  bd  section  around 
the  perimeter  of  the  column  capital  shall  not  exceed  one 
hundred  twenty  (120)  pounds  per  square  inch;  and  the 
allowable  unit  shearing  stress  on  the  bjd  section  around 
the  perimeter  of  the  drop  shall  not  exceed  sixty  (60.) 
pounds  per  square  inch,  provided  that  the  reinforcement 
is  so  arranged  or  anchored  that  the  stress  may  be  fully 
developed  for  both  positive  and  negative  moments. 

(b)  The  extreme  fibre  stress  to  be  used  in  concrete 
in  compression  at  the  column  head  section  shall  not  ex¬ 
ceed  seven  hundred  fifty  (750)  pounds  per  square  inch. 

Rule  5.  Columns.  For  columns  supporting  reinforced 
concrete  flat  slabs,  the  least  dimension  of  any  column 
shall  be  not  less  than  one-fifteenth  (1/15)  of  the  aver¬ 
age  span  of  any  slabs  supported  by  it.  Such  diameter 
no  case  shall  such  least  dimension  of  any  interior  column 
supporting  a  floor  or  roof  be  less  than  sixteen  (16)  inches 
when  round  nor  fourteen  (14)  inches  when  square;  nor 
shall  the  least  dimension  of  any  exterior  column  be  less 
than  fourteen  (14)  inches. 

Rule  6.  Column  Capital.  Every  reinforced  concrete 
column  supporting  a  flat  slab  shall  be  provided  with  a 
capital  whose  diameter  is  not  less  than  0.225  of  the  aver¬ 
age  span  of  any  slabs  supported  by  the  columns;  but  in 
shall  be  measured  where  the  vertical  thickness  of  the 
capital  is  at  least  one  and  one-half  (1  ]/2)  inches,  and  shall 
be  the  diameter  of  the  inscribed  circle  in  that  horizontal 
plane.  The  slope  of  the  capital  considered  effective  below 
the  point  where  its  diameter  is  measured  shall  nowhere 
make  an  angle  with  the  vertical  of  more  than  forty-five 
(45)  degrees.  In  case  a  cap  of  less  dimensions  than  here¬ 
inafter  described  as  a  drop,  is  placed  above  the  column 
capital,  the  part  of  this  cap  enclosed  within  the  lines  of 
the  column  capital  extended  upward  to  the  bottom  of 
the  slab  or  drop  at  the  slope  of  forty-five  (45)  degrees 
may  be  considered  as  part  of  the  column  capital  in  de¬ 
termining  the  diameter  for  design  purposes. 

Rule  7.  Drop.  When  a  reinforced  concrete  flat  slab 
is  thicker  in  that  portion  adjacent  to  or  surrounding  the 
column,  the  thickened  portion  shall  be  known  as  a  drop. 
The  width  of  such  drop  when  used,  shall  be  determined 
by  the  shearing  stress  in  the  slab  around  the  perimeter  of 
the  drop,  but  in  no  case  shall  the  width  be  less  than  0.33 
of  the  average  span  of  any  slabs  of  which  it  forms  a 
part.  In  computing  the  thickness  of  drop  required  by  the 
negative  moment  on  the  column  head  section,  the  width 
of  the  drop  only  shall  be  considered  as  effective  in  re¬ 
sisting  the  compressive  stress,  but  in  no  case  shall  the 
thickness  of  such  drops  be  less  than  0.33  of  the  thickness 
of  the  slab.  Where  drops  are  used  over  interior  columns, 
corresponding  drops  shall  be  employed  over  exterior  col¬ 


umns  and  shall  extend  to  the  one-sixth  (1/6)  point  of  the 
panel  from  the  center  of  the  column. 

Rule  8.  Slab  Thickness.  The  thickness  of  a  rein¬ 
forced  concrete  flat  slab  shall  oe  not  less  than  that 
derived  by  the  formulae  t  =  0.024  L  V  w  4-  iV2  for 
slabs  without  drops,  and  t  =  0.02  L  V  w  +  1  for  slabs 
with  drops,  in  which  t  is  the  thickness  of  the  slab  in 
inches,  L  is  the  average  span  of  the  slab  in  feet,  and 
w  is  the  total  live  and  dead  load  in  pounds  per  square 
foot;  but  in  no  case  shall  this  thickness  be  less  than 
one-thirty-second  (1/32)  of  the  average  span  of  the  slab 
for  floors,  nor  less  than  one-fortieth  (1/40)  of  the  aver¬ 
age  span  of  the  slab  for  roofs,  nor  less  than  six  (6) 
inches  for  floors  nor  less  than  five  (5)  inches  for  roofs. 

Rule  9.  Reinforcement,  (a)  In  the  calculation  of 
moments  at  any  section,  all  the  reinforcing  bars  which 
cross  that  section  may  be  used,  provided  that  such  bars 
extend  far  enough  on  each  side  of  such  section  to  de¬ 
velop,  the  full  amount  of  the  stress  at  that  section.  The 
effective  area  of  (he  reinforcement  at  any  moment  section 
shall  be  the  sectional  area  of  the  bars  crossing  such  sec¬ 
tion  multiplied  by  the  sine  of  the  angle  of  such  bars  with 
the  plane  of  the  section.  The  distribution  of  the  rein¬ 
forcement  of  the  several  bands  shall  be  arranged  to  fully 
provide  for  the  intermediate  moments  at  any  section. 

(b)  Splices  in  bars  may  be  made  wherever  convenient 
but  are  preferably  at  points  of  minimum  stress.  The 
length  of  any  splice  shall  be  not  less  than  eighty  (80) 
bar  diameters  and  in  no  case  less  than  two  (2)  feet.  The 
splicing  of  adjacent  bars  shall  be  avoided  as  far  as  pos¬ 
sible.  Slab  bars  which  are  lapped  over  the  column,  the 
sectional  area  of  both  being  included  in  the  calculation 
for  negative  moment,  shall  extend  to  the  lines  of  inflec¬ 
tion  beyond  the  column  center. 

(c)  When  the  reinforcement  is  arranged  in  bands,  at 
least  fifty  (50)  per  cent  of  the  bars  in  any  band  shall  be 
of  a  length  not  less  than  the  distance  center  to  center 
of  columns  measured  rectangularly  and  diagonally;  on 
bars  used  as  positive  reinforcement  shall  be  of  a  length 
less  than  half  (l/2)  the  panel  length  plus  forty  (40)  bar 
diameters  for  cross  bands,  or  less  than  seven-tenths 
(7/10)  of  the  panel  length  plus  forty  (40)  bar  diameters 
for  diagonal  bands  and  no  bars  used  as  negative  rein¬ 
forcement  shall  be  of  a  length  less  than  half  (]/2)  the 
panel  length.  All  reinforcement  framing  perpendicular 
to  the  wall  in  exterior  panels  shall  extend  to  the  outer 
edge  of  thp  panel  and  shall  be  hooked  or  otherwise 
anchored. 

(d)  Adequate  means  shall  be  provided  for  properly 
maintaining  all  slab  reinforcement  in  thhe  position  as¬ 
sumed  by  the  computations. 

Rule  10.  Line  of  Inflection.  In  the  design  of  rein¬ 
forced  concrete  flat  slab  construction,  for  the  purpose  of 
making  calculations  of  the  bending  moments  at  sections 
other  than  defined  in  these  rules,  the  line  of  inflection 
shall  be  considered  as  being  located  one-quarter  (T4)  the 
distance,  center  to  center,  of  columns,  rectangularly  and 
diagonally,  from  center  of  columns  for  panels  without 
drops,  and  three-tenths  (3/10)  of  such  distance  for  panels 
with  drops. 

#  Rule  11.  Moment  Sections.  For  the  purpose  of  de¬ 
sign  of  reinforced  concrete  flat  slabs,  that  portion  of  the 
section  across  a  panel,  along  a  line  midway  between  col¬ 
umns,  which  lies  within  the  middle  two  quarters  of  the 
width  of  the  panel  shall  be  known  as  the  inner  section, 
and  those  portions  of  the  section  in  the  two  outer  quar¬ 
ters. of  the  width  of  the  panel  shall  be  known  as  the  outer 
sections.  Of  the  section  which  follows  a  panel  edere  from 
column  to  column  and  which  includes  the  quarter  peri¬ 
meters  of  the  edges  of  the  column  capitals,  that  portion 
within  the  middle  two  quarters  of  the  panel  width  shall 
be  known  as  the  mid  section  and  the  two  remaining  por¬ 
tions,  each  having  a  projected  width  esual  to  one-quarter 
of  the  panel  width,  shall  be  known  as  the  column  head 
sections. 
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Rule  12.  Bending  Moments.  In  the  design  of  rein- 
torced  concrete  flat  slabs  the  following  provisions  with 
respect  to  bending  moments  shall  be  observed.  In  the 
moment  expressions  used: 

W  is  the  total  dead  and  live  load  on  the  panel  under 
consideration,  including  the  weight  of  drop  whether  a 
square,  rectangle  or  parallelogram; 

W,  is  the  total  live  load  on  the  panel  under  considera¬ 
tion; 

L  is  the  length  of  side  of  a  square  panel  center  to 
center  of  columns;  or  the  average  span  of  a  rectangular 
panel  which  is  the  mean  length  of  the  two  sides; 

n  is  the  ratio  of  the  greater  to  the  less  dimension  of 

the  panel;  . 

h  is  the  unsupported  length  of  a  column  in  inches, 
measured  from  top  of  slab  to  base  of  capital; 

I  is  the  moment  of  inertia  of  the  reinforced  concrete 
column  scetion. 

A.  Interior  Square  Panels.  The  numerical  sum  of 
the  positive  and  negative  moments  shall.  be  not  less  than 
1/17  W.  L.  A  variation  of  plus  or  minus  five  (5)  per 
cent  shall  be  permitted  in  the  expression  for  the  moment 
on  any  section,  but  in  no  case  shall  the  sum  of  the  nega¬ 
tive  moments  be  less  than  sixty-six  (66)  per  cent  of 
the  total  moment,  nor  the  sum  of  the  positive  moments 
be  less  than  thirty-four  (34)  per  cent  of  the  total  moment 
for  slabs  with  drops;  nor  shall  the  sum  of  the  negative 
moments  be  less  than  sixty  (60)  per  cent  of  the  total 
moment,  nor  the  sum  of  the  positive  moments  be  less 
than  forty  (40)  per  cent  of  the  total  moment  for  slabs 
without  drops. 

1.  In  two-way  systems,  for  slabs  with  drops,  the  nega¬ 
tive  moment  resisted  on  two  column  head  sections  shall 
be  —  1/32  W  L;  the  negative  moment  on  the  mid  sec 
tion  shall  be  —  1/133  W.L;  the  positive  moment  on 
the  two  outer  sections  shall  be  +  1/80  W  L  and  the 
positive  moment  on  the  inner  section  shall  be  +  1/133 
W  L;  and  for  slabs  without  drops,  the  negative  moment 
resisted  on  two  column  head  sections  shall,  be  —  1/36 
W  L.  the  negative  moment  on  the  mid  section  shall  be 

_  1/133  W  L,  the  positive  moment  on  the  two  outer 

sections  shall  be  +  1/63  W  L  and  the  positive  moment 
on  the  inner  section  shall  be  +  1/133  W  L. 

2.  In  four-way  systems,  the  negative  moments  shall  be 

as  specified  for  Two-Way  Systems;  the  positive  moment 
on  the  two  outer  sections  shall  be  .4  1/100  W  L  and 
the  positive  moment  on  the  inner  section  shall  be  4"  1/100 
W  L  for  slabs  with  drops;  and  the  positive  moment  on 
the  two  outer  sections  shall  be  W  L,  and  the 

positive  moment  on  the  inner  section  shall  he  1/100 
W  L,  for  slabs  without  drops. 

3.  In  three-way  systems,  the  negative  moment  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the  two  outer  sections,  shall  be  as  specified  for  Four- 
Wav  Systems.  In  the  expression  for  the  bending  mo¬ 
ments  on  the  various  sections,  the  length  I,  shall  be 
assumed  as  the  distance  center  to  center  of  columns 
and  the  load  W  as  the  load  on  the  parallelogram  panel. 

B.  Interior  Rectangular  Panels. 

1.  When  the  ratio  n  does  not  exceed  1.1,  all  compu¬ 
tations  shall  be  based  on  a  square  panel  of  a  length 
equal  to  the  average  span,  and  the  reinforcement  shall 
be  equally  distributed  in  the  short  and  long  directions 
according  to  the  bending  moment  coefficients  specified 
for  interior  square  panels. 

2.  When  the  ratio  n  lies  between  1.1.  and.  1.33,  the 
bending  moment  coefficients  specified  for  interior  square 
panels  shall  be  applied  in  the  following  manner: 

(a)  In  hvo-way  systems,  the  negative  moments  on  the 
two  column  head  sections  and  the  mid  section  and  the 
positive  moment  on  the  two  outer  sections  and  the 
inner  section  at  right  angles  to  the  long  direction  shall 
be  determined  as  for  a  square  panel  of  a  length  equal  to 
the  greater  dimensions  of  the  rectangular  panel;  and  the 
corresponding  moments  on  the  sections  at  right  angles 


to  the  short  direction  shall  be  determined  as  for  a  square 
panel  of  a  length  equal  to  the  lesser  dimensions  of  the 
rectangular  panel.  In  no  case  shall  the  amount  of  re¬ 
inforcement  in  the  short  direction  be  less  than  two-thirds 
(2/3)  of  that  in  the  long  direction.  The  load  W  shad 
be  taken  as  the  load  on  the  rectangular  panel  under  con¬ 
sideration. 

(b)  In  four-way  systems,  for  the  rectangular  bands,  the 
negative  moment  on  the  column  head  sections  and  the 
positive  moment  on  the  outer  sections  shall  be  determined 
in  the  same  manner  as  indicated  for  tivo-way  systems, 

For  the  diagonal  bands  the  negative  moments  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the  inner  section  shall  be  determined  as  for  a  square 
panel  of  a  length  equal  to  the  average  span  of  the  rect¬ 
angle.  The  load  W  shall  be  taken  as  the  load  on  the 
rectangular  panel  under  consideration. 

(c)  In  three-way  systems,  the  negative  and  positive  mo¬ 
ments  on  the  bands  running  parallel  to  the  long  direc¬ 
tion  shall  be  determined  as  for  a  square  whose  side  is 
equal  to  the  greater  dimension;  and  the  moments  on 
the  bands  running  parallel  to  the  short  direction  shall 
be  determined  as  for  a  square  whose  side  is  equal  to 
the  lesser  dimension.  The  load  W  shall  be  taken  as  the 
load  on  the  parallelogram  panel  under  consideration. 

C.  Exterior  Panels.  The  negative  moments  at  the 
first  interior  row  of  columns  and  the  positive  moments 
at  the  center  of  the  exterior  panels  on  moment  sections 
parallel  to  the  wall,  shall  be  increased  twenty  (20)  per 
cent  over  those  specified  above  for  interior  panels.  The 
negative  moment  on  moment  sections  at  the  wall  and 
parallel  thereto  shall  be  determined  by  the  conditions  of 
restraint,  but  the  negative  moment  on  the  mid  section 
shall  never  be  considered  less  than  fifty  (50)  per  cent 
and  the  negative  moment  on  the  column  head  section 
never  less  than  eighty  (80)  per  cent  of  the  correspond¬ 
ing  moments  at  the  first  interior  row  of  columns. 

D.  Interior  Columns  shall  be  designed  for  the  bend¬ 
ing  moments  developed  by  unequally  loaded  panels,  ec¬ 
centric  loading  or  uneven  spacing  of  columns.  The 
bending  moment  resulting  from  unequally  loaded  panels 
shall  be  considered  as  1/40  W,  L,  and  shall  be  resisted 
by  the  columns  immediately  above  and  below  the  floor 
line  under  consideration  in  direct  proportion  to  the  values 
of  their  ratios  of  I/h. 

E.  Wall  Columns  shall  be  designed  to  resist  bending 
in  the  same  manner  as  interior  columns,  except  that  W 
shall  be  substituted  for  W,  in  the  formula  for  the  mo¬ 
ment.  The  moment  so  computed  may  be  reduced  by  the 
counter  moment  of  the  weight  of  the  structure  which 
projects  beyond  the  center  line  of  the  wall  columns. 

F.  Roof  Columns  shall  be  designed  to  resist  the  total 
moment  resulting  from  unequally  loaded  panels,  as  ex¬ 
pressed  by  the  formulae  in  paragraphs  (D)  and  (E)  of 
this  rule. 

Rule  13.  Walls  and  Openings.  In  the  design  and 
construction  of  reinforced  concrete  flat  slabs,  additional 
slab  thickness,  girders  or  beams  shall  be  provided  to 
carry  any  walls  or  concentrated  loads  in  addition  to  the 
specified  uniform  live  and  dead  loads.  Such  girders  or 
beams  shall  be  assumed  to  carry  twenty  (20)  per  cent 
of  the  total  live  and  dead  panel  load  in  addition  to  the 
wrall  load.  Beams  shall  also  be  provided  in  case  opening' 
in  the  floor  reduce  the  working  strength  of  the  slab  below 
the  prescribed  carrying  capacity. 

Rule  14.  Special  Panels.  For  structures  having  a 
width  of  less  than  three  (3)  rows  of  slabs,  or  in  which 
exterior  drops,  capitals  or  columns  are  omitted,  or  in 
which  irregular  or  special  nanels  are  used,  and  for  wh'di 
the  rules  relating  to  the  design  of  reinforced  flat  dabs 
do  not  directly  applv,  the  computations  in  the  analvsi* 
of  the  design  of  such  panels,  shall  when  so  required 
be  filed  ***;th  the  superintendent  of  buildings. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“FireIine” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A— 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32- A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

T75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA — Leader  Gas  Shut-Off  Valve,  approval  of. 

81 4-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2V2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-S A — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-S A  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

250-31  -S  A — Lunkenheimer  2J4-Inch,  Figure  No.  8610, 
Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA— Lunkenheimer  2^4-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-3'1-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-S A— Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
615-32-SA — Metro  Oil  Burner,  approval  of. 

15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 

of. 

39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burter  (Junior  Model),  approval 

of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Baster-Kraft  Oil  Burner,  approval  of. 

98-33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA— Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

1 02- 33- SA — Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  poun^  bag  of  Portland  cement: 


1-1/4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-214-5  Mix,  8  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  >n  concrete  which  is 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  May  31,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . . 

Cases  pending  May  31,  1933 . 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed  . 

Denied  . 

1(jg  Granted . 

Granted  on  condition . * . 

Appliances  approved  . . _ . 

40  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . _ . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

411  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

2  Requests  to  amend  granted . 

Requests  to  amend  denied . 

2i  Requests  for  modification  granted . 

Requests  for  modification  denied . 

1  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

31  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

2  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . . . 

Requests  to  install  denied . 

6  Plans  approved  . 

Plans  disapproved  . 

0  Administrative  requests  granted - _ . 

Administrative  requests  denied  or  withdrawn. 

0  Interpretations  . . . . . . 

_  Requests  withdrawn  or  dismissed . 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 

applicants,  and  to  all  lawyers,  architects  and  engineers 

representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 

hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth ,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  13,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
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No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction® 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  June  7,  1933. 

Cal.  No.  Department.  Premises  Affected. 

208-33-SA . F.D . Lonergan  Automatic  Oil  Burner, 

_  Appliance 

207-33-BZ . D.B.Bx. .  .South  side  of  Webster  ave., 

from  203rd  to  204th  sts. 
(Block  3330,  Lots  65,  66,  67  & 
68),  Bx., 

_  Zoning  Viol.  No.  20-33 

206-33-BZ . D.B.Q _ 65  Fleet  st.  (Block  5C,  Lots  50 

&  71),  Forest  Hills,  Q., 

_ _  N.  B.  197-33 

205-33-A . F.D . 52-65  74th  st.  (Decker  st.), 

(Block  2492,  Lot  8),  Elm- 

-  hurst,  Q.,  F-3953 

204-33-SA . F.D . Mohawk  Oil  Burner, 

_  Appliance 

203-33-BZ . D.B.B _ 361-381  Fourth  ave.  (Block  987, 

part  of  Lot  1),  Bklyn., 

_  Applic.  4506-33 

202-33-BZ . D.B.Bx.  ..2850-2852  Mickle  ave.  (Block 

4786,  Lot  1),  Bx., 

_  N.  B.  208-33 

201-33-BZ . D.B.B _ 18-20  Flushing  ave.  (Block  2027, 

Lots  23  &  24),  Bklyn., 

_  Applic.  10866-32 

200-33-BZ . D.B.M _ 2153-2155  First  ave.  (Block 

1683,  part  of  Lot  18),  Man., 

_  N.  B.  48-33 

199-33-BZ . D.B.Q _ Northeast  corner  of  Nassau 

blvd.  &  250th  st.  (Marathon 
pkwy.),  (Block  4084,  part  of 
Lot  200),  Little  Neck,  Q., 

-  N.  B.  732-33 

Restored  to  Calendar. 

332-32-BZ . D.B.Bx .. .3276  Jerome  ave.,  southeast  cor¬ 

ner  of  Grand  concourse 
(Block  3323,  Lots  55,  64  & 

-  82),  Bx.,  N.  B.  274-32 

39-32-A . F.D . 1750  Webster  ave.  (Block  2899, 

Lots  6,  12,  18  &  33),  Bx., 

-  F-89571 


CODE 


F.D . Fire  Department 

H.D . . Health  Department 


D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 


D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 
forms  . . 

Concrete  Flat  Slabs,  Rules . June  6,  1933 — Vol.  18  No.  23 

Concrete  Rules  (Hydrated  Lime)..  June  13,  1933 — Vol.  18  No.  24 

Elevator  Rules  . Mar.  28,  1933 — Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors)....  Qct.  18,  1932 — Vol.  17  No.  42 


Factory  Exit  Rules . Jan. 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . May 

Fireproof  Wood,  Testing  of . May 

Frame  Garages,  Ruling  lor . Jan. 

Fuel  Oil  Rules . May 

Gas  Shut-Off  Rules .  Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . June 

Plumbing  Rules  . . Apr. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for...  Apr. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


3,  1933— Vol.  18  No.  1 
27,  1932— Vol.  17  No.  52 
30,  1933— Vol.  18  No.  22 

30,  1933— Vol.  18  No.  22 
2,  1933— Vol.  18  No.  18 

21,  1919— Vol.  4  No.  3 
23,  1933— Vol.  18  No.  21 

7,  1925— Vol.  10  No.  14 

5,  1928- Vol.  13  No.  23 

13,  1933— Vol.  18  No.  24 
25,  1933— Vol.  18  No.  17 

6,  1933— Vol.  18  No.  23 
18,  1933— Vol.  18  No.  16 
18,  1933— Vol.  18  No.  16 

6,  1932— Vol.  17  No.  49 

22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


rireline  Hose  Valves . June 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . May 

Fuel  O'il  Burners  for  Industral  Use.  May 
Fuel  Oil  Pumps . June 


13,  1933— Vol.  18  No.  24 

30,  1933— Vol.  18  No.  22 
16,  1933— Vol.  18  No.  20 
13,  1963— Vol.  18  No.  24 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  13,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

631-32-BZ. 

APPLICANT — William  Richter,  for  Minnie  Stone,  owner. 

PREMISES — 4602-4614  Kings  highway,  southeast  corner  of 
East  46th  street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  Noi  7750,  Lot  No. 
5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


59-33-BZ. 

APPLICANT— Charles  A.  Mulligan,  Jr.,  for  Antonio  Pavin, 
owner. 

PREMISES — 110  Alaska  street,  southwest  corner  of  Hen¬ 
derson  avenue  (Block  No.  197,  Lot  No.  90),  West 
New  Brighton,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

113-33-BZ. 

APPLICANT — John  R.  McMullen,  for  Rutland  Holding 
Corp.,  owner. 

PREMISES — 689-691  Utica  avenue,  southeast  corner  of 
Clarkson  avenue  (Block  No.  4637,  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

144-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Business  Thorough¬ 
fares,  Inc.,  owner. 

PREMISES — Southwest  corner  of  111th  avenue  and  Lake- 
wood  avenue  (Block  No.  2473,  part  of  Lot  No.  1), 
Dunton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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154-33-BZ. 

APPLICANT — Martin  Smith,  for  Brooklyn  Retail  Butchers 
Corp.,  owner. 

PREMISES — 178-184  South  Elliott  place,  west  side,  131  ft 
4  in.  north  of  Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  extension  of  an  existing 
refrigerating  use  located  in  an  unrestricted  district. 


JUNE  13,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  13, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop ;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  109-33-BZ— Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

cal.  no.  99-33-BZ — Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 


cal.  no.  108-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Norah  Kissane,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop;  premises 
southwest  corner  of  23rd  avenue  (Potter 
avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 

cal.  no.  111-33-BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  13, 
1933,  at  2  ’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  68-33-BZ — Application,  February  20,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  applicant, 
on  behalf  of  M.  C.  R.  Holding  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  243- 
247  Rockaway  parkway,  1155-1159 
Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest 
corner  of  Clarkson  avenue  (Block  No. 
4633,  part  of  Lot  No.  44),  Brooklyn. 

cal.  no.  86-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Ethel  Cohen,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No. 
3896,  Lot  No.  16) ,  The  Bronx. 

cal.  no.  96-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Michele  Molfetta,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  Baisley  avenue  and  Eastern  boule¬ 
vard  (Block  No.  5340,  Lot  No.  1),  The 
Bronx. 

cal.  no.  122-33-BZ — Application,  March  31,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant,  on 
behalf  of  Appolonia  Rothschmitt,  owner, 
to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a 
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motor  vehicle  repair  shop;  premises  64- 
66  Furman  avenue  (Block  No.  3467, 
part  of  Lot  No.  5),  Brooklyn. 

cal.  nc.  44-33-BZ — Application,  February  4,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Conroy  &  Hardy,  applicants,  on 
behalf  of  Mango  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  43-07  to  43-21 
Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue  (Block  No.  172,  Lot 
No.  1),  Long  Island  City,  Borough  of 
Queens. 

cal.  no.  105-33-BZ — Application,  March  18,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Christopher  C.  McGrath,  applicant, 
on  behalf  of  Elizabeth  A.  Dempsey, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2101-2105 
Williamsbridge  road,  northwest  corner 
of  Lydig  avenue  (Block  No.  4332,  Lot 
No.  26),  The  Bronx. 

CAL.  NO.  67-33-BZ— Application,  February  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Michael  Glick,  applicant,  on  be¬ 
half  of  Harry  Weissberg,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Baychester  avenue  and  East  233rd  street 
(Block  No.  4955,  Lot  No.  1),  The 
Bronx. 

cal.  no.  92-31-BZ — Application,  February  19,  1931 ;  granted 
on  certain  conditions  June  23,  1931,  for 
a  temporary  period ;  reopened  April  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Sarah  Raskin  and 
Yetta  Raskin,  applicants  and  owners,  to 
permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  8401-8411  Flat- 
lands  avenue  and  769  East  84th  street, 
northeast  corner  (Block  No.  8005,  Lot 
Nos.  6,  7  and  8),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1933,  4  P.  M. 

SPECIAL  MEETING. 

Rules. 

89-27-SR— Rules  of  Procedure,  Proposed  Amendments  to 
Article  I,  Section  2;  Article  III,  Section  3, 
and  Article  V,  Section  5. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  20,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

27-33-BZ. 

APPLICANT — Kenlon  Construction  Co.,  Inc.,  for  Joseph 
Moss,  owner. 

PREMISES — Northwest  corner  of  Springfield  boulevard 
and  115th  avenue  (Block  No.  1949,  Lot  No.  1), 
Queens  Village,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

148-33-BZ. 

APPLICANT — Irving  Proskauer,  for  Noviak  Holding 
Corp.,  owner. 

PREMISES — Southwest  corner  of  Hollis  avenue  and  Cross 
Island  boulevard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

161-33-BZ. 

APPLICANT — Frank  B.  Reardon,  for  Theodore  G.  Zeh, 
owner. 

PREMISES — 170-07  115th  avenue,  northeast  corner  of  170th 
street  (Block  No.  3087,  Lot  No.  250),  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  business  use 
(funeral  parlor). 

339-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  H.  Kinzer,  owner. 

PREMISES — 3509-3513  Fort  Hamilton  parkway,  south  side, 
204  ft.  east  of  36th  street  (Block  No.  5302,  part  of 
Lot  No.  18),  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  a  further  modification  of  a  resolution  of  the 
board  granting,  in  a  business  district,  the  change  of 
occupancy  of  an  existing  building  to  a  motor  vehicle 
repair  shop  and,  also,  the  maintenance  of  an  open-air 
storage  and  parking  space  for  more  than  five  (5) 
motor  vehicles,  so  as  to  permit  the  inclusion  of  a 
motor  vehicle  repair  shop  with  forge  and  anvil  (re¬ 
opened  May  23,  1933). 


JUNE  20,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  20, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  89-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  De  Rose  &  Cavalieri,  applicants,  on 
behalf  of  Sokay  Realty  Corp.,  owner, 
to  permit  in.  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of  Gun 
Hill  road,  63  ft.  west  of  Arnow  avenue 
(Block  No.  4783,  Lot  Nos.  61  and  63), 
The  Bronx. 

cal.  no.  314-32-BZ— Application,  June  2,  1932;  withdrawn 
September  23,  1932 ;  reopened  March  14, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Lama  &  Proskauer, 
applicants,  on  behalf  of  Harry  Green¬ 
berg,  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  the 
first  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises 
1716-1718  Coney  Island  avenue,  west 
side,  100  ft.  north  of  Avenue  N  (Block- 
No.  6573,  Lot  No.  40),  Brooklyn. 
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cal.  no.  388-30-BZ — Application,  June  10,  1930;  denied  Sep¬ 
tember  30,  1930;  reopened  January  13, 
1933,  for  reconsideration  based  on  new 
facts,  under  section  21  of  the  building 
zone  resolution,  of  Felix  Nolan  and 
Margaret  Nolan,  applicants  and  owners, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  1857-1865  Lin¬ 
den  boulevard,  formerly  455-465  Linden 
boulevard,  northwest  corner  of  Alabama 
avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

cal.  no.  114-33-BZ — Application,  March  24,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Henry  Scharnberger,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  172-15  46th  avenue, 
northwest  corner  of  Utopia  parkway 
(Block  No.  1267,  Lot  Nos.  1,  77  and 
part  of  Lot  No.  4),  Flushing,  Borough 
of  Queens. 

cal.  no.  202-30- BZ— -Application,  March  19,  1930;  denied 
October  7,  1930;  reopened  February  21, 
1933,  for  reconsideration  under  section 
21  of  the  building  zone  resolution,  based 
on  new  facts  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  Porter  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
220-06  Northern  boulevard  (Block  No. 
3213,  part  of  Lot  No.  1),  Bayside,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


55-33-A- 

66-33-A- 

110-33-A- 

112-33-A- 

45-33-A- 

145-33-A- 

167- 33-A- 

168- 33-A — 


JUNE  20,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

-366-382  Henry  street  (Block  No.  299,  Lot  Nos. 

23  to  31,  inclusive),  Brooklyn. 

-801-803  East  136th  street  (Block  No.  2588,  Lot 
No.  1),  The  Bronx. 

-102  West  80th  street  (Block  No.  1210,  Lot  No. 
37),  Manhattan. 

-361  Van  Sindern  avenue  (Block  No.  3765,  Lot 
No.  9),  Brooklyn. 

-Astor  place  and  Cooper  square  (Block  No.  544, 
Lot  No.  76),  Manhattan. 

-289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  The  Bronx. 

-53-73  Water  street  (Empire  Stores  Nos.  5,  6 
and  7),  (Block  No.  26,  part  of  Lot  No.  1), 
Brooklyn. 

41-51  Water  street  (Empire  Store  No.  11), 
(Block  No.  26,  part  of  Lot  No.  1),  Brook¬ 
lyn. 


Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

121-33-S— 135-153  West  37th  street  (Block  No.  813,  Lot 
No.  1),  Manhattan. 

123-33-S — 1364-1370  Broadway  (Block  No.  812,  Lot  No. 
49),  Manhattan. 

131-33-S — 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 


158-33-S — 34  West  38th  street  (Block  No.  839,  Lot  No. 
66),  Manhattan. 

Appliance  Submitted  for  Approval. 

85-33-SA — Oilbilt  Burner,  approval  of. 


JUNE  23,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  June  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  223-31-BZ — Application,  May  13,  1931;  gasoline 
station  granted  on  certain  conditions 
October  14,  1931;  reopened  January  10, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Kenlon  Construction 
Co.,  Inc.,  applicant,  on  behalf  of  Leo 
Nadel,  owner,  to  permit  in  a  business 
district  the  modification  as  to  location 
and  width  of  driveways  and  construction 
of  wall  required  in  a  resolution  of  the 
board  permitting  the  erection  of  a  gaso¬ 
line  service  station ;  premises  northeast 
corner  of  East  Tremont  avenue  and 
Baisley  avenue  (Block  No.  5333,  Lot 
No.  1),  The  Bronx. 

cal.  no.  503-32-BZ— Application,  September  26,  1932;  with 
drawn  December  13,  1932;  reopened 
February  28,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Harry 
H.  Sidrow,  applicant,  on  behalf  of 
Fannie  Ross  and  Wolf  Ross,  owners,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  resi¬ 
dence  building  so  as  to  include  a  business 
use  (stores)  ;  premises  16  St.  Nicholas 
place  (Block  No.  2054,  Lot  No.  40), 
Manhattan. 

cal.  no.  263-27-BZ — Application,  March  14,  1927;  garage 
granted  on  certain  conditions  July  5, 
1927 ;  reopened  May  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Oscar  Wagenseil,  present  ownet, 
to  permit  in  a  business  district  the  in¬ 
clusion  of  a  motor  vehicle  repair  shop 
in  a  garage  for  more  than  five  (5) 
motor  vehicles  which  was  granted  by  the 
board ;  _  premises  540-544  65th  street, 
south  side,  315  ft.  east  of  Fifth  avenue 
(Block  No.  5828,  Lot  No.  18),  Brook¬ 
lyn. 

cal.  no.  115-33-BZ— Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Ligniform  Co.,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  a  gasoline  service  sta¬ 
tion;  premises  north  side  of  Merrick 
road,  7.53  ft.  west  of  223rd  street  (Block 
No.  3548,  Lot  No.  1),  Laurelton,  Bor¬ 
ough  of  Queens. 
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cal.  no.  124-33-BZ— Application,  April  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  E.  Sexton,  applicant,  on  behalf 
of  J.  E.  P.  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1965-1967  Fulton 
street,  northeast  corner  of  Saratoga  ave¬ 
nue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  23,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

217-21-SR — Fuel  Oil  Rules,  Proposed  Revision  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  27,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

98-30-BZ. 

APPLICANT — James  S.  Smith,  for  Colonial  Beacon  Oil 
Co.,  Inc.  owner. 

PREMISES — 1180-1188  Myrtle  avenue  and  664-668  Bush- 
wick  avenue,  southwest  corner  (Block  No.  3182, 
Lot  No.  24),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  certain  conditions  and  the  time  in  which 
to  obtain  permits  and  complete  work  expired ;  re¬ 
opened  April  4,  1933). 

142-33-BZ. 

APPLICANT — Robert  Collyer,  for  Richard  Deneke, 

owner. 

PREMISES — Southeast  corner  of  Cross  Island  boulevard 
and  Central  avenue  (Block  No.  3359,  Lot  No.  1), 
St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

153-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Niccola  Grassi, 
owner. 

PREMISES — Northeast  corner  of  Boston  road  and  Adee 
avenue  (Block  No.  4556,  Lot  No.  1),  The  Bronx. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

198-33-BZ. 

APPLICANT—John  J.  Hegarty,  for  Port  of  New  York 
Authority,  owner. 

PREMISES — West  side  of  Haven  avenue,  217  ft.  4 in. 
north  of  West  172nd  street  (Block  No.  2139,  part 
of  Lot  Nos.  275  and  357),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

332-32-BZ 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding 
Corp.,  owner. 


PREMISES — 3276  Jerome  avenue,  southeast  corner  of 
Grand  concourse  (Block  No.  3323,  Lot  Nos.  55,  64 
and  82),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  station  (pre¬ 
viously  denied  under  sections  7f  and  21  for  a  gaso¬ 
line  service  station;  reopened  June  6,  1933). 


JUNE  27,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  27, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4. 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  M.  Bellinger, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  132-33-BZ — Application,  April  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Estate  of  Julius  A.  Stursberg, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Fordham  road  and  Crotona 
avenue  (Block  No.  3116,  part  of  Lot  No. 
9),  The  Bronx. 

cal.  no.  134-33-BZ — Application,  April  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  William  Kaweckr,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  a  gasoline  service  sta¬ 
tion  ;  premises  northeast  corner  of  Hollis 
avenue  and  208th  street  (Block  No. 
1867,  Lot  No.  30),  Hollis,  Borough  of 
Queens. 

cal.  no.  140-33-BZ— Application,  April  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Jeremiah  P.  Francis  and  Wil- 
liamsburgh  Savings  Bank,  owners,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1987-1991  Atlantic 
avenue,  northwest  corner  of  Saratoga 
avenue  (Block  No.  1561,  Lot  Nos.  36 
and  37),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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JUNE  27,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  27, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter : 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 
HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 
176-33- A — 213  Stone  avenue  (Block  No.  1450,  Lot  No.  5), 
Brooklyn. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S— 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  6,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Wednesday  morning,  May  31,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  Wednesday  afternoon, 
May  31,  1933,  were  approved  as  printed  in  Bulletin  No.  23, 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

330-28-BZ 

APPLICANT — Henry  M.  Bellinger,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tenement  house, 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only — residence  district,  (reopened  January  4, 
1933) 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Furlong  Smith. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  10 
a.  m.,  on-  request  of  applicant’s  representative. 


44-33-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Mango  Holding  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 43-07  to  43-21  Greenpoint  ave¬ 
nue,  northeast  corner  of  Laurel  Hill  avenue  (Block 
No.  172,  Lot  No.  1),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  Irwin  Pakula,  H.  F.  MacCulloch, 
Benjamin  Lorber,  Meyer  B.  Helman  and  Charles 

'  i  Berk. 


ACTION  OF  BOARD — Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


105-33-BZ. 

APPLICANT — Christopher  C.  McGrath,  for  Elizabeth  A. 
Dempsey,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 2101-2105  Williamsbridge  road, 
northwest  corner  of  Lydig  avenue  (Block  No.  4332, 
Lot  No.  26),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Christopher  C.  McGrath  and  Wil¬ 
liam  J.  Dempsey. 

For  Opposition :  Norman  Siegel,  Vito  Macina,  John 
W.  Dunn,  Edward  E.  Schwarz,  Everett  L. 
Smith,  Pietro  Nicotri  and  Elizabeth  Rosenblum. 
ACTION  OF  BOARD — Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


67-33-BZ. 

APPLICANT — Michael  Glick,  for  Harry  Weissberg,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Baychester 
avenue  and  East  233rd  street  (Block  No.  4955,  Lot 
No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  Glick. 

For  Opposition:  Herman  N.  Soderstrom  and 
Florence  Thelluson. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


92-31-BZ. 

APPLICANT — Sarah  Raskin  and  Yetta  Raskin,  owners. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  per- 
manent  maintenance  of  a  gasoline  service  station 
(previously  granted  by  the  board  for  a  temporary 
period;  reopened  April  4,  1933). 


MINUTES 


PREMISES  AFFECTED— 8401-8411  Flatlands  avenue  and 
769  East  84th  street,  northeast  corner  (Block  No. 
8005,  Lot  Nos.  6,  7  and  8),  Brooklyn. 
APPEARANCES— 

For  Applicant :  N.  C.  Horwitz  and  Reuben  Raskin. 
For  Opposition:  Henry  Braverman  and  Victor 
Chiofolo. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


128-33-BZ. 

APPLICANT— William  F.  Doyle,  for  Kabor  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  84),  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


332-32-BZ. 

APPLICANT— William  F.  Doyle,  for  Kabor  Holding 
Corp.,  owner. 

SUBJECT — Application  for  reopening — reconsideration  under 
new  facts— re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  sections  7f  and  21  of 
the  building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district, 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  84),  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


207-33-BZ. 

APPLICANT — Michael  Glick,  for  O’Brien  Building  Corp., 
owner. 

SUBJECT — Application  for  acceptance — (same  premises — in 
part — previously  applied  for) — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  maintenance  of  a  park¬ 
ing  space  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — South  side  of  Webster  avenue, 
from  203rd  to  204th  streets,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  accepted. 

THE  VOTE  TO  ACCEPT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


249-29-BZ. 


APPLICANT — Conroy  &  Hardy,  substituted  for  McCooey 
&  Conroy,  for  Franksonia  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification  and  an 
extension  of  time — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 2228-2234  Gerritsen  avenue, 
southwest  corner  of  Avenue  U  (old),  (Block  No. 
7370,  part  of  Lot  No.  64),  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened,  resolution 
modified  and  time  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  o 

Absent  .  o 


THE  VOTE  TO  MODIFY  RESOLUTION  AND  EX¬ 
TEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 


(249-29-BZ) 

Whereas,  this  application,  affecting  premises  2228-2234 
Gerritsen  avenue  (Block  No.  7370,  part  of  Lot  No.  64), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  May  20,  1932,  on  certain  conditions,  and  applicant  re¬ 
quested  a  modification  of  these  conditions  and  an  extension 
of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on  May 
20,  1932,  be  modified,  so  far  as  it  refers  to  the  obtaining  of 
permits  and  completion  of  work,  so  that  as  modified  the 
resolution  will  read:  “  ....  all  permits  shall  be  obtained 
within  six  months  and  all  work  completed  within  one  year 
from  the  date  of  this  action— June  6,  1933,”  and,  also,  so  far 
as  it  refers  to  walls  around  interior  lot  lines,  so  that  as 
modified  this  portion  of  the  resolution  will  read:  “  . 
that  there  shall  be  erected  on  the  interior  lot  lines,  except 
the  lot  line  between  the  site  under  appeal  and  the  property 
facing  on  Gerritsen  avenue  and  Knapp  street  to  the  south, 
a  masonry  wall,  not  less  than  7  ft.  in  height,  faced  on  the 
inside  with  light-color  brick  and  coped  with  terra  cotta  or 
natural  stone;  this  wall  may  be  racked  or  sloped  back  from 
building  line  of  Avenue  U  at  an  angle  of  not  more  than 
forty-five  degrees;  that  a  portion  of  this  wall  may  be  elim¬ 
inated  where  the  building  line  is  occupied  by  any  accessory 
building  to  be  erected  on  these  premises;  that  along  the  in¬ 
terior  lot  line,  between  the  site  in  question  and  the  next  lot 
southerly,  facing  Gerritsen  avenue  and  Knapp  street,  there 
shall  be  erected  a  substantial  wire  fence,  not  less  than  7  ft. 
in  height,  and  that  the  resolution  shall  be  complied  with  in 
all  other  respects  except  as  herein  modified” 


313-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Yell  Trading  Corn 
owner.  1 

SUBJECT— Application  for  reopening— re  modification— r 
Application  (decision  of  the  superintendent  of  build 
mgs),  under  section  21  of  the  building  zone  resolu 
tion,  to  permit  in  a  business  district  the  erectioi 
and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED-, sl-.o  Jamaica  avenuMBloci 
No.  1189,  Lot  No.  1),  Jamaica,  Borough  of  Queen: 


496 


MINUTES 


APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Application  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(313-32-BZ) 


Whereas,  this  application,  affecting  premises  180-10 
Jamaica  avenue  (Block  No.  1189,  Lot  No.  1),  Hollis,  Bor¬ 
ough  of  Queens,  was  granted  by  the  board  at  its  meeting 
November  4,  1932,  on  certain  conditions,  and  applicant  re¬ 
quested  a  modification  as  to  the  size  of  the  plot. 

Resolved,  that  the  resolution  adopted  by  the  board  No¬ 
vember  4,  1932,  be  modified  as  to  plot  size  so  that  instead  of 
104  ft.  on  Jamaica  avenue  it  will  be  84  ft.,  in  accordance 


with  plans  marked  “Received  June  3,  1933,”  and  that  the 
conditions  of  the  resolution  shall  be  complied  with  in  all 
other  respects. 

PLANS  APPROVED. 

13-33-BZ. 


APPLICANT — Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owners. 

SUBJECT — Approval  of  plans  in  accordance  with  resolu¬ 
tion  adopted  by  the  board  May  29,  1933. 

PREMISES  AFFECTED — 1552-1560  Stillwell  avenue, 
southwest  corner  of  Kings  highway  (Block  No. 
6253,  Lot  No.  29),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
engineer’s  report  as  conforming  to  the  conditions  of 
the  resolution  May  29,  1933. 

THE  VOTE  TO  APPROVE  PLANS— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


Adjourned  1.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  6,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
60'-33-A. 

APPELLANT — R.  D.  Hayes,  Commissioner  of  Canals  and 
Waterways,  for  State  of  New  York,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Foot  of  Columbia  street  (Block 
No.  614,  Lot  No.  1),  (State  Grain  Elevator), 
Brooklyn. 

APPEARANCES— 

Fr  Appellant :  Charles  Ryan. 

For  Administration :  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


176-33-A. 

APPELLANT — Joseph  Bruno  and  Lena  Bruno,  adjoining 
owners ;  Mary  Russo,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings — re  Revocation  of  Certificate  of  Occupancy 
No.  64364  issued  by  the  superintendent  of  buildings 
on  July  25,  1931. 

PREMISES  AFFECTED— 213  Stone  avenue  (Block  No. 

1450,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Vincent  Tese. 

For  Owner :  Abraham  Eisner. 

For  Administration:  Inspector  Benjamin  Saltzman 
of  department  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1933,  at  2 
p.  m.,  on  request  of  appellant’s  representative. 


81-33- A. 

APPELLANT — Charles  E.  Murphy,  for  Texas  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 53-02  29th  street  (Block  No. 
292,  Lot  No.  106),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant:  Charles  E.  Murphy. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . .  5 


Negative  . .  . .  q 

Absent  .  q 


39-32-A. 


APPELLANT — Croker  Fire  Prevention  Corp.,  for  J.  C.  E. 
Liquidating  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification— re  Ap¬ 
peal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 1750  Webster  avenue  (Block 
No.  2899.  Lot  Nos.  6,  12,  18  and  33),  The  Bronx. 
APPEARANCES— 


For  Appellant :  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  July  5,  1933,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 


Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


497 


MINUTES 


APPELLANT— A.  G.  Lindenthal,  for  Strang  Buick  Co., 
Inc.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 86-22  101st  street  (Block  No. 

177,  Lot  No.  1),  Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant:  A.  G.  Lindenthal. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ;  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 


premises ;  the  appellant  proposes  to  install  a  fireproof,  self¬ 
closing  door  in  the  easterly  opening  between  the  dwelling- 
entrance-vestibule  and  the  service-office  in  the  garage  area ; 
furthermore,  the  appellant  contends  the  building  is  equipped 
with  a  standpipe  system  and  there  is  no  existing  fire  hazard ; 
and 

Whereas,  a  letter  from  the  tenement  house  department 
dated  June  5,  1933,  and  addressed  to  the  appellant  herein, 
states  that  the  four  apartments  on  the  second  story  in  the 
Jamaica  avenue  front  are  classified  as  separate  one-family 
dwellings ;  and 

Whereas,  in  the  opinion  of  the  board  this  is  not  a  correct 
classification  and  the  existence  of  three  apartments  makes 
it  a  multiple  dwelling  within  the  meaning  of  the  multiple 
dwelling  law,  which  is  an  illegal  condition  over  a  garage. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


THE  RESOLUTION— 

(16-33-A) 

Whereas,  A.  G.  Blumenthal,  for  Strang  Buick  Co.,  Inc., 
owner,  filed,  January  16,  1933,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  86-22 
101st  street  (Block  No.  177,  Lot  No.  1),  Woodhaven,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
26,  1932,  reads: 

“With  reference  to  your  letter  of  March  1st,  1932, 
relative  to  item  3  of  Order  No.  50132-LC,  dated  Feb¬ 
ruary  27th,  1932,  and  reading  as  follows : 

“Permanently  brick  up  with  solid  masonry  the 
opening  leading  from  Garage  to  the  two-story  build¬ 
ing  on  corner  occupied  as  a  showroom. 

“A  special  inspection  of  these  premises  was  made  by 
one  of  the  Inspectors  from  this  division  in  order  to 
determine  whether  or  not  we  could  give  you  any  modi¬ 
fication,  but  after  inspection  we  are  compelled  to  advise 
you  that  no  modification  may  be  granted. 

“The  law  prohibits  the  Fire  Commissioner  from  issu¬ 
ing  a  permit  to  any  Garage  where  there  is  a  dwelling 
occupancy  when  the  area  of  the  Garage  exceeds  5,000 
sq.  ft.  The  opening  between  the  Garage  and  the  building 
wherein  the  dwelling  is  located,  prohibits  the  issuance  of 
any  permit. 

“It  will  therefore  be  necessary  for  you  to  comply  with 
Order  No.  50132-LC,  before  a  permit  is  issued,  and  I 
would  suggest  no  further  delay  on  your  part. 

“A  reinspection  will  be  made  within  the  next  ten 
days  when  we  trust  to  find  that  the  said  order  has  been 
complied  with  by  you.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  16,  1933,  reads : 

“In  reply  to  your  letter  of  Dec.  21st,  1932,  advising 
that  you  have  been  retained  by  the  owners  to  appeal 
from  the  requirements  of  Order  50132-LC  and  that  you 
are  unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and  request 
dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  84  ft.  6  in.  by  217  ft.  6  in.  at  first  story  and  84  ft. 
6  in.  by  57  ft.  6  in.  in  area  above ;  OCCUPIED :  1st  story, 
garage  and  showrooms:  2nd  story,  dwellings;  and 

Whereas,  the  appellant  claims  the  order  is  technical:  the 
openings  referred  to  were  made  under  Alt.  Plan  No.  1427 
of  1929,  approved  and  accepted  by  the  superintendent  of 
buildings,  they  have  been  in  use  for  more  than  three  years: 
the  large  opening  is  protected  by  a  self-closing,  fireproof 
door;  closing  of  those  openings  would  cause  considerable 
expense  and  seriously  hamper  business  conducted  on  the 


48-33-A. 

APPELLANT — Quaker  City  Metal  Products  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 196-204  North  14th  street 
(Block  No.  2279,  Lot  No.  15),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Louis  Besacov. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . . . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(48-33-A) 

Whereas,  Quaker  City  Metal  Products  Co.,  owner,  filed, 
February  8,  1933,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  196-204  Nqrth  14th  street 
(Block  No.  2279,  Lot  No.  15),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  19,  1933  (re  Order  No.  56723-LC),  reads: 

“3.  Separate  all  open  flames  (welding)  within  a  floor 
area  wherein  spray  coating  is  carried  on  by  an  en¬ 
closure  of  fireproof  or  fire-resisting  material.  Rule  4-L 
of  the  Spray  Booth  Rules.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  100  ft.  by  100  ft.  in  area ;  OCCUPIED  for  the  manu¬ 
facture  of  metal  furniture,  ten  persons;  and 

Whereas,  the  appellant  claims  that  the  welding  is  done 
by  the  use  of  acetylene  torches  which  are  located  far  from 
the  spray  booths,  the  nearest  torch  is  40  ft.  from  the  booths, 
the  other  torch  is  80  ft.  from  the  booths;  furthermore,  the 
appellant  contends  that  due  to  the  great  distances  between 
the  torches  and  spray  booths  a  fireproof  enclosure  is  not 
necessary. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  wood  partition  surrounding  the 
paint  room  shall  be  protected  with  plaster  board  or  other 
similar  material  from  floor  to  ceiling  so  as  to  make  it  as 
near  vaporproof  as  possible,  and  that  at  all  door  openings 
in  this  partition  there  shall  be  close-fitting  double  or  single 
swinging  doors  which  shall  be  kept  normally  closed  during 
working  hours. 

88-33-A. 

APPELLANT— -Eugene  H.  Carroll,  lessee. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 
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PREMISES  AFFECTED— North  side  of  Second  avenue, 
2,311.7  ft.  north  from  the  corner  of  Second  avenue 
and  36th  street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

APPEARANCES— 


For  Appellant :  Eugene  H.  Carroll. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . 


5 

0 

0 


THE  RESOLUTION— 


(88-33-A) 


Whereas,  Eugene  H.  Carroll,  lessee,  filed,  March  2,  1933, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  north  side  of  Second  avenue,  2,311.7  ft.  north  from 
the  corner  of  Second  avenue  and  36th  street  (Block  No. 
662,  part  of  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decisin  of  the  fire  commissioner,  rendered 
February  28,  1933  (re  Plan  No.  19-33),  reads: 

“1.  All  storage  tanks  comprising  or  forming  a  part 
of  an  oil  storage  plant  shall  be  buried  so  that  the  tops 
thereof  shall  be  at  least  two  feet  below  the  grade  level 
as  per  Art.  8,  Sec.  Ill,  sub-div.  5,  of  Ch.  10,  C.  of  O.” ; 

.  and 

Whereas,  the  premises  consist  of  an  unimproved  plot  of 
ground,  150  ft.  by  200  ft.,  upon  which  an  oil  storage  plant  is 
,  proposed  to  be  erected,  located  within  an  unrestricted  use 
district ;  and 

Whereas,  the  appellant  proposes  to  install  four  upright 
cylindrical  steel  tanks  above  ground  level,  150,000  gallons 
capacity  each,  for  the  storage  of  gasoline,  erect  a  one-story 
foamite  building  and  a  pump  room ;  each  tank  will  be  erected 
in  a  reinforced  concrete  basin  which  will  hold  one  and  one- 
:  half  times  the  capacity  of  the  tank  in  addition  to  the  space 
occupied  by  the  tank ;  the  tanks  will  be  equipped  with  foamite 
steam  water ;  the  premises  are  practically  surrounded  by 
water,  the  ground  is  filled  in  mainly  with  ashes,  the  tide 
comes  within  2  ft.  of  the  surface,  rendering  it  impractical 
to  bury  the  tanks  below  ground  level ;  furthermore,  the  ap¬ 
pellant  contends  the  fire  boat  station  is  close  by,  otherwise 
buildings  are  considerable  distance  away. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  plant  shall  be  constructed  sub¬ 
stantially  as  shown  on  the  plans  filed  with  this  appeal  marked 
“Received  on  March  2,  1933,”  except  that  there  shall  be  a 
distance  of  125  ft.  in  clear  space  not  built  upon  for  the  full 
width  between  the  bulkhead  line  and  the  most  northerly  dike 
around  the  storage  tanks  Nos.  3  and  4 ;  that  from  the  loading 
rack  shown  on  the  southerly  end  there  shall  be  maintained 
an  open  space  not  built  upon  for  the  full  width  of  at  least 
125  ft.  from  that  point  southerly  to  any  existing  or  future 
building;  that  the  concrete  dikes  shall  be  constructed  of  re¬ 
inforced  concrete  and  made  proof  against  seepage  of  gasoline 
through  the  floor  or  walls  thereof;  that  expansion  joints 
shall  be  provided  in  the  dyke  walls  approximately  every  25 
ft.,  these  expansion  joints  to  be  made  proof  against  leakage 
and  protected  with  metal  strips  at  least  12  in.  in  width  and 
at  .least  y2  inch  thickness  for  the  entire  height  of  the  joint: 
that  each  dike  enclosure  shall  have  a  capacity  of  one  and 
one-half  times  the  capacity  of  the  steel  tank  erected  therein ; 
that  the  structure  shall  be  constructed  so  as  to  eliminate  the 
possibility  of  settlement  or  cracking  of  the  dyke  enclosure ; 
that  the  tanks  may  be  30  ft.  in  diameter  by  30  ft.  in  height 
instead  of  42  ft.  in  height,  as  shown,  in  which  case  the 
maximum  capacity  shall  not  exceed  160,000  gallons  of  gaso¬ 
line  ;  that  the  entire  plant  shall  be  equipped  with  duplicate 
foamite  fire-extinguishing  equipment,  each  to  be  located  on 
the  southerly  end  of  the  area  not  less  than  100  ft.  from  the 


tanks  and  installed  in  a  fireproof  enclosure ;  these  duplicate 
systems  to  be  at  least  100  ft.  apart  and  each  to  have  in  a 
separate  near-by  fireproof  enclosure  a  pumping  equipment 
adequate  to  control  with  sufficient  supply  of  foamite  any 
fire  that  may  occur;  that  such  additional  auxiliary 
fire-fighting  equipment  shall  be  installed  as  may  be  re¬ 
quired  ;  that  all  permits  shall  be  obtained  within  three  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  resolution. 


63-33-A. 


APPELLANT — John  J.  Gilmartin,  for  E.  W.  Bliss  Build¬ 
ings,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 388-390  Second  avenue  (Block 
No.  928,  part  of  Lot  No.  1),  Manhattan. 
APPEARANCES— 


For  Appellant:  John  J.  Gilmartin. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 


(63-33-A) 

Whereas,  John  J.  Gilmartin,  for  E.  W.  Bliss  Buildings, 
Inc.,  owner,  filed,  February  16,  1933,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  388-390  Second 
avenue  (Block  No.  928,  part  of  Lot  No.  1),  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  27,  1933  (re  Order  No.  26-F),  reads: 

“1.  Repair  or  replace  the  missing  and  defective 
shutters  with  proper  iron  shutters  or  approved  fireproof 
windows  at  all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  less  than  30' 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50'  above  a  neighboring  roof  at  north  and  east 
sides  of  building,  or  other  approved  protection,  as  per 
Sec.  375,  Art.  18,  Ch.  5,  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  (55 
ft.)  in  height,  50  ft.  by  90  ft.  in  area;  OCCUPIED  as  a 
tenant  factory,  thirty-six  persons  in  entire  building ;  equipped 
with  a  sprinkler  system;  and 

Whereas,  the  appellant  claims  there  are  sixteen  windows 
in  north  wall  and  twelve  windows  in  east  wall  affected  by 
the  order ;  there  is  a  twelve-story  fireproof  building  and  a 
five-story  building  with  a  one-story  extension  adjoining 
causing  the  exposure  at  north;  a  one-story  building,  3  ft. 
distant,  causing  the  exposure  at  east;  the  group  of  buildings 
adjoining  at  west  were  erected  more  than  thirty  years  ago, 
equipped  with  a  sprinkler  system  and  under  a  single  owner¬ 
ship;  furthermore,  the  appellant  contends  the  occupancy  of 
the  buildings  are  non-hazardous. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted,  only  so  far  as  it  affects  the  four  windows  in  the 
north  wall  near  the  rear  of  the  building  and  the  twelve  win¬ 
dows  in  the  east  wall  at  the  rear  of  the  building,  on  condition 
that  the  other  twelve  windows  nearest  to  the  adjoining  five- 
story  building  on  Second  avenue  to  the  north  shall  be  equipped 
with  steel  fire  shutters  or  self-closing,  fireproof  windows; 
this  variation  to  apply  only  so  long  as  the  building  in  the 
rear  shall  remain  in  the  same  ownership  and  the  sprinkler 
system  shall  be  maintained  in  accordance  with  the  sprinkler 
rules. 
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76-33-A. 

APPELLANT— John  J.  Gilmartin,  for  Brooklyn  Terminal 


Co.,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 


commissioner. 

PREMISES  AFFECTED— 3-15  Hanover  square,  58-72 
Water  street  and  102-106  Pearl  street  (Block  No. 
30,  Lot  No.  19),  Manhattan. 

APPEARANCES— 

For  Appellant :  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absetn  . 


5 

0 

0 


THE  RESOLUTION— 

(76-33-A) 

Whereas,  John  J.  Gilmartin,  for  Brooklyn  Terminal  Co., 
owner,  filed,  February  27,  1933,  an  appeal  from  orders  and  a 
decision  of  the  fire  commissioner,  affecting  premises  3-15 
Hanover  square,  58-72  Water  street  and  102-106  Pearl 
street  (Block  No.  30,  Lot  No.  19),  Borough  of  Manhattan; 
and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Janu¬ 
ary  25,  1933,  read  as  follows : 

"Order  No.  210-F: 

“4.  Provide  75'  (50' — 25') — 2 y2"  approved  hose,  rack 
and  nozzle  at  all  hose  outlets  on  the  west  riser  from 
top  story  to  cellar  story. 

“5.  Provide  100'  of  2 hose  (50'  x  50')  rack  and 
nozzle  on  all  outlets  from  top  story  down  to  basement 
on  east  riser.” ; 
and 


“Order  No.  211-F : 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  25,  1933,  reads: 

“This  will  reply  to  your  letter  of  February  17th,  1933, 
relative  to  orders  210-F  and  211-F,  affecting  the  above 
premises  in  which  you  request  reconsideration  of  these 
orders  for  the  reason  that  the  standpipe  tank  is  15'  6" 
above  the  highest  outlet,  and  that  we  accept  the  present 
llA"  hose  now  in  use  instead  of  2 y2"  on  standpipe  out¬ 
lets  for  the  reason  that  the  building  is  used  for  office 
purposes,  and  is  of  fireproof  construction. 

‘‘Please  be  advised  that  above  orders  are  legal  and 
applicable  and  must  be  complied  with  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Appeals, 
therefore  your  request  for  reconsideration  of  the  orders 
must  be  denied.”; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  (111  ft.) 
in  height,  146  ft.  5  in.  by  57  ft.  10  in.  and  159  ft.  3  in., 
irregular,  in  depth,  about  8,500  sq.  ft.  in  area;  OCCUPIED 
for  office  purposes,  seventy-five  persons  per  story;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1912;  that  the  existing  standpipe  system  was  installed  in 
accordance  with  the  rules  and  regulations  then  in  force, 
consisting  of  two  4-inch  rising  lines,  cross-connected,  with 
two  Siamese  connections,  fed  from  a  4,500-gallon  gravity 
tank,  3,500  gallons  reserved  for  standpipe  lines,  the  bottom  of 
which  is  approximately  15  ft.  above  the  hose  outlet  of  high¬ 
est  story;  as  to  Items  4  and  5  of  Order  No.  210-F.  outlets 
on  all  floors  are  provided  with  1^-inch  hose,  such  size  hose 
has  been  accepted  by  the  fire  commissioner  for  many  years, 
considerable  amount  of  the  present  lj^-inch  was  purchased 


recently;  furthermore,  the  appellant  proposes  to  use  only 
2  ^ -inch  hose  in  the  future  whenever  it  is  found  necessary 
to  renew  sections  of  hose. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  210-F,  on  condition 
that  within  two  years  from  the  date  of  this  action  2j4-inch 
approved  hose  or  hose  of  such  diameter  as  may  be  required 
by  the  standpipe  fire-line  rules,  with  approved  racks  and 
nozzles,  shall  be  installed  at  all  outlets  with  one  50  ft.  length 
of  hose  and  one  25  ft.  length  on  the  west  riser  from  the  top 
story  to  cellar ;  that  two  lengths  of  hose,  50  ft.  each,  with 
approved  racks  and  nozzles,  shall  be  installed  at  all  outlets 
from  the  top  story  down  to  the  basement  on  the  east  riser; 
that  in  the  meantime  such  hose  as  is  still  usable  of  lj4-inch 
diameter  may  be  used,  provided  each  outlet  is  furnished  with 
the  correct  length  of  hose  as  specified  above;  granted,  as  to 
Order  No.  211-F,  permitting  the  existing  tank  to  remain  in 
its  present  location,  on  condition  that  the  bottom  of  the  tank 
shall  be  not  less  than  15  ft.  above  the  highest  outlet,  and 
that  rule  91  of  the  standpipe  fire-line  rules  shall  be  complied 
with  in  all  other  respects  other  than  as  modified  herein. 


90-33-A. 

APPELLANT — Edward  J.  Clark,  for  Benjamin  Epstein, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  commissioner 
of  buildings. 

PREMISES  AFFECTED — 1135  Willoughby  avenue  (Block 
No.  3197,  Lot  No.  41),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Edward  J.  Clark. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 


(90-33-A) 

Whereas.  Edward  J.  Clark,  for  Benjamin  Epstein,  owner, 
filed,  March  2,  1933,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner  and  a  decision  of  the  commissioner 
of  buildings,  affecting  premises  1135  Willoughby  avenue 
(Block  No.  3197,  Lot  No.  41),  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  9,  1932  (re  Order  No.  56008-LC),  reads: 

“Discontinue  maintenance  of  a  garage  in  the  above 
premises  as  same  is  of  frame  construction.  Sec.  90, 
Chap.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  16,  1933,  reads: 

“This  will  acknowledge  receipt  of  your  letter  of  the 
15th  inst.,  relative  to  Order  No.  56008-LC,  requesting 
extension  of  time  so  that  application  to  the  Board  of 
Standards  and  Appeals  can  be  made  for  premises  1135 
Willoughby  Avenue,  Brooklyn. 

“Your  letter  has  been  referred  to  the  Bureau  of  Fire 
Prevention  for  attention.” ; 

and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  3,  1933  (Applic.  No.  5087),  reads: 

1.  Car  may  not  be  stored  in  frame  building  situated 
within  fire  limits,  same  contrary  to  Sec.  90,  Building 
Code.  Above  application  is  therefore  denied.” : 
and 

Whereas,  the  premises  consist  of  an  interior  lot,  25  ft.  by 
100  ft.;  a  two-story  frame  building  erected  on  the  front,  25 
ft.  by  45  ft.  6  in.  in  area;  OCCUPIED :  1st  story,  one  family 
and  one-car  garage;  2nd  story,  one  family;  a  two-story 
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frame  building  erected  on  the  rear,  25  ft.  by  24  ft.  6  in.  in 
area;  OCCUPIED:  1st  story,  wagon  builder;  2nd  story, 
storage ;  located  within  a  business  use  district  and  within  the 
fire  limits ;  and 

Whereas,  the  appellant  claims  the  buildings  were  erected 
in  1883,  occupied  the  same  as  at  present  since  1918,  no 
certificate  of  occupancy  having  been  issued;  the  east  side 
of  first  story  is  arranged  for  a  one-family  living  apartment ; 
a  driveway,  7  ft.  3  in.  in  width,  extends  through  the  building 
on  the  west  side,  used  originally  in  conjunction  with  the 
wagon  building  business  in  rear  building;  the  driveway  has 
been  used  for  the  storage  of  the  owner's  pleasure  car  since 
1918 ;  no  part  of  the  driveway  is  leased,  rented  or  hired  out ; 
furthermore,  the  appellant  proposes  to  cover  the  ceiling  with 
^2 -inch  plaster  boards,  then  cover  the  ceiling,  east  and  west 
walls  where  the  car  is  stored  with  No.  26  gauge  metal  and, 
also,  provide  a  self-closing,  fireproof  door  in  partition  which 
separates  the  driveway  from  the  living  apartment. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  and  the  decision  of  the  commissioner  of  buildings  be 
and  they  hereby  are  modified  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Order  No.  56008-LC,  to  permit  the  storage 
of  one  pleasure  car  only  in  the  existing  covered  passageway 
from  the  street  to  yard,  on  condition  that  within  this  passage¬ 
way  the  walls  and  ceiling  shall  be  fire-retarded  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals 
and  that  the  openings  from  this  passageway  into  the  house 
shall  be  limited  to  one;  that  this  opening  shall  be  protected 
with  self-closing,  fireproof  door ;  that  at  both  ends  of  the 
passageway  there  shall  be  fireproof  or  metal-covered  doors ; 
that  no  gasoline  shall  be  stored  in  this  passageway  except 
in  the  tank  of  the  car;  that  such  additional  auxiliary  fire¬ 
fighting  equipment  shall  be  installed  as  shall  be  required. 


133-33-A. 

APPELLANT — Charles  G.  Wessel,  for  Pragar  &  Goldfarb, 
lessees. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 1526  Avenue  M,  southwest  cor¬ 
ner  of  East  16th  street  (Block  No.  6744,  Lot  No.  8), 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Morris  A.  Goldfarb. 

In  Opposition:  William  F.  Doyle. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  department  of  buildings. 

ACTION  OF  BOARD — Appeal  dismissed;  improperly  be¬ 
fore  board. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle...* .  3 

Negative:  Commissioner  Connell  and  Chief  Mc- 

Elligott  .  2 

Absent  .  0 

THE  RESOLUTION— 

(133-33-A) 

Whereas,  Charles  G.  Wessel,  for  Prager  &  Goldfarb, 
lessees,  filed,  April  10,  1933,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  1526  Ave¬ 
nue  M,  southwest  corner  of  East  16th  street  (Block  No. 
6744,  Lot  No.  8),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendeTed  April  1,  1933  (re  Applic.  2631-1933),  reads: 

“Proposition  to  erect  proposed  structure  9'  0"  from 
curb  line  instead  of  13'  0"  as  noted  on  Plan  disapproved 
as  same  would  be  contrary  to  Art.  9,  Section  170  of 
Bldg.  Code.  Therefore  this  application  Denied  for  erec¬ 
tion  of  structure  outside  of  the  Bldg.  Line”- 
and 

Whereas,  the  structure  is  of  metal  construction,  one  story 
(9  ft.  6  in.)  in  height,  12  ft.  by  4  ft.  in  area,  erected  upo'n 
a  lot  25  ft.  by  5  ft.  in  area;  OCCUPIED  as  a  newsstand; 
located  within  a  business  use  district;  and 


Whereas,  the  appellant  has  filed  plans  showing  the  lot 
in  question  located  outside  of  and  adjacent  to  the  easterly 
building  line  of  Block  No.  6744  facing  on  East  16th  street; 
and 

Whereas,  the  appellant  claims  that  lot  in  question  is  lo¬ 
cated  on  a  strip  of  land  5  ft.  in  width  immediately  outside 
and  adjacent  to  the  easterly  building  line  of  Block  No.  6744 
facing  on  East  16th  street  and  owned  by  the  Long  Island 
Railroad  Company;  that  such  lot  is  leased  to  Julius  Prager 
for  business  purposes  (copy  of  lease  filed  with  this  appeal)  ; 
furthermore,  the  appellant  contends  that  the  city  has  not 
accepted  title  for  East  16th  street  to  date  although  con¬ 
demnation  proceedings  have  been  started;  the  Long  Island 
Railroad  Company  has  made  requisition  to  the  city  for 
permanent  title  to  the  strip  of  land  6  ft.  in  width  upon 
which  the  newsstand  is  erected ;  the  appellant  requests  permit 
for  the  maintenance  of  the  newsstand  until  condemnation 
proceedings  is  finally  decided;  and 

Whereas,  the  chair  ruled  that  this  appeal  was  improperly 
before  the  board  in  that  it  is  an  appeal  from  a  decision  of 
the  superintendent  of  buildings  under  section  170  of  the 
building  code,  which  does  not  apply,  the  street  in  question 
not  having  been  acquired  by  the  city  and  that  the  appeal 
should  be  from  a  decision  under  section  35  of  chapter  690  of 
the  laws  of  1926,  which  confers  power  upon  this  board  to 
act  in  the  case  of  a  building  in  the  bed  of  a  mapped  street. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  as 
being  improperly  before  the  board. 


173-33- A. 

APPELLANT — Petroleum  Heat  &  Power  Co.,  for  Charles 
Pfizer  &  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 19-23  Gerry  street  (Block  No. 

2265,  Lot  No.  14),  Brooklyn. 

APPEARANCES— 

For  Appellant:  R.  A.  Davidson. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  . . . .  q 

Absent  . .  q 


THE  RESOLUTION— 

(173-33-A) 

Whereas,  Petroleum  Heat  &  Power  Co.,  for  Charles 
Pfizer  &  Co.,  Inc.,  owner,  filed,  May  4,  1933,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
19-23  Gerry  street  (Block  No.  2265,  Lot  No.  14),  Borough 
of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
11,  1933  (Order  No.  58694-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  for  the  storage  of  fuel  oil  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued: 

FORTHWITH 

“1.  Cut  off  the  room,  or  rooms,  in  which  the  heating 
apparatus  and  oil  burning  device  is  installed  by  fireproof 
partitions  of  not  less  than  4"  in  thickness  with  all 
openings  protected  by  fireproof,  self-closing  doors  and 
protect  ceiling  by  fire-retarded  material  as  per  Rule  20B 
of  the  Fuel  Oil  Rules.” ; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  95  ft.  by  112  ft.  in  area;  OCCUPIED:  boiler  room 
and  machinery,  ten  persons ;  and 

.  Whereas,  the  appellant  contends  that  the  building  in  ques¬ 
tion  is  used  exclusively  as  a  power  house  for  generating 
and  transmitting  steam  for  heating  and  manufacturing  pur- 
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poses ;  that  there  is  no  manufacturing  done  in  this  power 
house  and  that  there  is  no  combustible  material  stored  in  the 
power  house ;  that  the  ceiling  or  roof  of  the  building  is  built 
of  slow-burning  mill  construction  and  that  there  is  a  16-foot 
open  space  between  the  top  of  the  boiler  and  the  roof ;  that 
the  portion  of  the  building  in  which  the  fuel  pumps  are  lo¬ 
cated  is  cut  off  from  the  boiler  room  by  fireproof  partitions 
and  fireproof,  self-closing  doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted, 
as  to  Order  No.  58694-LC,  to  permit  the  continuation  of  the 
fuel  oil  burners  as  installed  and  the  storage  of  fuel  oil,  on 
condition  that  the  windows  from  the  boiler  room  into  the 
generating  room  and  into  the  fuel  oil  pumping  room  shall  be 
either  fixed  or  automatic,  self-closing  with  steel  frames  and 
wire  glass,  waiving  the  requirements  of  the  fuel  oil  rules  for 
the  fire-retarding  of  the  ceiling  of  the  boiler  room  and  com¬ 
pressor  room ;  that  the  fuel  oil  rules  shall  be  complied  with 
in  all  other  respects  and  that  this  modification  shall  apply 
only  so  long  as  the  present  installation  of  the  fuel  oil  burners 
continues. 


PETITIONS  FOR  VARIATIONS. 

29-33-S 

PETITIONER — Gretsch  Building  Number  Four,  Inc., 
owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 54-82  Broadway  (Block  No. 
2130,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Michael  F.  Walsh. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1933,  at  2 
p.  m.,  pending  report  of  inspection  by  a  committee 
of  the  board. 


61-33-S. 

PETITIONER — Charles  S.  Green,  for  252  Fourth  Avenue 
Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  orders  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 260-266  Fourth  avenue  and  54- 
60  East  21st  street  (Block  No.  849,  Lot  No.  43), 
Manhattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1933,  at  2 
p.  m.,  on  written  request  of  petitioner. 


72-33-S. 

PETITIONER — Samuel  Rosenblum,  for  Neptune  Realty 
Co.,  owner. 


SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 23-25  East  26th  street,  18-2C 
East  27th  street  and  56-60  Madison  avenue  (Block 
No.  856,  Lot  No.  58),  Manhattan 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1933  at  2 
p.  m.,  on  request  of  petitioner. 


633-30-S. 

PETITIONER— John  J.  Gilmartin,  for  Fifth  Avenue  &  14th 
Street  Corp.,  owner. 


SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of1  the  labor  law  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 80-82  Fifth  avenue  and  2  West 
14th  street,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Morris  Whinston. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  o 

Absent  .  o 


42-33-S 

PETITIONER — John  J.  Gilmartin,  for  Julia  M.  Schieffelin 
Estate,  et  al.,  owners. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 89  Gold  street  (Block  No.  103, 
Lot  No.  24),  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ’  q 

Absent  .  q 

THE  RESOLUTION— 


(42-33-S) 


Whereas,  John  J.  Gilmartin,  for  Julia  M.  Schieffelin 
Estate,  et  al.,  owner,  filed,  February  3,  1933,  a  petition  for 
a  variation  from  the  requirements  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  89  Gold  street  (Block  No.  103,  Lot  No.  24),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember^,  1932  (re  Order  No.  99038-LD),  reads: 

“1-  Extend  both  interior  stairways  from  2nd  story 
to  roof,  as  per  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 
and 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  25,  1933,  reads: 

“This  will  reply  to  your  letter  of  the  13th  inst.  relative 
Order  No.  99038-LD,  affecting  the  above  premises 
in  which  you  request  reconsideration  of  the  order  for  the 
reason  that  the  building  is  only  two  stories  in  height 
used  for  the  storage  of  scrap  leather;  that  there  is  a 
stairway  at  Gold  Street  front  which  extends  to  the  roof 
from  the  loft  proper  at  a  60  degree  angle  and  that  this 
condition  has  existed  since  the  erection  of  the  building. 

Please  be  advised  that  at  the  time  of  inspection  7 
persons  were  found  on  the  2nd  story  engaged  at  manu- 
facturmg  which  brings  the  building  within  the  rules  of 
the  Labor  Law  and  rules  of  the  Board  of  Standards 
and  Appeals,  therefore  in  view  of  the  above  occupancy 
we  regret  your  request  for  reconsideration  must  be 
denied.  ; 


Whereas  the  building  is  non-fireproof,  two  stories  (25 
ft.)  in  height,  25  ft.  by  180  ft.  in  area;  OCCUPIED-  1st 
story,  store  and  storage,  2  persons;  2nd  story,  storage’ and’ 
cutting  leather,  7  persons;  EXITS:  two  interior  wooden 
stairways,  extending  from  the  first  story  to  second  story  •  the 
front  stairway  is  enclosed  in  wood  partitions,  with  wooden 
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dsors  at  openings;  the  rear  stairway  is  open;  there  is  a 
60-degree  wooden  stairway,  24  in.  in  width,  leading  to  roof 
scuttle;  ROOFS  of  adjoining  buildings:  same  level  at  south 
and  east ;  35  ft.  higher  at  north  and  west ;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
more  than  thirty-five  years  ago,  about  1898 ;  the  present 
occupancy  has  existed  for  many  years ;  the  only  factory  work 
done,  is  the  cutting  of  small  pieces  of  leather  by  hand  to  be 
used  as  tongues  for  shoes,  seven  persons  employed;  EGRESS 
may  be  had  from  roof  through  windows  of  five-story  build¬ 
ing  at  west,  also  through  windows  at  south  and  east;  there 
is  an  existing  stairway,  2  ft.  in  width,  leading  from  center 
of  top  story  to  a  2  ft.  by  4  ft.  scuttle,  providing  adequate 
means  of  exit  to  the  roof;  furthermore,  the  petitioner  con¬ 
tends  under  present  conditions  the  owner  would  suffer  an 
undue  hardship  if  required  to  extend  both  stairways  to  the 
roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted,  as  to  Order 
No.  99038-LD,  on  condition  that  there  shall  be  installed  a 
scuttle  in  the  roof  and  an  iron  ladder  thereto,  at  the  south¬ 
west  corner  of  the  building  at  the  head  of  the  stairs  leading 
from  the  second  story  to  the  first  story,  on  condition  that  the 
existing  scuttle  to  the  roof  shall  also  be  maintained  and  that 
the  number  of  people  engaged  in  manufacturing  on  the  second 
floor  shall  at  no  time  exceed  ten;  that  these  shall  be  em¬ 
ployed  only  in  that  portion  of  the  building  facing  on  Gold 
street  for  a  distance  back  from  Gold  street  of  not  over  130 
ft.,  and  that  the  labor  law  shall  be  complied  with  in  all 
other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
23-33-SA. 

PETITIONER — Sunrex  Co.,  Inc.,  owner;  James  Cataldo, 
agent. 

SUBJECT — Sunrex  Range  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  Pasquale  Cesaro. 

For  Administration  :  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  revision  of  the  fuel  oil  rules. 


162-33-SA. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Elkhart  Brass  Manufacturing  Co.,  owner. 
SUBJECT — Elkhart  Combination  Pressure  Reducer  &  Hose 
Valve,  approval  of. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


164-33-SA. 

PETITIONER — Firemaster  Co.,  owner. 


SUBJECT — Firemaster  Fire  Extinguisher,  approval  of. 
APPEARANCES— 

For  Petitioner :  Arthur  E.  Soules. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  action  on  proposed  rules. 


166-33-SA. 

PETITIONER — James  Kearney,  for  Gold  Star  Oil  Burner 
Co.,  Inc.,  owner. 

SUBJECT — Gold  Star  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  bureau  of  combustibles  for  test 
and  report. 


181-33-SA 

PETITIONER — Wizard  Oil  Heating  Co.,  for  Wizard  Oil 
Burner  Co.,  owner. 

SUBJECT — Wizard  Automatic  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  bureau  of  combustibles  for  test 
and  report. 


187-33-SA 

PETITIONER — Charles  M.  Spindler,  for  Oil  Equipment 
Laboratories,  owner. 

SUBJECT — Rotoflame  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  bureau  of  combustibles  for  test 
and  report. 


209-32-SA. 

PETITIONER — Croker  Fire  Prevention  Corp.,  owner. 
SUBJECT — Croker  4-Inch  Siamese,  approval  of. 
APPEARANCES— 

For  Petitioner:  Sidney  L.  Strauss. 

For  Administration  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


98-33-SA. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
for  Elkhart  Brass  Manufacturing  Co.,  owner. 

SUBJECT — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in.  flush  type 
of  straightway  and  90°  patterns,  approval  of. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  pending  test  and  report  of  fire  department. 


Adjourned  6.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company... .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co . .  304-28-SA 

Jenkins  Brothers . . .  779-28-SA 

W.  D  Allen  Mfg.  Co . . .  890-28-SA 

John  Simmons  Co . .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  . 14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  . 15-31-SA 
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RULES 


RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS,  VAR¬ 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932. 


Recommended  by — Conference  of  Representatives  of  Fire  De¬ 
partment,  Board  of  Fire  Underwriters,  Merchants’ 
Association,  Real  Estate  Board,  Brooklyn  Chamber 
of  Commerce  and  Spraying  Industry.  Represented 
by  Peter  C.  Spence,  Chief,  Bureau  of  Fire  Preven¬ 
tion;  Patrick  J.  Walsh,  Assistant  Chief  of  Depart¬ 
ment;  E.  J.  Cole,  Joseph  L.  Hernon,  Arthur  C. 
Bangs,  Real  Estate  Board;  F.  L.  Graham,  George 
H.  Cameron,  William  B.  White,  Board  of  Fire 
Underwriters;  James  H.  Abraham,  J.  W.  Richard¬ 
son  and  Inspector  Maher,  Bureau  of  Fire  Prevention. 

Rule  1. 

Application 

These  rules  shall  apply  to  every  establishment  engaged  in 
applying,  by  the  spray  method,  paints,  varnishes,  enamels, 
lacquers,  stains  or  similar  flammable  materials  in  excess  of 
two  quarts  a  day  on  manufactured  or  fabricated  articles. 

Rule  2. 

Definitions 

1.  The  term  “spray  booth”  shall  include  the  following: 

(a)  “Cabinet  booth”  shall  mean  a  compartment,  pro¬ 
vided  with  a  back,  top  and  two  sides,  equipped 
with  air  exhaust  facilities,  located  within  a  room 
or  section  of  an  establishment,  and  in  which  spray 
coating  is  carried  on. 

(b)  “Canopy  booth”  shall  mean  in  installation  consist¬ 
ing  of  an  overhead  exhaust  system,  of  the  canopy 
type,  without  side  or  end  panels  enclosing  the 
object  sprayed,  and  under  which  canopy  spray 
coating  operations  are  carried  on. 

(c)  “Tunnel  booth”  shall  mean  a  compartment  con¬ 
sisting  of  two  sides  and  top,  equipped  with  air 
exhaust  facilities  and  in  which  spray  coating  is 
carried  on. 

2.  The  term  “spray  room”  shall  mean  a  fully  enclosed 
room  within  the  exterior  walls,  or  the  area  between  fire 
walls.  This  definition  shall  not  include  a  room  equipped 
with  spray  booths  wherein  all  the  spray  coating  operations 
are  carried  on  within  the  booths. 

3.  Fireproof  or  fire-resisting  partitions  shall  be  constructed 
as  required  by  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals  for  factory  buildings.  All  openings 
to  be  equipped  with  self-closing,  fireproof  doors. 

Rule  3. 

Ventilation 

va)  No  spray  coating  of  manufactured  or  fabricated 
articles  shall  be  carried  on  in  any  part  of  an 
establishment  except  in  spray  booths  or  in  spray 
rooms,  as  defined  above. 

(b)  Cabinet  booths  shall  be  equipped  with  an  air 
exhaust  system  which  will  provide  an  air  velocity 
of  not  less  than  one  hundred  (100)  lineal  feet 
per  minute  averaged  over  the  frontal  area  of  the 
spray  booth. 

’c)  Spray  rooms  shall  be  equipped  with  an  air  exhaust 
which  will  provide  not  less  than  sixty  (60) 
changes  of  air  per  hour  in  the  spray  room. 

(d)  All  types  of  spray  rooms  and  booths  shall  be 
equipped  with  an  air  exhaust  system  of  sufficient 
capacity  to  prevent  the  accumulation  of  mist  or 
vapors  within  such  enclosures. 


(e)  Air  shall  be  admitted  to  the  spray  booth  or  spray 
room  in  an  amount  substantially  equal  to  the 
capacity  of  the  fan  or  fans  used  for  exhausting 
air  from  said  booth  or  room;  windows  or  other 
openings  not  used  for  ventilation  shall  be  kept 
closed  during  the  process  of  spray  coating.  Ex¬ 
haust  fans  shall  be  kept  running  constantly  while 
spraying  or  mixing  and  for  a  sufficient  length  of 
time  thereafter  to  exhaust  all  vapors,  fumes  or 
residues  of  spraying  materials  from  the  spray 
booth  or  spray  room. 

Rule  4. 

Specifications  for  Spray  Booths  and  Spray 

Rooms 

(a)  Spray  booths  shall  be  constructed  of  metal  or  other 
incombustible  material  satisfactory  to  the  Fire  De¬ 
partment. 

(b)  Air  distributing  or  baffle  plates,  if  used,  shall  be 
of  incombustible  material  and  removable  for 
cleaning. 

(c)  The  inner  side  of  walls,  ceilings  and  floor  shall  be 
as  smooth  as  practicable,  in  order  to  facilitate 
cleaning;  when  constructed  of  ferrous  metal  such 
surfaces,  inside  the  booth  or  room,  shall  be  thor¬ 
oughly  painted  or  galvanized. 

(d)  Exhaust  ducts  for  spray  booths  or  spray  rooms 
shall  be  constructed  of  material  not  less  than  the 

following  U.  S.  Standard  gauges,  viz. : 

When  of  diameter  of  24  inches  or  less,  22  gauge. 
When  of  diameter  of  over  24  inches  and  not  over 
36  inches,  20  gauge. 

When  of  diameter  of  over  36  inches,  18  gauge. 

(e)  Ducts  shall  be  strongly  erected  and  rigidly  sup¬ 

ported. 

(f)  Motors  shall  be  located  outside  of  ducts,  booths  or 

spray  rooms  so  that  no  inflammable  vapors  or 
residues  can  reach  them. 

(g)  If  induced  draft  is  used  to  create  an  air  move¬ 
ment  within  cabinet  or  tunnel  types  of  spray 
booths  or  spray  rooms,  the  air  shall  be  supplied 
from  a  point  outside  of  the  spray  booth  or  spray 
room  with  fans  and  motors  entirely  outside  of  the 
spray  booth  or  spray  room. 

(h)  The  exhaust  system  for  the  removal  of  vapors  or 
residues  of  spraying  materials  from  the  spraying 
equipment  shall  not  be  connected  with  any  other 
ventilating  system  or  discharged  into  a  chimney 
or  flue  used  for  the  purpose  of  conveying  gases 
from  heating  elements. 

Ventilating  ducts  shall  run  as  directly  as  prac¬ 
tical  to  the  outer  air  and  be  protected  with  a 
hood.  When  not  terminating  above  the  roof  the 
exhaust  terminal  in  addition  shall  be  protected 
with  a  fire  screen  of  copper  or  bronze  with  a  mesh 
not  larger  than  y2  inch.  When  passing  through 
a  non-fireproof  roof  the  duct  shall  be  constructed 
double  with  a  1-inch  air  space.  The  outer  pipe 
shall  be  not  less  than  2  inches  from  any  wood¬ 
work  which  shall  be  covered  with  metal.  Ven¬ 
tilating  ducts  terminals  shall  be  not  less  than  15 
feet  from  any  window  opening,  exterior  exit, 
chimney  termination  or  unprotected  air  intake, 
unless  exhausting  on  the  front  of  a  building  or 
where  there  are  openings  in  a  direct  line  less  than 
30  feet  from  any  opening  in  any  other  building. 

(i)  Exhaust  fan  blades  shall  be  constructed  of  non- 

ferrous  metal.  All  exhaust  and  ventilating  fans 
to  be  permanently  connected  to  their  source  of 
current  supply,  using  metallic  conduit.  Rheostats 
in  fan  bases  not  permitted. 
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(j)  All  electrical  wiring  shall  be  enclosed  in  metal 

conduits. 

(k)  Artificial  lighting  shall  be  by  electricity  only. 
Fixtures  to  be  of  the  rigid  stem  type,  enclosing 
all  wiring  and  equipped  with  vaporproof  globes 
and  keyless  sockets. 

(l)  No  motors,  switches,  rheostats,  lamps  or  other 
electrical  equipment  shall  be  located  in  spray 
rooms  or  within  10  feet  from  any  spray  compart¬ 
ment  or  spray  booth  unless  such  electrical  equip¬ 
ment  is  of  a  type  approved  for  use  in  explosive 
atmospheres.  Motors  located  within  10  feet  of  a 
spray  booth  may  be  of  the  standard  totally  en¬ 
closed  type,  or  of  the  open  induction  type,  having 
no  brushes,  make  and  break  contacts,  collectors 
or  other  arcing  or  sparking  parts. 

All  flame  or  spark  producing  machinery  within 
a  floor  area,  wherein  spray  coating  is  carried  on 
shall  be  discontinued  or  enclosed  by  partitions 
constructed  fireproof  or  fire-resisting.  This  rule 
shall  not  exclude  the  use  of  the  indirect  type  of 
bake  ovens,  provided  the  flame  compartment  is 
separately  enclosed,  taking  air  from  outside  of 
the  room  wherein  spray  coating  is  carried  on  and 
where  adequate  ventilation  can  be  provided. 

(m)  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  National  Electrical 
Code  (Art.  32)  and  permanently  connected  to 
their  source  of  current  supply,  using  metallic 
conduit.  No  receptacle  pin  plugs  permitted. 

(n)  Artificial  heating  shall  be  limited  to  the  use  of 
steam  or  hot  water  circulating  system  or  hot  air 
systems  satisfactory  to  the  Fire  Department. 

Rule  5. 

Maintenance  and  Fire  Protection 

(a)  The  plant  superintendent,  foreman  or  other  person 
in  charge  of  spray  booth  or  booths,  storage  of 
spraying  materials,  exhaust  system,  etc.,  shall  se¬ 
cure  a  certificate  of  fitness  from  the  Fire  De¬ 
partment. 

This  person  shall  properly  instruct  all  em¬ 
ployees  as  to  the  hazards  of  their  work  and  advis« 
as  to  their  responsibility  for  cooperation  in  com¬ 
plying  with  these  rules.  Every  employee  shall  be 
responsible  for  all  rules  or  parts  of  rules  which 
immediately  concern  or  affect  his  conduct  or  the 
safety  of  himself  or  others. 

(b)  No  motor  vehicle  shall  be  taken  in  or  out  of  a 
spray  booth  or  spray  room  under  its  vwn  power. 

(c)  All  exhaust  fans  shall  be  inspected  at  least  once 
each  week;  defects  shall  be  repaired  at  once  or 
operation  of  fan  discontinued  until  properly  re¬ 
paired. 

(d)  Spray  rooms,  booths,  fans,  ducts  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  cleaning. 

(e)  Brooms,  brushes  or  other  cleaning  implements 

made  of  ferrous  metals  shall  not  be  used  in  order 
to  avoid  sparks. 

(f)  Accumlation  of  waste,  sweepings  or  deposits  from 

cleaning  spray  rooms,  booths,  etc.,  waste  paper, 
taping  or  other  inflammable  refuse  is  prohibited. 
All  such  refuse  shall  be  placed  in  metal  recep¬ 
tacles  with  proper  self-closing  covers.  The  con¬ 
tents  of  such  cans  shall  be  removed  from  the 
building  at  the  close  of  work  each  day. 

(g)  No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigar.ette,  pipe  or  match  within  any  room,  en¬ 
closed  space,  cellar,  basement  or  any  part  of  any 
premises  in  which  highly  combustible  or  inflam¬ 
mable  material  is  maintained,  stored  or  kept  for 
use  or  sale  (Extract  from  Section  27,  Chapter  12 
of  the  Code  of  Ordinances). 


(h)  Every  spray  room  or  spray  booth  shall  be  equipped 
with  approved  fire  extinguishing  appliances  suit¬ 
able  for  paint  and  lacquer  fires.  At  least  one 
standard  sand  pail  shall  be  provided  for  each  100 
square  feet  of  booth  area  or  area  of  spray  room 
or  extinguishers  of  the  soda-acid,  foam,  CO-2,  or 
other  approved  type  may  be  provided,  one  for 
each  300  square  feet  of  booth  or  spray  room  area. 
Where  the  spraying  hazard  is  extensive,  mounted 
type  of  extinguishers  shall  be  provided  as  may  be 
required  by  the  Fire  Department. 

(i)  The  interior  of  all  booths  installed  in  sprinklered 
buildings  shall  be  provided  with  sprinkler  heads 
supplied  from  an  approved  source  of  supply. 

Rule  6. 

Storage  and  Mixing 

(a)  Main  supplies  of  spray  coating  materials  and 
thinners  shall  be  kept  in  an  outside  storage  build¬ 
ing,  storage  rooms  or  in  vented  metal  cabinets 
in  accordance  with  the  following  amounts : 

(b)  Spraying  materials  not  in  excess  of  20  gallons 
shall  be  stored  in  metal  cabinets  or  wood  cabinets, 
metal  covered  on  both  sides  including*  the  door. 
All  cabinets  to  be  ventilated  at  top  and  bottom. 

(c)  Spraying  materials  in  excess  of  20  gallons  and  not 
exceeding  40  gallons  shall  be  stored  in  double- 
walled  metal  cabinets  vented  directly  to  the  outer 
air. 

(d)  Spraying  materials  in  excess  of  40  gallons  shall  be 
stored  in  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated 
plain  glass  skylight  or  in  a  storage  room  con¬ 
structed  fireproof  in  a  fireproof  building  or  fire- 
resisting  in  a  non-fireproof  building.  Storage 
rooms  shall  be  located  at  exterior  wall  window 
opening,  window  openings  to  be  fireproofed  and 
lower  half  provided  with  open  louvres  or  ven¬ 
tilated  by  metal  duct  or  fan  at  least  8  inches  in 
diameter.  The  floors  of  all  storage  rooms  shall 
be  waterproof  up  to  a  height  of  at  least  6  inches 
from  the  floor  and  be  properly  pitched  for  drain¬ 
age  purposes  to  a  low  point  within  the  enclosure. 
The  sill  of  the  door  shall  be  at  least  6  inches  above 
the  finished  floor.  All  doors  to  be  tin-clad,  ap¬ 
proved,  fireproof  and  self-closing. 

(e)  In  sprinklered  buildings  all  storage  rooms  shall  be 
provided  with  an  automatic  sprinkler  head  for 
each  80  square  feet  of  floor  area. 

(f)  Storage  rooms  shall  be  sprinklered  in  non-sprink- 

lered  buildings  and  suppiled  from  house  supply 
tanks  or  house  lines,  as  described  in  Rule  53  of  the 
Sprinkler  Rules. 

(g)  The  maximum  amount  of  spraying  materials  to  be 
stored  in  a  storage  room  of  a  non-fireproof  build¬ 
ing  shall  be  determined  by  the  Fire  Department. 

(h)  Mixing  or  thinning  of  coating  materials  shall  be 
conducted  in  a  storage  building  or  storage  room, 
except  that  containers  of  total  capacity  not  ex¬ 
ceeding  ten  gallons  may  be  opened  and  their  con¬ 
tents  mixed  in  the  spray  room  or  room  in  which 
booths  are  located  while  the  air  exhaust  system 
is  operating. 

(i)  Supplies  sufficient  for  not  more  than  one  day’s 

work  but  not  exceeding  twenty  gallons  in  total 
to  each  booth,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  covers  of 
containers  must  be  kept  thereon  when  such  con¬ 
tainers  are  not  actually  in  use.  This  amount  is 
in  addition  to  the  amount  allowed  in  Subdivision  k 
of  Rule  6. 

(j)  Gravity  feed  material  containers  for  supplying 
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spray  guns  shall  not  exceed  ten  gallons  in  capacity 
and  shall  be  supported  by  wire  cables  or  metal 
brackets  having  a  factor  of  safety  of  two  when 
filled  with  the  heaviest  spraying  materials  used. 

(k)  Pressure  feed  tanks  and  other  equipment  for  use 
in  connection  with  direct  spraying  under  air 
pressure  shall  be  restricted  to  tanks  of  not  more 
than  sixty  gallons,  individual  capacity,  designed, 
constructed  and  approved  for  this  specific  purpose 
by  the  Board  of  Standards  and  Appeals.  Each 
tank  shall  be  provided  with  a  safety  valve  set  at 
a  pressure  not  exceeding  eighty  pounds.  All 
gravity  feed  containers  and  other  spraying  equip¬ 
ment  shall  be  approved  as  above. 

(l)  The  installation  of  all  electrical  wiring,  switches, 

lighting  and  all  other  electrical  equipment,  and 
the  provisions  of  these  rules  against  carrying 
matches  or  smoking  and  prohibiting  flame  or 
spark-producing  devices,  shall  also  apply  to  storage 
or  mixing  rooms. 

Rule  7. 

General  Requirements 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent  pipes 
from  neglect  in  cleaning  them  frequently;  unneces¬ 
sary  accumulation  of  waste  and  refuse,  smoking  and 
a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  material  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stock  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8. 

Existing  Spray  Booth  Installations 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  3. 

Subdivision  D — Air  Exhaust  System. 

“  E — Air  Supply  and  Mixing. 

Rule  4. 

Subdivision  A — Construction  of  Spray  Booths. 

“  B — Construction  of  Baffle  Plates. 

“  C — Cleaning  of  Booths. 

“  E — Maintenance  of  Duct  Supports. 

“  F — 'Location  of  Motors. 

“  G — .Method  of  Induced  Draft. 

“  H — Termination  of  Ventilating  System. 

“  K — Electric  Lighting. 


“  L — Separation  of  Booths,  etc.,  from  flame  and 

sparks. 

M — Electrical  Equipment. 

“  N — Heating  of  Rooms. 

Rule  5. 

Subdivision  A — Certificate  of  Fitness. 

B — .Motor  vehicles,  in  booths  or  rooms. 

C — Maintenance  of  Exhaust  fans. 

D — .Maintenance  of  Equipment. 

E — Cleaning  Implements. 

F — Accumulation  and  Disposal  of  Waste  Mate¬ 
rials. 

“  G — .Smoking,  Matches,  etc. 

“  H — Fire  Appliances. 

Rule  6. 

Subdivision  A — Storage  of  Spraying  Materials. 

B — Storage  of  Spraying  Materials  less  than  20 
gallons. 

C — Storage  of  Spraying  materials  not  exceeding 
40  gallons. 

D — Storage  of  Spraying  materials  exceeding  40 
gallons. 

G — Maximum  Storage  in  non-fireproof  buildings. 
H — .Spray  room  or  booth  mixing. 

I — .Supplies  allowed  in  booth. 

J — Gravity  Feed  containers. 

L — 'Smoking,  matches,  in  mixing  room. 

NOTE: — 'Subdivisions  A,  B,  C  and  D  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved  exist¬ 
ing  automatic  sprinkler  system  where  the  genera! 
conditions  of  cleanliness  are  properly  maintained  at 
all  times. 

Rule  7. 

Subdivision  A— Posting  “No  Smoking”  signs. 

B — Clearance  of  combustible  material. 

C — Clearance  of  Automatic  Sprinkler  heads. 

Rule  9. 

Approval  Forms  and  Plans 

There  shall  be  filed  before  installation  with  the  Fire  Da 
partment  by  the  purchaser  (or  by  the  seller  thereof)  an  ap< 
plication  form  on  sheet  8  inches  by  10  inches,  which  form 
shall  give  the  proper  name  and  address  of  booth  user  and 
also  the  floor  on  which  the  booth  or  booths  are  to  be  in¬ 
stalled.  An  ink  drawing  of  the  floor  upon  which  the  booth 
will  be  located  shall  be  submitted  on  the  form  sheet;  such 
drawing  shall  show  by  feet  and  inches  the  location  of  exits, 
chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  Fire  Department  for  examination  and  ap¬ 
proval.  Such  plan  shall  show  on  the  floor  plan  the  location 
of  all  booths,  storage  and  mixing  rooms,  exits  and  all 
chimneys  and  exterior  openings  within  15  feet  of  the  storage 
rooms  and  vent  ducts. 


NOTICE 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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PUBLIC  HEARING 


PROPOSED  REVISION  OF  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  is  HEREBY  GIVEN  that  a  public  hearing 
ill  be  held  by  the  Board  of  Standards  and  Appeals  on 
riday,  June  23,  1933,  at  2  p.  m.,  Room  1013,  Municipal 
uilding,  on  Proposed  Revision  of  Fuel  Oil  Rules. 

Oil  Burner  Rules 

:ULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals  November  6,  1919; 

amended  January  6,  1922;  January  18,  1924;  October 
19,  1926;  September  11,  1928;  January  11,  1929; 
March  20,  1931;  May  12,  1931;  November  24,  1931; 

May  10,  1932;  June  24, 1932,  and  November  4, 1932). 
Authority:  Section  718  A  of  the  Charter  of  the 
City  of  New  York  to  carry  into  effect  the  pro¬ 
visions  of  Chapter  X,  Code  of  Ordinances, 
iule  1.  Scope. 

(a)  No  person  shall  install  oil-burning  or  oil-storage 
luipment  for  use  within  the  City  of  New  York  except  as 
rovided  in  these  rules. 

(b)  These  rules  shall  not  apply  to  gas  companies  storing 
r  using  oil  in  the  manufacture  of  illuminating  gas  for 
ublic  use. 

iule  2.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
e  interpreted  in  accordance  with  these  definitions : 
APPROVED :  Shall  mean  devices  hereafter  approved  by 
ue  Board  of  Standards  and  Appeals  and  also  approved, 
sted  as  standard,  and/or  labeled  by  any  nationally  recog- 
ized  standard  testing  laboratory  not  operated  for  commercial 
rofit,  provided  all  such  devices  are  installed  in  accordance 
nth  these  rules.  Such  approval  is  subject  to  suspension  or 
vocation  for  non-compliance  with  these  rules.  All  devices 
pproved  by  the  Board  of  Standards  and  Appeals  installed 
rior  to  the  adoption  of  these  rules  shall  be  accepted. 
BURNER :  A  device  designed  for  the  purpose  of  burning 
il. 

DISCHARGE  LINE:  That  portion  of  the  line  between 
ae  discharge  outlet  of  the  pump  and  the  burner  oil  inlet 
annection. 

ELECTRICALLY  GROUNDED :  For  protection  against 
ghtning  shall  mean  storage  tanks  set  directly  in  or  on  the 
round  and/or  with  underground  piping  connections.  Where 
torage  tanks  without  underground  piping  connections  are 
uilt  on  bases  above  the  surface  of  the  earth,  such  storage 
inks  shall  be  grounded  at  two  (2)  points,  180°  (degrees) 
part  as  follows : 

(1)  The  conductor  from  tank  to  ground  connection 
shall  be  of  copper  not  smaller  than  No.  6  (.162")  A.W.G. 
wire,  or  pipe  not  less  than  one-half  inch  ()4")  in 
diameter. 

(2)  One  end  of  conductor  shall  be  permanently  and 
electrically  bonded  to  tank.  The  other  end  shall  be 
bonded  to  a  ground  connection  consisting  of  a  water 
pipe  or  a  rod,  pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190)  square  inches, 
buried  in  moist  earth  not  less  than  two  feet  (2')  below 
the  surface  of  the  earth. 

FILL  PIPE :  That  portion  of  the  line  between  the  fill  pipe 
erminal  and  the  fill  pipe  connection  in  the  storage  tank. 

FULL  DISHED  HEAD :  A  head  having  a  curvature 
nth  a  radius  not  greater  in  length  than  the  diameter  of  the 

ank. 

MASONRY :  Shall  mean  constructed  of  brick,  stone,  con- 
rete,  hollow  building  blocks,  or  a  combination  of  these  mate- 
ials’as  set  forth  in  the  Code  of  Ordinances,  Chapter  V, 
Article  13,  Section  251. 


OIL:  Any  liquid  mixture,  substance  or  compound  derived 
from  petroleum,  including  kerosene  and  fuel  oil  as  defined 
in  the  Code  of  Ordinances,  Chapter  X,  Article  1,  Section  1. 

OIL  LEVEL  INDICATING  DEVICE:  A  means  by 
which  the  level  of  the  oil  in  a  storage  tank  may  be  indicated. 

PERMIT :  Shall  mean  permit  for  storage  of  oil. 

PORTLAND  CEMENT  CONCRETE:  Shall  mean  a 
mixture  of  one  (1)  part  cement  and  not  more  than  two  and 
one-half  (2)4)  parts  sand  and  five  (5)  parts  of  coarse  aggre¬ 
gate  and  complying  in  all  other  respects  with  the  require¬ 
ments  of  the  Code  of  Ordinances,  Chapter  V,  Article  2, 
Section  28. 

PREHEATER:  A  device  designed  for  heating  oil  for  the 
purpose  of  decreasing  the  viscosity. 

RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or 
other  means  to  automatically  relieve  pressure  in  excess  of 
its  setting. 

RELIEF  LINE:  That  portion  of  the  line  between  the  by¬ 
pass  connection  of  the  relief  valve  and  the  supply  line  or 
storage  tank. 

REMOTE  CONTROL:  A  hand,  electric,  or  mechanically- 
operated  device1  to  shut  off  the  oil  supply.  A  thermostat  is 
not  acceptable  as  a  remote  control. 

SCAVENGING  LINE:  A  line  installed  to  permit  the 
removal  of  water  or  foreign  matter  from  a  storage  tank. 

SHOP  FABRICATED:  Shall  mean  completely  built  in 
the  shop  of  the  tank  manufacturer. 

SHUT-OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

STORAGE  CONTAINER:  Any  container  for  oil  con¬ 
nected  to  a  burner  or  oil-burning  heater  and  having  a  capacity 
of  ten  (10)  gallons  or  less. 

STORAGE  TANK :  Any  container  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gallons  or 
more,  having  a  fill  line  and  vent  line  connected  thereto. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  pump  oil  inlet  connection.  Where  a 
pump  is  not  used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  connection. 

TEST  WELL:  An  opening  in  the  top  of  the  storage  tank 
or  a  straight  pipe  connected  to  such  opening  through  which 
a  gauge  stick  may  be  inserted  into  the  storage  tank. 

TRANSFER  PUMP:  An  oil  pump  that  is  not  an  integral 
part  of  the  burner  and  which  is  installed  between  storage 
tank  and  burner. 

VENT  PIPE:  That  portion  of  the  line  between  vent  pipe 
terminal  and  vent  pipe  connection  in  the  storage  tank. 

Rule  3.  Oil  Permitted. 

Oil  permitted  under  these  rule?  shall  be  any  liquid  mix¬ 
ture,  substance,  or  compound  derived  from  petroleum,  shale 
oil,  coal  tar,  and  the  liquid  products  thereof,  and  shall  have 
a  flash  point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester.  (American 
Society  for  Testing  Materials  Method  D93-22.) 

Rule  4.  Burners. 

(a)  Burners,  including  oil-burning  heaters,  shall  be  ap¬ 
proved  type,  provided  with  suitable  safeguards  to  prevent 
abnormal  discharge  of  oil. 

(b)  Approval  of  burners  or  oil-burning  heaters  designed 
for  installation  with  storage  of  not  more  than  ten  (10) 
gallons  shall  include  approval  of  storage  containers  and 
limitations  of  installation.  If  more  than  ten  (10)  gallons’ 
storage  is  desired  for  such  burners  or  oil-burning  heaters, 
a  storage  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  ten  (10)  gal¬ 
lons’  capacity  may  be  filled  from  such  storage  tanks  by  means 
of  an  approved  hand  pump  located  above  the  top  of  the  tank. 

(c)  These  rules  shall  not  apply  to  oil  stoves,  oil  heaters 
or  oil  lamps,  commonly  used  for  household  purposes,  which 
employ  capillary  wicks  essential  to  continuous  combustion, 
or  to  portable  apparatus  such  as  blow  torches,  soldering  pots, 
tar  heaters,  snow  melters,  etc. 
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Rule  5.  Material  and  Construction  of  Tanks. 

Section  1.  All  Tanks  Except  Vertical  Above-Ground 
Storage  Tanks. 

(a)  All  storage  tanks  for  oil  of  two  hundred  and  seventy- 
five  (275)  gallons’  capacity  or  more  shall  be  built  of  new 
full  weight  American  open  hearth  tank  steel,  free  from 
physical  imperfection.  They  shall  be  welded ;  or  riveted  and 
welded;  or  riveted  and  caulked.  Filler  of  any  kind  between 
plates  is  prohibited.  The  minimum  .thickness  of  shell  and 
head  plates  shall  be  U.  S.  Standard  12  gauge  (.109")  4.375 
pounds  per  square  foot. 

(b)  All  shop  fabricated  storage  tanks  shall  have  a  per¬ 
manently  fixed  plate  bearing  the  name  of  the  tank  manu¬ 
facturer  and  shall  be  installed  without  structural  alteration. 

(c)  All  openings  shall  be  through  the  top  of  the  storage 
tank  except  that  275-gallon  storage  tanks  may  be  provided 
with  a  three-quarter  inch  (Y")  opening  for  gravity  dis¬ 
charge  and  a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

(d)  All  275-gallon  storage  tanks  shall  have  permanently 
affixed  the  approval  label  of  a  nationally  recognized  standard 
testing  laboratory  not  operated  for  commercial  profit.  They 
shall  be  designed  to  withstand  a  hydrostatic  test  of  twenty- 
five  (25)  pounds  per  square  inch  without  distortion,  rupture 
or  leakage. 

(e)  All  storage  tanks  of  more  than  two  hundred  and 
seventy-five  (275)  gallons’  capacity  shall  be  designed  to 
withstand  a  hydrostatic  pressure  test  without  distortion, 
rupture  or  leakage,  as  follows : 

(1)  Oval,  obround,  rectangular,  or  specially  shaped 
storage  tanks,  twenty  pounds  per  square  inch ; 

(2)  Cylindrical  storage  tanks,  fifty  pounds  per  square 
inch. 

(f)  All  cylindrical  storage  tanks  shall  have  full  dished 
heads. 

(g)  All  buried  s.torage  tanks  shall  be  thoroughly  coated 
on  the  outside  with  hot  tar,  asphaltum,  or  other  equivalent 
rust-resisting  material. 

(h)  Manhole  covers,  where  used,  shall  be  bolted  or  other¬ 
wise  secured  to  the  tank  and  made  gas  tight. 

Section  2.  Vertical  Above-Ground  Storage  Tanks. 

(a)  All  vertical  above-ground  storage  tanks  shall  be 
built  of  new  full  weight  American  open  hearth  tank  steel, 
free  from  physical  imperfection.  They  shall  be  welded ;  or 
riveted  and  welded;  or  riveted  and  caulked.  Filler  of  any 
kind  betwen  plates  is  prohibited.  The  minimum  thickness 
of  shell  and  bottom  plates  shall  be  one-quarter  inch  (%") 
and  the  minimum  thickness  of  roof  plates  shall  be  one-eighth 
inch  (%")  and  in  no  case  shall  the  construction  of  the  tank 
be  less  than  the  standard  requirements  of  American  Petro¬ 
leum  Institute  specifications. 

(b)  The  roofs  of  vertical  storage  tanks  shall  be  designed 
to  shed  water  and  shall  be  permanently  grounded  to  the 
tank  shell.  This,  however,  shall  not  exclude  the  use  of  float¬ 
ing  steel  decks. 

(c)  All  above-ground  storage  tanks  shall  be  electrically 
grounded. 

(d)  Vertical  above-ground  storage  tanks  shall  show  no 
distortion  or  leaks  when  completely  filled  with  oil. 

Rule  6.  Location  of  Storage  T&nks. 

Section  1.  Inside  of  Buildings. 

(a)  Storage  tanks  having  a  capacity  of  two  hundred  and 
seventy-five  (275)  gallons  may  be  installed  above  ground  in 
or  on  the  lowest  story  of  a  building,  provided  such  tanks 
shall  be  mounted  on  substantial  incombustible  supports,  per¬ 
manently  attached  to  tanks,  and  located  not  less  than  seven 
feet  (7'),  measured  horizontally  from  any  furnace  or  source 
of  exposed  flame  unless  tank  is  protected  as  provided  for  in 
Rule  6,  Section  1(b).  Such  storage  tanks  inside  buildings 
shall  be  not  less  than  two  hundred  and  seventy-five  (275) 
gallons’  capacity  and  not  more  than  one  such  tank  shall  be 
connected  to  one  burner.  Not  more  than  two  (2)  two- 
hundred-and-seventy-five  (275)  gallon  storage  tanks  shall  be 
installed  in  a  building  above  ground  without  protection  as 
provided  for  in  Rule  6,  Section  1(b), 


(b)  Storage  tanks  having  a  capacity  of  more  than  two 
hundred  and  seventy-five  (275)  gallons,  when  installed  in¬ 
side  of  buildings,  shall  be  located  in  or  on,  the  lowest  floor 
level  and  all  portions  of  such  tanks  above  the  floor  shall  be 
protected  by  a  jacket  of  not  less  than  four  inches  (4")  of 
Portland  cement  concrete  reinforced  with  not  less  than  No. 
20  steel  wire  gauge  wire  cloth  2"  x  2"  mesh,  and  extending 
at  least  four  inches  (4")  beyond  the  horizontal  outline  of 
tank  in  all  directions. 

A  storage  tank  may  be  placed  in  an  enclosure  having 
masonry  walls  not  less  than  eight  inches  (8")  in  thickness 
and  of  dimensions  six  inches  (6")  greater  on  all  sides  than 
the  outside  dimensions  of  the  storage  tank.  The  walls  of  the 
enclosure  shall  be  carried  up  to  a  height  not  less  than  one 
foot  (1/)  above  the  top  of  the  tank  and  the  space  between 
the  tank  and  the  walls  of  the  enclosure  shall  be  completely 
filled  with  clean  sand  or  well  tamped  earth. 

(c)  The  capacity  of  individual  storage  tanks  located  in¬ 
side  of  buildings  shall  not  exceed  twenty  thousand  (20,000) 
gallons. 

Section  2.  Outside  of  Buildings,  Below  Ground. 

Storage  tanks  located  outside  of  buildings,  below  ground, 
shall  be  buried  with  the  top  of  the  tank  not  less  than  two  feet 
(2')  below  the  surface  of  the  ground.  Tanks  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth,  free  from 
ashes  or  other  corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch  (l")  mesh. 

Section  3.  Outside  of  Buildings.,  Above  Ground. 

(a)  Storage  tanks  located  outside  of  buildings  above 
ground  shall  be  not  less  than  one  and  one-quarter  ( 1 %) 
tank  diameter  and  in  no  case  less  than  ten  feet  (10')  from 
the  line  of  adjoining  property,  the  nearest  building  or  adja¬ 
cent  tank.  Such  tanks  shall  be  electrically  grounded.  The 
maximum  capacity  of  individual  tanks  located  outside  of 
buildings  above  ground  shall  be  fixed  by  the  following 
schedule : 

If  distant  25  feet  from  line  of  adjoining 


property  which  may  be  built  upon. .  16,000  gallons 

If  distant  30  feet .  24,000  “ 

If  distant  40  feet .  36,000  “ 

If  distant  50  feet .  48,000  “ 

If  distant  60  feet .  60,000  “ 

If  distant  75  feet .  96,000  “ 

If  distant  85  feet,  or  more .  100,000  “ 


(b)  Above-ground  storage  tanks  shall  be  protected  by  an 
embankment  or  a  dyke.  Such  protection  shall  have  a 
capacity  of  not  less  than  one  and  one-half  (1)4)  times  the 
capacity  of  the  tank  so  surrounded  and  shall  be  at  least  four 
feet  (4')  high  but  in  no  case  higher  than  one-fourth  ()4) 
the  height  of  the  tank  when  the  height  of  the  tank  exceeds 
sixteen  feet  (16').  Embankments  or  dykes  shall  be  made 
of  earthwork  with  clay  core;  of  masonry,  or  of  impervious 
reinforced  concrete.  Earthwork  embankments  shall  be  firmly 
and  compactly  built  of  good  earth,  free  from  stones,  vegetable 
matter,  etc.,  and  shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3'),  and  a  slope  of  at  least  one  and 
one-half  (1)4)  to  two  (2)  on  all  sides.  Concrete  or  masonry 
dykes  shall  be  so  designed  as  to  safely  carry  the  entire  volume 
of  the  oil  in  the  tank  so  surrounded.  Embankments  or  dykes 
shall  be  continuous  and  unpierced. 

Rule  7.  Piping. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 
manner.  Exposed  piping  shall  be  protected  against  mechan¬ 
ical  injury  and  shall  be  securely  supported  with  rigid  metal 
fasteners  or  hangers. 

(b)  Only  new  standard  full-weight  iron,  steel  or  brass 
pipe,  or  new  extra-heavy  copper  or  brass  tubing,  may  be 
used.  .  Flexible  tubing,  when  used,  shall  be  of  fireproof 
material.  Soldered  connections  are  prohibited. 

Section  2.  Relief  Valves. 

.  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shal  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valvq. 
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(b)  Oil  preheaters  shall  be  provided  with  a  relief  valve 
to  prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  one  and  one-half  (1}4)  times  the  maximum  working 
pressure  of  the  system.  The  discharge  from  relief  valves 
shall  be  returned  to  storage  tank  or  to  the  supply  line.  There 
shall  be  no  shut-off  valves  in  the  line  of  relief. 

Section  3.  Vent  Pipe. 

(a)  An  open  vent  pipe  of  iron  or  steel,  without  trap,  and 
draining  to  the  tank,  shall  be  provided  for  each  storage  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  storage  tank  more  than  one  inch  (l").  Cross 
connection  between  vent  pipe  and  fill  pipe  is  prohibited. 

(b)  Where  a  battery  of  storage  tanks,  designed  to  hold 
the  same  grade  of  oil,  is  installed,  vent  pipes  may  be  run 
into  a  main  header. 

(c)  Vents  shall  be  not  less  than  one  and  one-quarter 
inches  (1%")  in  diameter  for  storage  tanks  up  to  1,100 
gallons’  capacity  and  not  less  than  two  inches  (2")  in 
diameter  for  storage  tanks  of  1,100  gallons  and  more. 

(d)  Vent  pipes  shall  be  provided  with  weatherproof 
hoods  and  shall  terminate  outside  the  building  not  less  than 
three  feet  (3')  nor  more  than  twelve  feet  (12')  above  the 
fill  pipe  terminal.  If  the  vent  pipe  terminal  is  not  visible 
from  the  fill  pipe  terminal  location,  a  one-inch  (1")  line 
shall  be  connected  to  tank  and  shall  parallel  the  fill  pipe 
and  terminate  at  the  fill  pipe  terminal  with  unthreaded  end. 
Such  line  shall  be  provided  with  a  check  valve  set  to  prevent 
flow  of  surface  water  to  storage  tank. 

Section  4.  Fill  Pipes. 

(a)  Fill  pipe  shall  terminate  outside  the  buildings  with 
the  fill  pipe  terminal  located  at  or  above  grade  at  least  five 
feet  (5')  from  any  building  opening  or  subway  grating  below 
the  level  of  the  fill  pipe  terminal.  Such  fill  pipe  terminal 
shall  be  not  more  than  twenty  feet  (20')  from  the  curb  or 
driveway. 

(b)  Each  storage  tank  shall  be  provided  with  a  separate 
fill  pipe  except  where  a  battery  of  tanks  is  installed,  con¬ 
taining  the  same  grade  of  oil,  a  common  fill  and  header  pipe 
may  be  installed  provided  the  area  of  each  branch  fill  pipe 
and  the  header  pipe  is  equal  to  the  area  of  the  fill  pipe.  Each 
branch  fill  pipe  shall  be  provided  with  a  shut-off  valve. 

(c)  Where  the  top  of  the  storage  tank  is  above  the  fill 
pipe  terminal  the  fill  pipe  shall  be  connected  to  the  top  of 
the  tank  and  be  provided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the  fill  pipe  terminal. 

(d)  Fill  pipe  terminal  shall  be  designed  to  prevent 
tampering  by  unauthorized  persons  and  shall  be  provided  with 
raised  letters  reading:  “Fuel  Oil”. 

(e)  Fill  pipes  shall  be  designed  to  prevent  escape  of  oil 
vapor  from  storage  tanks  at  fill  pipe  terminal. 

Section  5.  Heating  Coils  in  Storage  Tanks. 

All  heating  to  reduce  viscosity  of  oils  in  storage  tanks  in 
any  building  shall  be  only  by  means  of  hot  water  or  low 
pressure  (ten  (10)  pounds  per  square  inch  maximum)  steam 
coils. 

Section  6.  Scavenging  Line. 

.  When  a  scavenging  line  is  installed  it  shall  terminate  out¬ 
side  of  the  building  and  shall  be  capped  oil  tight  when  not 
in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

(a)  Each  supply  line  from  storage  tanks  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  shall  be  provided 
with  a  shut-off  valve  at  the  tank  and  when  connected  to 
burners  designed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 

(b)  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  capacity,  where 
tbe  top  of  the  tank  is  above  the  oil  inlet  connection  to  the 
burner  and/or  transfer  pump,  shall  be  provided  with  an  ap¬ 
proved  anti-syphon  device  located  at  the  highest  point  in 
supply  line,  except  that  where  heavy  oil  (No.  6  Commercial 
Standard  Grade)  having  a  viscosity  of  one  hundred  (100) 
seconds  or  more  Saybolt  Furol  at  one  hundred  and  twenty- 


two  degrees  Fahrenheit  (122°  F.)  is  used  the  anti-syphon 
device  shall  not  be  required. 

(c)  Oil  from  storage  tanks  of  two  hundred  and  seventy- 
five  (275)  gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  building  only 
under  the  following  provisions : 

1.  Such  burners  shall  not  be  installed  above  the  third 
floor  level  in  any  building.  In  no  case  shall  oil  be  delivered 
to  a  height  greater  than  fifty  feet  (50')  above  the  street  level. 
Only  one  oil  delivery  line  shall  be  installed  for  each  floor. 

2.  Oil  delivery  lines  to  burners  located  above  the  lowest 
floor  of  a  building  shall  not  be  larger  than  two  inches  (2") 
iron  pipe  size. 

3.  The  pressure  in  oil  lines  to  burners  located  above  the 
lowest  floor  of  a  building  shall  not  be  more  than  is  necessary 
to  deliver  oil  to  the  burners  and  such  pressure  shall  not  in 
any  case  exceed  thirty  (30)  pounds  per  square  inch. 

(d)  A  remote  control  shall  be  provided  whereby  the  flow 
of  oil  to  any  burner  can  be  stopped,  and  such  remote  control 
shall  be  located  either  inside  or  outside  the  entrance  to  the 
room  in  which  the  burner  is  located  and  as  close  to  such 
entrance  as  practical,  and  shall  be  legibly  labeled  “Remote 
Control  for  Oil  Burner”. 

(e)  Except  as  provided  by  Rule  4  (b)  of  these  rules  for 
approved  combination  burner  and  storage  container  devices, 
pressure  in  storage  tank  or  container  for  the  purpose  of  dis¬ 
charging  oil  is  prohibited. 

Rule  9.  Oil  Level  Indicating  Device  and  Test 
Wells. 

(a)  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leakage 
of  oil  or  oil  vapor. 

(b)  Test  wells  shall  terminate  outside  of  buildings  and 
shall  be  capped  oil  tight  and  kept  closed  when  not  in  use. 

(c)  All  tanks  located  inside  of  buildings  shall  be  provided 
with  an  oil  level  indicating  device.  Test  wells  shall  not  be 
permitted  in  tanks  located  inside  of  buildings. 

Rule  10.  Permits,  Inspections  and  Tests  of 
Storage  Tanks  and  Piping. 

Section  1.  Permits. 

(a)  No  oil  installation  of  more  than  ten  (10)  gallons’ 
capacity  shall  be  operated  until  after  a  permit  has  been  issued 
by  the  Fire  Commissioner. 

(b)  Applications  for  permit  shall  be  made  on  a  form 
furnished  by  the  Fire  Commissioner  and  shall  provide  for  the 
location  of  the  building  in  which  the  installation  is  to  be 
made,  name  and  address  of  owner  and/or  occupant,  name  and 
address  of  installer,  make  and  approval  number  of  burner, 
capacity,  number  and  location  of  storage  tanks,  together  with 
such,  other  information  as  may  be  required  by  the  Fire  Com¬ 
missioner. 

(c)  .  No  permit  shall  be  issued  until  the  installation  has 
been  inspected  by  a  representative  of  the  Fire  Commis¬ 
sioner. 

Section  2.  Inspection  and  Tests  of  Storage  Tanks  and 
Piping. 

(a)  Storage  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  and  all  piping  connected  thereto  shall  show 
no  leakage  when  completely  filled  with  oil. 

(b)  Storage  tanks  of  more  than  two  hundred  and  seventy- 
five  (275)  gallons’  capacity  and  all  piping  connected  thereto 
shall  show  no  change  in  shape,  rupture  or  leakage  when  sub¬ 
jected  to  a  hydrostatic  test  with  oil  or  water  as  follows: 

(1)  Oval,  obround,  rectangular  and  specially  shaped 
storage  tanks  and  piping  connected  thereto,  twenty 
(20)  pounds  per  square  inch. 

(2)  Cylindrical  storage  tanks  and  piping  connected 
thereto,  fifty  (50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  of  ten  minutes,  re¬ 
leased  for  five  minutes,  and  again  applied  for  a  period  of  ten 
minutes.  When  oil  is  used  there  shall  be  no  fire  or  flame  in 
the  room  or  rooms  in  which  the  test  is  being  conducted.  All 
tests  shall  be  conducted  in  the  presence  of  a  representative 
of  the  Fire  Commissioner.  The  contractor  shall  furnish  all 
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necessary  equipment  for  conducting  tests,  except  gauges 
which  shall  be  furnished  by  the  Fire  Commissioner. 

(c)  Defective  tanks,  if  repaired  by  welding,  shall  have  all 
oil  removed  and  shall  be  purged  of  all  explosive  gases  or 

vapors.  . 

(d)  The  anti-syphon  devices,  where  used  as  provided  tor 
in  these  rules,  shall  be  tested  to  prove  their  operation  follow¬ 
ing  the  test  of  tank  and  piping. 

Section  3.  Fee  for  Permit  and  Test  of  Storage  Tanks 
and  Piping. 

When  application  for  permit  is  made,  as  provided  for.  in 
Section  1  of  this  rule,  a  fee  covering  the  permit,  inspection 
and  test  of  storage  tank  and  piping  shall  be  paid  in  accord¬ 
ance  with  the  schedule  given  in  the  Code  of  Ordinances, 
Chapter  X,  Article  3,  Section  43.  A  fee  of  $1.00  shall  be 
paid  for  each  additional  inspection  required  by  reason  of 
installation  being  incomplete  or  non-compliance  with  these 
rules. 

Rule  11.  Inspection  of  Installations  With  Not 
More  than  Ten  (10)  Gallons’  Storage 
Capacity. 

All  installations  of  burners  with  not  more  than  ten  (10) 
gallons’  storage  capacity,  except  where  such  installations  are 
made  in  dwellings  or  in  the  dwelling  portion  of  any  building, 
shall  be  reported  by  installer  to  the  Fire  Commissioner, 
giving  location  of  building  in  which  installation  is  made, 
name  and  address  of  owner  and/ or  occupant,  name  and 
address  of  installer  and  the  make  and  approval  number  of 
burner.  Such  reported  installations  shall  be  inspected.  A 
fee  of  One  Dollar  ($1.00)  shall  be  paid  for  such  inspection. 

Rule  12.  Ventilation. 

(a)  No  burner  shall  be  installed  in  any  boiler,  heater, 
range  or  stove  unless  such  boiler,  heater,  range  or  stove  be 
connected  with  a  legal  chimney.  (See  Code  of  Ordinances, 
Chapter  V,  Article  19.) 


(b)  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the  flue,  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  Automatic  Pumps. 

Automatic  pumps,  when  not  an  integral  part  of  the  burner 
shall  be  of  approved  type,  provided  with  automatic  means 
for  preventing  continuous  discharge  of  oil  in  case  of  pipe 
breakage. 

Rule  14.  Fire  Protection. 

(a)  The  clear  distance  between  any  non-insulated  parts 
of  boilers,  furnaces,  or  other  heating  apparatus,  including 
smoke  pipe  connections  to  flues  and  combustible  material, 
shall  not  be  less  than  eighteen  inches  (18").  Where  such 
parts  are  insulated  by  two  inches  (2")  of  asbestos  or  equiva¬ 
lent,  the  clear  distance  shall  be  not  less  than  nine  inches  (9"). 

(b)  No  rubbish  or  other  combustible  material  shall  be 
stored  within  five  feet  (5')  of  heating  apparatus. 

(c)  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean  at  all 
times. 

Rule  15.  Instruction  Cards. 

Cards,  giving  complete  instructions  for  the  care  and  oper¬ 
ation  of  the  system  shall  be  permanently  fixed  near  the  ap¬ 
paratus  in  readable  condition.  Where  burners  or  oil-burning 
heaters  designed  for  use  with  storage  of  not  more  than  ten 
(10)  gallons’  capacity  (Rule  4  (b)  )  are  installed,  there 
shall  also  be  posted  a  copy  of  the  approval  specifications  in 
addition  to  the  instruction  card  herein  provided  for. 

Rule  16.  Modification. 

When,  for  any  reason,  it  may  be  impractical  to  comply 
strictly  with  the  foregoing  rules,  or  when  additional  pro¬ 
tection  is  necessary,  the  Fire  Commissioner  shall  have  power 
to  accept  substitute  methods  and  material  so  that  the  spirit 
and  substance  of  these  rules  shall  be  complied  with. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . . .  9-32- S  A 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary . : -  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary  .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump . 813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24- S A 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump . 60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump . 267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD....  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A— 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31- A— 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32-A— 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

61 0-22-SA— Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525-23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-S A— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23- S A— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 

537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 

81 4-27-S A— Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2(4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA—  Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-3 1-S A — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11-31-SA— Quaker  Burnoil  Stove,  approval  of. 

250-31-SA — Lunkenheimer  2j4-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-SA — Lunkenheimer  2}4-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

1 25-32- S A — ‘Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32- SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-S A — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 
584-32-SA— Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA— Red  Cap  Fire  Extinguisher,  approval  of. 
615-32-SA— Metro  Oil  Burner,  approval  of. 

15-33-SA— Enterprise  Steam  Atomizing  Burner,  approval 
of. 

39-33-SA— Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 

65-33- S A — Economy  Oil  Burner  (Junior  Model),  approval 

of. 

82-33- S A — Inferno  Oil  Burner,  approval  of. 

83-33-S A — Master-Kraft  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

102- 33-SA— Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
nr  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
?iven  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


I-I14-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-214.5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hvdrated  lime  shall  not  be  used  in  concrete  which  i9 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932. . . 

'  i-  N 

Cases  filed  up  to  June  7,  1933 . 

r.  •- 

V-v 

RestoretFto  Calendar . 


Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 


261 

208 

42 


116 

3 

22 

1 

32 

2 

0 

7 

0 

0 

694 

421 


Withdrawn  . 

Dismissed . 

Denied . 

Granted . 

Granted  on  condition . 

Appliances  approved  . _ . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted  . 

Requests  to  amend  denied . 

Requests  for  modification  granted  . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved  . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn.. 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


27 

11 

50 

1 

123 

21 

5 

0 

0 

97 

8 

3 

0 

21 

1 

1 

0 

32 

0 

2 

0 

0 

0 

7 

0 

0 

0 

c 

11 

421 


Cases  pending  June  7,  1933 
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PUBLIC  HEARING 

PROPOSED  AMENDMENTS  TO  RULES  OF  PROCEDURE 


[89-27-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  board  of  standards  and  appeals  on  Tues¬ 
day,  June  13,  1933,  at  4  p.  m.,  Room  1013,  Municipal  Build¬ 
ing,  on  Proposed  Amendments  to  Rules  of  Procedure. 
(Matter  in  brackets  [  ]_  to  be  omitted;  new  matter 

in  italics). 

ARTICLE  I— PUBLIC  HEARING. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variations  of  the  Building  Zone  Resolution ;  appeals  from 
administrative  orders;  petitions  for  variation  of  the  Labor 
Law  and  consideration  of  Rules,  as  such  sessions  are  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Ap¬ 
peals.  [At  hearing  devoted  to  applications  for  variations 
of  the  Building  Zone  Resolution,  no  other  matters  will  be 
considered.] 

ARTICLE  III— THE  CALENDAR. 

3.  The  Clerk’s  Calendar  Call  shall  be  called  each 


I  Tuesday]  Monday  at  2  p.  m.,  in  Room  1013,  Municipal 
Building,  Manhattan,  by  the  Chairman  or  the  Secretary,  or 
by  a  member  of  the  staff  detailed  to  such  duty  by  the  Chair¬ 
man,  and  a  date  for  the  public  hearing  of  each  application  for 
variation  of  the  Building  Zone  Resolution  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons  in¬ 
terested  in  such  case. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applicant  shall 
appear  in  person,  or  by  agent  or  attorney,  and  property 
owners  affected  by  the  application  may  appear  either  in  per¬ 
son  or  by  agent  or  attorney  and  present  any  typewritten  and 
verified  objections  they  may  have  to  the  granting  of  the  ap¬ 
plication,  together  with  a  description  of  their  property  and 
an  affidavit  of  ownership.  Then  a  date  shall  be  set  for  a 
public  hearing  on  the  application  [which  shall  be  not  less 
than  fourteen  days  thereafter.]  and  notice  [Notice  of  said 
hearing]  thereof  shall  be  given  by  publication  in  two  succes¬ 
sive  issues  of  the  Bulletin  of  the  Board. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin.  /o. 
Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Manhattan.  // 

</. 


Of 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  20,  1933, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Tuesday,  June  27,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  oirder  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Special  Meeting,  June  9,  1933,  10  A.  M. 
Minutes  of  Special  Meeting,  June  9,  1933,  2  P.  M. 
Minutes  of  Regular  Meeting,  June  13,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  June  13,  1933,  2  P.  M. 
Minutes  of  Special  Meeting,  June  13,  1933,  4  P.  M. 
Correction. 

Approved  Fireline  Hose  Valves. 

Rules  of  Procedure. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Fire  Retarding  Rules  for  Garages,  etc. 

Notice  of  Public  Hearing  on  Proposed  Revision  of 
Fuel  Oil  Rules. 

Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

directionc 

HARRIS  H.  MURDOCK,  Chairman. 
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DOOKET. 

New  Cases  Filed  up  to  June  14,  1933. 

Cal.  No.  Department.  Premises  Affected. 

220-33-A . D.B.M _ 741  Eighth  ave.  (Block  1037, 

-  Lot  33),  Man.,  F-4560 

219-33-BZ . D.B.Q _ Northwest  corner  of  192nd  st. 

35th  ave.  (Block  992,  Lot  39), 
Flushing,  Q., 

_  N.  B.  985-1933 

218-33-SA . F.D . Presto  Gas  Pressing  Machine 

-  Burner  No.  10,  Appliance 

217-33-BZ . D.B.Q _ 110-38  Springfield  blvd.  (Block 

2038,  Lot  28),  Jamaica,  Q., 

-  N.  B.  915-1933 

216-33-BZ . D.B.B. ..  .2414-2420  Flatbush  ave.  (Block 

8542,  Lot  41),  Bklyn., 

-  Applic.  4908-1933 

215-33-A . F.D . 1100  E.  177th  st.  (Block  3903, 

-  Lot  30),  Bx.,  L.  C.  81439 

214-33-BZ . D.B.B _ 10-12  Prescott  pi.  (Block  1556, 

Lots  20  &  21),  Bklyn., 

-  Applic.  5298-1933 

213-33- S . D.B.M _ 404-412  Fourth  ave.  (Block  858, 

Lot  36),  Man., 

L.  D.  2054,  L.  D.  2055  & 

- -  L.  D.  2056 

212-33-A . F.D . Northeast  corner  of  Beach  42nd 

st.  &  Rockaway  Beach  blvd. 
(Block  42,  Lot  43),  Rockaway 

-  Beach,  Q.,  L.  C.  57922 

211-33-A . F.D . 494-496  Eighth  ave.  (Block  784, 

Lots  76,  77  &  78),  Man., 

- -  L.  D.  96332 

210-33-BZ . D.B.B _ 238-240  Kosciusko  st.  (Block 

1786,  Lot  5),  Bklyn., 

-  Applic.  4389-1933 

209-33-A . D.B.M. .  ..717-719  Fifth  ave.  (Block  1291, 

-  Lot  69),  Man.,  F-2946 

Restored  to  Calendar. 

31-33-BZ . D.B.B _ 610-622  Utica  ave.  (Block  4603, 

Lots  40  &  43),  Bklyn., 

-  Applic.  312-1933 

261-32-BZ . D.B.Bx. .  .Northwest  corner  of  West  230th 

st.  &  Bailey  ave.  (Block  3266, 

-  Lot  1),  Bx.,  N.  B.  193-1932 

595-30-BZ . D.B.B _ 2478-2488  Coney  Island  ave. 

(Block  7136,  part  of  Lots  35 
&  39),  Bklyn., 

-  Applic:  3575-1933 

116-28-BZ . D.B.B _ 865-877  Ralph  ave.  (Block  4686, 

-  Lot  1),  Bklyn.,  Decision 

89-27-SR . Rules  of  Procedure 


197-19-BZ . D.B.B _ 950-954  Fulton  st.  (Block  2014, 

Lot  20) ,  Bklyn., 

-  Applic.  3651-1933 


CODE 


F.D . . Fire  Department 

H.D . Health  Department 


D.B.B.. 

D.B.M. 

D.B.Q. 

D.B.R. 

D.B.Bx 

T.H.D. 


Department  of  Buildings,  Brooklyn 
Department  of  Buildings,  Manhattan 
. . .  Department  of  Buildings,  Queens 
Department  of  Buildings,  Richmond 
...Department  of  Buildings,  Bronx 
. Tenement  House  Department 


RULES 


Last  Publication  in 
Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol. 

Concrete5  Flat  Slabs,  Rules . June  6,  1933— Vol. 

Concrete  Rules  (Hydrated  Lime)..  June  20,  1933 — Vol. 

Elevator  Rule?  . . . Mar.  28,  1933— Vol. 

Exit  Rules  (Revolving  Doors)....  Oct.  18,  1932 — Vol. 

Factory  Exit  Rules . Jan.  3,  1933  Vol. 

Fire  Alarm  Rules  (Interior) .  Dec.  27.  1932— Vol. 

Fire  Drill  Rules . May  30,  1933 — Vol. 

Fire  Retarding  Rules  for  Garages, 

etc . . . June  20,  1933— Vol. 

Fireproof  Wood,  Testing  of . May  2,  1933 — Vol. 

Frame  Garages,  Ruling  for . Jan.  21,  19J9— Vol. 

Fuel  Oil  Rules . May  23,  1933— Vol. 

Gas  Shut-Off  Rules . . . Apr.  7,  1925— Vol. 

Hatchway  Protection  . June  5»  1928  Vol. 

'•VbS  13,  1933-Vol. 

Plumbing  Rules  . . . Apr.  25,  li»33--Vol, 

Procedure,  Rules  of . ••••  Juine  2^>  *933  Vol. 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933— Vol. 
Smoking  in  Factories,  Rules  for...  Apr.  18,  1933— Vol. 

Sprinkler  Rules  . . .  Dec.  6,  1932  Vol. 

Standpipe — Fire  Line  Rules.... - Nov.  22,  1932  Vol. 

Structural  Alterations,  Reporting..  June  7,  1932— Vol. 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)...  Apr.  10,  1923— Vol. 


Bulletin 

17  No.  31 

18  No.  23 
18  No.  25 
18  No.  13 

17  No.  42 

18  No.  1 

17  No.  52 

18  No.  22 

18  No.  25 
18  No.  18 
4  No.  3 
18  No.  21 
10  No.  14 
13  No.  23 


18  No.  24 
18  No.  17 
18  No.  25 
18  No.  16 
18  No.  16 
17  No.  49 
17  No.  47 
17  No.  23 


8  No.  15 


LIST  OF  APPROVED  APPLIANCES 

i-ireline  Hose  Valves . . . ..June  20,  1933— Vol.  18  No.  25 

Fuel  Oil  Burners  for  Domestic  and  10„„ _  1R  Nn  25 

Commercial  Use  . June  20  1933— Vol.  18  No.  25 

Fuel  Oil  Burners  for  Industral  Use.  May  16,  1933— Vol.  18  No.  20 

Fuel  Oil  Pumps . June  20,  1933 — Vol.  18  No.  -o 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  20,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

27-33-BZ. 

APPLICANT— Kenlon  Construction  Co.,  Inc.,  for  Joseph 
Moss,  owner.  .  . 

PREMISES— Northwest  corner  of  Springfield  boulevard 
and  115th  avenue  (Block  No.  1949,  Lot  No.  1), 
Queens  Village,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

148-33-BZ. 

APPLICANT— Irving  Proskauer,  for  Noviak  Holding 
Corp.,  owner. 

PREMISES— Southwest  corner  of  Hollis  avenue  and  Cross 
Island  boulevard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

APPLICATION,  under  Section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

161-33-BZ. 

APPLICANT — Frank  B.  Reardon,  for  Theodore  G.  Zeh, 
owner. 

PREMISES— 170-07  115th  avenue,  northeast  corner  of  170th 
street  (Block  No.  3087,  Lot  No.  250),  Jamaica, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  business  use 
(funeral  parlor). 

339-32-BZ. 

APPLICANT — Martin  J.  Ort,  for  H.  Kinzer,  owner. 

PREMISES — 3509-3513  Fort  Hamilton  parkway,  south  side, 
204  ft.  east  of  36th  street  (Block  No.  5302,  part  of 
Lot  No.  18),  Brooklyn. 

APPLICATION,  under  sections  7e  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  a  further  modification  of  a  resolution  of  the 
board  granting,  in  a  business  district,  the  change  of 
occupancy  of  an  existing  building  to  a  motor  vehicle 
repair  shop  and,  also,  the  maintenance  of  an  open-air 
storage  and  parking  space  for  more  than  five  (5) 
motor  vehicles,  so  as  to  permit  the  inclusion  of  a 
motor  vehicle  repair  shop  with  forge  and  anvil  (re¬ 
opened  May  23,  1933). 


JUNE  20,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  20, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  89-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  De  Rose  &  Cavalieri,  applicants,  on 
behalf  of  Sokay  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  north  side  of  Gun 
Hill  road,  63  ft.  west  of  Arnow  avenue 
(Block  No.  4783,  Lot  Nos.  61  and  63), 
The  Bronx. 

cal.  no.  314-32-BZ— Application,  June  2,  1932;  withdrawn 
September  23,  1932 ;  reopened  March  14, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Lama  &  Proskauer, 
applicants,  on  behalf  of  Harry  Green¬ 
berg,  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  the 
first  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop ;  premises 
1716-1718  Coney  Island  avenue,  west 
side,  100  ft.  north  of  Avenue  N  (Block 
No.  6573,  Lot  No.  40),  Brooklyn. 

cal.  no.  388-30-BZ — Application,  June  10,  1930;  denied  Sep¬ 
tember  30,  1930;  reopened  January  13, 
1933,  for  reconsideration  based  on  new 
facts,  under  section  21'  of  the  building 
zone  resolution,  of  Felix  Nolan  and 
Margaret  Nolan,  applicants  and  owners, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  1857-1865  Lin¬ 
den  boulevard,  formerly  455-465  Linden 
boulevard,  northwest  corner  of  Alabama 
avenue  (Block  No.  4319,  Lot  No.  27), 
Brooklyn. 

cal.  no.  1 14-33-BZ — Application,  March  24,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Henry  Scharnberger,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 


ice  station;  premises  172-15  46th  avenue, 
northwest  corner  of  Utopia  parkway 
(Block  No.  1267,  Lot  Nos.  1,  77  and 
part  of  Lot  No.  4),  Flushing,  Borough 
of  Queens. 

cal.  no.  202-30-BZ — Application,  March  19,  1930 ;  denied 
October  7,  1930;  reopened  February  21, 
1933,  for  reconsideration  under  section 
21  of  the  building  zone  resolution,  based 
on  new  facts  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  Porter  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
220-06  Northern  boulevard  (Block  No. 
3213,  part  of  Lot  No.  1),  Bayside,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  20, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matter: 

cal.  no.  92-31-BZ — Application,  February  19,  1931;  granted 
on  certain  conditions  June  23,  1931,  for 
a  temporary  period;  reopened  April  4, 
1933,  under  section  21  of  the  building 
zone  resolutionj  of  Sarah  Raskin  and 
Yetta  Raskin,  applicants  and  owners,  to 
permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  8401-8411  Flat- 
lands  avenue  and  769  East  84th  street, 
northeast  corner  (Block  No.  8005,  Lot 
Nos.  6,  7  and  8),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

Appeals  from  Administrative  Orders. 

55-33- A — 366-382  Henry  street  (Block  No.  299,  Lot  Nos. 
23  to  31,  inclusive),  Brooklyn. 

66-33-A— 801-803  East  136th  street  (Block  No.  2588,  Lot 
No.  1),  The  Bronx. 

1 10-33- A---102  West  80th  street  (Block  No.  1210,  Lot  No. 
37),  Manhattan. 

112-33-A — 361  Van  Sindern  avenue  (Block  No.  3765,  Lot 
No.  9),  Brooklyn. 

45-33-A — Astor  place  and  Cooper  square  (Block  No.  544, 
Lot  No.  76),  Manhattan. 

145-33-A— 289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  The  Bronx. 

167- 33-A — 53-73  Water  street  (Empire  Stores  Nos.  5,  6 

and  7),  (Block  No.  26,  part  of  Lot  No.  1), 
Brooklyn. 

168- 33-A — 41-51  Water  street  (Empire  Store  No.  11), 

(Block  No.  26,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

121-33-S— 135-153  West  37th  street  (Block  No.  813,  Lot 
No.  1),  Manhattan. 

123-33-S — 1364-1370  Broadway '  (Block  No.  812,  Lot  No. 
49),  Manhattan. 
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131-33-S — 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 

158-33-S — 34  West  38th  street  (Block  No.  839,  Lot  No. 
66),  Manhattan. 

Appliances  Submitted  for  Approval. 

85-33-S A — Oilbilt  Burner,  approval  of. 

193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33- S A— Mohawk  Oil  Burner,  approval  of. 

208-33-SA — Lonergan  Automatic  Oil  Burner,  approval  of. 
221-33-SA— Hart  Oil  Burner,  Model  “H”,  approval  of. 


JUNE  23.  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  Jime  23, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  223-31-BZ — Application,  May  13,  1931;  gasoline 
station  granted  on  certain  conditions 
October  14,  1931;  reopened  January  10, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Kenlon  Construction 
Co.,  Inc.,  applicant,  on  behalf  of  Leo 
Nadel,  owner,  to  permit  in  a  business 
district  the  modification  as  to  location 
and  width  of  driveways  and  construction 
of  wall  required  in  a  resolution  of  the 
board  permitting  the  erection  of  a  gaso¬ 
line  service  station;  premises  northeast 
corner  of  East  Tremont  avenue  and 
Baisley  avenue  (Block  No.  5333,  Lot 
No.  1),  The  Bronx. 

cal.  no.  503-32-BZ — Application,  September  26,  1932 ;  with 
drawn  December  13,  1932;  reopened 
February  28,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Harry 
H.  Sidrow,  applicant,  on  behalf  of 
Fannie  Ross  and  Wolf  Ross,  owners,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  resi¬ 
dence  building  so  as  to  include  a  business 
use  (stores)  ;  premises  16  St.  Nicholas 
place  (Block  No.  2054,  Lot  No.  40), 
Manhattan. 

cal.  no.  263-27-BZ — Application,  March  14,  1927;  garage 
granted  on  certain  conditions  July  5, 
1927 ;  reopened  May  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Herbert  M.  Benon,  applicant,  on  be¬ 
half  of  Oscar  Wagenseil,  present  owner, 
to  permit  in  a  business  district  the  in¬ 
clusion  of  a  motor  vehicle  repair  shop 
in  a  garage  for  more  than  five  (5) 
motor  vehicles  which  was  granted  by  the 
board ;  premises  540-544  65th  street, 
south  side,  315  ft.  east  of  Fifth  avenue 
(Block  No.  5828,  Lot  No.  18),  Brook¬ 
lyn. 

cal.  no.  115-33-BZ— Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Ligniform  Co.,  owner,  to  permit, 


partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  a  gasoline  service  sta¬ 
tion  ;  premises  north  side  of  Merrick 
road,  7.53  ft.  west  of  223rd  street  (Block 
No.  3548,  Lot  No.  1),  Laurelton,  Bor¬ 
ough  of  Queens. 

cal.  no.  124-33-BZ — Application,  April  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  E.  Sexton,  applicant,  on  behalf 
of  J.  E.  P.  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1965-1967  Fulton 
street,  northeast  corner  of  Saratoga  ave¬ 
nue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  23,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Rules. 

217-21-SR — Fuel  Oil  Rules,  Proposed  Revision  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  27,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

98-30-BZ. 

APPLICANT— James  S.  Smith,  for  Colonial  Beacon  Oil 
Co.,  Inc.  owner. 

PREMISES — 1180-1188  Myrtle  avenue  and  664-668  Bush- 
wick  avenue,  southwest  corner  (Block  No.  3182, 
Lot  No.  24),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  certain  conditions  and  the  time  in  which 
to  obtain  permits  and  complete  work  expired;  re¬ 
opened  April  4,  1933), 

142-33-BZ. 

APPLICANT — Robert  Collyer,  for  Richard  Deneke, 
owner. 

PREMISES— Southeast  corner  of  Cross  Island  boulevard 
and  Central  avenue  (Block  No.  3359,  Lot  No.  1), 
St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

153-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Niccola  Grassi, 
owner. 

PREMISES— Northeast  corner  of  Boston  road  and  Adee 
avenue  (Block  No.  4556,  Lot  No.  1),  The  Bronx. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

198-33-BZ. 

APPLICANT— John  -J.  Hegarty,  for  Port  of  New  York 
Authority,  owner. 
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PREMISES — West  side  of  Haven  avenue,  217  ft.  4J4  in. 
north  of  West  172nd  street  (Block  No.  2139,  part 
of  Lot  Nos.  275  and  357),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

332-32-BZ. 

APPLICANT— William  F.  Doyle,  for  Kabor  Holding 
Corp.,  owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of 
Grand  concourse  (Block  No.  3323,  Lot  Nos.  55,  64 
and  82),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  station  (pre¬ 
viously  denied  under  sections  7f  and  21  for  a  gaso¬ 
line  service  station;  reopened  June  6,  1933). 


JUNE  27,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  27, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Kenneth  O’Brien, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

CAL.  NO.  132-33-BZ— Application,  April  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Estate  of  Julius  A.  Stursberg, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Fordham  road  and  Crotona 
avenue  (Block  No.  3116,  part  of  Lot  No. 
9),  The  Bronx. 

cal,  no.  140-33-BZ — Application,  April  13,  1933,  ”nder  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Jeremiah  P.  Francis  and  Wil- 
liamsburgh  Savings  Bank,  owners,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1987-1991  Atlantic 
avenue,  northwest  corner  of  Saratoga 
avenue  (Block  No.  1561,  Lot  Nos.  36 
and  37),  Brooklyn. 


cal.  no.  154-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  Smith,  applicant,  on  behalf 
of  Brooklyn  Retail  Butchers  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  extension  of  an  existing  re¬ 
frigerating  use  located  in  an  unrestricted 
district ;  premises  178-184  South  Elliott 
place,  west  side,  131  ft.  4  in.  north  of 
Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  27, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

cal.  no.  92-33-BZ — Application,  March  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  M.  Hazell,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  1602-1614 
Cropsey  avenue,  southeast  corner  of  16th 
avenue  (Block  No.  6461,  Lot  No.  1), 
Brooklyn. 

cal.  no.  95-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  E.  Kennedy,  applicant,  on 
behalf  of  Sona  Cooperstein,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No. 
3321,  Lot  Nos.  1  and  3),  Springfield, 
Borough  of  Queens. 

cal.  no.  107-33-BZ — Application,  March  20,  1933,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Benjamin  Green¬ 
berg,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  milk  bottling  plant ;  premises  436- 
446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklyn. 

cal.  no.  116-33-BZ — Application,  March  27,  1933,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Arthur  F.  Lamanda,  ap¬ 
plicant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
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more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No. 
304-30-BZ)  ;  premises  50-56  Downing 
street  and  214-218  West  Houston  street 
(Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

cal.  no.  130-33-BZ — Application,  April  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edgar  J.  Moeller,  applicant,  on  be¬ 
half  of  H.  Herrmann  &  Sons,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  401  East  60th 
street  and  1102-1106  First  avenue  (Block 
No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  3,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

597-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  John  Wischerth, 
owner. 

PREMISES — 33-41  Stone  avenue,  southeast  corner  of  Mc- 
Dougal  street  (Block  No.  1535,  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

106-30-BZ. 

APPLICANT — William  L.  Hall,  for  Mabel  Hall,  owner. 

PREMISES — 337  Arbutus  avenue,  northeast  corner  of  Hyian 
boulevard  (Block  No.  6499,  Lot  No.  5),  Huguenot, 
Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  permanent  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  May  12,  1931,  for  a  temporary  period  of 
two  (2)  years. 

486-31-BZ. 

APPLICANT — Mary  Jamison,  owner. 

PRPIMISES- — 58  East  86th  street  (Block  No.  1497,  Lot  No. 
49),  Manhattan. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  business  use,  in  part  of  an 
existing  building  (granted  by  the  board  on  February 
5,  1932,  time  having  elapsed;  reopened  May  31, 
1933),  ijp 

191-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Queensboro  Savings 
Bank,  owner. 

PREMISES — West  side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot  No.  12), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


JULY  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  July  5, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  moto 
vehicle  repair  shop;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

60- 33- A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 
176-33-A — 213  Stone  avenue  (Block  No.  1450,  Lot  No.  5), 
Brooklyn. 

39-32- A — 1750  Webster  avenue  (Block  No.  2899,  Lot 
Nos.  6,  12,  18  and  33),  The  Bronx. 
117-33-A — 42-53  24th  street  (Block  No.  429,  Lot  Nos.  2  to 
10,  inclusive),  Long  Island  City,  Borough 
of  Queens. 

151-33-A — 133  Mercer  street  (Block  No.  499,  Lot  No.  22), 
Manhattan. 

156- 33- A — 303-325  East  42nd  street  (Block  No.  1335,  Lot 

No.  5),  Manhattan. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S — 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 

94-33-S — 1402-1410  Broadway  and  120-130  West  39th 
street  (Block  No.  814,  Lot  No.  52),  Man¬ 
hattan. 

1 57- 33- S  22  East  49th  street  (Block  No.  1284,  Lot  No. 

59),  Manhattan. 


JULY  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

ar dsu  L  M  P.peals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  July  11, 
1933  at  10  o  clock,  in  Room  1013,  Municipal  Building  on 
the  following  matters: 
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cal.  no.  113-33-BZ — Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  R.  McMullen,  applicant,  on  be¬ 
half  of  Rutland  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  689-691  Utica  ave¬ 
nue,  southeast  corner  of  Clarkson  ave¬ 
nue  (Block  No.  4637,  Lot  No.  1), 
Brooklyn. 

CAL.  NO.  144-33-BZ— Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop ;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  109-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 


No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  NO.  502-32BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

cal.  No.  99-33-BZ — Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 

cal.  no.  108-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Norah  Kissane,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
southwest  corner  of  23rd  avenue  (Potter 
avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 

cal.  no.  11 1-33- BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  JUNE  9,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

92-33-BZ. 

APPLICANT — Arthur  M.  Hazell,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 


resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1602-1614  Cropsey  avenue, 
southeast  corner  of  16th  avenue  (Block  No.  6461, 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  L.  Burchell  and  William  F. 
Regan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 
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95-33-BZ. 

APPLICANT — William  E.  Kennedy,  for  Sana  Cooperstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  198th  street 
(Green  street)  and  Central  avenue  (Foch  boule¬ 
vard),  (Block  No.  3321,  Lot  Nos.  1  and  3),  Spring- 
field,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  E.  Kennedy  and  Rubin 
Cooperstein. 

For  Opposition:  Maurice  De  Young,  R.  E.  Dal- 
rymple,  Arthur  Greene  and  Alexander  Schaffer. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


107-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Benjamin  Green¬ 
berg,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  milk  bottling 
plant. 

PREMISES  AFFECTED — 436-446  Hegeman  avenue,  south¬ 
west  corner  of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklvn. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan  and  Benjamin 
Greenberg. 

For  Opposition:  Charles  Belous. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  2 
p.  m.,  pending  inspection  and  report  by  a  committee 
of  the  board. 


116-33-BZ. 

APPLICANT — Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles  (granted  by  the  board  under 
Cal.  No.  304-30-BZ) . 

PREMISES  AFFECTED — 50-56  Downing  street  and  214- 
218  West  Houston  street  (Block  No.  528,  Lot  Nos. 
12,  28,  29,  30  and  31),  Manhattan. 
APPEARANCES— 

For  Applicant:  Arthur  F.  Lamanda  and  Frank  J. 
Alberti. 

For  Opposition:  Louis  A.  Jackson,  Joseph  Sawyer, 
Tomaso  Boasi  and  Joseph  Repetti. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


130-33-BZ. 

APPLICANT — Edgar  J.  Moeller,  for  H.  Herrmann  &  Sons, 
owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 401  East  60th  street  and  1102- 
1106  First  avenue  (Block  No.  1445,  Lot  Nos.  1,  2 
and  3,  inclusive),  Manhattan. 

APPEARANCES— 

For  Applicant :  Edgar  J.  Moeller. 

For  Opposition:  None.  L 


ACTION  OF  BOARD — Laid  over  to  June  27,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


1 16-28-BZ. 

APPLICANT — Edward  F.  Kelly,  for  Clifbert  Realty  Corp., 
owner ;  request  for  reopening  made  by  Clifford  W. 
Wentz. 

SUBJECT — Application  for  reopening — consideration  under 
section  7f — re  Application  (decision  of  the  fire  com¬ 
missioner),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 865-877  Ralph  avenue  (Block 
No.  4686,  Lot  No.  1),  Brooklvn. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  q 


S4-33-BZ. 


APPLICANT — Frank  G.  Long,  for  Estate  of  Thomas  J. 
Long,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resoultion,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  change  of 
occupancy  of  an  existing  wet  wash  laundry  to  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 3449  Fort  Hamilton  parkway, 
south  side,  100  ft.  west  of  Chester  avenue  (Block 
No.  5302,  Lot  No.  44),  Brooklyn. 
APPEARANCES— 


For  Applicant:  Frank  G.  Long. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE \OTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative  . .  o 

Absent  .  '  ’ '  0 


THE  RESOLUTION— 


(84-33-BZ) 

Whereas,  Frank  G.  Long,  for  Estate  of  Thomas  J.  Long 
owner,  filed,  March  1,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  change  of  occupancy  of 
an  existing  wet  wash  laundry  to  a  garage  for  more  than 'five 
(o)  motor  vehicles  and,  also,  a  motor  vehicle  repair  shop- 
premises  3449  Fort  Hamilton  parkway,  south  side,  100  ft' 
west  of  Chester  avenue  (Block  No.  5302,  Lot  No.  44)  Bor¬ 
ough  of  Brooklyn;  and 

•  Wh^as  a  public  hearing  was  held  on  this  application 
by  th^  board  of  standards  and  appeals,  at  its  special  meet- 
mg  June  9  1933,  after  clue  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,,  the  use  district  maps  accompanying  the  buildin* 
zone  resolution  show  that  Fort  Hamilton  parkway  is  in  a 
business  and  residence  district ;  Chester  avenue  is  in  a  resi- 
dence  district,  and  Minna  street  is  in  a  residence  district; 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  3.  1933  (re  Applic.  No.  12265-1932),  reads;’ 
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“Proposed  change  of  occupancy  of  an  existing  building 
from  a  wet  wash  laundry  to  a  public  garage  for  more 
than  five  motor  vehicles  and  an  automobile  repair  shop, 
partly  in  a  business  use  and  partly  in  a  residential  dis¬ 
trict  is  contrary  to  Art.  II,  Sect.  3  &  Sect.  4a  of  Zone 
Resolution.” ; 
and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  50  ft.  on  Fort 
Hamilton  parkway  and  a  depth  of  97  ft. :  to  be  occupied  as 
a  garage  for  more  than  five  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

Rcsoh’ed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  the  existing  build¬ 
ing,  50  ft.  by  97  ft.,  one  story  in  height,  in  a  business  area, 
and  the  plot  on  which  the  building  is  erected  extending  into 
the  residence  area  for  a  distance  of  approximately  1  ft.  to 
permit  this  building  to  be  used  for  a  public  garage  for  over 
five  cars  and  automobile  repair  shop,  on  condition  that  the 
existing  building  shall  be  not  increased  in  height  or  depth 
and  the  existing  rear  yard  shall  not  be  built  upon;  that  no 
gasoline  shall  be  sold  on  the  premises ;  that  there  shall  be  no 
excavation  under  the  building  other  than  the  existing  boiler 
room  which  shall  be  cut  off  from  the  balance  of  the  building 
with  fireproof  walls  and  enterable  only  from  the  exterior; 
that  any  other  entrances  from  the  garage  to  the  boiler  room 
shall  be  blocked  up;  that  the  automobile  repair  shop  shall  be 
limited  to  light  work,  with  no  machines  requiring  motors 
exceeding  one  and  one-half  horsepower  each,  excluding 
anvils,  forges  and  open  flames ;  that  the  ceiling  shall  be  fire- 
retarded  throughout  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals;  that  the  skylights  may  be 
glazed  with  wire  glass  provided  at  least  one  skylight  in  the 
center  of  the  building  shall  be  glazed  with  plain  glass  with 
screens  under  and  over;  that  the  property  lot  line  windows 
shall  be  fireproof,  self-closing  and  the  windows  in  the  rear 
wall  shall  be  fireproof  and  fixed;  that  the  existing  door  in 
the  rear  wall  shall  be  blocked  up  except  that  there  may  be 
left  an  emergency  door  of  at  least  3  ft.  in  width;  that  the 
rear  yard  shall  be  left  open  and  shall  not  be  used  for  storage 
or  work  of  any  kind;  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  involved  thereby  shall  be 
completed  within  six  months  from  the  date  of  this  resolution. 


12-19-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  present  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7b  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  maintenance 
of  an  auto  laundry  and  office  with  entrance  from 
Prospect  Park  Southwest  (reopened  April  11,  1933). 

PREMISES  AFFECTED— 21 0-21 2  Prospect  Park  South¬ 
west,  west  side,  75  ft.  north  of  Ocean  parkway 
(Block  No.  5287,  Lot  No.  44),  Brooklyn. 
APPEARANCES— 


For  Applicant:  Henry  J.  Nurick. 

For  Opposition :  Marcelles  H.  Evans. 

ACTION  OF  BOARD — Resolution  of  December  19,  1919, 
rescinded;  resolution  of  February  18.  1919,  amended' 
THE  VOTE  TO  RESCIND  RESOLUTION  OF  DE¬ 
CEMBER  19,  1919 — 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  AMEND  RESOLUTION" OF  FEBRU¬ 
ARY  18,  1919- 


Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 


(12-19-BZ) 

Whereas,  Henry  J.  Nurick,  architect  and  lessee,  for  Cath¬ 
erine  A.  Brown  and  Estelle  F.  C.  Brown,  owners,  filed,  April 
7,  1933,  a  request  for  a  rescindment  of  the  action  of  the 
board  of  December  17,  1919,  revoking  the  variation  of  the 
building  zone  resolution  granted  by  the  board  February  18, 
1919,  and  the  restoration  of  the  resolution  and  its  modifica¬ 
tion  to  permit,  partly  in  a  business  and  partly  in  a  residence 
use  district,  the  maintenance  of  an  automobile  laundry  and 
office,  with  entrance  on  Prospect  Park  Southwest,  in  the 
garage  building,  the  extension  of  which  was  granted  by  the 
board  February  18,  1919,  on  condition  that  there  be  no 
entrance  from  Prospect  Park  Southwest;  premises  210-212 
Prospect  Park  Southwest,  west  side,  75  ft.  north  of  Ocean 
parkway  (Block  No.  5287,  Lot  No.  44),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Prospect  Park  Southwest,  from  a 
point  100  ft.  north  of  Park  Circle  runing  northerly  is  in  a 
business  use  district  and  running  southerly  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  12,  1933  (re  Applic.  No.  191-1933),  reads: 

“1.  Since  existing  garage  is  partly  within  a  residen¬ 
tial  dist.  the  proposed  opening  of  new  entrance  doors 
on  the  Prospect  Park  S.W.  side  of  the  building  is  con¬ 
trary  to  the  Zoning  laws.  Art.  II,  Sec.  6.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  on  Prospect  Park  Southwest,  on  which 
is  located  the  one-story  brick  extension  of  a  garage  facing 
on  Park  Circle ;  this  extension  was  erected  under  Cal.  No. 
12-19-BZ  on  condition  that  there  shall  be  no  entrance  on 
Prospect  Park  Southwest;  this  resolution  was  rescinded  by 
garage  was  continued  in  use  under  a  court 
decision;  it  is  now  proposed  to  reconstruct  the  front  of  the 
building  on  Prospect  Park  Southwest  for  a  distance  of  50  ft. 
and  install  an  auto  laundry  and  office  with  two  doors  to 
Prospect  Park  Southwest  with  office  to  be  located  in  the 
residence  portion ;  and 

Whereas,  the  board  deemed  after  an  inspection  of  the 
premises  that  the  action  of  December  17,  1919,  revoking  the 
resolution  of  February  18,  1919,  should  be  rescinded  and*  that 
the  resolution  of  February  18,  1919,  should  be  reaffirmed  and 
modified. 

Resolved,  that  the  action  of  the  board  of  appeals  of  De¬ 
cember  19,  1919,  revoking  the  resolution  of  February  18,  1919, 
be  rescinded;  that  the  resolution  of  February  18,  1919,  be 
restored,  reaffirmed  and  modified  to  read  as  follows ;  “Re¬ 
solved,  that  the  board  of  standards  and  appeals  does  hereby 
make  a  variation  in  the  application  of  the  use  district  regu¬ 
lations.  and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  north,  west  and  exterior  walls  of  the  ex¬ 
tension  as  proposed  in  1919  be  unpierced  for  their  entire 
height  and  length,  except  where  adjoining  the  present  struc¬ 
ture  and  except  for  one  show  window  in  the  southerly  wall 
not  over  5  ft.  in  width,  and  one  doorway  for  entrance  from 
the  adjacent  gasoline  station  under  same  control;  that  the 
easterly  wall,  where  fronting  on  Prospect  Park  Southwest, 
be  unpierced,  except  for  one  doorway  therein  solely  for 
entrance  and  exit  to  the  automobile  laundry,  this  doorway  to 
be  approximately  8  ft.  in  width,  but  in  no  event  wider  than 
the  distance  between  the  jambs  of  the  existing  window,  and 
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two  windows,  one  on  either  side  of  this  doorway,  the  sills 
of  which  are  to  be  6  ft.  above  the  sidewalk  level ;  that  the 
show  window  in  the  southerly  wall  shall  be  cut  off  from 
the  balance  of  the  garage  with  terra  cotta  walls  and  fire¬ 
proof  doors ;  that  the  entrance  door  from  the  gas  selling 
station  to  the  garage  shall  be  a  fireproof,  self-closing  door, 
not  over  3  ft.  in  width ;  that  the  space  in  the  easterly  end 
of  the  building  for  a  distance  back  of  50  ft.  shall  be  used 
only  as  an  automobile  laundry  and  the  space  in  the  south¬ 
easterly  corner  adjacent  to  the  single  door  from  the  gasoline 
service  station  for  office  and  accessory  sales ;  also,  on  condi¬ 
tion  that  there  shall  be  erected  50  ft.  back  from  Prospect  ave¬ 
nue  a  cross  wall,  constructed  of  cement  blocks,  not  less  than 
8  in.  in  thickness,  cutting  off  this  portion  to  be  used  for  car 
washing  from  the  balance  of  the  garage,  and  with  no  open¬ 
ings  in  same  except  one  8-foot  door  and  one  3-foot 
door,  these  doors  to  be  fireproof  and  automatic  self-closing ; 
that  the  facade  of  the  extension  facing  Prospect  Park  South¬ 
west  shall  be  of  ornamental  design,  constructed  of  pressed 
brick  and  stone  trim ;  that  all  permits  shall  be  obtained  within 
three  months  and  all  work  involved  completed  within  six 
months  from  the  date  of  this  action.” 


604-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson 
Realty  Co.,  Inc.,  owner ;  request  for  reopening  made 
by  the  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Main  street 
and  Nassau  boulevard  (Block  No.  2104,  Lot  No.  25), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Nicholas  F.  Dyruff. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  obtain  permits. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  o 

Absent  .  0 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION—  . 

(604-31-BZ) 

Whereas,  this  application,  affecting  premises  northwest 
corner  of  Mam  street  and  Nassau  boulevard  (Block  No. 

2104,  Lot  No .  25),  Flushing,  Borough  of  Queens,  was 

granted  by  the  board  April  8.  1932,  for  a  temporary  period 
of  two  years,  on  certain  conditions,  and  applicant  requested 


an  extension  of  time  to  obtain  permits  and  complete  work, 
and  now  requests  a  further  extension. 

Resolved ,  that  the  resolution  of  the  board  of  April  8,  1932, 
only  so  far  as  it  relates  to  the  obtaining  of  permits  and 
completion  of  the  work,  be  modified,  so  that  as  modified  the 
last  clause  will  read :  “that  all  permits  required  shall  be  ob¬ 
tained  within  six  months  from  the  date  of  this  amended 
resolution  and  all  work  completed  within  one  year  from 
April  8,  1933.” 


573-31-BZ. 

APPLICANT— Frank  J.  Fennimore,  for  Rose  Fennimore 
and  Maria  Marchisiello,  owners. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e,  7g 
and  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of 
a  garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 564-566  East  New  York  avenue, 
south  side,  329  ft.  7  in.  east  of  Brooklyn  avenue 
(Block  No.  4793,  Lot  No.  23),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Frank  J.  Fennimore. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  . o 

THE  RESOLUTION— 

(573-31-BZ) 


Whereas,  this  application,  affecting  premises  564-566  East 
New  York  avenue,  south  side,  329  ft.  7  in.  east  of  Brooklyn 
avenue  (Block  No.  4793,  Lot  No.  23),  Borough  of  Brooklyn, 
was  granted  by  the  board  at  its  meeting  April  8,  1932,  on 
certain  conditions,  and  applicant  requests  an  extension  of 
time  to  complete  the  work  which  is  almost  75  per  cent  com¬ 
pleted. 

Resolved,  that  the  resolution  adopted  by  the  board  on  April 
8.  1932,  be  modified,  only  so  far  as  it  relates  to  the  obtaining 
of  permits  and  completion  of  work,  so  that  as  modified  the 
last  clause  will  read,  in  view  of  the  statement  by  applicant 
that  permits  have  been  already  obtained  and  work  approx¬ 
imately  75  per  cent  completed:  “that  all  work  involved  shall 
be  completed  within  six  months  from  the  date  of  this  amended 
resolution.” 


Adjourned  2.00  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  JUNE  9,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

261-32-BZ. 

APPLICANT — Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 


SUBJECT — Application  for  reopening — reconsideration  under 
new  facts — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  West 
230th  street  and  Bailey  avenue  (Block  No.  3266, 
Lot  No.  1),  The  Bronx. 


MINUTES 


APPEARANCES— 

For  Applicant :  Nicholas  F.  Walsh. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


451-32-BZ. 

APPLICANT — Michael  Levine,  for  Church  &  94th  Street 
Corp.,  owner;  request  for  reopening  made  by  owner. 

SUBJECT — Application  for  reopening — reconsideration  for 
a  reduced  plot  and  for  a  temporary  period — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 9111-9123  Church  avenue,  north¬ 
west  corner  of  East  92nd  street  (Block  No.  4688, 
Lot  Nos.  1  and  3),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  Levine  and  William  I. 

Alpert. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 


Affirmative:  Commissioner  Connell .  1 

Negative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent  .  0 


31-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Denis  P.  Healy, 


owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 610-622  Utica  avenue,  northwest 
corner  of  Winthrop  street  (Block  No.  4603,  Lot  Nos. 
40  and  43),  Brooklyn. 

APPEARANCES— 


For  Applicant:  William  F.  Doyle. 

For  Opposition :  Vincent  J.  Malone. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE  TO  GRANT  FOR  FIVE  YEARS  UNDER 
SECTION  21- 


Affirmative  :  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative :  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  2 

Absent  .  0 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 

THE  VOTE  TO  GRANT  FOR  TWO  YEARS  UNDER 
SECTION  21- 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative:  Commissioner  Connell .  1 

Absent  .  0 

the  RESOLUTION— 

(31-33-BZ) 

Whereas,  William  F.  Doyle,  for  Denis  P.  Healy,  owner, 
filed,  January  26,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station:  premises  610-622  Utica  avenue, 
northwest  corner  of  Winthrop  street  (Block  No.  4603,  Lot 
Nos.  40  and  43),  Borough  of  Brooklyn ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing-  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Utica  avenue  is  in  a  business  dis¬ 
trict;  East  49th  street  is  in  a  residence  district,  and  Win¬ 
throp  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  16,  1933  (re  Applic.  No.  312-33),  reads: 

“1.  Application  Denied.  Use  contrary  to  Zoning 
Resolution.  Art.  II,  Sec.  3;  and  Sec.  4(a),  sub-division 
46.  Gasoline  Service  Station  not  permitted  in  a  Resi¬ 
dential  or  Business  District.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  109  ft.  on  Utica  avenue  and  120.4  ft.  on  Win¬ 
throp  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  grease  pits,  a  one-story  laundry  and,  also,  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station ;  the 
west  portion  of  the  plot  extends  into  the  residence  district  for 
a  distance  of  approximately  20  ft.,  the  remainder  of  plot  is  in 
a  business  district;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland  and 
Guilfoyle;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell, 
was  read  at  the  hearing ;  and 

Whereas,  this  report  recommends  that  the  applicant  be 
granted  relief  under  section  21  subject  to  such  conditions  as 
the  board  saw  fit  to  impose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  temporary  period 
of  two  years  under  section  21,  on  condition  that  there  shall 
be  erected  along  the  interior  lot  lines  from  Utica  avenue 
westerly  and  then  southerly  to  Winthrop  street  and  thence 
along  Winthrop  street,  a  substantial  woven  wire  fence  not 
less  than  5  ft.  in  height ;  that  any  accessory  buildings  erected 
on  the  plot  shall  be  erected  generally  as  indicated  on  the 
plan  filed  with  this  application  dated  received  January  26, 
1933  ;  that  such  buildings  shall  be  of  fireproof  construction^ 
not  over  one  story  in  height,  consisting  of  an  office  building, 
auto  laundry  and  a  building  for  all  grease  pits  with  front 
left  open;  that  no  building  shall  be  constructed  with  any 
excavation  thereunder  except  the  grease  pit  building;  that 
other  than  covered  by  these  accessory  buildings,  the  entire 
area,  shall  be  kept  clear  and  in  a  neat  condition,  and  such 
portions  as  are  used  for  driveways  for  automobiles  to  and 
from  the  pumps  and  accessory  buildings  shall  be  covered 
with  crushed  stone  or  equivalent  material;  that  there  shall 
be  only  two  entrance  driveways  to  the  property  which  shall 
be  from  Utica  avenue  only ;  that  no  driveway  shall  be  nearer 
than  10  ft.  to  the  intersection  of  Utica  avenue  and  Winthrop 
street ;  that  opposite  these  driveways  there  shall  be  curb  cuts 
in  the  curb  not  exceeding  14  ft.  in  width  each ;  that  such  gas 
pumps  as  are  located  on  the  property  shall  be  at  least  10  ft. 
from  any  building  or  lot  line;  that  advertising  of  non-con¬ 
forming  uses  shall  be  restricted  to  the  globes  of  the  gasoline 
pumps  and.  not  more  than  two  flat,  permanent  signs  shall  be 
placed  against  the  accessory  buildings,  precluding  all  tem¬ 
porary  signs  of  any  nature  advertising  non-conforming  uses  ; 
that  there  shall  be  no  portable  gasoline  pumps  used  on  or 
from  the  property;  that  all  permits  shall  be  obtained  within 
three  months  and  all.  work  completed  within  six  months  from 
the  date  of  this  action. 


629-32-BZ. 

APPLICAN  T — Markey,  Donnelly  &  Cunningham,  for 
Samuel  J.  Wood  and  Evelyn  Wood,  owners. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— East  side  of  Hugh  J.  Grant 
Circle,  from  Westchester  avenue  to  East  177th 
street  ’ (Block  No.  3796,  Lot  No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  W.  Markey,  Jr. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  ** 

Negative  .  :? 

Absent  . 


THE  RESOLUTION— 

(629-32-BZ) 

Whereas.  Markey,  Donnelly  &  Cunningham,  for  Samuel 
J.  Wood  and  Evelyn  Wood,  owners,  filed,  December  27, 
1932,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance  oi 
a  gasoline  service  station;  premises  east  side  of  Hugh  J. 
Grant  Circle,  from  Westchester  avenue  to  East  177th  street 
(Block  No.  3796,  Lot  No.  1),  Borough  of  The  Bronx; 

Whereas,  a  public  hearing  was  held  on.  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Westchester  avenue  is  in  a  business 
district ;  East  177th  street  is  in  a  business  district,  and  New- 
bold  avenue  is  in  a  business  and  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  6,  1932  (re  N.  B..  569-32),  reads.  . 

“1.  Erection  of  building  and  maintenance  of  premises 
in  business  district  as  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  148.4  ft.  on  Westchester  avenue,  31.3  ft.  on 
Hugh  J.  Grant  Circle  and  175.8  ft.  on  East  177th  street, 
upon  which  it  is  proposed  to  erect  a  one-story  structure,  83 
ft.  by  26  ft.  in  area,  to  be  occupied  as  office,  washing  cars 
and  grease_pits  and  to  install  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,.  report  of  which 
inspection  was  read  at  this  hearing,  and  which  report  recom¬ 
mended  the  granting  of  the  application  under  section  21  of 
the  building  zone  resolution. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
accessory  buildings  shall  be  housed  in  one-story  fireproof 
structures  against  the  easterly  interior  lot  line,  including  the 
office,  wash  stands  and  grease  pits ;  that  the  rear  wall  of 
these  accessory  buildings  shall  be  continued  at  least  7  ft.  in 
height  to  the  street  line  of  East  177th  street,  where  it  may 
be  terminated  at  4  ft.  in  height,  being  racked  back  at  the 
rate  of  one  foot  in  four  until  it  reaches  the  7  foot  height ; 
that  there  shall  be  no  excavations  under  any  of  these  build¬ 
ings  except  under  the  grease  pit  building,  which  shall  be 
constructed  with  the  front  left  open;  that  along  the  street 
line  building  lines  of  the  property  there  shall  be  erected  a  re¬ 
inforced  concrete  curb,  at  least  12  in.  in  width  and  12  in.  in 
height,  with  not  over  three  openings  therein  to  East  177th 
street  and  not  over  three  openings  to  Westchester  avenue; 
that  these  openings  shall  be  not  over  12  ft.  in  width  and  no 
part  of  any  opening  nearer  than  20  ft.  from  the  corner  formed 
by  the  junction  of  these  two  streets  and  Hugh  J.  Grant 


Circle;  that  there  shall  also  be  erected  a  similar  curb 
running  parallel  to  the  curb  on  the  street  line  building  line 
of  Hugh  J.  Grant  Circle  and  20  ft.  away,  and  in  this  area 
there  shall  be  maintained  at  all  times  permanent  shrubbery 
planting;  that  opposite  these  openings  in  the  street  line 
building  line  curb  there  shall  be  curb  cuts  in  the  street  curb 
not  over  14  ft.  in  width;  that  the  balance  of  the  plot  not 
covered  by  the  accessory  buildings  and  by  the  shrubbery 
there  shall  be  cement  paved ;  that  no  gasoline  pump  shall  be 
erected  nearer  than  10  ft.  to  any  street  line  building  line,  or 
any  interior  lot  line;  that  signs  advertising  non-conforming 
uses  shall  be  limited  to  the  illuminated  globes  of  the  pumps  \ 
and  to  permanent  fiat  wall  signs  erected  against  the  fronts 
of  the  accessory  buildings,  excluding  all  temporary  signs 
of  every  nature;  that  there  shall  be  no  portable  gasoline 
pumps  used  on  or  from  the  property;  that  there  shall  be  no 
open  flame  on  the  premises;  that  the  working  drawings 
shall  be  submitted  to  this  board  for  approval  before  same  ' 
are  filed  with  the  commissioner  of  buildings;  that  the  ac¬ 
cessory  buildings  and  the  wall  shall  be  constructed  of  face  i 
brick  or  enamel  brick,  coped  with  terra  cotta  or  stone;  that 
all  permits  required  shall  be  obtained  within  six  months  and 
all  work  completed  within  one  year  from  the  date  of  this 
action. 


25-33-BZ. 

APPLICANT — Minnie  Pedowitz,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southeast  corner  of  145th  street 
and  Rockawav  boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Bryon  Brady. 

For  Opposition:  Mrs.  Mary  Hogan,  Patrick  J. 

Vaughan,  Mrs.  A.  Graver,  Estelle  Martin,  Wil¬ 
liam  Y.  Brown  and  E.  O’Neil. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(25-33-BZ) 

Whereas,  Minnie  Pedowitz,  owner,  filed,  January  23, 

1933,  an  application,  under  the  building  zone  resolution,  to 

permit  in  a  business  district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  southeast  corner  of  145th 
street  and  Rockaway  boulevard  (Block  No.  2864,  Lot  No. 
130),  South  Ozone  Park,  Borough  of  Queensland 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  pf  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rockaway  boulevard  is  in  a  busi¬ 
ness  district;  145th  street  is  in  a  residence  district,  and 
Inwood  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  9,  1933  (re  Plan  No.  3142-33),  reads: 

“The  erection  of  a  Gasoline  Service  Station  within 
a  business  district  is  contrary  to  Sect.  4a-46  of  the  Zone 
Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  103  ft.  on  Rockaway  boulevard  and  104  ft.  on 
145th  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  22  ft.  by  22  ft.  in  area,  and  along  the  east  lot  line  it 
is  proposed  to  erect  a  structure,  approximately  9  ft.  by  22 
ft.  in  area,  to  be  used  for  grease  lifts  and  auto  laundry  and 
to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 
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Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  and  which  report  recom¬ 
mended  denial ;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution  and  was  not  entitled  to  relief  thereunder. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 

79-33-BZ. 

APPLICANT— John  D.  Connaughton,  for  Lucia  Ferony, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southwest  corner  of  Morris 
Park  avenue  and  Matthews  avenue  (Block  No,  4044, 
Lot  Nos.  7  and  8),  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  D.  Connaughton. 

For  Opposition:  Harry  H.  Greis  and  Ferdinand 
Steinfeld. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(79-33-BZ) 

Whereas,  Tohn  D.  Connaughton,  for  Lucia  Ferony,  owner, 
filed,  February  27,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
southwest  corner  of  Morris  Park  avenue  and  Matthews  ave¬ 
nue  (Block  No.  4044,  Lot  Nos.  7  and  8),  Borough  of  The 

Bronx;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Morris  Park  avenue  is  in  a  busi¬ 
ness  district ;  Matthews  avenue  is  in  a  residence  district,  and 
Barnes  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  23,  1933  (re  N.  B.  32-1933),  reads: 

“1.  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  45  ft.  on  Morris  Park  avenue  and  100  ft.  on 
Matthews  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  office,  18  ft.  by  22  ft.  in  area,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 

and  .... 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing,  and  which  report- 
recommended  denial  of  this  application ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  21  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulty. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


535-32-BZ. 

APPLICANT— William  Shary,  for  W.  Parsons  Todd, 
owner. 


SUBJECT — Application  remitted  to  the  board  by  the  Court 
for  further  consideration  under  section  7,  subdivision 
f — re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (denied  by  the  board  January  13,  1933;  re¬ 
opened  May  23,  1933). 

PREMISES  AFFECTED — Northeast  corner  of  Boston  road 
and  Astor  avenue  (Block  No.  4346,  Lot  No.  5), 
The  Bronx. 

APPEARANCES— 


For  Applicant:  Frederick  R.  Ryan  and  W.  Parsons 
Todd. 

For  Opposition:  Howard  K.  Rothenberg. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(535-32-BZ) 

Whereas,  William  Shary,  for  W.  Parsons  Todd,  owner, 
filed,  October  20,  1932,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  corner  of  Boston  road  and  Astor  avenue  (Block 
No.  4346,  Lot  No.  5),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  denied  by  the  board  at  its 
meeting  January  13,  1933,  under  the  basis  of  sections  7f  and 
21,  and  on  a  writ  of  certiorari  the  case  was  remitted  to  the 
board  for  further  consideration  under  section  7,  subdivision  f, 
by  Mr.  Justice  Hammer  in  the  Supreme  Court;  and 
Whereas,  this  application  was  reopened  by  the  board  at 
its  meeting  May  23,  1933;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business  dis¬ 
trict  ;  White  Plains  road  is  in  a  business  district ;  Astor 
avenue  is  in  a  business  district,  and  Cruger  avenue  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1932  (re  N.  B.  421-32),  reads: 

“1.  Proposed  gasoline  service  station  in  a  business 
district  is  contrary  to  the  Building  Zone  Resolution.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  109  ft.  on  Boston  road  and  102  ft.  on  Astor 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
16  ft.  by  26  ft.  in  area,  grease  racks  and  to  install  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  the  board  deems  that  the  application  should  be 
granted  under  section  7f  of  the  building  zone  resolution  for  a 
temporary  period  of  two  years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  temporary  period 
of  two  years,  on  condition  that  the  pumps  shall  be  set  back 
not  less  than  10  ft.  from  the  building  line  of  Astor  avenue 
and  Boston  road ;  that  there  shall  be  but  two  driveway 
entrances  to  the  station,  both  from  Boston  road,  and  that 
opposite  these  entrances  cuts  in  the  curb  shall  not  exceed 
14  ft.  in  width';  that  no  entrance  to  the  station  shall  be 
nearer  than  10  ft.  from  the  corner  formed  by  the  intersection 
of  Boston  road  and  Astor  avenue ;  that  the  entire  area  of  the 
plot  shall  be  covered  with  crushed  stone  or  similar  material 
or  cement  paved,  except  where  the  accessory  buildings  are 
erected,  and  that  such  accessory  buildings  as  are  erected  shall 
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be  located  substantially  as  indicated  on  the  plans  filed  with 
this  application  marked  “Received  October  20,  1932” ;  that 
such  grease  pits  as  are  installed  shall  be  housed  in  one-story 
buildings  with  open  fronts ;  that  any  advertising  signs  adver¬ 
tising  non-conforming  uses  shall  be  limited  to  the  illuminated 
globes  of  the  gas  pumps  and  to  permanent  flat  signs  placed 
directly  against  the  front  walls  of  the  accessory  buildings ; 
that  there  shall  be  no  portable  gas  pumps  used  on  or  from 
the  property;  further,  on  condition  that  it  is  understood  and 


agreed  between  this  board  and  the  applicant  that  at  the  ex¬ 
piration  of  this  two-year  period  no  further  extension  of 
time  shall  be  granted  by  this  board;  that  all  required  per¬ 
mits  shall  be  obtained  within  three  months  and  all  work  in¬ 
volved  completed  within  six  months  from  the  date  of  this 
action. 


Adjourned  4.30  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  13,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Tuesday  morning,  June  6,  1933,  and  the  minutes  of  the  regu¬ 
lar  meeting  of  the  board  held  Tuesday  afternoon,  June^  6, 
1933,  were  approved  as  printed  in  Bulletin  No.  24,  Vol. 
XVIII. 


BUILDING  ZONE  CASES. 

71-33-BZ. 

APPLICANT — Frank  Zima,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district,  the  change 
of  occupancy  of  an  existing  building  from  light 
manufacturing  and  offices  to  a  garage  for  more  than 
five  (5)  motor  vehicles  and  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — West  side  of  33rd  street,  67  ft. 
6  in.  south  of  36th  avenue  (Block  No.  601,  Lot  No. 
38),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  T.  Kreeger  and  Frank  Zima. 
For  Opposition:  L.  J.  Harvey,  Giovanna  Yoli,  Louis 
Bosco  and  Lucy  Fusco. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1933,  at  2 
p.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


109-33-BZ. 

APPLICANT — William  F.  Regan,  for  Marie  Bausmann, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings)  ,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 7023  73rd  place  (Block  No. 

3792,  Lot  No.  44),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1933,  at  2 
p.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


502-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  C.  J.  A.  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  denied;  reopened 
for  reconsideration  March  28,  1933). 


PREMISES  AFFECTED — Southwest  corner  of  Metropol¬ 
itan  avenue  and  126th  street  (Block  No.  207,  part 

APPF^RA.NTES— 4)’  Woodhaven’  Borough  of  Queens. 

For  Applicant:  James  Kearney. 

For  Opposition:  Christian  Stief,  William  F.  Renner, 
William  Mary  Riedle,  Margaret  Chambers  and 
William  Hludzenske. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1933,  at  2 
p.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


APPLICANT— Seelig  &  Finkelstein,  Inc.,  for  New  York 
Rapid  Transit  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  use 
and  occupancy  of  a  vacant  plot  of  ground  as  an  open- 
air  parking  space  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 3068-3074  Ocean  parkway,  west 
side,  283  ft.  7  in.  north  of  Sea  Breeze  avenue  (Block 
No.  1 282,  part  of  Lot  No.  57  and  part  of  Lot  No. 
60),  Brooklvn. 

APPEARANCES— 

F°r  */Lp,plicant :  Harry  Finkelstein  and  Charles 
Marker. 

Robert  BIumenthal. 

.  CTION  OF  BOARD— Laid  over  to  July  11,  1933,  at  2 

p.  m.,  tor  an  inspection  and  report  by  a  committee 
ot  the  board. 


108-33-BZ. 

SUB  TFCTN  A~  rmiF!-  GuVerma!1-  ,for  Norah  Kissane,  owner 
ECjK^?'Cai'0n  ire  decisl0n  of  the  superintendent 
of  buddings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

and  maintenance  of  a  gasoline  service  station 
and  motor  vehicle  repair  shoo 

REMISES  AFFECTED— Southwest  corner  of  23rd  ave- 
nue  (Potter  avenue)  and  36th  street  (Block  No, 

Queens  °f  L  N°'  33)’  Astoria-  Borough  oi 

APPEARANCES— 

For  Applicant :  Emil  Guterman 
For  Opposition:  Charles  Belous,  Joseph  Capone, 
^ahn  man  Car  Deutscbmann  ar*d  Israel  Bur- 

ACTION  OF  BOARD— Laid  over  to  July  11,  1933,  at  2 
of  the  board!  mSPeCtl°n  and  report  a  committee 


111-33-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Christ  G  Call 
owner.  11 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Jamaica 
Bay  boulevard  and  Morrell  avenue  (Block  No. 
4046,  Dot  No.  82),  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

For  Opposition :  Theresa  Smith  and  Max  Smith. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1933,  at  2 
p.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


197-19-BZ. 

APPLICANT — Ferdinand  Savigtiano,  for  Sadie  Wohlberg, 
present  owner. 

SUBJECT — Application  for  reopening — amendment — to  per¬ 
mit  the  inclusion  of  a  gasoline  service  station  (re 
decision  of  the  commissioner  of  buildings),  under 
sections  7a  and  21  of  the  building  zone  resolution — 
re  Application  (decision  of  the  superintendent  of 
buildings),  to  permit  the  erection  of  a  public  garage 
in  a  business  district  extending  into  a  residence 
district — granted  by  the  board. 

PREMISES  AFFECTED — 950-954  Fulton  street,  south 
side,  189  ft.  5 y2  in.  east  of  St.  James  place  (Block 
No.  2014,  Lot  No.  20),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  Lederer. 

ACTION  OF  BOARD — Application  reopened;  to  be  set 
for  calendar  Call  and  hearing. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . . .  5 


Negative  .  0 

Absent  . .  0 


595-30-BZ. 

APPLICANT — Diamond  Evangelista,  owner. 

SUBJECT — Application  for  reopening — reconsideration  under 
new  state  of  facts  (having  been  previously  denied)  — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2476-2488  Coney  Island  avenue 
and  903-913  Avenue  V,  northwest  corner  (Block 
No.  7136,  part  of  Lot  No.  35  and  part  of  Lot  No. 
39),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call  and  hearing. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  . 0 


179-33-BZ. 

APPLICANT— Diamond  Evangelista,  owner. 

SUBJECT — Request  for  acceptance — Application  (re  deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2478-2488  Coney  Island  avenue, 
northwest  corner  of  Avenue  V  (Block  No.  7136, 
part  of  Lot  No.  35  and  part  of  Lot  No.  39),  Brook¬ 
lyn. 

APPEARANCES— None. 


ACTION  OF  BOARD — Application  dismissed  as  not  being 
properly  before  the  board. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  . , .  0 


THE  RESOLUTION— 

(179-33-BZ) 

Whereas,  the  board  deemed  this  application  was  more 
rightfully  an  application  for  a  reopening  of  previous  case 
affecting  same  premises ;  and 

Whereas,  the  papers  contained  in  this  application  have 
been  incorporated  in  Cal.  No.  595-30-BZ. 

Resoh’ed,  that  the  application  be  and  it  hereby  is  dismissed. 


609-32-BZ. 

APPLICANT — Ottmar  H.  Sauter,  for  Isidor  Bronstein, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  “F”  area 
district  the  erection  of  a  building  within  15  ft.  of 
the  building  line. 

PREMISES  AFFECTED — Northeast  corner  of  85th  avenue 

and  164th  street  (Block  No.  879,  Lot  No.  1), 

Jamaica,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(609-32-BZ) 

Whereas,  the  applicant  failed  to  complete  his  papers  al¬ 
though  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


340-31 -BZ. 


APPLICANT — Conroy  &  Hardy,  for  Edward  W.  Cropsey, 
James  L.  Cropsey  and  C.  &  M.  Holding  Co., 
owners. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2402-2418  Cropsey  avenue, 
southwest  corner  of  24th  avenue  (Block  No.  6927, 
Lot  Nos.  47  and  48),  Brooklyn. 
APPEARANCES— 


For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . . 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . . 

THE  RESOLUTION— 


•  ) 
0 
0 


5 

0 

0 


(340-31-BZ) 

Whereas,  this  application,  affecting  premises  2402-2418 
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Cropsey  avenue,  southwest  corner  of  24th  avenue  (Block  No. 
6927,  Lot  Nos.  47  and  48),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  July  27,  1932,  on  certain 
conditions,  and  applicant  requested  #n  extension  of  time. 

Resolved,  that  the  resolution  of  the  board  dated  July  22, 
1932,  be  modified,  insofar  as  it  has  to  do  with  obtaining  of 
permits  and  completion  of  the  work,  so  that  as  modified  the 


last  clause  shall  read:  “All  permits  required  shall  be  ob¬ 
tained  within  six  months  and  all  work  completed  within  one 
year  from  the  date  of  the  amended  resolution.” 


Adjourned  1.30  p.  m. 

Wii.liam  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  13,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

92-31-BZ. 

APPLICANT — Sarah  Raskin  and  Yetta  Raskin,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  service  station 
(previously  granted  by  the  board  for  a  temporary 
period;  reopened  April  4,  1933). 

PREMISES  AFFECTED — 8401-8411  Flatlands  avenue  and 
769  East  84th  street,  northeast  corner  (Block  No. 
8005,  Lot  Nos.  6,  7  and  8),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  Horwitz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1933,  at  2 
p.  m.,  pending  an  inspection  and  report  by  a  commit¬ 
tee  of  the  board. 


68-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 243-247  Rockaway  parkway, 
1155-1159  Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest  corner  of 
Clarkson  avenue  (Block  No.  4633,  part  of  Lot  No. 
44) ,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr. 

For  Opposition:  None. 

AC  riON  OF  BOARD — Application  withdrawn  after  report 
of  inspection  by  a  committee  of  the  board  was  read 
recommending  denial. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott  4 

Negative:  Commissioner  Guilfoyle .  i 

Absent  .  n 


86-33-BZ. 

APPLICANT— William  Shary,  for  Ethel  Cohen,  owner. 

SI  EJECT — Application  (re  decision  of  the  superintendent 
of  buddings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED-Southeast  corner  of  East  177th 
street  and  Rosedale  avenue  (Block  No.  3896  I  ot 
No.  16),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Duhl  and  William  Shary. 


*£8 


For  Opposition:  John  L.  Sheehan,  Nathan  Bensky 
and  Morris  Michaelson. 

AC  riON  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  q 

THE  RESOLUTION— 

(86-33-BZ) 

Whereas,  William  Shary,  for  Ethel  Cohen,  owner,  filed, 
March  2,  1933,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ;  premises  southeast 
corner  of  East  177th  street  and  Rosedale  avenue  (Block 

No.  3896,  Lot  No.  16),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regualr  meet¬ 
ing,  June  13,  1933,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
VV  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  177th  street' is  in  a  business 
district;  Rosedale  avenue  is  in  a  business  and  residence  dis- 
tnct;  anc*  174th  street  is  in  a  business  district;  and 
Whereas  the  decision  of  the  superintendent  of  buildings 
rendered  February  16,  1933  (re  N.  B.  50-1933),  reads: 

•  u '  .  Erection  of  buildings  and  maintenance  of  premises 
in  business  district  as  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution”- 
and  ’ 


, - -  m  ruiiMsi  oi  a  plot  ot  ground  having 

a  frontage  of  135  ft.  on  East  177th  street,  124  ft.  on  Tacoma 
street  and  o3  ft.  on  Rosedale  avenue,  upon  which  it  is  pro¬ 
posed  to  erect  a  one-story  office,  a  one-story  lubritorium  and 

e  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  a  report  of  which 
inspection  approved  by  the  members  of  the  committee  was 
read  at  this  hearing;  and 

stmitiatpd Aft'  thu  *hat  aPPlican*  had  not  sub¬ 

stantiated  the  basis  of  this  application  under  section  21  of 
the  building  zone  resolution. 

Resolved  that  the  decision  of  the  superintendent  of  build- 
an?  itL^reby  "tinted* f  ^  ,t,e  apP'icati°"  be 


APPLICANT— John  J.  Dunnigan,  for  Michele  Molfeti 
owner. 

SUBJECT— Application  (re  decision  of  the  superintende 
of  buildings),  under  section  21  of  the  building  zo 
resolution,  to  permit  in  a  business  district  the  ere 

PREMISES  “fSc^N^^S^  Batf 
avenue  aiid  Eastern  boulevard  (Block  No.  5340.  L 
No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 


MINUTES 


For  Opposition:  Alderman  John  J.  Hanley  and 


Mary  Heinbuch. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative:  Chairman  Murdock,  Commissioner 

Connell  and  Chief  McElligott .  3 

Absent  .  0 


THE  RESOLUTION— 

(96-33-BZ) 

Whereas,  John  J.  Dunnigan,  for  Michele  Molfetta,  owner, 
filed,  March  10,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  north¬ 
west  corner  of  Baisley  avenue  and  Eastern  boulevard  (Block 
No.  5340,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards,  and  appeals,  at  its  regular  meet¬ 
ing,  June  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Eastern  boulevard  is  in  a  business 
district ;  Hollywood  avenue  is  in  a  business  district,  and 
Baisley  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  24,  1933  (re  App.  N.  B.  57-1933),  reads: 

“1.  Erection  of  buildings  and  maintenance  of  premises 
as  gasoline  selling  station  in  business  district  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  44  ft.  on  Eastern  boulevard,  57  ft.  on  Baisley 
avenue  and  75  ft.  on  Hollywood  avenue,  to  be  used  as  office 
and  grease  pits  and  to  install  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland  and 
Guilfoyle;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioners  Holland 
and  Guilfoyle,  was  read  at  the  hearing;  and 
Whereas,  the  board  deemed  the  applicant  had  not  sub¬ 
stantiated  under  section  21  of  the  building  zone  resolution 
the  basis  of  his  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


122-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Appolonia  Roth- 
schmitt,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 64-66  Furman  avenue  (Block 
No.  3467,  part  of  Lot  No.  5),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  n 

THE  RESOLUTION— 

(122-33-BZ) 

Whereas,  Samuel  Rosenblum,  for  Appolonia  Rothschmitt, 
owner,  filed,  March  31,  1933,  an  application,  under  the  build¬ 


ing  zone  resolution,  to  permit  in  a  business  use  district  the 
conversion  of  an  existing  building  to  a  motor  vehicle  repair 
shop;  premises  64-66  Furman  avenue  (Block  No.  3467,  part 
of  Lot  No.  5),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bushwick  avenue  is  in  a  business 
district;  Furman  avenue  is  in  a  business  and  residence  dis¬ 
trict,  and  Aberdeen  street  is  in  a  business  and  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  17,  1933  (re  App.  No.  2064-1933),  reads: 

“Auto  repair  shop  in  a  business  district  is  a  pro¬ 
hibited  use  contrary  to  B.  Z.  Resolution,  Art.  II,  4a  (29) 
and  application  is  hereby  denied.”; 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  54  ft.  and  a 
depth  of  50  ft.,  irregular;  to  be  occupied  as  a  motor  vehicle 
repair  shop;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  mad? 
and  report  of  same  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  used  in  conjunction  with  the  building  on 
the  corner  of  Bushwick  avenue  and  Furman  avenue,  which 
is  under  the  same  ownership ;  that  it  shall  be  separated  from 
that  building  with  a  fireproof  wall,  any  opening  in  which 
shall  be  protected  with  fireproof,  self-closing  fire  door,  and 
to  permit  in  the. building  under  appeal  light  automobile  re¬ 
pairing,  on  condition  that  no  machines  shall  be  used  requir¬ 
ing  motors  of  more  than  one-half  horsepower  each  and  pre¬ 
cluding  the  use  of  anvils  or  open  forges  and  acetylene  torches 
and  limited  only  to  the  cars  owned  or  taken  in  trade  for 
resale  by  the  owner  who  also  operates  the  Chevrolet  sales 
station  in  the  adjoining  building;  that  this  variation  shall 
continue  as  long  as  this  use  continues  and  the  building  shall 
be  not  increased  in  height ;  that  all  permits  shall  be  obtained 
within  three  months  from  the  date  of  this  action 


&  Hardy,  for  Mango  Holdi 


44_'rj.  uis 

APPLICANT— Conroy 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintend* 
of  buildings),  under  section  21  of  the  building  zc 
resolution,  to  permit  in  a  business  district  the  eri 
ti°n  and  maintenance  of  a  gasoline  service  statn 
PREMISES  AFFECTED — 13-07  to  43-21  GreeTpoInt  ai 
nue,  northeast  corner  of  Laurel  Hill  avenue  (Blc 
No  172,  Lot  No.  1),  Long  Island  City,  Borou 
ot  Queens. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition:  Irwin  Pakula,  H.  F.  MacCullo 
a  Meyer  B.  Helman  and  Morris  Gutt 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle . 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott 
Absent-  . 

THE  RESOLUTION— 

(44-33-BZ) 

Whereas  Conroy  &  Hardy,  for  Mango  Holding  Coi 
owner,  filed,  February  4,  1933,  an  application,  under  i 
building  zone  resolution,  to  permit  in  a  business  district  1 
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erection  and  maintenance  of  a  gasoline  service  station;  prem¬ 
ises  43-07  to  43-21  Greenpoint  avenue,  northeast  corner  of 
Laurel  Hill  avenue .  (Block  No.  172,  Lot  No.  1),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Greenpoint  avenue  is  in  a  business 
district;  Laurel  Hill  avenue  (43rd  street)  is  in  a  business 
and  residence  district,  and  44th  street  is  In  a  residence  dis¬ 
trict;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  31,  1933  (re  Plan  No.  3031-1933),  reads. 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  the  Zone  Law  (art.  II,  sec.  4  BZR). 
Not  further  considered.” ; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  160  ft.  on  Greenpoint  avenue,  100  ft.  on  Laurel 
Hill  avenue  and  124  ft.  on  47th  avenue,  upon  which  it  is 
proposed  to  erect  a  one-story  office,  12  ft.  by  12  ft.  in  area, 
and  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland 
and  Guilfoyle ;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Guilfoyle, 
was  read  at  the  hearing;  and 

Whereas,  the  board  deemed  the  applicant  had  not  sub¬ 
stantiated  under  section  21  of  the  building  zone  resolution 
the  basis  of  his  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


105-33-BZ. 

APPLICANT — Christopher  C.  McGrath,  for  Elizabeth  A. 
Dempsey,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 2101-2105  Williamsbridge  road, 
northwest  corner  of  Lydig  avenue  (Block  No.  4332, 
Lot  No.  26),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Christopher  C.  McGrath. 

For  Opposition :  Norman  Siegel,  Edward  E. 


Schwartz  and  Pietro  Nicotri. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil¬ 
foyle  . 2 

Negative:  Chairman  Murdock,  Commissioner 

Connell  and  Chief  McElligott .  3 

Absent  .  0 


THE  RESOLUTION— 

(105-33-BZ) 

Whereas,  Christopher  C.  McGrath,  for  Elizabeth  A. 
Dempsey,  owner,  filed,  March  18,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  2101-2105  Williamsbridge  road,  northwest  corner  of 
Lydig  avenue  (Block  No.  4332,  Lot  No.  26),  Borough  of 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Lydig  avenue  is  in  a  residence 
district ;  Williamsbridge  road  is  in  a  business  district, 
and  Tomlinson  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  28,  1933  (re  N.  B.  58-1933),  reads: 

“l.  Erection  or  alteration  of  building  and  occupancy 
of  premises  in  business  district  for  gasoline  selling  sta¬ 
tion  is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  101.71  ft.  on  Lydig  avenue  and  46.4  ft.  on 
Williamsbridge  road,  at  present  developed  with  a  one-story 
taxpayer  (stores)  ;  it  is  proposed  to  incorporate  a  portion 
of  this  building  in  the  erection  of  a  gasoline  service  station 
consisting  of  a  one-story  office,  grease  pits  and  the  neces¬ 
sary  tanks  and  pumps ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Murdock  and  Commissioners  Connell,  Holland  and  Guil¬ 
foyle  ;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioners  Holland 
and  Guilfoyle,  was  read  at  the  hearing ;  and 

Whereas,  the  board  deemed  the  applicant  had  not  substan¬ 
tiated  under  section  21  of  the  building  zone  resolution  the 
basis  of  his  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is,  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


67-33-BZ. 

APPLICANT — Michael  Glick,  for  Harry  Weissberg, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northeast  corner  of  Baychester 
avenue  and  East  233rd  street  (Block  No.  4955,  Lot 
No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Michael  Glick. 

For  Opposition:  Herbert  M.  Soderstrom,  Mrs.  Mul- 
holland  and  Mary  F.  McCarthy. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(67-33-BZ) 

Whereas,  Michael  Glick,  for  Harry  Weissberg,  owner, 
filed,  February  17,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  corner  of  Baychester  avenue  and  East  233rd  street 
(Block  No.  4955,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  13,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  233rd  street  is  in  a  residence 
and  business  district ;  Baychester  avenue  is  in  a  residence 
and  business  district,  and  Dereimer  avenue  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  1,  1933  (re  N.  B.  35-1933),  reads: 

“Proposed  erection  of  gasoline  selling  station  in  a 
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business  district  is  contrary  to  the  provisions  of  the 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  117.6  ft.  on  East  233rd  street  and  55.6  ft.  on 
Baychester  avenue,  irregular,  in  area,  upon  which  it  is  pro¬ 
posed  to  erect  a  one-story  building,  approximately  38  ft.  by 
18  ft.,  irregular,  in  area,  to  be  used  as  office,  grease  pits  and 
rest  room  and  to  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 
Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  section  7f  of  the  building  zone 
resolution,  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals,  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  period  of  two 
years,  under  section  7f,  on  condition  that  the  gasoline  selling 
station  shall  be  confined  to  the  portion  of  the  plot  situated  at 
the  intersection  of  Baychester  avenue  and  East  233rd  street 
for  a  distance  of  approximately  55  ft.  on  Baychester  avenue 
and  75  ft.  on  East  233rd  street;  that  along  the  interior 
lot  lines  there  shall  be  erected  a  substantial  woven  wire 
fence,  at  least  5  ft.  in  height;  that  the  accessory  build¬ 
ings  erected  on  the  plot  shall  be  not  over  one  story  in  height 
with  no  cellars  below;  that  any  grease  pits  that  are  in¬ 
stalled  shall  be  housed  in  buildings  not  over  one  story  in 
height,  with  the  front  left  open,  and  no  excavations  under 
same,  except  for  the  grease  racks;  that  all  pumps  installed 
on  the  property  shall  be  at  least  10  ft.  away  from  any  street 
'  building  line ;  that  the  lot  shall  be  leveled  and  covered  with 
crushed  stone  or  similar  material;  that  the  balance  of  the 


plot  under  appeal  shall  be  used  for  no  other  non-conforming 
use  or  for  the  storage  or  dumping  of  automobiles  or  other 
refuse ;  that  there  shall  be  not  more  than  one  entrance  from 
Baychester  avenue  and  not  over  two  from  East  233rd  street ; 
that  the  curb  cuts  opposite  these  entrances  shall  not  be  over 
14  ft.  in  width  and  no  entrance  nearer  to  the  intersection  of 
Baychester  avenue  and  East  233rd  street  than  10  ft.;  that 
there  shall  be  no  portable  gasoline  tanks  or  pumps  used  on 
or  from  the  property;  that  all  advertising  of  non-conforming 
uses  shall  be  restricted  to  the  illuminated  globes  of  the  pumps 
and  to  flat  signs  placed  against  the  accessory  buildings ;  that 
all  permits  shall  be  obtained  within  three  months  and  all 
work  completed  within  six  months  from  the  date  of  this 
action. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 

425-32- A 

APPELLANT — Kadel,  Van  Kirk  &  Trencher,  for  Caroline 
Rainville,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 4197  Third  avenue,  The  Bronx. 

APPEARANCES — None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 


Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  JUNE  13,  1933,  4  P.  M. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

RULES. 

89-27-SR.  ,  .  T 

SUBJECT— Rules  of  Procedure— Amendments  to— Art.  1, 
Sec.  2;  Art.  Ill,  Sec.  3;  Art.  V,  Sec.  5. 

4.CTION  OF  BOARD— Art.  I,  Sec.  2,  amended;  Art.  III, 
Sec.  3,  amended;  Art.  V,  Sec.  5,  amendment  with¬ 
drawn.  (See  page  533.) 

THE  VOTE  TO  AMEND  ART.  I,  SEC.  2— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle - - - .  3 

Negative :  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  ^ 

Absent  .  0 


THE  VOTE  TO  AMEND  ART.  Ill,  SEC.  3— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  WITHDRAW  AMENDMENT  TO 
ART.  V,  SEC.  5— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


Adjourned  4.30  p.  m. 


William  J.  O’Gorman,  Secretary. 


NOTICE 


FORMS  FOR  NOTICESTO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 

forms  are  not  to  be  supplied  by  this  office.  —  7>jn 
The  applicant  is  entitled  only  to  one  copy  of  Form  7 NO, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


531 


MINUTES 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday  afternoon,  June  6,  1933,  sis  they  ap¬ 
peared  in  Bulletin  No.  24,  Vol.  XVIII,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION— 

(88-33-A) 

Whereas,  Eugene  H.  Carroll,  lessee,  filed,  March  2,  1933, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  north  side  of  Second  avenue,  2,311.7  ft.  north  from 
the  corner  of  Second  avenue  and  36th  street  (Block  No. 
662,  part  of  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decisin  of  the  fire  commissioner,  rendered 
February  28,  1933  (re  Plan  No.  19-33),  reads: 

“1.  All  storage  tanks  comprising  or  forming  a  part 
of  an  oil  storage  plant  shall  be  buried  so  that  the  tops 
thereof  shall  be  at  least  two  feet  below  the  grade  level 
as  per  Art.  8,  Sec.  Ill,  sub-div.  5,  of  Ch.  10,  C.  of  O.” ; 
and 

Whereas,  the  premises  consist  of  an  unimproved  plot  of 
ground,  located  on  a  filled-in  pier,  upon  which  an  oil  storage 
plant  is  proposed  to  be  erected,  within  an  unrestricted  use 
district;  and 

Whereas,  the  appellant  proposes  to  install  four  upright 
cylindrical  steel  tanks  above  ground  level,  150,000  gallons 
capacity  each,  for  the  storage  of  gasoline,  erect  a  one-story 
foamite  building  and  a  pump  room ;  each  tank  will  be  erected 
in  a  reinforced  concrete  basin  which  will  hold  one  and  one- 
half  times  the  capacity  of  the  tank  in  addition  to  the  space 
occupied  by  the  tank ;  the  tanks  will  be  equipped  with  foamite 
or  other  approved  fire-extinguishing  system ;  the  premises 
are  practically  surrounded  by  water,  the  ground  is  filled  in 
mainly  with  ashes,  the  tide  comes  within  2  ft.  of  the  surface, 


*  Correction — Words  “located  on  a  filled-in  pier ”  substi¬ 
tuted  for  words  “150  ft.  by  200  ft.”  in  line  15  of  resolution; 
words  “or  other  approved  fire-extinguishing  system ”  substi¬ 
tuted  for  ivords  “steam  water”  in  line  24,  and  “12”  changed 
to  “6”  in  line  46,  also  “located”  deleted  in  line  15. 


rendering  it  impractical  to  bury  the  tanks  below  ground 
level ;  furthermore,  the  appellant  contends  the  fire  boat  sta¬ 
tion  is  close  by,  otherwise  buildings  are  considerable  distance 
away. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  plant  shall  be  constructed  sub¬ 
stantially  as  shown  on  the  plans  filed  with  this  appeal  marked 
"Received  on  March  2,  1933,”  except  that  there  shall  be  a 
distance  of  125  ft.  in  clear  space  not  built  upon  for  the  full 
width  between  the  bulkhead  line  and  the  most  northerly  dike 
around  the  storage  tanks  Nos.  3  and  4;  that  from  the  loading- 
rack  shown  on  the  southerly  end  there  shall  be  maintained 
an  open  space  not  built  upon  for  the  full  width  of  at  least 
125  ft.  from  that  point  southerly  to  any  existing  or  future 
building ;  that  the  concrete  dikes  shall  be  constructed  of  re¬ 
inforced  concrete  and  made  proof  against  seepage  of  gasoline 
through  the  floor  or  walls  thereof;  that  expansion  joints 
shall  be  provided  in  the  dyke  walls  approximately  every  25 
ft.,  these  expansion  joints  to  be  made  proof  against  leakage 
and  protected  with  metal  strips  at  least  6  in.  in  width  and 
at  least  y2  inch  thickness  for  the  entire  height  of  the  joint; 
that  each  dike  enclosure  shall  have  a  capacity  of  one  and 
one-half  times  the  capacity  of  the  steel  tank  erected  therein; 
that  the  structure  shall  be  constructed  so  as  to  eliminate  the 
possibility  of  settlement  or  cracking  of  the  dyke  enclosure ; 
that  the  tanks  may  be  30  ft.  in  diameter  by  30  ft.  in  height 
instead  of  42  ft.  in  height,  as  shown,  in  which  case  the 
maximum  capacity  shall  not  exceed  160,000  gallons  of  gaso¬ 
line  ;  that  the  entire  plant  shall  be  equipped  with  duplicate 
foamite  fire-extinguishing  equipment,  each  to  be  located  on 
the  southerly  end  of  the  area  not  less  than  100  ft.  from  the 
tanks  and  installed  in  a  fireproof  enclosure;  these  duplicate 
systems  to  be  at  least  100  ft.  apart  and  each  to  have  in  a 
separate  near-by  fireproof  enclosure  a  pumping  equipment 
adequate  to  control  with  sufficient  supply  of  foamite  any 
fire  that  may  occur;  that  such  additional  auxiliary 
fire-fighting  equipment  shall  be  installed  as  may  be  re¬ 
quired  ;  that  all  permits  shall  be  obtained  within  three  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  resolution. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  . .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 

Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 

Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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RULES  OF  PROCEDURE  OF  BOARD  OF  STANDARDS  AND  APPEALS  ADOPTED  FEBRUARY 
15,  1927— AMENDED  DECEMBER  2,  1930;  APRIL  14,  1931,  and  JUNE  13,  1933. 


(89-27-SR) 

ARTICLE  I— PUBLIC  HEARING. 

1.  Regular  sessions  designated  as  public  hearings  of 
the  Board  of  Standards  and  Appeals  shall  be  held  on 

Tuesday  of  each  week  at  10  A.  M.  and  2  P.  M.,  and  such 
additional  sessions  on  days  to  be  set  by  the  board  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variations  of  the  Building  Zone  Resolution ;  appeals  from 
administrative  orders;  petitions  for  variation  of  the  Labor 
Law  and  consideration  of  Rules,  as  such  sessions  are  pub¬ 
lished  in  the  Bulletin  of  the  Board  of  Standards  and  Ap¬ 
peals. 

3.  Special  sessions  may  be  called  by  the  Chairman, 
or  at  the  request  of  four  members,  provided  that  notice 
of  the  same  has  been  mailed  to  each  member  at  least 
twenty-four  hours  before  the  time  set,  except  that  the 
announcement  of  a  special  session  at  any  meeting  at 
which  a  quorum  is  present  shall  be  sufficient  notice  of 
such  meeting. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  A  quorum  of  the  Board  of  Standards  and  Appeals 
shall  consist  of  four  members. 

6.  The  members  of  the  Board  shall  attend  the  meet¬ 
ings  in  person,  except  that  during  absence  or  disability 
a  substitute  may  act.  as  provided  by  law  under  section 
718  of  the  Charter  as  amended  by  Local  Law  No.  13  of  1925. 
The  names  of  such  substitutes,  designated  by  the  Mayor, 
shall  have  been  previously  filed  with  the  chairman. 

ARTICLE  II— CASES  BEFORE  THE  BOARD. 

1.  Every  application  under  the  Building  Zone  Resolu¬ 
tion,  every  appeal  under  section  719  of  the  Charter  and 
every  petition  under  section  718a,  subdivision  4,  of  the 
Charter,  shall  be  made  to  the  Board  on  the  forms  pro¬ 
vided,  and  shall  include  the  data  required  in  such  forms 
so  as  to  supply  all  information  necessary  for  a  clear 
understanding  by  the  Board  and  its  staff.  Action  in 
each  case  must  be  based  largely  on  the  information  so 
furnished.  The  statements  made  by  the  applicant,  appel¬ 
lant  or  petitioner  and  the  determination  of  the  Board  in 
each  case  will  be  incorporated  in  a  resolution  formally 
adopted  and  published  in  the  Bulletin  of  the  Board. 
Officials  who  are  charged  with  the  enforcement  of  the 
laws,  ordinances  and  rules  relating  to  buildings  in  the 
City  of  New  York  will  be  bound  by  such  resolutions, 
and.  before  granting  permit  or  taking  any  other  affirma¬ 
tive  action,  should  see  that  there  are  no  misstatements 
as  to  facts  and  that  the  conditions  of  the  resolution  are 
observed.  Any  administrative  official  discovering  any 
misstatement  of  essential  information  is  requested .  to 
notify  the  Board,  in  order  that  it  may  take  such  action 
as  the  circumstances  require.  All  approvals  shall  remain 
valid  only  as  long  as  the  information  and  the  conditions 
on  which  the  resolution  was  based  are  maintained. 

2.  Any  communication  purporting  to  be  an  application, 
appeal  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  and  shall  be  of  no  force  or.  effect 
until  it  is  made  in  the  form  required  except  as  provided  in 
Art.  VI. 

3.  Upon  receipt  of  any  such  communication,  the.  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application,  appeal  or  petition,  and  he  shall  be  required  to 
file  the  proper  form  and  furnish  all  necessary  data  within 
twenty  days  of  the  date  of  the  order  or  decision  appealed 
from  except  as  provided  in  Art.  VI. 


4.  The  duplicate  of  each  application,  appeal  or  petition 
required  by  this  article  shall  be  forwarded  promptly  to 
the  administrative  official  whose  order  is  involved  in 
such  case. 

5.  At  the  public  hearing  of  a  case  before  the  Board, 
the  applicant  shall  first  present  the  argument  in  support 
of  the  case  and  those  in  objection  shall  follow.  To  main¬ 
tain  orderly  procedure,  each  side  shall  proceed  without 
interruption  by  the  other. 

6.  Every  person  before  the  rostrum  shall  abide  by 
the  order  and  direction  of  the  Chairman.  Discourtesy 
or  disorderly  or  contemptuous  conduct  shall  be  regarded 
as  a  breach  of  the  privileges  of  the  Board  and  shall  be 
dealt  with  as  the  Chairman  deems  proper.  Orders  to 
maintain  discipline  shall  be  carried  out  by  the  Sergeant- 
at-Arms. 

Subject  to  the  direction  of  the  Chairman,  the  Secretary 
shall  enforce  the  rules  of  the  Board  and  shall  direct  and 
supervise  the  Sergeant-at-Arms  in  maintaining  order  and 
decorum  in  the  hearing  room  and  lobbies  during  all  public 
hearings. 

7.  No  member  shall  proceed  to  debate,  discuss  an 
issue,  put  a  motion  or  offer  a  resolution  until  he  shall 
have  addressed  the  Chairman  and  have  been  recognized 
by  him.  While  the  Chairman  is  putting  a  motion  or 
offering  a  resolution,  or  during  the  progress  of  a  roll 
call,  no  member  shall  interrupt  or  leave  his  seat.  When 
a  motion  to  adjourn  is  carried,  the  members  of  the  Board 
shall  keep  their  seats  until  the  Chairman  declares  the 
meeting  adjourned. 

ARTICLE  III— THE  CALENDAR. 

1.  Each  case  filed  in  the  proper  form,  with  the  re¬ 
quired  data,  shall  be  numbered  serially,  irrespective  of 
whether  it  be  an  application,  appeal  or  petition.  These 
Calendar  numbers  shall  begin  anew  on  January  1st  of 
each  year,  and  shall  be  hyphenated  with  the  number 
of  the  year  and  the  initials  indicating  the  character  of 
the  case.  Thus  the  calendar  number  of  an  application 
under  the  Building  Zone  Resolution  in  1926  shall  be 
“210-26-BZ”;  an  appeal  from  an  order,  requirement,  deci¬ 
sion  or  determination  of  a  Superintendent  of  Buildings 
or  of  the  Fire  Commissioner,  “211-26-A,”  and  a  petition 
for  variation  of  the  Labor  Law  or  any  rule  or  standard 
adopted  thereunder,  “212-26-S.” 

2.  As  soon  as  a  case  receives  a  calendar  number,  it 
shall  be  placed  on  the  Docket.  Thereafter  the  appellant 
or  petitioner  shall  be  notified  of  the  date  his  case  will  be 
set  for  public  hearing.  In  building  zone  applications 
the  applicant  shall  be  notified  of  the  date  when  his  case 
will  be  reached  in  the  call  of  the  Clerk’s  Calendar. 

3.  The  Clerk’s  Calendar  Call  shall  be  called  each 
Monday  at  2  p.  m.,  in  Room  1013,  Municipal  Building, 
Manhattan,  by  the  Chairman  or  the  Secretary,  or  by  a 
member  of  the  staff  detailed  to  such  duty  by  the  Chairman, 
and  a  date  for  the  public  hearing  of  each  application  for 
variation  of  the  Building  Zone  Resolution  shall  then  be  set, 
which  shall  be  full  and  sufficient  notice  to  all  persons  in¬ 
terested  in  such  case. 

4.  Thereafter  each  case  shall  be  listed,  by  calendar 
number  and  premises,  in  the  Hearing  Calendar  printed 

in  the  Bulletin  of  the  Board,  under  the  title  of  the 
respective  proceedings,  and  the  date  for  which  such  case 
has  been  set. 

ARTICLE  IV— DISPOSITION  OF  CASES. 

1.  Every  decision  of  the  Board  on  any  case  shall 
be  by  resolution. 
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2.  The  final  disposition  of  any  application,  appeal  or 
petition  before  the  Board  shall  be  in  the  form  of  a  reso¬ 
lution  either  reversing,  varying  or  modifying  the  order, 
requirement,  decision  or  determination  appealed  from  and 
granting  the  application,  appeal  or  petition,  or  affirming 
the  order  and  denying  the  application,  appeal  or  petition. 
The  concurring  vote  of  four  members  shall  be  necessary 
to  a  decision.  If  a  resolution  fail  to  receive  four  votes 
in  favor  of  the  applicant,  appellant  or  petitioner,  the 
action  will  be  deemed  equivalent  to  a  denial,  and  a  reso¬ 
lution  denying  such  application,  appeal  or  petition  shall 
be  formally  entered  on  the  record,  unless  there  be  a 
member  absent  at  the  roll  call  and  the  vote  of  the 
absentee  added  to  the  number  of  votes  for  the  applicant 
appellant  or  petitioner  would  equal  four,  in  which  case 
the  matter  will  be  laid  over  for  reconsideration  until  a 
final  determination  is  reached. 

3.  Any  applicant,  appellant  or  petitioner  may  with¬ 
draw  his  application,  appeal  or  petition  at  any  time  prior 
to  action  thereon,  with  the  consent  of  the  Board,  but  if  a 
motion  has  been  made,  and  is  pending,  either  to  grant 
or  to  dismiss,  such  motion  shall  have  precedence. 

4.  No  application,  appeal  or  petition  dismissed  or 
denied  can  be  considered  again  except  (1)  on  a  motion 
to  reconsider  the  vote,  or  (2)  on  a  request  for  a  re¬ 
hearing. 

5.  No  request  to  grant  a  rehearing  can  be  enter¬ 
tained  unless  new  evidence  is  submitted.  If,  on  motion 
of  a  member  of  the  Board,  adopted  by  four  affirmative 
votes,  the  request  for  a  rehearing  is  granted,  the  case 
shall  be  put  on  the  calendar  for  a  rehearing. 

In  all  cases,  the  request  for  a  rehearing  shall  be  in 
writing,  reciting  the  reasons  for  the  request,  and  shall 
be  duly  verified  and  accompanied  by  the  necessary  data 
and  diagrams.  Such  request  shall  be  filed  with  the  Chair¬ 
man,  who  shall  have  a  report  on  the  case  prepared  by 
the  engineers.  The  Chairman  mav  then  set  a  date  when 
the  request  for  reopening  shall  be  submitted  to  the  Board, 
of  which  date  the  person  requesting  the  reopening  shall 
be  notified. 

If  the  Board  votes  to  reopen  a  case  affecting  a  build¬ 
ing  zone  application,  a  date  shall  be  set  for  the  “Calendar 
Call”  and  the  applicant  shall  be  required  to  notify  each 
of  the  property  owners  entitled  to  notice  of  the  applica¬ 
tion,  the  same  procedure  to  be  followed  as  in  an  original 
application. 

6.  The  Board  may,  on  th"  motion  of  any  member, 
review  any  decision  that  it  has  made  and  may  reverse 
or  modify  such  decision,  but  no  such  review  shall  preju¬ 
dice  the  rights  of  any  person  who  has  in  good  faith  acted 
thereon  before  it  is  reversed  or  modified. 

ARTICLE  V— BUILDING  ZONE  APPLICATIONS. 

1.  No  application  for  a  variation  or  modification  of 
the  provisions  of  the  Building  Zone  Resolution  shall  be 
entertained  by  the  Board  except  in  a  specific  case,  and 
from  an  order,  requirement,  decision  or  determination 
made  by  any  Superintendent  of  Buildings  or  the  Tenement 
House  Commissioner,  on  the  ground  that  the  proposed  plan 
or  use  violates  the  Building  Zone  Resolution. 

2.  No  such  application  shall  be  entertained  unless 
the  application  is  filed  within  twenty  days  from  the  date 
of  the  action  of  the  Superintendent  of  Buildings  or  the  Tene¬ 
ment  House  Commissioner. 

3.  Every  application  shall  be  made  in  duplicate  on 
Form  3BZ  and  shall  be  accompanied  by  all  the  data  re¬ 
quired  by  such  form,  and  shall  be  considered  subject 
to  such  rules  as  the  Board  has  adopted  or  may  adopt, 

under  Article  l,  Section  31,  of  the  Building  Zone  Reso¬ 
lution. 


4.  As  soon  as  any  application  is  completed  by  the 
filing  of  the  data  required  in  Form  3BZ,  the  case  shall 
receive  a  calendar  number  and  shall  be  placed  on  the 
Clerk’s  Calendar,  and  the  applicant  shall  be  notified 
by  the  Board  on  Form  6CC,  of  the  time  set  for  the  call 
of  the  calendar,  which  shall  be  at  least  five  days  after 
the  mailing  of  said  notice.  With  this  notice  the  applicant 
shall  be  supplied  with  an  official  copy  of  Form  7NO, 
which  he  is  required  to  send  to  every  property  owner 
entitled  to  notice  of  the  application.  Within  three  days 
the  applicant  must  file  a  verified  statement  that  he 
has  so  notified  each  of  such  property  owners  either  by 
personal  service  or  by  registered  mail.  Not  less  than 
fourteen  days’  notice  of  the  date  fixed  for  calendar  call 
in  each  Building  Zone  application  shall  be  given  by  pub¬ 
lication  in  the  Bulletin  of  the  Board. 

5.  On  the  call  of  the  Clerk’s  Calendar  the  applicant 
shall  appear  in  person,  or  by  agent  or  attorney,  and 
property  owners  affected  by  the  application  may  appear 
cither  in  person  or  by  agent  or  attorney  and  present 
any  typewritten  and  verified  objections  they  may  have 
to  the  granting  of  the  application,  together  with  a  de¬ 
scription  of  their  property  and  an  affidavit  of  ownership. 
Then  a  date  shall  be  set  for  a  public  hearing  on  the 
application  which  shall  be  not  less  than  fourteen  days 
thereafter.  Notice  of  said  hearing  shall  be  given  by 
publication  in  the  Bulletin  of  the  Board. 

6.  On  the  date  set  for  the  public  hearing,  the  appli¬ 
cant  shall  state  his  case,  then  the  opposition  shall  be 
heard,  and  the  applicant  shall  have  an  opportunity  tc 
reply. 

7.  No  application  that  has  been  denied  after  a  public 
hearing  can  be  entertained  under  the  same  state  of  facts 
or  basis  of  appeal,  unless  based  upon  a  new  decision  by 
a  superintendent  of  buildings  on  plans  which  materially 
change  the  aspects  of  the  case. 

ARTICLE  VI— APPEALS. 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Superintendent  of  Buildings  or  the 
Fire  Commissioner  or  from  any  rule  or  regulation  relating 
to  the  construction,  alteration,  structural  changes  in  equip¬ 
ment,  occupancy  or  use  of  any  building  or  structure,  under 
Section  719  of  the  Charter,  shall  be  entertained  unless  such 
appeal  is  filed  in  duplicate  on  Form  lA,  with  all  the  data 
required  in  such  form,  within  twenty  days  from  the  date  of 
the  order  appealed  from  except  that  appeals  from  minor 
orders  or  decisions  may  be  filed  in  duplicate  on  form  accom¬ 
panied  by  a  written  description  of  the  premises  and  a  copy 
of  the  order  or  decision.  A  copy  of  such  written  appeal 
shall  be  filed  with  the  administrative  official  issuing  order 
or  decision.  What  constitutes  minor  orders  or  decisions 
shall  be  determined  by  the  board  or  chairman. 

ARTICLE  VII— -PETITIONS. 

1.  No  petition  for  variation  of  the  Labor  Law,  or  ot 
any  rule  adopted  thereunder  affecting  the  construction 
or  alteration  of  buildings,  exits  therefrom,  the  installa¬ 
tion  of  fixtures  or  apparatus  as  authorized  by  Section 
718-a,  subdivision  4  of  the  Charter,  shall  be  entertained 
unless  it  is  made  in  duplicate  on  Form  2S,  with  all  the 
data  required  in  such  form,  within  twenty  days  from  the 
date  of  the  administrative  order  to  which  the  petition 
refers. 

No  petition  for  approval  of  a  device,  material  or 
method  of  construction  shall  be  entertained  unless  it  is 
filed  in  duplicate  on  Form  4SA,  with  all  the  data  re¬ 
quired  in  such  form. 

No  petition  for  the  adoption  or  amendment  of  Rules 
shall  be  entertained  unless  it  is  filed  in  duplicate  on 
Form  5SR.  with  all  the  data  required  in  such  form. 

ARTICLE  VIII— ADOPTION  OF  RULES 

1.  No  resolution  of  the  Board  of  Standards  and 
Appeals  adopting  or  amending  any  rule  or  regulation 
under  subdivision  2  or  3  of  section  718-a  of  the  Charter 
shall  be  •Wonted  unless  such  proposed  rule  or  regulation  shall 
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have  been  published  in  the  Bulletin  of  the  Board  for  at 
least  ten  days  prior  to  a  public  hearing  thereon.  Four  af¬ 
firmative  votes  of  the  Board  shall  be  necessary  for  the 
adoption  of  such  resolution. 

2.  Amendments  to  these  Rules  of  Procedure  may  be 
made  by  the  Board  of  Standards  and  Appeals  at  any 
regular  meeting,  providing  notice  of  such  amendment 
has  been  given  to  each  member  of  the  Board  three  days 
prior  to  such  meeting,  either  in  writing  or  by  publica¬ 
tion  in  the  Bulletin.  The  suspension  of  any  rule  of 
procedure  may  be  ordered  at  any  meeting  by  unanimous 
vote. 

ARTICLE  IX— OTHER  RESOLUTIONS. 

1.  Every  resolution  of  the  Board  of  Standards  and 
Appeals  suggesting  changes  or  amendments  to  the  law 
under  subdivision  5,  section  718-a  of  the  Charter  shall 
require  at  least  four  affirmative  votes  for  its  adoption. 

2.  Every  resolution  not  otherwise  provided  for, 
ordinary  motions  or  decisions  on  rules  of  order  shall 
require  not  more  than  three  affimative  votes. 

ARTICLE  X— INSPECTIONS. 

1.  In  any  case  in  which  the  Board  may  deem  it 
necessary,  an  inspection  of  the  premises  in  question  may 
be  ordered  by  the  Board.  Such  inspection  shall  be  made 
by  the  Chairman  and  by  two  or  more  members  desig¬ 
nated  by  him,  and  they  shall  report  their  findings  to 

the  Board  in  writing. 

ARTICLE  XI— TESTS. 

1.  In  any  case  in  which  the  Board  may  order  a  test 
of  any  material  or  device,  such  test  shall  be  conducted  ac¬ 
cording  to  the  rules  adopted  by  the  Board  for  such  material 
and  device,  tests  shall  be  conducted  under  the  supervision 
of  an  assistant  engineer,  in  the  presence  of  the  Chairman 
and  two  or  more  members  appointed  by  him,  and  the  result 
of  such  test  shall  be  reported  to  the  Board  in  writing,  or 
tests  may  be  made  of  materials  and  devices  by  a  recognized 
standard  testing  laboratory,  City  or  State  department.  The 
board  reserves  the  right  to  be  represented  at  these  tests. 
The  material  or  device  shall  not  have  the  approval  of  the 
Board  unless  the  report  be  favorable  and  adopted  by  four 

(4)  affirmative  votes,  and  the  Board  may  approve  such 
materials  or  devices  on  the  certified  report  of  such  laboratory, 
City  or  State  department. 

ARTICLE  XII— RECORDS. 

1.  All  applications,  appeals  and  petitions  shall  be  on 
the  required  forms,  and  all  communications,  reports, 
etc.,  and  plans,  relative  to  any  matter  appearing  on  the 
calendar,  shall  be  on  sheets  approximately  8  in.  by  lOtf 
in.  in  size.  After  final  disposition,  they  shall  be  bound 
in  some  suitable  manner.  These  records  shall  be  kept 
in  filing  cabinets  in  their  numerical  order,  in  such  a 
manner  that  they  are  accessible  to  the  public  at  all 
reasonable  hours,  as  prescribed  by  the  Charter  of  the 
City  of  New  York. 

2.  An  index  indicating  locations  by  boroughs  shall 
be  kept. 

3.  All  reports  on  matters  coming  before  the  Board 
for  action  shall  be  duplicated  in  sufficient .  numbers  to 
furnish  a  copy  to  each  member.  The  original  shall  be 
filed  with  the  records  in  each  case. 

ARTICLE  XIII— THE  BULLETIN. 

1.  The  Bulletin  of  the  Board  of  Standards  and 
Appeals  shall  be  published  on  Tuesday  of  each  week. 
It  shall  contain: 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


(1)  Directory  of  the  Board. 

(2)  Docket. 

(3)  Clerk’s  Calendar  Call. 

(4)  The  Hearing  Calendar. 

(5)  Notice  of  hearing  on  building  zone  applications 
and  on  proposed  rules  or  the  amendment  of  rules. 

(6)  An  abstract  of  the  minutes  of  each  meeting,  in¬ 
cluding  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the  reso¬ 
lutions  adopted. 

(7)  Rules  adopted. 

(8)  Such  other  information  as  may  be  of  value  to 
the  public  and  within  the  scope  of  the  work  of  the 
Board. 

ARTICLE  XV— OFFICERS. 

1.  The  Chairman  shall  preside  at  meetings.  The 
Chairman  may  designate  any  member  of  the  Board  to 
preside  and  perform  the  duties  of  the  Chair  at  public 
hearings. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide 
all  points  of  order  or  procedure,  unless  otherwise  directed 
by  a  majority  of  the  Board  in  session  at  that  time. 

3.  The  Chairman  shall  designate  the  members  of  the 
Board  to  make  an  inspection,  and,  unless  otherwise 
directed  by  the  vote  of  four  members  of  the  Board,  shall 
appoint  any  committee  that  may  be  deemed  necessary. 

4.  The  Chairman  shall  report  at  each  meeting  on  all 
pertinent  official  transactions  that  do  not  otherwise 
come  to  the  attention  of  the  Board. 

5.  Administrative  authority  is  vested  solely  in  the 

Chairman  of  the  Board  who  shall,  subject  to  these  rules, 
transact  all  official  business  of  the  Board,  engage  the 
necessary  employees  and  direct  the  work  of  the  office. 

6.  Subject  to  these  rules  and  the  direction  of  the 

Chairman,  the  Secretary  shall  conduct  all  official  cor¬ 
respondence,  compile  the  required  records,  edit  the 
Bulletin,  maintain  the  necessary  files  and  indices,  and 
generally  supervise  the  clerical  work  of  the  office  force, 
maintaining  discipline  in  accordance  with  the  rules  of 
the  office  and  charter  provisions. 

rr .  Subject  to  these  rules  and  the  direction  of  the 

Chairman,  the  Assistant  Engineers  shall  examine  and 
report  on  all  applications,  appeals  and  petitions;  pre¬ 
pare  all  proposed  rules  or  revised  rules  suggested  by 
outside  agencies,  with  report  on  the  reasons  and  neces¬ 
sity  for  same;  supervise  and  witness  the  tests  conducted 
under  the  auspices  of  the  Board,  and  assist  generally  in 
all  technical  matter  coming  before  the  Board. 

8.  The  Chief  Clerk  shall  keep  all  accounts,  keep  the 
files  and  indices  in  proper  order  and  up  to  date,  and 
generally  assist  the  Secretary.  During  the  absence  or 
disability  of  the  Secretary,  the  Chief  Clerk  shall  act  in 
that  capacity. 

9.  A  complete  stenographic  record  of  the  trans¬ 
actions  at  public  meetings  shall  be  made  for  the  files, 
including  verbatim  reports  of  such  parts  as  may  be 
directed,  and  there  shall  be  prepared,  after  each  meeting 
and  in  time  for  the  next  publication  of  the  Bulletin,  the 
abstract  of  the  minutes  which  is  to  appear  in  such 
Bulletin. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c ;  by'  mail  35c. 
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Burners  for  Domestic 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  G08-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner _ _  _ _ _  348-C8-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Rlia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Fairfield  Oil  Burner . ; .  584-31-SA 


and  Commercial  Use 


Name  of  Burner  Calendar  No, 

Faultless  Oil  Burner . .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26  S A 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

H.'lby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65.  66.  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-S  ' 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211.  311  and  114 .  327-31-SA 
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Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner . v .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 
Nokol  Automatic  Burner .  1078-24-SA 


Nii-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 


Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-3il-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-1'5 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

3.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

3  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-33-SA 

3.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

3chulse  Home  Oil  Burner .  1487-23-SA 

3cott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner  Calendar  No. 


Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30  SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  440-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . • _  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner . 44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  318-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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RULES 


FIRE  RETAkDING  RULES 

Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  OU  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  name, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 

and  weather  conditions.  .  .  . 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  fee  . 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum y deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
ioisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  fhe  upper .and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings, 
for  the  covering  of  the  upper  sides  of  wood  fl°or  J«ms 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repau  shops  or  oil  sell¬ 
ing  stations 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
(a)  Seven-eighths  (H)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof- 


proteciea  wuu  *  ureiuu.»..v  -  ,  lf 

ine  covered  with  not  less  than  two  and  one-halt 
(2 54)  inches  of  1:254:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (54)  of  one  (1)  Per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  ^‘Stance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1. 

1917.)  .  .  ...  . 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor ■  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 

mg  sta(^°n^ne_hal{  (I/,)  5nch  piaster  boards, .  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 

inches  on  centers;  .  , 

(b)  Two  thicknesses  of  one-quarter  (54)  mch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  *nore  than 
sixteen  (1€)  inches  on  centers,  or  nailed  to  furring 


FOR  GARAGES,  ETC. 

strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (£4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  ot  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here- 
atter  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 


necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  nol 
more  than  sixteen  ^16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortal 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  mor« 
than  sixteen  (16)  inches  on  centers,  covered  botl 
sides  with  seven-eighths  (H)  inch  wood  sheathing 
one-half  (5 4)  inch  plaster  boards  with  pointed  joint: 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-incl 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  mori 
than  sixteen  (16)  inches  on  centers,  covered  botl 
sides  with  seven-eighths  (%)  inch  wood  sheathing 
two  thicknesses  of  one-quarter  (54)  inch  asbesto: 
boards  laid  with  tight  staggered  joints  and  jacket* 
with  No.  16  U.  S.  gauge  metal  on  the  garage  sidi 

to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  mon 
than  sixteen  (16)  inches  on  centers,  filled  in  solidh 
between  the  studs  with  four  inches  of  approved  fire 
proof  materials  and  covered  on  both  sides  with  Nc 

26  U.  S.  gauge  metal;  .  . 

(e)  Existing  wood  stud,  lath  and  plaster  partition 
covered  on  the  garage  side  with  No.  26  U.  S.  gaug 
sheet  metal  with  one  inch  lapped  seams. 
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PUBLIC  HEARING 


PROPOSED  REVISION  OF  FUEL  OIL  RULES 


[217-21-SR] 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  June  23,  1933,  at  2  p.  m.,  Room  1013,  Municipal 
Building,  on  Proposed  Revision  of  Fuel  Oil  Rules. 

Oil  Burner  Rules 

RULES  COVERING  THE  INSTALLATION  AND 
USE  OF  OIL  BURNING  EQUIPMENT  AND 
THE  STORAGE  OF  OILS  USED  IN 
CONNECTION  THEREWITH 

(Superseding  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals  November  6,  1919; 

amended  January  6,  1922;  January  18,  1924;  October 
19,  1926;  September  11,  1928;  January  11,  1929; 
March  20,  1931;  May  12,  1931;  November  24,  1931; 

May  10,  1932;  June  24, 1932,  and  November  4, 1932). 
Authority :  Section  718  A  of  the  Charter  of  the 
City  of  New  York  to  carry  into  effect  the  pro¬ 
visions  of  Chapter  X,  Code  of  Ordinances. 

Rule  1.  Scope. 

(a)  No  person  shall  install  oil-burning  or  oil-storage 
equipment  for  use  within  the  City  of  New  York  except  as 
provided  in  these  rules. 

(b)  These  rules  shall  not  apply  to  gas  companies  storing 
or  using  oil  in  the  manufacture  of  illuminating  gas  for 
public  use. 

Rule*  2.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
be  interpreted  in  accordance  with  these  definitions : 

APPROVED:  Shall  mean  devices  hereafter  approved  by 
the  Board  of  Standards  and  Appeals  and  also  approved, 
listed  as  standard,  and/or  labeled  by  any  nationally  recog¬ 
nized  standard  testing  laboratory  not  operated  for  commercial 
profit,  provided  all  such  devices  are  installed  in  accordance 
with  these  rules.  Such  approval  is  subject  to  suspension  or 
revocation  for  non-compliance  with  these  rules.  All  devices 
approved  by  the  Board  of  Standards  and  Appeals  installed 
prior  to  the  adoption  of  these  rules  shall  be  accepted. 

BURNER:  A  device  designed  for  the  purpose  of  burning 

|  01  DISCHARGE  LINE:  That  portion  of  the  line  between 
the  discharge  outlet  of  the  pump  and  the  burner  oil  inlet 
connection. 

ELECTRICALLY  GROUNDED :  For  protection  against 
lightning  shall  mean  storage  tanks  set  directly  in  or  on  the 
ground  and/or  with  underground  piping  connections.  Where 
storage  tanks  without  underground  piping  connections  are 
built  on  bases  above  the  surface  of  the  earth,  such  storage 
tanks  shall  be  grounded  at  two  (2)  points,  180  (degrees) 
apart  as  follows: 

(1)  The  conductor  from  tank  to  ground  connection 
shall  be  of  copper  not  smaller  than  No.  6  (.162")  A.W.G. 
wire,  or  pipe  not  less  than  one-half  inch  04")  in 
diameter. 

(2)  One  end  of  conductor  shall  be  permanently  and 
electrically  bonded  to  tank.  The  other  end  shall  be 
bonded  to  a  ground  connection  consisting  of  a  water 
pipe  or  a  rod,  pipe  or  plate  having  a  surface  area  of  not 
less  than  one  hundred  and  ninety  (190)  square  inches, 
buried  in  moist  earth  not  less  than  two  feet  (2')  below 
the  surface  of  the  earth. 

FILL  PIPE:  That  portion  of  the  line  between  the  fill  pipe 
terminal  and  the  fill  pipe  connection  in  the  storage  tank. 

FULL  DISHED  HEAD:  A  head  having  a  curvature 
with  a  radius  not  greater  in  length  than  the  diameter  of  the 

tank. 

MASONRY :  Shall  mean  constructed  of  brick,  stone,  con¬ 
crete,  hollow  building  blocks,  or  a  combination  of  these  mate¬ 
rials  as  set  forth  in  the  Code  of  Ordinances,  Chapter  V, 
Article  13,  Section  251. 


OIL :  Any  liquid  mixture,  substance  or  compound  derived 
from  petroleum,  including  kerosene  and  fuel  oil  as  defined 
in  the  Code  of  Ordinances,  Chapter  X,  Article  1,  Section  1. 

OIL  LEVEL  INDICATING  DEVICE:  A  means  by 
which  the  level  of  the  oil  in  a  storage  tank  may  be  indicated. 

PERMIT :  Shall  mean  permit  for  storage  of  oil. 

PORTLAND  CEMENT  CONCRETE:  Shall  mean  a 
mixture  of  one  (1)  part  cement  and  not  more  than  two  and 
one-half  (2^4)  parts  sand  and  five  (5)  parts  of  coarse  aggre¬ 
gate  and  complying  in  all  other  respects  with  the  require¬ 
ments  of  the  Code  of  Ordinances,  Chapter  V,  Article  2, 
Section  28. 

PREHEATER:  A  device  designed  for  heating  oil  for  the 
purpose  of  decreasing  the  viscosity. 

RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or 
other  means  to  automatically  relieve  pressure  in  excess  of 
its  setting. 

RELIEF  LINE:  That  portion  of  the  line  between  the  by¬ 
pass  connection  of  the  relief  valve  and  the  supply  line  or 
storage  tank. 

REMOTE  CONTROL:  A  hand,  electric,  or  mechanically- 
operated  device  to  shut  off  the  oil  supply.  A  thermostat  is 
not  acceptable  as  a  remote  control. 

SCAVENGING  LINE:  A  line  installed  to  permit  the 
removal  of  water  or  foreign  matter  from  a  storage  tank. 

SHOP  FABRICATED:  Shall  mean  completely  built  in 
the  shop  of  the  tank  manufacturer. 

SHUT-OFF  VALVE:  A  device  that  can  be  actuated  to 
prevent  the  flow  of  liquid  in  a  line  of  pipe. 

STORAGE  CONTAINER:  Any  container  for  oil  con¬ 
nected  to  a  burner  or  oil-burning  heater  and  having  a  capacity 
of  ten  (10)  gallons  or  less. 

STORAGE  TANK:  Any  container  for  oil  having  a 
capacity  of  two  hundred  and  seventy-five  (275)  gallons  or 
more,  having  a  fill  line  and  vent  line  connected  thereto. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  pump  oil  inlet  connection.  Where  a 
pump  is  not  used,  it  shall  be  that  portion  of  the  line  between 
storage  tank  and  burner  and  burner  oil  inlet  connection. 

TEST  WELL:  An  opening  in  the  top  of  the  storage  tank 
or  a  straight  pipe  connected  to  such  opening  through  which 
a  gauge  stick  may  be  inserted  into  the  storage  tank. 

TRANSFER  PUMP:  An  oil  pump  that  is  not  an  integral 
part  of  the  burner  and  which  is  installed  between  storage 
tank  and  burner. 

VENT  PIPE:  That  portion  of  the  line  between  vent  pipe 
terminal  and  vent  pipe  connection  in  the  storage  tank. 

Rule  3.  Oil  Permitted. 

Oil  permitted  under  these  rules  shall  be  any  liquid  mix¬ 
ture,  substance,  or  compound  derived  from  petroleum,  shale 
oil,  coal  tar,  and  the  liquid  products  thereof,  and  shall  have 
a  flash  point  not  lower  than  100  degrees  Fahrenheit  when 
tested  in  a  Pensky-Martens  closed  cup  tester.  (American 
Society  for  Testing  Materials  Method  D93-22.) 

Rule  4.  Burners. 

(a)  Burners,  including  oil-burning  heaters,  shall  be  ap¬ 
proved  type,  provided  with  suitable  safeguards  to  prevent 
abnormal  discharge  of  oil. 

(b)  Approval  of  burners  or  oil-burning  heaters  designed 
for  installation  with  storage  of  not  more  than  ten  (10) 
gallons  shall  include  approval  of  storage  containers  and 
limitations  of  installation.  If  more  than  ten  (10)  gallons’ 
storage  is  desired  for  such  burners  or  oil-burning  heaters, 
a  storage  tank  shall  be  installed  as  provided  for  in  these 
rules.  Portable  containers  of  not  more  than  ten  (10)  gal¬ 
lons’  capacity  may  be  filled  from  such  storage  tanks  by  means 
of  an  approved  hand  pump  located  above  the  top  of  the  tank. 

(c)  These  rules  shall  not  apply  to  oil  stoves,  oil  heaters 
or  oil1  lamps,  commonly  used  for  household  purposes,  which 
employ  capillary  wicks  essential  to  continuous  combustion, 
or  to  portable  apparatus  such  as  blow  torches,  soldering  pots, 
tar  heaters,  snow  melters,  etc. 
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Rule  5.  Material  and  Construction  of  Tanks. 

Section  1.  All  Tanks  Except  Vertical  Above-Ground 
Storage  Tanks. 

(a)  All  storage  tanks  for  oil  of  two  hundred  and  seventy- 
five  (275)  gallons’  capacity  or  more  shall  be  built  of  new 
full  weight  American  open  hearth  tank  steel,  free  from 
physical  imperfection.  They  shall  be  welded,  or  riveted  and 
welded;  or  riveted  and  caulked.  Filler  of  any  kind  between 
plates  is  prohibited.  The  minimum  thickness  of  shell  and 
head  plates  shall  be  U.  S.  Standard  12  gauge  (.109")  4.375 
pounds  per  square  foot. 

(b)  All  shop  fabricated  storage  tanks  shall  have  a  per¬ 
manently  fixed  plate  bearing  the  name  of  the  tank  manu¬ 
facturer  and  shall  be  installed  without  structural  alteration. 

(c)  All  openings  shall  be  through  the  top  of  the  storage 
tank  except  that  275-gallon  storage  tanks  may  be  provided 
with  a  three-quarter  inch  (24")  opening  for  gravity  dis¬ 
charge  and  a  one-inch  (1")  opening  in  the  bottom  for 
cleaning  and  protection  against  corrosion. 

(d)  All  275-gallon  storage  tanks  shall  have  permanently 
affixed  the  approval  label  of  a  nationally  recognized  standard 
testing  laboratory  not  operated  for  commercial  profit.  They 
shall  be  designed  to  withstand  a  hydrostatic  test  of  twenty- 
five  (25)  pounds  per  square  inch  without  distortion,  rupture 

or  leakage.  , 

(e)  All  storage  tanks  of  more  than  two  hundred  and 
seventy-five  (275)  gallons’  capacity  shall  be  designed  to 
withstand  a  hydrostatic  pressure  test  without  distortion, 
rupture  or  leakage,  as  follows ; 

(1)  Oval,  obround,  rectangular,  or  specially  shaped 
storage  tanks,  twenty  pounds  per  square  inch; 

(2)  Cylindrical  storage  tanks,  fifty  pounds  per  square 

(f)  All  cylindrical  storage  tanks  shall  have  full  dished 
heads. 

(g)  All  buried  sjtorage  tanks  shall  be  thoroughly  coated 
on  the  outside  with  hot  tar,  asphaltum,  or  other  equivalent 
rust-resisting  material. 

(h)  Manhole  covers,  where  used,  shall  be  bolted  or  other¬ 
wise  secured  to  the  tank  and  made  gas  tight. 

Section  2.  Vertical  Above-Ground  Storage  Tanks. 

(a)  All  vertical  above-ground  storage  tanks  shall  be 
built  of  new  full  weight  American  open  hearth  tank  steel, 
free  from  physical  imperfection.  They  shall  be  welded;  or 
riveted  and  welded;  or  riveted  and  caulked.  Filler  of  any 
kind  betwen  plates  is  prohibited.  The  minimum  thickness 
of  shell  and  bottom  plates  shall  be  one-quarter  inch  04") 
and  the  minimum  thickness  of  roof  plates  shall  be  one-eighth 
inch  (Ms")  and  in  no  case  shall  the  construction  of  the  tank 
be  less  than  the  standard  requirements  of  American  Petro¬ 
leum  Institute  specifications. 

(b)  The  roofs  of  vertical  storage  tanks  shall  be  designed 
to  shed  water  and  shall  be  permanently  grounded  to  the 
tank  shell.  This,  however,  shall  not  exclude  the  use  of  float¬ 
ing  steel  decks. 

(c)  All  above-ground  storage  tanks  shall  be  electrically 
grounded. 

(d)  Vertical  above-ground  storage  tanks  shall  show  no 
distortion  or  leaks  when  completely  filled  with  oil. 

Rule  6.  Location  of  Storage  Tanks. 

Section  1.  Inside  of  Buildings. 

(a)  Storage  tanks  having  a  capacity  of  two  hundred  and 
seventy-five  (275)  gallons  may  be  installed  above  ground  in 
or  on  the  lowest  story  of  a  building,  provided  such  tanks 
shall  be  mounted  on  substantial  incombustible  supports,  per¬ 
manently  attached  to  tanks,  and  located  not  less  than  seven 
feet  (7'),  measured  horizontally  from  any  furnace  or  source 
of  exposed  flame  unless  tank  is  protected  as  provided  for  in 
Rule  6,  Section  1(b).  Such  storage  tanks  inside  buildings 
shall  be  not  less  than  two  hundred  and  seventy-five  (275) 
gallons’  capacity  and  not  more  than  one  such  tank  shall  be 
connected  to  one  burner.  Not  more  than  two  (2)  two- 
hundred-and-seventy-five  (275)  gallon  storage  tanks  shall  be 
installed  in  a  building  above  ground  without  protection  as 
provided  for  in  Rule  6,  Section  1(b), 


(b)  Storage  tanks  having  a  capacity  of  more  than  two 
hundred  and  seventy-five  (275)  gallons,  when  installed  in¬ 
side  of  buildings,  shall  be  located  in  or  on  the  lowest  floor 
level  and  all  portions  of  such  tanks  above  the  floor  shall  be 
protected  by  a  jacket  of  not  less  than  four  inches  (4")  of 
Portland  cement  concrete  reinforced  with  not  less  than  No. 
20  steel  wire  gauge  wire  cloth  2"  x  2"  mesh,  and  extending 
at  least  four  inches  (4")  beyond  the  horizontal  outline  of 
tank  in  all  directions. 

A  storage  tank  may  be  placed  in  an  enclosure  having 
masonry  walls  not  less  than  eight  inches  (8")  in  thickness 
and  of  dimensions  six  inches  (6")  greater  on  all  sides  than 
the  outside  dimensions  of  the  storage  tank.  The  walls  of  the 
enclosure  shall  be  carried  up  to  a  height  not  less  than  one 
foot  (1')  above  the  top  of  the  tank  and  the  space  between 
the  tank  and  the  walls  of  the  enclosure  shall  be  completely 
filled  with  clean  sand  or  well  tamped  earth. 

(c)  The  capacity  of  individual  storage  tanks  located  in¬ 
side  of  buildings  shall  not  exceed  twenty  thousand  (20,000) 
gallons. 

Section  2.  Outside  of  Buildings,  Below  Ground. 

Storage  tanks  located  outside  of  buildings,  below  ground, 
shall  be  buried  with  the  top  of  the  tank  not  less  than  two  feet 
(2')  below  the  surface  of  the  ground.  Tanks  shall  be  sur¬ 
rounded  by  clean  sand  or  well  tamped  earth,  free  from 
ashes  or  other  corrosive  substance,  and  free  from  stones 
larger  than  will  pass  through  a  one-inch  (1")  mesh. 

Section  3.  Outside  of  Buildings,  Above  Ground. 

(a)  Storage  tanks  located  outside  of  buildings  above 
ground  shall  be  not  less  than  one  and  one-quarter  (1)4) 
tank  diameter  and  in  no  case  less  than  ten  feet  (10')  from 
the  line  of  adjoining  property,  the  nearest  building  or  adja¬ 
cent  tank.  Such  tanks  shall  be  electrically  grounded.  The 
maximum  capacity  of  individual  tanks  located  outside  of 
buildings  above  ground  shall  be  fixed  by  the  following 
schedule : 


If  distant  25  feet  from  line  of  adjoining 

property  which  may  be  built  upon. .  16,000  gallons 

If  distant  30  feet .  24,000  “ 

If  distant  40  feet .  36,000  “ 

If  distant  50  feet .  48,000  “ 

If  distant  60  feet .  60,000  “ 

If  distant  75  feet .  96,000  “ 

If  distant  85  feet,  or  more .  100,000  “ 

(b)  Above-ground  storage  tanks  shall  be  protected  by  an 
embankment  or  a  dyke.  Such  protection  shall  have  a 
capacity  of  not  less  than  one  and  one-half  (1  y2)  times  the 
capacity  of  the  tank  so  surrounded  and  shall  be  at  least  four 
feet  (4')  high  but  in  no  case  higher  than  one-fourth  (J4) 
the  height  of  the  tank  when  the  height  of  the  tank  exceeds 
sixteen  feet  (16').  Embankments  or  dykes  shall  be  made 
of  earthwork  with  clay  core;  of  masonry,  or  of  impervious 
reinforced  concrete.  Earthwork  embankments  shall  be  firmly 
and  compactly  built  of  good  earth,  free  from  stones,  vegetable 
matter,  etc.,  and  shall  have  a  flat  section  at  the  top  of  not 
less  than  three  feet  (3'),  and  a  slope  of  at  least  one  and 
one-half  (1/4)  to  two  (2)  on  all  sides.  Concrete  or  masonry 
dykes  shall  be  so  designed  as  to  safely  carry  the  entire  volume 
of  the  oil  in  the  tank  so  surrounded.  Embankments  or  dykes 
shall  be  continuous  and  unpierced. 


Rule  7.  Piping. 


Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 
manner.  Exposed  piping  shall  be  protected  against  mechan¬ 
ical  injury  and  shall  be  securely  supported  with  rigid  metal 
fasteners  or  hangers. 

(b)  Only  new  standard  full-weight  iron,  steel  or  brass 
pipe,  or  new  extra-heavy  copper  or  brass  tubing,  may  be 
used.  .  Flexible  tubing,  when  used,  shall  be  of  fireproof 
material.  Soldered  connections  are  prohibited 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shal  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
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(b)  Oil  preheaters  shall  be  provided  with  a  relief  valve 
to  prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  one  and  one-half  (1^4)  times  the  maximum  working 
pressure  of  the  system.  The  discharge  from  relief  valves 
shall  be  returned  to  storage  tank  or  to  the  supply  line.  There 
shall  be  no  shut-off  valves  in  the  line  of  relief. 

Section  3.  Vent  Pipe. 

(a)  An  open  vent  pipe  of  iron  or  steel,  without  trap,  and 
draining  to  the  tank,  shall  be  provided  for  each  storage  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  storage  tank  more  than  one  inch  (1").  Cross 
connection  between  vent  pipe  and  fill  pipe  is  prohibited. 

(b)  Where  a  battery  of  storage  tanks,  designed  to  hold 
the  same  grade  of  oil,  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  # 

(c)  Vents  shall  be  not  less  than  one  and  one-quarter 
inches  (114")  in  diameter  for  storage  tanks  up  to-  1,100 
gallons’  capacity  and  not  less  than  two  inches  (2")  in 
diameter  for  storage  tanks  of  1,100  gallons  and  more. 

(d)  Vent  pipes  shall  be  provided  with  weatherproof 
hoods  and  shall  terminate  outside  the  building  not  less  than 
three  feet  (3')  nor  more  than  twelve  feet  (12')  above  the 
fill  pipe  terminal.  If  the  vent  pipe  terminal  is  not  visible 
from  the  fill  pipe  terminal  location,  a  one-inch  (l")  line 
shall  be  connected  to  tank  and  shall  parallel  the  fill  pipe 
and  terminate  at  the  fill  pipe  terminal  with  unthreaded  end. 
Such  line  shall  be  provided  with  a  check  valve  set  to  prevent 
flow  of  surface  water  to  storage  tank. 

Section  4.  Fill  Pipes. 

1  (a)  Fill  pipe  shall  terminate  outside  the  buildings  with 

the  fill  pipe  terminal  located  at  or  above  grade  at  least  five 
feet  (5')  from  any  building  opening  or  subway  grating  below 
the  level  of  the  fill  pipe  terminal.  Such  fill  pipe  terminal 
shall  be  not  more  than  twenty  feet  (20')  from  the  curb  or 
driveway. 

(b)  Each  storage  tank  shall  be  provided  with  a  separate 
fill  pipe  except  where  a  battery  of  tanks  is  installed,  con¬ 
taining  the  same  grade  of  oil,  a  common  fill  and  header  pipe 

;  may  be  installed  provided  the  area  of  each  branch  fill  pipe 
and  the  header  pipe  is  equal  to  the  area  of  the  fill  pipe.  Each 
branch  fill  pipe  shall  be  provided  with  a  shut-off  valve. 

(c)  Where  the  top  of  the  storage  tank  is  above  the  fill 
pipe  terminal  the  fill  pipe  shall  be  connected  to  the  top  of 
the  tank  and  be  provided  with  a  shut-off  valve  and  a  swing 
check  valve  which  shall  be  located  at  the  fill  pipe  terminal. 

(d)  Fill  pipe  terminal  shall  be  designed  to  prevent 
tampering  by  unauthorized  persons  and  shall  be  provided  with 
raised  letters  reading:  “Fuel  Oil”. 

(e)  Fill  pipes  shall  be  designed  to  prevent  escape  of  oil 
vapor  from  storage  tanks  at  fill  pipe  terminal. 

Section  5.  Heating  Coils  in  Storage  Tanks. 

All  heating  to  reduce  viscosity  of  oils  in  storage  tanks  in 
any  building  shall  be  only  by  means  of  hot  water  or  low 
pressure  (ten  (10)  pounds  per  square  inch  maximum)  steam 
coils. 

Section  6.  Scavenging  Line. 

,  When  a  scavenging  line  is  installed  it  shall  terminate  out¬ 
side  of  the  building  and  shall  be  capped  oil  tight  when  not 
in  use. 

Rule  8.  Valves  and  Control  of  Oil  Flow. 

(a)  Each  supply  line  from  storage  tanks  of  two  hundred 
and  seventy-five  (275)  gallons’  capacity  shall  be  provided 
with  a  shut-off  valve  at  the  tank  and  when  connected  to 
burners  designed  for  gravity  feed,  shall  be  provided  with  an 
approved  constant  level  device. 

(b)  Each  supply  line  for  storage  tanks  of  more  than 
two  hundred  and  seventy-five  (275)  gallons’  capacity,  where 
the  top  of  the  tank  is  above  the  oil  inlet  connection  to  the 
burner  and/or  transfer  pump,  shall  be  provided  with  an  un¬ 
proved  anti-syphon  device  located  at  the  highest  point  in 
supplv  line,  except  that  where  heavy  oil  (No.  6  Commercial 

:  Standard  Grade)  having  a  viscosity  of  one  hundred  (100) 
seconds  or  more  Saybolt  Furol  at  one  hundred  and  twenty- 


two  degrees  Fahrenheit  (122°  F.)  is  used  the  anti-syphon 
device  shall  not  be  required. 

(c)  Oil  from  storage  tanks  of  two  hundred  and  seventy- 
five  (275)  gallons’  capacity  or  more  may  be  delivered  to 
burners  installed  above  the  lowest  floor  of  a  building  only 
under  the  following  provisions : 

1.  Such  burners  shall  not  be  installed  above  the  third 
floor  level  in  any  building.  In  no  case  shall  oil  be  delivered 
to  a  height  greater  than  fifty  feet  (50')  above  the  street  level. 
Only  one  oil  delivery  line  shall  be  installed  for  each  floor. 

2.  Oil  delivery  lines  to  burners  located  above  the  lowest 
floor  of  a  building  shall  not  be  larger  than  two  inches  (2") 
iron  pipe  size. 

3.  The  pressure  in  oil  lines  to  burners  located  above  the 
lowest  floor  of  a  building  shall  not  be  more  than  is  necessary 
to  deliver  oil  to  the  burners  and  such  pressure  shall  not  in 
any  case  exceed  thirty  (30)  pounds  per  square  inch. 

(d)  A  remote  control  shall  be  provided  whereby  the  flow 
of  oil  to  any  burner  can  be  stopped,  and  such  remote  control 
shall  be  located  either  inside  or  outside  the  entrance  to  the 
room  in  which  the  burner  is  located  and  as  close  to  such 
entrance  as  practical,  and  shall  be  legibly  labeled  “Remote 
Control  for  Oil  Burner”. 

(e)  Except  as  provided  by  Rule  4  (b)  of  these  rules  for 
approved  combination  burner  and  storage  container  devices, 
pressure  in  storage  tank  or  container  for  the  purpose  of  dis¬ 
charging  oil  is  prohibited. 

Rule  9.  Oil  Level  Indicating  Device  and  Test 
Wells. 

(a)  Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leakage 
of  oil  or  oil  vapor. 

(b)  Test  wells  shall  terminate  outside  of  buildings  and 
shall  be  capped  oil  tight  and  kept  closed  when  not  in  use. 

(c)  All  tanks  located  inside  of  buildings  shall  be  provided 
with  an  oil  level  indicating  device.  Test  wells  shall  not  be 
permitted  in  tanks  located  inside  of  buildings. 

Rule  10.  Permits,  Inspections  and  Tests  of 
Storage  Tanks  and  Piping. 

Section  1.  Permits. 

(a)  No  oil  installation  of  more  than  ten  (10)  gallons’ 
capacity  shall  be  operated  until  after  a  permit  has  been  issued 
by  the  Fire  Commissioner. 

(b)  Applications  for  permit  shall  be  made  on  a  form 
furnished  by  the  Fire  Commissioner  and  shall  provide  for  the 
location  of  the  building  in  which  the  installation  is  to  be 
made,  name  and  address  of  owner  and/or  occupant,  name  and 
address  of  installer,  make  and  approval  number  of  burner, 
capacity,  number  and  location  of  storage  tanks,  together  with 
such  other  information  as  may  be  required  by  the  Fire  Com¬ 
missioner. 

(c)  No  permit  shall  be  issued  until  the  installation  has 
been  inspected  by  a  representative  of  the  Fire  Commis¬ 
sioner. 

Section  2.  Inspection  and  Tests  of  Storage  Tanks  and 
Piping. 

(a)  Storage  tanks  of  two  hundred  and  seventy-five  (275) 
gallons’  capacity  and  all  piping  connected  thereto  shall  show 
no  leakage  when  completely  filled  with  oil. 

(b)  Storage  tanks  of  more  than  two  hundred  and  seventy- 
five  (275)  gallons’  capacity  and  all  piping  connected  thereto 
shall  show  no  change  in  shape,  rupture  or  leakage  when  sub¬ 
jected  to  a  hydrostatic  test  with  oil  or  water  as  follows: 

(1)  Oval,  obround,  rectangular  and  specially  shaped 
storage  tanks  and  piping  connected  thereto,  twenty 
(20)  pounds  per  square  inch. 

(2)  Cylindrical  storage  tanks  and  piping  connected 
thereto,  fifty  (50)  pounds  per  square  inch. 

Pressure  shall  be  applied  for  a  period  of  ten  minutes,  re¬ 
leased  for  five  minutes,  and  again  applied  for  a  period  of  ten 
minutes.  When  oil  is  used  there  shall  be  no  fire  or  flame  in 
the  room  or  rooms  in  which  the  test  is  being  conducted.  All 
tests  shall  be  conducted  in  the  presence  of  a  representative 
of  the  Fire  Commissioner.  The  contractor  shall  furnish  all 
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necessary  equipment  for  conducting  tests,  except  gauges 
which  shall  be  furnished  by  the  Fire  Commissioner 

(c)  Defective  tanks,  if  repaired  by  welding,  shall  have  all 
oil  removed  and  shall  be  purged  of  all  explosive  gases  or 

^a(d)  The  anti-syphon  devices,  where  used  as  provided  for 
in  these  rules,  shall  be  tested  to  prove  their  operation  follow¬ 
ing  the  test  of  tank  and  piping. 

Section  3.  Fee  for  Permit  and  Test  of  Storage  Tanks 
and  Piping. 

When  application  for  permit  is  made,  as  provided  for.  in 
Section  1  of  this  rule,  a  fee  covering  the  permit,  inspection 
and  test  of  storage  tank  and  piping  shall  be  paid  in  accord¬ 
ance  with  the  schedule  given  in  the  Code  of  Ordinances, 
Chapter  X,  Article  3,  Section  43.  A  fee  of  $1.00  shall  be 
paid  for  each  additional  inspection  required  by  reason  of 
installation  being  incomplete  or  non-compliance  with  these 
rules. 

Rule  11.  Inspection  of  Installations  With  Not 
More  than  Ten  (10)  Gallons*  Storage 
Capacity. 

All  installations  of  burners  with  not  more  than  ten  (10) 
o-allons’  storage  capacity,  except  where  such  installations  are 
made  in  dwellings  or  in  the  dwelling  portion  of  any  building, 
shall  be  reported  by  installer  to  the  Fire  Commissioner, 
giving  location  of  building  in  which  installation  is  made, 
name  and  address  of  owner  and/ or  occupant,  name  and 
address  of  installer  and  the  make  and  approval  number  of 
burner.  Such  reported  installations  shall  be  inspected.  _  A 
fee  of  One  Dollar  ($1.00)  shall  be  paid  for  such  inspection. 

Rule  12.  Ventilation. 

(a)  No  burner  shall  be  installed  in  any  boiler,  heatei, 
range  or  stove  unless  such  boiler,  heater,  range  or  stove  be 
connected  with  a  legal  chimney.  (See  Code  of  Ordinances, 
Chapter  V,  Article  19.) 


(b)  Adequate  ventilation,  at  least  equivalent  to  area  of 
the  smoke  pipe  at  the  point  where  it  enters  the  flue,  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  Automatic  Pumps. 

Automatic  pumps,  when  not  an  integral  part  of  the  burner 
shall  be  of  approved  type,  provided  with  automatic  means 
for  preventing  continuous  discharge  of  oil  in  case  of  pipe 
breakage. 

Rule  14.  Fire  Protection. 

(a)  The  clear  distance  between  any  non-insulated  parts 
of  boilers,  furnaces,  or  other  heating  apparatus,  including 
smoke  pipe  connections  to  flues  and  combustible  material, 
shall  not  be  less  than  eighteen  inches  (18")-  Where  such 
parts  are  insulated  by  two  inches  (2")  of  asbestos  or  equiva¬ 
lent,  the  clear  distance  shall  be  not  less  than  nine  inches  (9"). 

(b)  No  rubbish  or  other  combustible  material  shall  be 
stored  within  five  feet  (5')  of  heating  apparatus. 

(c)  Burners  and  all  accessories,  including  tanks  and 
piping,  shall  be  maintained  oil  tight  and  kept  clean  at  all 
times. 

Rule  15.  Instruction  Cards. 

Cards,  giving  complete  instructions  for  the  care  and  oper¬ 
ation  of  the  system  shall  be  permanently  fixed  near  the  ap¬ 
paratus  in  readable  condition.  Where  burners  or  oil-burning 
heaters  designed  for  use  with  storage  of  not  more  than  ten 
(10)  gallons’  capacity  (Rule  4  (b)  )  are  installed,  there 
shall  also  be  posted  a  copy  of  the  approval  specifications  in 
addition  to  the  instruction  card  herein  provided  for. 

Rule  16.  Modification. 

When,  for  any  reason,  it  may  be  impractical  to  comply 
strictly  with  the  foregoing  rules,  or  when  additional  pro¬ 
tection  is  necessary,  the  Fire  Commissioner  shall  have  power 
to  accept  substitute  methods  and  material  so  that  the  spirit 
and  substance  of  these  rules  shall  be  complied  with. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump 

American  Marsh  Duplex . 

American  Marsh  Simplex . 

Autopulse  Electric  Fuel  Oil  Pump . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . . . 

Ballard  Duplex  Electric  Driven  Pump  Set.... 
Beach  Russ  Co.  Rotary . . 

Blackmer  Rotary . ;  •  •  • - - ; - 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  . 

Century  Rotary  . 

Cook  Electric  Oil  Pump . 

Davidson  . 

Dean  Bros.  Durable  Duplex . 

DeLaval  IMO  Oil  Pump . 

Deming  Double  Oscillating  Force  Pump . 

Deming  Fuel  Oil  Pump . 

Enterprise  Oil  Pump . 

Exeter  Rotary  . 

General  Electric  Oil  Pump . 

Goulds  Hand  Rotary . 

Goulds  Rotary  Oil  Pump . 

Goulds  Triplex  Plunger . 

Hardinge  Fuel  Oil  Pump . 

Kinney  Rotating  Plunger  Pump . 

Koerting  Gear  Pump . 


Calendar  No. 

638- 25-SA 

639- 25-SA 
215-31-SA 

9-32-SA 

1413-22-SA 

1134-22-SA 

935-24-SA 

372-21-SA 

908-21-SA 

603-25-SA 

590-21-SA 

840-22-SA 

628-32-SA 

458-27-SA 

298-31-SA 

11-28-SA 

507-22-SA 

475-32-SA 

1133-25-SA 

437-31-SA 

257-22-SA 

813-25-SA 

503-24-SA 

1264-25-SA 


Name  of  Pump 

Kraissl  Fuel  Oil  Pump . 

Leiman  Rotary  . 

Marsh  Fuel  Oil  Pump . . . 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump.. 

M.  D.  Rotary . . . . . 

Milwaukee  Piston  Rotating  Port  Pump . 

Monroe  Oil  Pump . 

Northern  Rotary . 

Pascoe  Pump  Set. ... . . . 

Petro-Nokol  Industrial  Oil  Pump, . 

Quiet  May  Gerotor  Pump . 

Quimby  Screw  Pump . 

Ray  Rotary  . 

Rotary  Pressure  Pump . 

Rotary  Vacuum  Pump . 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D . 

Tate-Jones  . . . 

Teesdale  Automatic  Booster  Fuel  Oil  Pump.. 

Tuthill  Model  B  Fuel  Oil  Pump . 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD 

Union  Steam  Pump  for  Fuel  Oil . 

Viking  . 

Warren  Oil  Pump . . 

Wayne  Oil  Pump  &  Fan  Set . 

Worthington  Duplex  Double-Acting  Steam 

Pump  . 

Worthington  Show  Model  Duplex . 


Calendar  No. 
60-28-SA 
95-24-SA 
1050-23-SA 
936-23-SA 
52-27-SA 
763-25-SA 
658-26-SA 
1396-24-SA 
1029-26-SA 
570-32-SA 
267-32-SA 
1193-21-SA 
588-25-SA 
1060-25-SA 
513-25-SA 
410-32-SA 
492-21-SA 
1279-25-SA 
60-28-SA 
568-30-SA 
705-30-SA 
438-21-SA 
1  ]  69-23-SA 
1155-25-SA 

184-22-S A 
194-22-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARD^  AND  APPEALS. 

Rules. 

31-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  A p plications. 

J9-27-A — 39  Fifth  avenue,  Manhattan. 

30- 27-A — 13-16  Central  Park  West,  Manhattan. 

31- 27-A— -20-28  West  72nd  street,  Manhattan. 

32- 27-A— 242-248  West  76th  street,  Manhattan. 

37-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

)9-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

34-32- A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

10- 22-SA— Crocker  Gas  Valve,  approval  of. 

99-22-SA— Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 

approval  of. 

24- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
27-23-S  A — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

-43-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

: 25-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 

of. 

52-23-S A— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

46-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
50-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
55-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

87-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
37-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
14-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
13-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

12-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

:i0-29-SA — A  Diamond  “S”  250  lbs.  2^2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
:80-29-SA— Kennedy  2}4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

159-30-SA  —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA— Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

11- 31-SA— Quaker  Burnoil  Stove,  approval  of. 

150-31-SA— Lunkenheimer  2^-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 


251-31-S  A — Lunkenheimer  2J4-Inch,  Figure  No.  8613, 
Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-3 1-S A — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of.  , 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-S A — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32- S A — Red  Cap  Fire  Extinguisher,  approval  of. 
615-32-SA — Metro  Oil  Burner,  approval  of. 

15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No,  10041),  approval  of. 

G5-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 

of. 

82-33-SA— Inferno  Oil  Burner,  approval  of. 

83-33-SA — Master-Kraft  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

102- 33-SA — Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-S A — Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA — Gold  Star  Oil  Burner,  approval  of. 
181-33-SA— Wizard  Automatic  Oil  Burner,  approval  of. 
187-33-SA — -Rotoflame  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivliich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  zvill  be  restored  to  the  regular  calendar  and 
Cue  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
),  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
ruction  shall  not  be  prohibited  when  used  in  accordance 
ith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
>ecifications  for  this  material  which  have  been  adopted 
r  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
;ed  shall  conform  with  the  following  table,  all  weights 
iven  being  the  amount  of  lime  which  may  be  incorporated 
>r  each  ninety-five  pound  bag  of  Portland  cement; 


1-1  y2-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  »n  concrete  which  is 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  June  14,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification  . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of . 


261 


220 


48 


126 


5 

22 

9 

<W 

35 

2 

0 

7 

0 

0 

728 

456 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed . 

Denied . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted  . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

Interpretations  . 

Requests  withdrawn  or  dismissed . 


29 

13 

57 

3 

129 

21 

5 

0 

0 

106 

9 

5 

0 

21 

1 

2 

0 

35 

0 

2 

0 

0 

0 

7 

0 

0 

0 

c 

11 


Total 


456 


Cases  pending  June  14,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


My  Subscription  is  to  begin  with  the  issue  for 


Street. 
P.  O 


,  1933. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 
Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 


BOARD  OP  STANDARDS  AND  APPEALS  i/g^}  hearV  egs  Cm  loh  ^nicTpal  Building, 

HARRIS  H.  MURDOCK,  Chairman 


an. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours— 9  a.  m.  to  4  p.  m.  Satiurdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday,  June  27,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Monday,  July  3,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given— 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  June  20,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  June  20,  1933,  2  P.  M. 
Approved  Fuel  Oil  Pumps. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
direction0 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  June  21,  1933. 

Cal.  No.  Department.  Premises  Affected. 

226-33-SA . F.D . Laco  Oil  Burner,  Models  F,  JF, 

-  BF  &  D,  Appliance 

225-33-BZ . D.B.B _ 2761-2771  86th  st.  (Block  7141, 

Lot  1),  Bklyn., 

-  Applic.  3310-33 

224-33-A . D.B.M _ 110  W.  57th  st.  (Block  1009, 

Lot  40),  Man., 

-  Order  No.  4627-F 

223-33-A . D.B.Bx . .  .2710  Jerome  ave.  (Block  3317, 

-  Lot  23),  Bx.,  N.  B.  213-33 

222-33-SA . F.D . Dowie  Combination  Anti-Syphon 

-  Valve,  Appliance 

221-33-SA . F.D . Hart  Oil  Burner,  Model  “H”, 

. -  Appliance 

Restored  to  Calendar. 

596-32-BZ . D.B.B _ 619  East  Fordham  rd.  (Block 

3273,  Lot  252),  Bx., 

- -  Slip.  App.  605-32 

388-30-BZ . D.B.B _ 1857-1865  Linden  blvd.  (Block 

4319,  Lot  27),  Bklyn., 

- -  Applic.  1437-33 

238-27-BZ . D.B.Q. . .  .East  side  of  Dewey  st.,  315  ft. 

south  of  Queens  blvd.  (Block 
1577,  Lot  82),  Elmhurst,  Q., 

_  Alt.  439-33 

384-20-BZ . D.B.B _ 754-764  Jamaica  ave.  (Block 

4104,  Lots  24  &  25),  Bklyn., 
_  Applic.  1009-1933 


CODE 


p D . Fire  Department 

jj.D . Health  Department 


D  B  B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 

Last  Publication  in  Bulletin 


Certificate  of  Occupancy,  approved 

Aug. 

2, 

1932- 

-Vol. 

17 

No. 

31 

forms  . 

No. 

Concrete  Flat  Slabs,  Rules . 

June 

6, 

1933— Vol. 

18 

23 

Concrete  Rules  (Hydrated  Lime).. 

June 

27, 

1933- 

-Vol. 

18 

No. 

26 

Elevator  Rule?  . 

Mar. 

28, 

1933— Vol. 

18 

No. 

13 

Exit  Rules  (Revolving  Doors).... 

Oct. 

18, 

1932- 

-Vol. 

17 

No. 

42 

Factory  Exit  Rules . 

Jan. 

3, 

1933- 

-Vol. 

18 

No. 

1 

Fire  Alarm  Rules  (Interior) . 

Dec. 

27, 

1932- 

-Vol. 

17 

No. 

52 

Fire  Drill  Rules . 

May 

30, 

1933- 

-Vol. 

18 

No. 

22 

Fire  Retarding  Rules  for  Garages, 

etc . 

J  one 

20, 

1933- 

-Vol. 

18 

No. 

25 

Fireproof  Wood,  Testing  of . 

May 

2, 

1933 — Vol. 

18 

No. 

18 

Frame  Garages,  Ruling  for . 

Jan. 

21, 

1919- 

-Vol. 

4 

No. 

3 

Fuel  Oil  Rules . 

May 

23, 

1933— Vol. 

18 

No. 

21 

Gas  Shut-Off  Rules . 

Apr. 

7, 

1925- 

-Vol. 

10 

No. 

14 

Hatchway  Protection  . 

June 

5, 

1928- 

-Vol. 

13 

No. 

23 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . 

June 

13, 

1933— Vol. 

18 

No. 

24 

Plumbing  Rules  . 

Apr. 

25, 

1933- 

-Vol. 

18 

No. 

17 

Procedure,  Rules  of . 

June 

20, 

1933- 

-Vol. 

18 

No. 

25 

Refrigerating  Systems,  Extract  C.  O 

■  Apr. 

18, 

1933- 

-Vol. 

18 

No. 

16 

Smoking  in  Factories,  Rules  for... 

Apr. 

18, 

1933- 

-Vol. 

18 

No. 

16 

Sprinkler  Rules  . 

Dec. 

6, 

1932- 

-Vol. 

17 

No. 

49 

Standpipe — Fire  Line  Rules . 

Nov. 

22, 

1932- 

-Vol. 

17 

No. 

47 

Structural  Alterations,  Reporting., 
Wire  Glass  Rules  (Amendment  to 

June 

7, 

1932— Vol. 

17 

No. 

23 

Rule  505  of  Industrial  Code)  . . . 

•  Apr. 

10, 

1923- 

-Vol. 

8 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 

Mreline  Hose  Valves . June  20,  1933 — Vol.  18  No.  25 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . June  27,  1933 — Vol.  18  No.  26 

Fuel  O'il  Burners  for  Industral  Use.  May  16,  1933 — Vol.  18  No.  20 

Fuel  Oil  Pumps . June  27,  1933 — Vol.  18  No.  26 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JUNE  27,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

98-30-BZ. 

APPLICANT — James  S.  Smith,  for  Colonial  Beacon  Oil 
Co.,  Inc.  owner. 

PREMISES — 1180-1188  Myrtle  avenue  and  664-668  Bush- 
wick  avenue,  southwest  corner  (Block  No.  3182, 
Lot  No.  24),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  certain  conditions  and  the  time  in  which 
to  obtain  permits  and  complete  work  expired;  re¬ 
opened  April  4,  1933). 

142-33-BZ. 

APPLICANT — Robert  Collyer,  for  Richard  Deneke, 
owner. 

PREMISES — Southeast  corner  of  Cross  Island  boulevard 
and  Central  avenue  (Block  No.  3359,  Lot  No.  1), 
St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

153-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Niccola  Grassi, 
owner. 

PREMISES — Northeast  corner  of  Boston  road  and  Adee 
avenue  (Block  No.  4556,  Lot  No.  1),  The  Bronx. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station, 

198-33-BZ. 

APPLICANT— John  J.  Hegarty,  for  Port  of  New  York 
Authority,  owner. 

PREMISES — West  side  of  Haven  avenue,  217  ft.  4)4  in. 
north  of  West  172nd  street  (Block  No.  2139,  part 
of  Lot  Nos.  275  and  357),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

332-32-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding 
Corp.,  owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of 
Grand  concourse  (Block  No.  3323,  Lot  Nos.  55,  64 
and  82),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  o' 
stores  and,  also,  a  gasoline  service  station  ( pre¬ 
viously  denied  under  sections  7f  and  21  for  a  giso 
line  service  station;  reopened  June  6,  1933). 
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JUNE  27,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  June  27, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  No¬ 
vember  11,  1930;  reopened  January  4, 
1933,  under  section  21  of  the  building- 
zone  resolution,  of  Kenneth  O’Brien, 
applicant,  on  behalf  of  New  York  Title 
&  Mortgage  Co.,  equitable  owner,  for  a 
modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tene¬ 
ment  house  with  stores  on  the  first  story, 
as  provided  in  the  resolution,  a  one- 
story  building  occupied  for  store  use 
only — residence  district;  premises  north¬ 
west  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283), 
The  Bronx. 

cal.  no.  132-33-BZ— Application,  April  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Estate  of  Julius  A.  Stursberg, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southeast 
corner  of  Fordham  road  and  Crotona 
avenue  (Block  No.  3116,  part  of  Lot  No. 
9),  The  Bronx. 

cal.  no.  140-33-BZ — Application,  April  13,  1933,  "nder  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ferdinand  Savignano,  applicant,  on 
behalf  of  Jeremiah  P.  Francis  and  Wil- 
liamsburgh  Savings  Bank,  owners,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  1987-1991  Atlantic 
avenue,  northwest  corner  of  Saratoga 
avenue  (Block  No.  1561,  Lot  Nos.  36 
and  37),  Brooklyn. 

cal.  no.  154-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  Smith,  applicant,  on  behalf 
of  Brooklyn  Retail  Butchers  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  extension  of  an  existing  re¬ 
frigerating  use  located  in  an  unrestricted 
district;  premises  178-184  South  Elliott 
place,  west  side,  131  ft.  4  in.  north  of 
Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 

cal.  no.  89-33-BZ — Application,  March  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  De  Rose  &  Cavalieri,  applicants,  on 
behalf  of  Sokay  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  north  side  of  Gun 
Hill  road,  63  ft.  west  of  Arnow  avenue 


(Block  No.  4783,  Lot  Nos.  61  and  63), 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  June  27, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  75-33-BZ — Application,  February  27,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Jacob  Grudberg,  applicant,  on 
behalf  of  John  Abbate,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of  Gun 
Hill  road  and  Adee  avenue  (Block  No. 
4792,  Lot  No.  98),  The  Bronx. 

cal.  no.  92-33-BZ — Application,  March  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  M.  Hazell,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  1602-1614 
Cropsey  avenue,  southeast  corner  of  16th 
avenue  (Block  No.  6461,  Lot  No.  1), 
Brooklyn. 

cal.  no.  95-33-BZ — Application,  March  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  E.  Kennedy,  applicant,  on 
behalf  of  Sona  Cooperstein,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No. 
3321,  Lot  Nos.  1  and  3),  Springfield. 
Borough  of  Queens. 

cal.  no.  107-33-BZ — Application,  March  20,  1933,  under  sec¬ 
tions  7a  and  21  of  the  building  zone 
resolution,  of  Joseph  M.  Lonergan,  ap¬ 
plicant,  on  behalf  of  Benjamin  Green¬ 
berg,  owner,  to  permit  in  a  business  use 
district  the  erection  and  maintenance  of 
a  milk  bottling  plant;  premises  436- 
446  Hegeman  avenue,  southwest  corner 
of  Malta  street  (Block  No.  4318,  Lot 
Nos.  6  and  10),  Brooklyn. 

cal.  no.  116-33-BZ — Application,  March  27,  1933,  under  sec¬ 
tions  7e  and  21  of  the  building  zone 
resolution,  of  Arthur  F.  Lamanda,  ap¬ 
plicant,  on  behalf  of  Katherine  Alberti, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for 
more  than  five  (5)  motor  vehicles 
(granted  by  the  board  under  Cal.  No. 
304-30-BZ)  ;  premises  50-56  Downing 
street  and  214-218  West  Houston  street 
(Block  No.  528,  Lot  Nos.  12,  28,  29, 
30  and  31),  Manhattan. 

cal.  no.  130-33-BZ — Application,  April  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edgar  J.  Moeller,  applicant,  on  be- 
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half  of  H.  Herrmann  &  Sons,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  401  East  60th 
street  and  1102-1106  First  avenue  (Block 
No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  3,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

597-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  John  Wischerth, 
owner. 

PREMISES — 33-41  Stone  avenue,  southeast  corner  of  Mc- 
Dougal  street  (Block  No.  1535,  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

106-30-BZ. 

APPLICANT— William  L.  Hall,  for  Mabel  Hall,  owner. 

PREMISES — 337  Arbutus  avenue,  northeast  corner  of  Hylan 
boulevard  (Block  No.  6499,  Lot  No.  5),  Huguenot, 
Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  permanent  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  May  12,  1931,  for  a  temporary  period  of 
two  (2)  years. 

486-31-BZ. 

APPLICANT — Mary  Jamison,  owner. 

PREMISES — 58  East  86th  street  (Block  No.  1497,  Lot  No. 
49),  Manhattan. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  business  use,  in  part  of  an 
existing  building  (granted  by  the  board  on  February 
5,  1932,  time  having  elapsed;  reopened  May  31, 
1933). 

191-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Queensboro  Savings 
Bank,  owner. 

PREMISES — West  side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot  No.  12), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

261-32-BZ. 

APPLICANT— Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 

PREMISES — Northwest  corner  of  West  230th  street  and 
Bailey  avenue  (Block  No.  3266,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  denied; 
reopened  June  9,  1933). 


JULY  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  July  5, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  202-30-BZ — Application,  March  19,  1930;  denied 
October  7,  1930;  reopened  February  21, 
1933,  for  reconsideration  under  section 
21  of  the  building  zone  resolution,  based 
on  new  facts  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  Porter  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
220-06  Northern  boulevard  (Block  No. 
3213,  part  of  Lot  No.  1),  Bayside,  Bor¬ 
ough  of  Queens. 

cal.  no.  27-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Kenlon  Construction  Co.,  Inc.,  appli¬ 
cant,  on  behalf  of  Joseph  Moss,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northwest  corner 
of  Springfield  boulevard  and  115th  ave¬ 
nue  (Block  No.  1949,  Lot  No.  1), 
Queens  Village,  Borough  of  Queens. 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

cal.  no.  161-33-BZ — Application,  April  28,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  B.  Reardon,  applicant,  on  be¬ 
half  of  Theodore  G.  Zeh,  owner,  to  per¬ 
mit  in  a  residence  district  the  change 
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of  occupancy  of  an  existing  building  to 
a  business  use  (funeral  parlor)  ;  prem¬ 
ises  170-07  115th  avenue  (Block  No. 
3087,  Lot  No.  350),  Jamaica,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No, 

1),  (State  Grain  Elevator),  Brooklyn. 
176-33- A— 213  Stone  avenue  (Block  No.  1450,  Lot  No.  5), 
Brooklyn. 

39-32- A — 1750  Webster  avenue  (Block  No.  2899,  Lot 
Nos.  6,  12,  18  and  33),  The  Bronx. 

117-33- A— 42-53  24th  street  (Block  No.  429,  Lot  Nos.  2  to 
10,  inclusive),  Long  Island  City,  Borough 
of  Queens. 

151-33-A — 133  Mercer  street  (Block  No.  499,  Lot  No.  22), 
Manhattan. 

156- 33- A— 303-325  East  42nd  street  (Block  No.  1335,  Lot 

No.  5),  Manhattan. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S— 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 

94-33-S— 1402-1410  Broadway  and  120-130  West  39th 
street  (Block  No.  814,  Lot  No.  52),  Man¬ 
hattan. 

157- 33-S — 22  East  49th  street  (Block  No.  1284,  Lot  No. 

59),  Manhattan. 

131-33-S — 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 

Appliances  Submitted  for  Approval. 

178-33-SA — Acme  Interior  Fire  Alarm  Station,  approval  of. 
197-33-SA — Magna  Fuel  Oil  Burner,  approval  of. 
218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  10,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

118-33-BZ. 

APPLICANT — Joseph  A.  Marck,  Inc.,  for  W.  R.  Sains- 
bury,  owner. 

PREMISES — North  side  of  Northern  boulevard,  81.28  ft. 
west  of  Marathon  parkway  (Block  No.  3977,  Lot 
No.  36),  Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension  of  a  business  use  from  a  busi¬ 
ness  district  into  a  residence  district. 

172-33-BZ 

APPLICANT — Toseoh  D.  Nunan,  Jr.,  for  Allan  J.  Lee, 
owner. 

PREMISES — 46-20  to  46-22  Kissena  boulevard,  west  side, 
750  ft.  north  of  Kalmia  avenue  (Block  No.  1089, 
Lot  No.  37),  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


JULY  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 


ards  and  appeals  of  a  public  hearing  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  July  11, 

1933  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  113-33-BZ— Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  R.  McMullen,  applicant,  on  be¬ 
half  of  Rutland  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  689-691  Utica  ave¬ 
nue,  southeast  corner  of  Clarkson  ave¬ 
nue  (Block  No.  4637,  Lot  No.  1), 
Brooklyn. 

CAL.  NO.  144-33-BZ— Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 

CAL.  NO.  339-32-BZ— Application,  June  13,  1932;  denied  Sep¬ 
tember  13,  1932 ;  reopened  under  new 
conditions  September  20,  1932;  granted 
on,  certain  conditions  October  25,  1932; 
reopened  May  23,  1933,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on 
behalf  of  H.  Kinzer,  owner,  to  permit 
a  further  modification  of  a  resolution 
of  the  board  granting,  in  a  business  dis¬ 
trict,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle 
repair  shop  and,  also,  the  maintenance 
of  an  open-air  storage  and  parking 
space  for  more  than  five  (5)  motor 
vehicles  so  as  to  permit  the  inclusion  of 
a  motor  vehicle  repair  shop  with  forge 
and  anvil;  premises  3509-3513  Fort 
Hamilton  parkway,  south  side,  204  ft. 
east  of  36th  street  (Block  No.  5302, 
part  of  Lot  No.  18),  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930;  withdrawn 
October  21,  1930 ;  reopened  May  5, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Edward  P.  Doyle, 
applicant,  substituted  for  Theodore 
Ridder,  on  behalf  of  Loiuis  Ridder, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  application 
laid  over  June  30,  1931;  restored  to 
Calendar  for  full  vote  of  Board; 
premises  31-01  Newtown  avenue  and 
28-25  31st  street,  northeast  corner 
(Block  No.  619,  Lot  No.  23),  Long 
Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 
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cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  109-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

cal.  no.  99-33-BZ — Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 

cal.  no.  108-33-BZ— Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 


of  Norah  Kissane,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
southwest  corner  of  23rd  avenue  (Potter 
avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 

cal.  no.  111-33-BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 
HARRIS  H.  MURDOCK,  Chairman. 

JULY  14.  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  July  14, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  114-33-BZ — Application,  March  24,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Henry  Scharnberger,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  172-15  46th  avenue, 
northwest  corner  of  Utopia  parkway 
(Block  No.  1267,  Lot  Nos.  1,  77  and 
part  of  Lot  No.  4),  Flushing,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

112-33-A — 361  Van  Sindern  avenue  (Block  No.  3765,  Lot 
No.  9),  Brooklyn. 

593-32- A — 29-18  40th  avenue  (Block  No.  402,  Lot  No.  30), 
Long  Island  City,  Borough  of  Queens. 
163-33-A — 133  Fort  George  avenue  (Block  No.  2149,  Lot 
No.  270),  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  20,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligort. 

The  minutes  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  June  9,  1933;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  June  9,  1933; 
the  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  June  13,  1933;  the  minutes  of  the  regular 


meeting  of  the  board  held  on  Tuesday  afternoon,  June  13, 
1933,  and  the  minutes  of  the  special  meeting  of  the  board 
held  on  Friday  afternoon,  June  16,  1933,  were  approved  as 
printed  in  Bulletin  No.  25,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

89-33-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  for  Sokay  Realty 
Corp.,  owner. 


550 


MINUTES 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— North  side  of  Gun  Hill  road, 
63  ft.  west  of  Arnow  avenue  (Block  No.  4783,  Lot 
Nos.  61  and  63),  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Stephen  J.  Madigan. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1933,  at  10 
a.  m.,  for  final  disposition;  no  appearances  for  ap¬ 
plicant. 

114-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Henry  Scharnberger, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 172-15  46th  avenue,  northwest 
corner  of  Utopia  parkway  (Block  No.  1267,  Lot 
Nos.  1  and  77  and  part  of  Lot  No.  4),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition:  Louis  Davis,  Alfred  Marinelli  and 
Nicholas  Riso. 

ACTION  OF  BOARD— Laid  over  to  July  14,  1933,  at  10 
a.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


202-30-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Porter  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  for  reconsideration 
under  new  facts  February  21,  1933). 

PREMISES  AFFECTED— 220-06  Northern  boulevard 
(Block  No.  3213,  part  of  Lot  No.  1),  Bayside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr.,  and  Irving 
F.  White. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1933,  at  10 
a.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


134-33-BZ. 

APPLICANT— Emil  Guterman,  for  William  kawecki, 
owner. 

SUBJECT— Application  for  withdrawal— re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  motor  vehicle  repair  shop  and,  also,  a  gasoline 
service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Hollis 

avenue  and  208th  street  (Block  No.  1867,  Lot  No. 

30),  Hollis,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


596-32-BZ. 

APPLICANT — Larry  Meltzer,  for  Vincent  Esposito, 
owner. 

SUBJECT — Application  for  reopening — restoration  to  Calen¬ 
dar,  having  been  previously  dismissed  for  lack  of 
prosecution — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 619  East  Fordham  road,  north¬ 
west  corner  of  Hughes  avenue  (Block  No.  3273,  Lot 
No.  252),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Holland .  1 


186-30-BZ. 

APPLICANT— Martin  J.  Ort,  for  Cooper  Service  Stations, 
Inc.,  owner. 

SUBJECT — Request  for  reopening — restoration  to  Calendar, 
having  been  previously  withdrawn — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  7f  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  installation  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Jamaica 
avenue  and  Elderts  lane  (Block  No.  50,  part  of 


Lot  No.  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Request  for  reopening  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 


384-20-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  present  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7c  and  7e  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  of  a 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 754-764  Jamaica  avenue,  south¬ 
east  corner  of  Chestnut  avenue  (Block  No.  4104, 
Lot  Nos.  24  and  25),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  () 

Absent  .  0 


314-32-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Harry  Greenberg, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
.  resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  the  first  story  of  an  existing 
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building  to  a  motor  vehicle  repair  shop  (previously 
withdrawn ;  reopened  and  restored  to  Calendar 
March  14,  1933). 

PREMISES  AFFECTED— 1716-1718  Coney  Island  avenue, 
west  side,  100  ft.  north  of  Avenue  N  (Block  No. 
6573,  Lot  No.  40),  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  Kearney  and  Alfred  A. 
Lama. 

For  Opposition:  George  Potts. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle . 3 

Negative:  Commissioner  Connell  and  Chief  Mc- 

Elligott .  2 

Absent  .  0 

THE  RESOLUTION— 

(314-32-BZ) 

Whereas,  Lama  &  Proskauer,  for  Harry  Greenberg, 
owner,  filed,  June  2,  1932;  withdrawn  September  23,  1932; 
reopened  March  14,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  change 
of  occupancy  of  the  first  story  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises  1716-1718  Coney  Island 
avenue,  west  side,  100  ft.  north  of  Avenue  N  (Block  No. 
6573,  Lot  No.  40),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Coney  Island  avenue  is  in  a  busi¬ 
ness  use  district;  East  10th  street  is  in  a  residence  district, 
and  Avenue  N  is  in  a  residence  and  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  30,  1933  (re  Applic.  No.  3641-32),  reads: 

“Application  denied.  Use  contrary  to  Zoning  Resolu¬ 
tion,  Art.  II,  Sect.  4(a),  sub.  div.  29;  repair  shop  for 
automobiles  not  permitted  in  business  districts.” ; 
and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  two  stories  in  height,  with  a  frontage  of  40  ft.  and  a 
depth  of  96  ft.;  to  be  occupied  as  a  motor  vehicle  repair 
shop ;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


388-30-BZ. 

APPLICANT — Felix  Nolan  and  Margaret  Nolan,  owners. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  for  reconsideration 
under  new  facts  January  13,  1933). 

PREMISES  AFFECTED— 1857-1865  Linden  boulevard 
(formerly  known  as  455-465  Linden  boulevard), 
northwest  corner  of  Alabama  avenue  (Block  No. 
4319,  Lot  No.  27),  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Karlin  and  Margaret 
Nolan. 

For  Opposition:  John  P.  McGrath,  Samuel  Klinger 
and  Joseph  Szarapata. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  FOR  A  PERIOD  OF  TWO 
(2)  YEARS  UNDER  SECTION  21- 

Affirmative:  Chairman  Murdock  and  Chief  Me- 
Elligott  .  2 
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Negative :  Commissioners  Connell  Holland  and 

Guilfoyle  .  3 

Absent  .  0 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

*  Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT  FOR  AN  UNLIMITED 
PERIOD  UNDER  SECTION  21- 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  o 

THE  RESOLUTION— 

(388-30-BZ) 


Whereas,  Felix  Nolan  and  Margaret  Nolan,  owners, 
fded,  June  10,  1930;  denied  September  30,  1930;  reopened 
January  13,  1933,  for  reconsideration  based  on  new  facts,  an 
application,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  1857-1865  Linden  boulevard,  for¬ 
merly  455-465  Linden  boulevard,  northwest  corner  of  Ala¬ 
bama  avenue  (Block  No.  4319,  Lot  No.  27),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is  in  a  residence 
and  business  district ;  Hegeman  avenue  is  in  a  business  dis¬ 
trict,  and  Alabama  avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  24,  1933  (re  Applic.  No.  1437-33),  reads: 

“Application  denied.  Use  contrary  to  Zoning  Reso¬ 
lution,  Art.  II,  Sec.  3 ;  Gasoline  service  station  not  per¬ 
mitted  in  a  residential  district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  84  ft.  5  in.  on  Linden  boulevard  and  44  ft.  8  in. 
on  Alabama  avenue,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  10  ft.  by  16  ft.  in  area,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


11-33-BZ. 

APPLICANT— M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

SUBJECT — Application  for  reopening— modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Hylan 
boulevard  and  New  Dorp  lane  (Block  No.  3649, 
part  of  Lot  No.  1),  New  Dorp,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  M.  Bache. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


MINUTES 


Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(11-33-BZ) 


Whereas,  this  application,  affecting  premises  northwest 
corner  of  Hylan  boulevard  and  New  Dorp  lane  (Block  No. 
3649,  part  of  Lot  No.  1),  New  Dorp,  Borough  of  Richmond, 
was  granted  by  the  board  at  its  meeting  May  2,  1933,  on 
certain  conditions,  and  applicant  requested  a  modification  of 
the  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  May 
2,  1933,  in  so  far  as  it  affects  the  fence  to  be  erected  on  the 
interior  lot  lines,  be  modified  to  read  as  follows :  “that  a 
woven  wire  fence  at  least  5  ft.  in  height  shall  be  erected  on 
the  two  interior  lot  lines,  except  that  such  fence  need  not 
be  erected  where  there  is  a  building  on  the  adjacent  lot 
within  3  ft.  of  the  interior  lot  line” ;  and,  also,  modified, _  as 
to  concrete  curbs,  to  read :  “that  there  shall  be  no  require¬ 
ment  for  the  construction  of  concrete  curbs  on  the  street 
building  line  on  New  Dorp  lane  and  Hylan  boulevard”; 
otherwise  the  resolution  adopted  shall  be  complied  with  in 
all  other  respects. 


345-32-BZ. 

APPLICANT— Patrick  J.  Reilly,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build- 
igns),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— North  side  of  47th  avenue,  91 
ft.  east  of  Cross  Island  boulevard  (Block  No.  1299, 
Lot  No.  105),  Bayside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  A.  Casey. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott . 1 

THE  VOTE  TO  MODIFY  RESOLUTION— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott . 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(345-32-BZ) 

Whereas,  this  application,  affecting  premises  north  side  of 
47th  avenue,  91  ft.  east  of  Cross  Island  boulevard  (Block 
No.  1299,  Lot  No.  105),  Bayside,  Borough  of  Queens,  was 
granted  by  the  board  at  its  meeting  March  3,  1933,  on  cer¬ 
tain  conditions,  and  applicant  requested  a  modification  of 
these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  3,  1933,  only  so  far  as  it  refers  to  the  woven  wire 
fence  to  be  erected  around  the  interior  lot  lines,  be  modified 
so  that  as  modified  the  resolution  will  read :  “that  there 
shall  be  a  woven  wire  fence  not  less  than  16  gauge  with  not 
more  than  2-inch  mesh  erected  to  a  height  of  5  ft.  on  the 
interior  lot  lines,  or  in  the  event  that  the  portion  of  the  rear 
of  the  lot  is  not  used  for  gasoline  station  purposes,  the  fence 
may  be  constructed  on  the  side  interior  lot  lines  and  across 
the  property  at  the  rear  of  office  and  greasing  pits,  in  which 
case  there  may  be  a  gate  not  over  3  ft.  in  width  in  the  fence 
to  be  erected  across  the  plot” ;  the  resolution  to  be  complied 
with  in  all  other  respects. 


Adjourned  1.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  20,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . . . . 


5 

0 

0 


BUILDING  ZONE  CASES. 

238-27-BZ. 

APPLICANT — William  F.  Doyle,  for  Seacrest  Laundry, 
Inc.,  owner;  request  for  reopening  made  by  Alfred 
H.  Eccles. 

SUBJECT — Application  for  reopening— restoration  to  Cal¬ 
endar — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  an  extension 
to  an  existing  laundry  building. 

PREMISES  AFFECTED— East  side  of  Dewey  street,  315 
ft.  south  of  Queens  boulevard  (Block  No.  1577,  Lot 
No.  82),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 


53-33-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Seacrest  Laundry, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  the  extension  of  a  business 
building  in  a  residence  district. 

PREMISES  AFFECTED — East  side  of  Dewey  street,  315 
ft.  south  of  Queens  boulevard  (Block  No.  1577,  Lot 
No.  82),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn;  the  matter 
to  be  considered  under  Cal.  No.  238-27-BZ. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 
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92-31-BZ. 

APPLICANT — Sarah  Raskin  and  Yetta  Raskin,  owners. 
SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  service  station 
(previously  granted  by  the  board  for  a  temporary 
period;  reopened  April  4,  1933). 

PREMISES  AFFECTED— 8401-8411  Flatlands  avenue  and 
769  East  84th  street,  northeast  corner  (Block  No. 
8005,  Lot  Nos.  6,  7  and  8),  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  N.  Horwitz  and  Reuben  Raskin. 


For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott. .  4 

Absent  .  0 

THE  RESOLUTION— 

(92-31-BZ) 


Whereas,  Sarah  Raskin  and  Yetta  Raskin,  owners,  filed, 
February  19,  1931;  granted  for  a  temporary  period  June  23, 
1931 ;  reopened  April  4,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  per¬ 
manent  maintenance  of  a  gasoline  service  stationj  premises 
8401-8411  Flatlands  avenue  and  769  East  84th  street,  north¬ 
east  corner  (Block  No.  8005,  Lot  Nos.  6,  7  and  8),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards!  and  appeals,  at  its  regular  meet¬ 
ing,  June  20,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatlands  avenue  is  in  a  business 
district ;  East  84th  street  is  in  a  residence  and  unrestricted 
district,  and  East  84th  street  is  in  an  unrestricted  and  busi¬ 
ness  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  12,  1933,  reads : 

“In  response  to  your  letter  of  April  11th,  1933,  for  a 
permanent  certificate  of  occupancy  for  premises  8401-11 
Flatlands  Avenue,  Northeast  corner  of  E.  84th  Street, 
for  a  gasoline  station,  office  and  grease  racks,  please 
take  notice  that  this  request  is  denied  as  contrary  to 
Calendar  No.  92-31-BZ  of  thq  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Flatlands  avenue  and  85  ft.  on  East 
84th  street ;  a  gasoline  station  is  being  operated  on  the  site 
under  a  temporary  permit  granted  by  the  board ;  it  is  pro¬ 
posed  to  increase  the  number  of  tanks  and  pumps  and  to 
erect  a  one-story  structure,  56  ft.  by  20  ft.  in  area,  to  be 
used  as  office,  grease  pits  and  auto  laundry  and  to  operate 
the  station  permanently;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing ;  and 

Whereas,  this  report  recommended  that  the  applicant 
amend  the  application  to  section  7,  subdivision  f,  for  a  tem¬ 
porary  permit  for  two  years ;  and 

Whereas,  the  owner  at  this  hearing  was  not  willing  to 
accept  a  temporary  permit. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
112-33-A. 

APPELLANT — Jack  Fein,  for  Brownsville  Motor  Sales 
Co.,  lessee. 


SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 361  Van  Sindern  avenue  (Block 
No.  3765,  Lot  No.  9),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Jack  Fein. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1933,  at  2 
p.  m.,  for  appellant  to  obtain  proper  certificate  of 
occupancy. 


145-33-A. 

APPELLANT — Jean  Braun,  for  Harry  C.  Bryan,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 289-291  East  139th  street 
(Block  No.  2314,  Lot  No.  84),  The  Bronx. 
APPEARANCES— 

For  Appellant :  Joseph  Friedman. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over,  subject  to  adoption  of 
proposed  Oil  Burner  Rules. 


55-33-A. 

APPELLANT — St.  Peter’s  Hospital,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 366-382  Henry  street  (Block 
No.  299,  Lot  Nos.  23  to  31,  inclusive),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Beatrice  M.  Judge  and  Sister  Wini¬ 
fred. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION— 

(55-33-A) 

Whereas,  St.  Peter’s  Hospital,  owner,  filed,  February  10, 
1933,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  366-382  Henry  street 
(Block  No.  299,  Lot  Nos.  23  to  31,  inclusive),  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  27,  1932  (re  Order  No.  95500-F),  reads: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  Sec.  580-1,  Art.  28,  Ch.  5,  Code  of  Ord.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  20,  1933,  reads: 

“In  reply  to  your  letter  of  Jan.  13th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  95500-F  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the,  Bd.  of  Stand¬ 
ards  and  Appeals  will  not  accept  an  appeal  for  the 
reason  that  the  time  limit,  twenty  days,  had  elapsed, 
a°d  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  (82 
ft.)  in  height,  220  ft.  by  92  ft.  and  172  ft.,  irregular,  in 
depth,  about  16,000  sq.  ft.  floor  area  at  basement,  first, 
second  and  third  stories,  14,000  sq.  ft.  at  fourth  story  and 
8,000  sq.  ft.  at  fifth  story ;  OCCUPIED  as  a  hospital :  base¬ 
ment,  kitchen  and  X-ray  laboratory,  8  persons ;  upper  stories, 
total  of  241  beds;  certificate  of  occupancy  issued  May  18. 
1929,  for  a  convent;  and 


554 


MINUTES 


Whereas,  the  appellant  claims  the  building  was  erected 
in  1888,  equipped  with  a  standpipe  system  in  accordance 
with  the  regulations  at  the  time  of  installation,  consisting  of 
three  2-inch  rising  lines,  one  riser  located  at  the  center  of 
each  wing  of  the  building  and  the  stairway,  cross-connected 
at  basement  ceiling  with  2-inch  piping  and  fed  through  a 
3-inch  direct  connection  with  the  street  water  main;  there 
is  a  disused  gravity  tank  of  5,000  gallons  capacity  on  the 
roof ;  in  addition  to  the  existing  standpipe  system,  the  ap¬ 
pellant  proposes  to  install  one  4-inch  rising  line  at  the  inter¬ 
section  of  the  main  public  halls  leading  to  each  wing,  with 
2J'2-mch  outlets  and  100  ft.  of  regulation  hose  at  each  story, 
to  be  fed  from  the  existing  5,000-gallon  roof  tank,  the  tank 
to  be  maintained  full  at  all  times  by  an  automatic  electric 
filling  pump  located  in  basement;  furthermore,  the  appellant 
contends  that  the  order  is  retroactive;  that  the  owner  would 
suffer  an  unnecessary  hardship  if  forced  to  comply  strictly 
with  the  order  under  the  present  economical  business  con¬ 
ditions. 

Resolved  that  the  order  (Order  No.  95500-F)  and  decision 
of  the  fire  commissioner  be  and  they  hereby  are  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  from 
the  3-inch  city  main  on  Henry  street  there  shall  be  con¬ 
structed  a  3-inch  standpipe  riser  in  main  corridor,  approx¬ 
imately  at  the  center  of  building,  with  2^4 -inch  hose  outlets 
and  at  least  125  ft.  of  2}4-inch  hose  at  each  outlet  on  each 
floor,  including  the  basement;  that  this  3-inch  riser  shall  be 
connected  with  a  Siamese  located  near  the  Henry  street  front 
of  building  at  the  side  of  the  stoop ;  that  this  new  3-inch  line 
shall  also  be  connected  to  existing  2-inch  line  with  a  check 
valve  so  installed  that  the  new  3-inch  line  can  be  filled  from 
the  fire  department  Siamese  without  affecting  the  2-inch 
line ;  that  the  existing  2-inch  line  shall  be  at  all  times  kept  in 
workable  condition  and  shall  comply  with  the  Fire-Line 
Standpipe  Rules ;  that  the  hose  nozzles  on  the  new  line  on 
top  floor  shall  be  V2  inch  in  diameter,  and  that  this  modifica¬ 
tion  shall  apply  only  so  long  as  the  building  shall  continue 
in  its  present  use  and  shall  not  be  increased  in  height  or 
area  and  that  the  present  watchman  system,  fire  alarm  sys¬ 
tem  and  all  fire-fighting  equipment  shall  be  maintained  in 
good  working  condition. 


66-33-A. 

APPELLANT — Edward  J.  Stauffer,  for  International 
Handkerchief  Manufacturing  Co.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 


PREMISES  AFFECTED— 801-803  East  136th  street 
(Block  No.  2588,  Lot  No.  1),  The  Bronx. 
APPEARANCES— 

For  Appellant :  Edward  J.  Stauffer  and  J.  W. 
Lord. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(66-33-A) 

Whereas,  Edward  J.  Stauffer,  for  International  Hand¬ 
kerchief  Manufacturing  Co.,  owner,  filed,  February  17,  1933, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  801-803  East  136th  street  (Block 
No.  2588,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  August 
5,  1932  (re  Order  No.  96799-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Sec.  580-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 

and 


W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
February  8,  1933,  reads: 

“This  will  reply  to  your  letter  of  January  23rd,  1933, 
relative  to  Order  No.  96799-F,  affecting  the  above  prem¬ 
ises,  in  which  you  state  due  to  business  conditions  at 
this  time  it  would  be  a  hardship  to  comply  with  the  order 
and  request  a  recommendation  of  the  same. 

“Please  be  advised  that  this  order  was  issued  under  a 
mandatory  requirement  of  the  Code  of  Ordinances  and 
this  department  has  no  power  to  waive  or  modify  such 
requirements,  therefore  we  regret  your  request  must  be 
denied.” ; 
and 

Whereas,  the  building  is  non- fireproof,  one  story  (15  ft.) 
in  height,  140  ft.  by  147  ft.  6  in.  in  area;  OCCUPIED  for 
the  storage  of  metal  and  wood  fixtures,  five  persons;  and 

Whereas,  the  appellant  claims  the  building  under  appeal 
was  erected  in  1903,  only  one  story  in  height,  subdivided  by 
4-inch  terra  cotta  block  partitions,  with  fireproof,  self-closing 
doors  at  openings;  the  largest  single  floor  area  is  14,600 
sq.  ft. ;  equipped  with  a  sprinkler  system  fed  from  a  15,000- 
gallon  tank  located  at  least  40  ft.  above  the  roof;  there  are 
two  horizontal  exits  to  building  adjoining  at  west  and  one 
such  exit  to  building  adjoining  at  north,  all  of  which  are 
protected  with  automatic  closing  fireproof  Underwriter  doors 
on  both  sides  of  the  wall ;  there  are  two  large  exit  door¬ 
ways  opening  direct  to  the  street,  a  street  fire  hydrant 
directly  in  front  of  the  building  and  unobstructed  access  to 
the  building  in  case  of  fire ;  furthermore,  the  appellant  con¬ 
tends  the  building  is  provided  with  adequate  means  of  fire 
protection;  that  the  owner  would  suffer  an  unnecessary  hard¬ 
ship  if  forced  to  comply  with  the  order  under  the  present 
economical  business  conditions. 

Resolved,  that  the  order  (Order  No.  96799-F)  and  deci¬ 
sion  of  the  fire  commissioner  be  and  they  hereby  are  modified 
and  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
a  2j4-inch  standpipe  line  shall  be  tapped  into  the  existing 
6-inch  riser  located  in  the  northwest  corner  of  basement  of 
the  adjoining  six-story  building;  that  this  214-inch  line 
shall  be  extended  into  the  one-story  building  with  a  hose 
outlet  located  at  the  south  side  near  the  door  to  East  136th 
street  and  a  hose  outlet  on  the  north  side  near  the  door 
entering  four-story  portion  of  building,  each  of  these  two 
outlets  to  be  equipped  with  regulation  2j4-inch  hose  of  100 
ft.  length ;  that  the  hose  connections  attached  to  the  present 
sprinkler  system  shall  be  disconnected  and  discontinued  as 
required  by  Order  No.  96798-LF  and  that  all  openings  be¬ 
tween  this  one-story  portion  and  the  adjoining  section  of 
the  building  shall  be  provided  with  automatic  Underwriter 
fire  doors,  one  on  either  side  of  partition,  at  all  openings ; 
also,  that  in  the  terra  cotta  block  partition  now  existing  in 
the  northeast  corner  of  this  one-story  portion  all  doors  to 
same  shall  be  self-closing  and  fireproof;  that  the  existing 
sprinkler  system  and  the  standpipe  system,  except  as  modi¬ 
fied  herein,  shall  be  kept  in  good  working  order  and  in  com¬ 
pliance  with  the  rules  covering  existing  installations ;  that 
this  modification  shall  continue  as  long  as  the  buildings  are 
occupied  by  one  tenant  and  so  long  as  building  shall  not  be 
increased  in  height  or  area. 


110-33-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Gateshead  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 102  West  80th  street  (Block 
No.  1210.  Lot  No.  37),  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration  :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott . 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(110-33-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Gateshead  Realty  Corp.,  owner,  filed,  March  22,  1933, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  102  West  80th  street  (Block  No. 
1210,  Lot  No.  37),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  August 
22,  1931  (re  Order  No.  84695-F),  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so  ele¬ 
vated  that  the  bottom  will  be  not  less  than  20  feet  above 
the  roof  level.  Sections  580-581,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  2,  1933,  reads : 

“In  reply  to  your  letter  of  February  8,  1933,  request¬ 
ing  rescindment  of  order  84695-F,  affecting  the  above 
premises,  you  are  advised  that  your  request  must  be 
denied  as  this  department  has  no  power  to  waive  or 
modify  the  requirements  of  the  Rules  of  the  Board  of 
Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  (90  ft. 
4  in.)  in  height,  60  ft.  1  in.  by  91  ft.  2  in.  in  area;  OCCU¬ 
PIED  as  a  hotel  throughout;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1899 ;  equipped  with  a  standpipe  system  fed  from  a  2,500- 
gallon  tank,  the  bottom  of  which  is  8  ft.  10  in.  above  the 
hose  outlet  of  top  story;  that  a  similar  order,  No.  58542-F, 
issued  April  11,  1917,  reading:  “1.  Provide  tank  on  roof  of 
at  least  3,500  gallons  for  standpipe”  ;  Plan  No.  823-1917  was 
filed  and  approved  by  the  fire  commissioner  showing  the 
conditions  exactly  as  they  exist  at  present  and  also  in  ac¬ 
cordance  with  the  modification  granted  May  26,  1917,  by  the 
fire  commissioner,  the  work  was  completed  and  the  order 
dismissed:  furthermore,  the  appellant  contends  the  building 
is  only  slightly  in  excess  of  the  height  where  a  standpipe 
system  would  not  be  required. 

Resolved,  that  the  order  (Order  No.  84695-F)  and  deci¬ 
sion  of  the  fire  commissioner  be  and  they  hereby  are  modified 
and  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  existing  equalizing  pipe  line  between  the  standpipe  tank 
and  house  tank  shall  be  entirely  removed  and  the  standpipe 
line  restored  to  condition  approved  by  the  fire  department  in 
1917  so  as  to  at  all  times  provide  2,500  gallons  of  water  for 
standpipe  service;  that  the  standpipe  rules  shall  be  complied 
with  in  all  respects  as  applying  to  existing  buildings ;  that 
the  existing  tank  may  remain  in  its  present  position,  pro¬ 
vided  at  all  times  it  shall  be  not  less  than  8  ft.  6  in.  above 
line  of  highest  hose  outlets  and  that  the  hose  outlets  and 
the  hose  nozzles  on  top  floor  shall  be  reduced  to  y2  inch  size 
in  diameter. 


45-33-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Cooper  Union,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — Astor  place  and  Cooper  square 
(Block  No.  544,  Lot  No.  76),  Manhattan. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(45-33-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Cooper  Union,  owner,  filed,  February  6,  1933,  an  appeal 
from  orders  and  a  decision  of  the  fire  commissioner,  affecting 
premises  Astor  place  and  Cooper  square  (Block  No.  544, 
Lot  No.  76),  Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  22,  1932,  read  as  follows : 

“Order  No.  99595-F : 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
outlet  of  highest  story  and  properly  support  same  as 
per  Sec.  580-1,  Ch.  5,  Code  of  Ordinances.”; 
and 

“Order  No.  99596-F: 

“1.  Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above  the 
3,500  gallon  mark  only. 

“2.  Provide  an  emergency  drain  for  standpipe  tank 
not  less  than  4  inches  in  diameter  connected  directly  to 
the  bottom  of  the  tank  or  to  the  standpipe  supply  line 
above  the  roof,  and  terminating  not  less  than  30  inches 
nor  more  than  4  feet  above  the  roof  in  a  horizontal  run. 
Emergency  drain  shall  be  provided  with  a  4  inch  rising 
stem  O.S.  &  Y.  gate  valve  located  in  a  readily  accessible 
position  not  more  than  4  feet  above  the  roof. 

“5.  Provide  an  additional  outlet  on  the  6th  story  with 
50'  of  hose. 

“6.  Connect  present  6th  story  outlet  to  standpipe 
system  now  on  house  service. 

“7.  Provide  2)4"  hose  at  all  outlets  all  stories. 

“8.  Connect  with  2)4"  pipe  hose  outlets  on  7th,  1st 
story  and  cellar  to  standpipe  system. 

“9.  Provide  an  outlet  with  100'  of  hose  on  7th  story 
northeast. 

“10.  Remove  valves  from  cross  connection  in  cellar 
near  siamese  connection.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rules  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  16,  1933,  reads : 

“This  will  reply  to  your  letter  of  January  13th,  1933, 
relative  to  Orders  No.  99595-F  and  No.  99596-F  affect¬ 
ing  the  above  premises  in  which  you  state  you  wish  to 
appeal  from  the  requirements  of  these  orders  to  the 
Board  of  Standards  and  Appeals  but  cannot  do  so  due 
to  the  fact  that  more  than  20  days  have  elapsed  since 
the  issuance  of  the  order  and  request  that  the  order  be 
rescinded  and  reissued  so  that  the  appeal  may  properly 
be  brought  before  the  above  Board.  Please  be  advised 
your  request  is  denied.” ; 
and 

Whereas,  the  building  is  non-fireproof,  seven  stories  and 
pent  house  (112  ft.)  in  height,  142  ft.  by  160  ft.,  irregular, 
in  area ;  OCCUPIED  :  Institute  of  Science  &  Art,  551  per¬ 
sons  in  entire  building;  and 

Whereas,  the  appellant  has  filed  plans  indicating  the 
seventh  story  is  divided  into  two  separate  floor  areas,  about 
4,000  sq.  ft.  each  ;  there  is  no  standpipe  in  the  northerly  area, 
but  access  may  be  had  by  one  open  flight  of  stairs  from  a 
hose  outlet  on  sixth  story;  the  existing  standpipe  system 
consists  of  a  2)4  -inch  standpipe  dropped  from  the  roof  tank 
extending  downward  with  dead  end  at  fifth  story;  a  2)4-inch 
hose  outlet  at  each  of  the  sixth  and  seventh  stories  and  is 
also  connected  with  the  house  supply  lines;  one  3-inch 
rising  line  with  2)4-inch  hose  outlets  in  stair  hall  at  second, 
third,  fourth,  fifth  and  pent  house  stories;  one  3-inch  hori¬ 
zontal  run  in  basement  leading  to  two  l)4-inch  hose  outlets 
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on  first  story  also  to  two  l)4-inch  outlets  and  one  2-inch 
hose  outlet  in  basement ;  there  is  a  header  below  grade  lead¬ 
ing  to  Siamese  connections  on  the  East  7th  street  front,  fed 
from  a  7,500-gallon  house  supply  tank,  3,500  gallons  re¬ 
served  for  standpipe  system,  the  bottom  of  which  is  4  ft. 
above  the  hose  outlet  in  pent  house ;  the  tank  is  maintained 
full  by  an  automatic  filling  pump  in  basement;  the  appellant 
claims  the  building  was  erected  in  1859  and  used  practically 
in  the  same  manner  since  that  date;  as  to  Order  No.  99595-F, 
thq  pent  house  is  vacant  and  only  1,600  sq.  ft.  in  area;  the 
bottom  of  the  tank  is  22  ft.  4)4  in.  above  the  hose  outlet 
in  the  highest  (seventh)  story;  as  to  Order  No.  99596-F, 
similar  orders  were  issued  in  1915,  then  modified,  thereafter 
the  orders  were  complied  with  and  dismissed  by  the  fire 
commissioner;  Item  10  refers  to  a  gate  valve  on  the  3-inch 
horizontal  run  in  basement  which  is  maintained  there  so  as 
to  prevent  sewage  from  backing  into  the  line ;  furthermore, 
the  appellant  proposes  to  provide  200  ft.  of  hose  to  all  2)4- 
inch  outlets. 

Resolved,  that  the  orders  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted,  as  to  Order  No.  99595-F,  to  permit  the 
standpipe  tank  to  remain  in  its  present  condition  and  the 
pipe  to  remain  on  inside  of  tank  so  that  there  shall  be  at 
least  3,500  gallons  of  water  reserved  and  available  for  stand¬ 
pipe  service  and  above  that  for  house  service,  on  condition 
that  the  tank  shall  be  at  least  20  ft.  above  the  hose  outlet 
in  the  seventh  story  of  the  building,  and  on  farther  condition 
that  Order  No.  99596-F  as  modified  hereinafter  is  complied 
with;  that  Order  No.  99596-F  is  modified  as  to  Items  5,  6, 
7,  8  and  9,  on  condition  that  the  present  3-inch  standpipe 
riser  at  approximately  the  ceiling  level  of  the  seventh  floor 
shall  be  connected  to  the  existing  2)4-inch  down  riser  which 
now  furnishes  water  to  hose  outlets  on  sixth  and  seventh 
floors,  which  2)4-inch  riser  is  to  be  disconnected  from  the 
standpipe  tank;  that  all  outlets  in  the  3-inch  riser  and  in 
2)4-inch  down  riser  shall  be  provided  with  approved  hose 
equipment,  hose  to  be  2)4  inches  in  diameter  and  of  sufficient 
lengths  to  cover  each  area  on  each  floor;  that  the  present 
hose  outlets  in  the  basement  as  shown  on  the  section  filed 
with  this  appeal  marked  “Received  February  6,  1933,”  with 
the  lengths  of  hose  and  sizes  as  indicated  thereon  shall  be 
maintained  at  all  times  in  good  working  condition;  granted, 
as  to  Item  10,  on  condition  that  the  gate  valve  in  basement 
shall  be  left  open  at  all  times  except  when  the  system  js 
being  temporarily  drained;  that  the  buried  standpipe  line  in 
the  basement  shall  be  flushed  out  and  kept  clear  at  all  times 
to  the  satisfaction  of  the  commissioner;  that  in  the  pent 
house  story,  above  the  seventh  floor,  there  shall  be  such 
auxiliary  fire-extinguishing  equipment  installed  as  the  com¬ 
missioner  may  direct,  and  denied  as  to  Items  1  and  2. 


167-33-A. 

APPELLANT— Carl  A.  Sturken  and  Robert  Ringel,  for  Jay 
Street  Terminal,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 53-73  Water  street  (Empire 
Stores  Nos.  5,  6  and  7),  (Block  No.  26,  part  of  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Robert  Ringel. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(167-33-A) 

Whereas,  Carl  A.  Sturken  and  Robert  Ringel,  for  Jay 
Street  Terminal,  owner,  filed,  May  2,  1933,  an  appeal  from 


orders  of  the  fire  commissioner,  affecting  premises  53-73 
Water  street  (Empire  Stores  Nos.  5,  6  and  7),  (Block  No. 
26,  part  of  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  April 
13,  1933  (re  Orders  Nos.  3062-F,  3063-F  and  3064-F),  read 
as  follows : 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Sec.  580-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  premises  consist  of  three  adjoining  non- 
fireproof  buildings,  four  stories  (51  ft.)  in  height,  225  ft. 
by  190  ft.  in  area;  OCUPIED  for  the  storage  of  coffee,  no 
permanent  occupancy;  and 

Whereas,  the  appellant  claims  that  the  three  buildings 
are  separated  by  unpierced  party  walls,  erected  prior  to  1870, 
for  warehouse  purposes,  occupied  at  intervals  for  storing  or 
removing  goods;  the  largest  floor  area  is  13,600  sq.  ft.;  all 
external  openings  are  equipped  with  steel  doors  and  shutters ; 
there  is  no  heating  plant  installed;  five  50-gallon  barrels  with 
six  pails  each  are  maintained  on  each  story  of  each  building; 
twelve  fire  hydrants  are  on  the  street  in  front  and  near  the 
buildings;  the  appellant  contends  there  is  no  existing  fire 
hazard  on  the  premises;  enforcement  of  the  orders  would 
impose  an  unwarranted  hardship  upon  the  owner ;  further¬ 
more,  the  board  granted  appeals  on  condition  in  1920  to  omit 
a  4-inch  standpipe  line  in  these  buildings. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Nos. 
3062-F,  3063-F  and  3064-F,  affecting  three  buildings,  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  traps  through  the  floors  and 
all  door  openings  of  stairways  through  the  floors  now  held 
open  with  rope  and  fusible  link  shall  be  closed  at  night  from 
the  close  of  business  hours  to  the  beginning  of  business 
hours  next  morning;  that  traps  shall  at  all  times  be  unob¬ 
structed  by  stock  stored  on  the  premises  so  that  the  trap 
doors  will  at  all  times  be  operative  upon  the  fusing  of  the 
link;  that  in  at  least  one  row  of  windows  in  each  elevation 
there  shall  be  hand  holes  in  the  shutters  so  as  to  permit 
shutters  to  be  opened  from  the  exterior  and  that  the  middle 
line  of  windows  in  the  building  facing  on  Old  Dock  street 
shall  be  equipped  with  these  hand  holes  in  the  shutters ; 
that  this  modification  shall  continue  only  so  long  as  the 
buildings  are  occupied  as  at  present  for  the  storage  of  coffee 
in  bags  or  other  non-hazardous  material,  and,  also,  on  condi¬ 
tion  that  the  supervised  watchman’s  systems  with  central  dis¬ 
trict  office  connection  shall  be  maintained  and  that  such  aux¬ 
iliary  fire-fighting  appliances  shall  be  installed  throughout  the 
building  as  may  be  required  by  the  commissioner. 


168-33-A. 

APPELLANT — Carl  A.  Sturken  and  Robert  Ringel,  for  Jay 
Street  Terminal,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 41-51  Water  street  (Empire 
Stores  No.  11),  (Block  No.  26,  part  of  Lot  No.  1), 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Robert  Ringel. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(168-33-A) 

Whereas,  Carl  A.  Sturken  and  Robert  Ringel,  for  Jay 
Street  Terminal,  owner,  filed,  May  2,  1933,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  41-51 
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Water  street  (Empire  Stores  No.  11),  (Block  No.  26,  part 
of  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 
13,  1933  (re  Order  No.  3061-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Sec.  580-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  (59 
ft.)  in  height,  100  ft.  4  in.  by  189  ft.  4  in.  in  area;  OCCU¬ 
PIED:  1st  story,  storage,  6  persons;  upper  stories,  storage 
of  obsolete  machinery,  no  occupancy ;  and 
Whereas,  the  appellant  claims  the  building  was  erected 
prior  to  1870  for  warehouse  purposes ;  the  floor  area  is  about 
18,000  sq.  ft. ;  the  westerly  party  wall  is  unpierced  through¬ 
out;  all  external  openings  are  equipped  with  steel  doors  and 
shutters ;  there  is  no  heating  plant  installed ;  eight  50-gallon 
barrels  with  six  pails  each  are  maintained  on  each  story ; 
twelve  fire  hydrants  are  on  the  street  in  front  and  near  the 
building ;  the  appellant  contends  there  is  no  existing  fire 
hazard  on  the  premises ;  that  enforcement  of  the  order  would 
impose  an  unwarranted  hardship  upon  the  owner ;  further¬ 
more,  the  board  granted  an  appeal  on  condition  in  1920  to 
omit  a  4-inch  standpipe  line  in  this  building;  however,  the 
appellant  proposes  to  install  a  2l/2 -inch  wet  standpipe  system 
on  the  first  story  only,  connected  with  the  city  water  main, 
with  2j4-inch  outlets  and  100  ft.  of  hose  at  each  outlet. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
3061-F,  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  remain 
vacant  above  the  first  story  except  for  the  storage  on  the 
second  floor  of  not  more  than  twenty-five  (25)  unused 
machines ;  that  all  trap  doors  through  the  floors  shall  be  kept 
free  at  all  times  from  stock  or  merchandise,  so  that  the 
doors  will  remain  operative  upon  fusing  of  the  link;  that 
on  two  rows  of  windows  towards  the  East  River  and  on 
two  rows  of  windows  toward  Water  street  and  in  the 
central  row  of  windows  along  Old  Dock  street  hand  holes 
shall  be  provided  in  the  shutters  to  permit  them  to  be 
opened  from  the  exterior ;  that  this  permit  shall  continue 
only  as  long  as  the  first  floor  is  used  for  storage  of  material 
of  a  non-hazardous  nature  and  the  supervised  watchmen’s 
system  with  central  district  office  connection  is  maintained 
in  working  order  and  the  building  is  equipped  with  such 
auxiliary  fire-fighting  equipment  as  the  commissioner  may 
require. 


219-32-A. 

APPELLANT — Leonard  J.  Carpenter,  substituted  for  Ed¬ 
ward  P.  Doyle,  for  Estate  of  Edith  C.  Iselin  and 
Helen  A.  Wissmann,  owners. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
peal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 70  Greene  street  (Block  No. 
485,  Lot  No.  7),  Manhattan. 

APPEARANCES— 

For  Appellant :  A.  N.  Horwitz. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(219-32-A) 

Whereas,  this  appeal,  affecting  premises  70  Greene  street 
(Block  No.  485,  Lot  No.  7),  Borough  of  Manhattan,  was 
granted  by  the  board  June  21,  1932,  on  certain  conditions 
and  owner,  through  his  agent,  requested  a  modification  of 
these  conditions. 

Resolved,  that  the  resolution  of  the  board  adopted  June 
21,  1932,  be  modified  so  that  as  modified  it  will  read: 
granted  on  condition  that  not  more  than  twenty  tons  of 
paper  or  combustible  material  stored  or  baled  shall  be  kept 
in  the  building  above  the  ground  floor;  that  the  occupants 
ot  the  building  shall  be  limited  to  not  more  than  ten  per¬ 
sons,  of  whom  not  more  than  five  shall  be  above  the  ground 
noor,  that  the  building  shall  not  be  increased  in  height  or 
area  and  that  such  additional  fire-fighting  appliances  as 
shall  be  directed  by  the  fire  commissioner  shall  be  installed 
m  the  first  story;  that  the  stock  shall  be  so  piled  as  to  leave 
a  hall  through  the  center  of  the  building  and  as  so  piled 
mall  not  exceed  the  floor  loading  capacity  approved  by  the 
commissioner  of  buildings.” 


rniniuiNb  nUK  VARIATIONS. 

47-33-S. 

PETITIONER— Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner. 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — South  side  of  East  16th  street 
196.23  ft.  west  of  Washington  avenue  (Block  No! 
2387,  Lot  No.  27),  The  Bronx 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACT  ION  OF  BOARD — Laid  over  to  September  12,  1933,  at 
2  p.  m.,  on  condition  that  no  factory  work  in  the 
meantime  shall  be  carried  on  above  the  first  or 
ground  floors  and  no  occupancy  above  the  first  floor 
except  a  small  office  in  the  easterly  front  of  the 
second  floor  with  an  ccupancy  thereof  of  not  over 
two  persons. 

THE  VOTE  TO  LAY  OVER  ON  CONDITION— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  .  q 

Absent  .  ] .  q 


131-33-S 

PETITIONER — The  New  York  Times  Co.,  owner. 
SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings 
PREMISES  AFFECTED — 221-247  West  43rd  street 

a  ddc  a  1015,  ^ot  12  anc*  19)’  Manhattan. 

APPEARANCES — 

For  Petitioner :  None. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  department  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1933,  at  2 
p.  m.,  on  request  of  representative  of  department  of 
buildings. 


158-33-S. 

PETITIONER — Otto  A.  Staudt,  for  34  West  38th  Street 
Corp.,  owner. 

SUBJECT  Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 34  West  38th  street  (Block  No. 
839,  Lot  No.  66),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Otto  A.  Staudt. 

For  Administration:  Assistant  Engineer  Samuel 
Becker  of  department  of  buildings. 
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ACTION  OF  BOARD— Petition  withdrawn  after  argument. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


PETITIONER— Henry  S.  Lion,  for  Timken  Realty  Corp., 
owner. 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 135-153  West  37th  street 

(Block  No.  813,  Lot  No.  1),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Henry  S.  Lion. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 


THE  RESOLUTION— 

(121-33-S) 

Whereas,  Henry  S.  Lion,  for  Timken  Realty  Corp., 
owner,  filed,  March  31,  1933,  a  petition  for  a  variation  from 
the  requirements,  of  the  labor  law  as  cited  in  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  135- 
153  West  37th  street  (Block  No.  813,  Lot  No.  1),  Borough 

of  Brooklyn;  and  .  .  ,  .  T 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  18,  1933  (re  Order  No.  58-LD),  reads: 

“1.  Remove  all  articles  or  wares  from  the  stairway 
enclosure  or  from  the  landings,  platforms  or  passage¬ 
ways  connected  therewith  including  (cigar  stand,  theatre 
ticket  stand  and  telephone  booths) ,  in  hall  on  the  1st 
story,  as  per  rule  10  of  the  Board  of  Standaids  and 
Appeals.” ; 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  20,  1933,  reads: 

“This  will  reply  to  your  letter  of  March  2nd  relative 
to  Order  No.  58-LD,  issued  January  18th,  1933,  affecting 
the  above  premises  in  which  you  state  you  have  been 
authorized  by  the  owner  to  petition  the  Board  of  Stand- 
ards  and  Appeals  for  relief  from  the  requirements  of 
the  order  but  cannot  do  so  for  the  reason  that  more  than 
20  days  have  elapsed  since  the  date  of  issuance  of  the 
order  and  request  that  the  same  be  rescinded  and  re¬ 
issued  so  that  the  matter  may  properly  be  brought  be¬ 
fore  the  above  Board.  „ 

“Please  be  advised  that  your  request  must  be  denied.  ; 


Whereas,  the  building,  erected  in  1923  is  fireproof  seven¬ 
teen  stories  in  height,  98  ft.  9  in.  by  244  ft.  in  area;  OCCU¬ 
PIED  for  stores,  showrooms  and  25  per  cent  of  the  floor 
area  for  factory  purposes;  180  persons  per  story  ;.  EQ  UiE- 
PED  with  a  sprinkler  system  and  a  fire  alarm  signal  sys¬ 
tem*  EXITS:  a  fire  tower;  two  interior  fireproof  stair¬ 
ways,  extending  from  the  first  story  to  roof,  enclosed  in 
fireproof  partitions,  with  fireproof  doors  at  openings ;  and 
Whereas,  the  petitioner  claims  the  cigar  stand  and  tele¬ 
phone  booths  are  constructed  of  hardwood  and  plate  glass, 
located  in  the  rear  extension  of  the  first  story  entrance  hall, 
access  may  be  had  to  and  from  the  interior  stairway  without 
passing  the  stands;  the  ticket  stand  has  been  approved ;  there 
are  eight  sprinkler  heads  on  the  ceiling  directly  over  and 
in  front  of  the  stands ;  no  open  flame  of  any.  kind  is  main¬ 
tained  at  the  stands;  furthermore,  the  petitioner .  contends 
that  the  stands  were  installed  in  1924  and  in  use  prior  to  the 


adoption  of  the  Factory  Exit  Rules  in  1927  under  which  the 
order  was  issued. 

Resovled,  that;  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hei'eby  are  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 


123-33-S 

PETITIONER — -Samuel  Rosenblum,  for  Broadway  & 
Thirty-Seventh  Street  Corp.,  owner. 

SUBJECT- — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1364-1370  Broadway  and  102- 
106  West  37th  street  (Block  No.  812,  Lot  No.  49), 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  department 
of  buildings  and  Assistant  Engineer  Samuel 
Becker  of  department  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  A 

THE  RESOLUTION— 

(123-33-S) 

Whereas,  Samuel  Rosenblum,  for  Broadway  &  Thirty- 
Seventh  Street  Corp.,  owner,  filed,  March  31,  1933,  a  peti¬ 
tion  for  a  variation  from  the  requirements  of  the  labor  law 
as  cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  1364-1370  Broadway  and  102-106  West  37th  street 
(Block  No.  812,  Lot  No.  49),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
11,  1933  (Order  No.  1822-LD),  reads: 

“1.  Properly  fireproof  1st  story  passageway  from  in¬ 
terior  stairway  to  street.  Section  270  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building,  erected  in  1922,  is  fireproof,  six¬ 
teen  stories  in  height,  105  ft.  8^4  in.  by  U3  *n  area  > 
OCCUPIED  for  offices,  showrooms,  with  25  per  cent  manu¬ 
facturing;  200  persons  per  story;  EQUIPPED  with  a 
sprinkler  system  and  a  standpipe  system;  EXITS:  a  fire 
tower ;  a  interior  fireproof  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  fireproof  partitions,  with 
fireproof  doors  at  openings;  and 

Whereas,  the  petitioner  claims  the  order  affects  only  the 
open  entrance-way  to  the  building  about  16  ft.,  in  length 
from  Broadway  with  plate  glass  store  show  windows  on 
either  side  ;  the  actual  stair  hall  is  separated  from  such  open 
entrance-way  by  an  entrance  vestibule  formed  by  two  tiers  of 
doors  constructed  across  the  entrance  hall  proper ;  further¬ 
more,  the  petitioner  contends  that  the  present  entrance  was 
constructed  under  approved  plans  at  the  time  of  erecting  the 
building  and  a  certificate  of  occupancy  issued  by  the  super¬ 
intendent  of  buildigns;  in  addition,  under  section  270,  sub¬ 
division  4,  of  the  labor  law,  such  open  entrance-way  should 
not  be  constructed  as  part  of  first  story  passageway  from 
interior  stairway. 

Resolved .  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  order  of  the  fire  commissioner,  No.  1822- 
LD,  be  and  it  hereby  is  modified  so  as  to  accept  the  existing 
condition  in  view  of  the  certificate  of  occupancy  haying  been 
issued  by  the  superintendent  of  buildings,  on  condition  that 
there  shall  be  sprinkler  heads  in  the  ceiling  not  over  3  ft. 
away  from  the  line  of  the  plate  glass  show  windows  on  either 
side  of  the  entrance  to  the  open  vestibule;  that  all  doors 
opening  into .  either  store  from  this  open  vestibule  shall  be 
fireproof  doors,  glazed  with  plate  glass;  that  no  light  of 
plate  glass  in  the  show  windows  facing  this  open  vestibule 
shall  exceed  35  sq.  ft.  in  area  and  that  no  plate  glass  shall 
be  less  than  one-quarter  inch  thick. 
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APPLIANCES  SUBMITTED  FOR  APPROVAL. 
85-33-SA. 

PETITIONER — Walter  C.  Robertson,  for  Cleaver-Brooks 
Co.,  owner. 

SUBJECT — Oilbilt  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  Bureau  of  Combustibles  pending 
test  and  report. 


193-33-SA. 

PETITIONER — Leo  Fixler,  for  Nemes  &  Gluck,  owners. 
SUBJECT — Nemes-Gluck  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  ;  referred  to  Bureau  of  Combustibles  pending 
test  and  report. 


204-33-SA. 

PETITIONER — David  Kaufman,  for  John  M.  Richardson, 
owner. 

SUBJECT— Mohawk  Oil  Burner,  approval  of 
APPEARANCES— 

For  Petitioner:  David  Kaufman. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  Bureau  of  Combustibles  pending 
test  and  report. 


208-33-SA 

PETITIONER — Preferred  Utilities  Co.,  Inc.,  for  The 
Lonergan  Manufacturing  Co.,  owner. 

SUBJECT — Lonergan  Automatic  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  Bureau  of  Combustibles  pending 
test  and  report. 


195-33-SA. 

PETITIONER — Engineering  Exchange  Corp.,  for  Woolery 
Machine  Co.,  owner. 

SUBJECT — Bullet  Automatic  Oil  Burner,  Models  A  and  B, 
approval  of. 

APPEARANCES— 

For  Petitioner :  M.  H.  Steinhardt. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  ;  referred  to  Bureau  of  Combustibles  pending 
test  and  report. 


221-33-SA 

PETITIONER — Hart  Oil  Burner  Corp.,  owner ;  E.  K. 
Smith,  agent. 

SUBJECT — Hart  Oil  Burner,  Model  “H”,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  Bureau  of  Combustibles  pending 
test  and  report. 


Adjourned  5.40  p.  m. 


William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board 

Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32- S A 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump . 437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump . 1264-25-SA 


of  Standards  and  Appeals 

Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump . 60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary . 52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  . . .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump . !.’.*!!  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No, 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS -  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-88-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Dovel  Master  Fuel  Oil  Burner .  350-32-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB..  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Fairfield  Oil  Burner .  584-31-SA 


Name  of  Burner  Calendar  No. 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator . . .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -S A 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner . :.  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner -  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Mnrr  Oil  Heat  Machine .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . . . . .  327-31-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner..  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  r>84-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nn-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . 1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-3il-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

_  Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7  .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B..  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner . 198-32-SA 

Schnlse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 


Name  of  Burner  Calendar  No. 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  O . 463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spi'o  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  . . 44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  012-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Tr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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BOARD  OF  STANDARD^  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A— 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-S A — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-S A— Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525-23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

7 1 2-28- S A — Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA— Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31- S A — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

250- 31-SA — Lunkenheimer  2^2-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve.  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^4-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 


USE  OF  HYDRATED 
Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
need  shall  conform  with  the  following  table,  all  weights 
^•'ven  beimr  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


125-32-SA — 'Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-S  A— Tate- Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA— Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32- S A — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 
615-32-SA — Metro  Oil  Burner,  approval  of. 

15-33-SA — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 

65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 

of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Master-Kraft  Oil  Burner,  approval  of. 

85-33- S A — Oilbilt  Burner,  approval  of. 

98-33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

1 02- 33- S A — Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA — Gold  Star  Oil  Burner,  approval  of. 
181-33-SA— Wizard  Automatic  Oil  Burner,  approval  of. 
187-33-SA — Rotoflame  Oil  Burner,  approval  of. 

193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA — Mohawk  Oil  Burner,  approval  of. 

208-33-SA — Lonergan  Automatic  Oil  Burner,  approval  of. 
221-33-SA — Hart  Oil  Burner,  Model  “H”,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


LIME  IN  CONCRETE 

1-1  Yz-%  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2 l/2-P>  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  »n  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 


DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1932 . 

Cases  filed  up  to  June  21,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . . 

Requests  to  amend . . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . . 

Total  . 

Disposed  of  . 


261 

226 

52 


134 

5 

25 

2 

35 

2 

0 

7 

0 

0 

749 

482 


Withdrawn  . . . . . 

Dismissed . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


32 

13 

62 

2 

136 

21 

5 

1 

0 


113 

10 

5 

0 

24 

1 

2 

0 

35 

0 

2 

0 

0 

0 

7 

0 

0 

0 

c 

11 

482 


Cases  pending  June  21,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order ;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure* of  the 
appellant  or  petitioner  to  file  necessary  data  or  bv  anv 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($'2. 50)  for  subscription  for  one  vear  to  THF  BTTI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 

Street . 

P.  O . 


My  Subscription  is  to  begin  with  the  issue  for 
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CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Special  Meeting,  June  23,  1933,  10  A.  M. 
Minutes  of  Special  Meeting,  June  23,  1933,  2  P.  M. 
Minutes  of  Regular  Meeting  June  27,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  June  27,  1933,  2  P.  M. 
Corrections. 

Rules  for  Testing  Wood. 

Approved  Fireline  Hose  Valves. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  July  3,  1933,  at 
2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  July  10,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


- 


DOCKET. 

New  Cases  Filed  up  to  June  28,  1933. 

Cal.  No.  Department.  Premises  Affected. 

237-33- S A . F.D . Kelco  Oil  Burner, 

-  Appliance 

236-33-BZ . T.H.D.... 1983-1985  Bryant  ave.  (Block 

3130,  Lot  20),  Bx. 

-  Alt.  14-1933 

235-33-A . F.D . 423-431  W.  123rd  st.  (Block 

1964,  Lot  12),  Man., 

-  L.  C.  80953 

234-33-A . D.B.B . . . .  Pier  No.  23,  foot  of  Pacific  st. 

(Block  287,  part  of  Lot  68), 

-  East  River.,  Bklyn.,  F-4873 

233-33-BZ . D.B.B.... 1517-1543  Myrtle  ave.  (Block 

3328,  Lot  1),  Bklyn., 

-  Applic.  2334-1933 

232-33-A . D.B.B ...  .4200-4212  Fort  Hamilton  pkwy. 

(Block  5596,  Lots  45  &  47, 

-  Bklyn.,  Applic.  3759-1933 

231-33-SA . F.D . Signal  Engineering  &  Manufac¬ 

turing  Company  Interior  Fire 

-  Alarm  Box,  Appliance 

230-33-S . D.B.M _ 48  W.  15th  st.  (Block  816,  Lot 

-  68),  Man.,  Alt.  942-1933 

229-33-BZ . D.B.Q. ...  130-09  Jerome  ave.  (Block  508, 

Lots  25  &  27),  Richmond 

-  Hill,  Q.,  N.  B.  731-1933 

228-33-SA . F.D . General  Electric  Oil  Burner, 

-  Type  DA-2,  Appliance 

227-33-SA . F.D . Oronoque  Oil  Burner,  Models 

-  S-l  &  S-2,  Appliance 


Factory  Exit  Rules .  Jan. 

Fire  Alarm  Rules  (Interior) .  Dec. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . June 

Fireproof  Wood,  Testing  of . July 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . May 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . June 

Plumbing  Rules  . Apr. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for. . .  Apr. 

Sprinkler  Rules  .  Dec. 

Standpipe — Fire  Line  Rules........  Nov. 

Structural  Alterations,  Reporting..  June 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . . .  Apr. 


3,  1933— Vol.  18  No.  1 
27,  1932— Vol.  17  No.  52 

30.  1933— Vol.  18  No.  22 

20,  1933— Vol.  18  No.  25 
4,  1933— Vol.  18  No.  27 

21,  1919— Vol.  4  No.  3 
23,  1933— Vol.  18  No.  21 

7,  1925— Vol.  10  No.  14 

5,  1928— Vol.  13  No.  23 

13,  1933— Vol.  18  No.  24 
25,  1933— Vol.  18  No.  17 
20,  1933— Vol.  18  No.  25 
18,  1933— Vol.  18  No.  16 
18,  1933— Vol.  18  No.  16 

6,  1932— Vol.  17  No.  49 

22,  1932— Vol.  17  No.  47 

7,  1932— Vol.  17  No.  23 

10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


rireline  Hose  Valves . . . July  4,  1933— Vol.  18  No.  27 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . July  4,  1933 — Vol.  18  No.  27 

Fuel  O'il  Burners  for  Industral  Use.  May  16,  1933 — Vol.  18  No.  20 

Fuel  Oil  Pumps . June  27,  1933— Vol.  18  No.  26 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  3,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

597-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  John  Wischerth, 
owner. 

PREMISES — 33-41  Stone  avenue,  southeast  corner  of  Mc- 
Dougal  street  (Block  No.  1535,  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


Restored  to  Calendar. 

614-32-SA . F.D . Petroleum  Heat  &  Power  Com¬ 

pany  Fuel  Oil  Burner,  Models 
W-AH,  W-l  &  w-iy2, 

-  Appliance 

478-31-BZ . D.B.Q.... 71-08  Amstel  blvd.  (Block  510, 

Lots  60,  61  &  62),  Arverne, 

-  Q.,  N.  B.  1292-1932 

1-27-BZ . D.B.Bx. ..  Southwest  corner  of  Gun  Hill 

rd.  &  Boston  rd.  (Block  4615, 
-  Lot  36),  Bx.,  Decision 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 
forms  . 

Concrete  Flat  Slabs,  Rules . June  6,  1933 — Vol.  18  No.  23 

Concrete  Rules  (Hydrated  Lime)..  July  4,  1933— Vol.  18  No.  27 

Elevator  Rules  . Mar. .  28,  1933— Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors) -  Oct.  18;  1932— Vol.  17  No.  42 


106-30-BZ. 

APPLICANT— William  L.  Hall,  for  Mabel  Hall,  owner. 

PREMISES — 337  Arbutus  avenue,  northeast  corner  of  Hylan 
boulevard  (Block  No.  6499,  Lot  No.  5),  Huguenot, 
Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  permanent  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted  on  May  12,  1931,  for  a  temporary  period  of 
two  (2)  years. 

486-31-BZ. 

APPLICANT — Mary  Jamison,  owner. 

PREMISES — 58  East  86th  street  (Block  No.  1497,  Lot  No. 
49),  Manhattan. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  business  use,  in  part  of  an 
existing  building  (granted  by  the  board  on  February 
5,  1932,  time  having  elapsed;  reopened  May  31, 
1933). 

191-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Queensboro  Savings 
Bank,  owner. 

PREMISES — West  side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot  No.  12), 
Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
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261-32-BZ. 

APPLICANT— Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 

PREMISES— Northwest  corner  of  West  230th  street  and 
Bailey  avenue  (Block  No.  3266,  Lot  No.  1),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  denied; 
reopened  June  9,  1933). 


JULY  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  July  5, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  202-30-BZ — Application,  March  19,  1930;  denied 
October  7,  1930 ;  reopened  February  21, 
1933,  for  reconsideration  under  section 
21  of  the  building  zone  resolution,  based 
on  new  facts  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  Porter  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
220-06  Northern  boulevard  (Block  No. 
3213,  part  of  Lot  No.  1),  Bayside,  Bor¬ 
ough  of  Queens. 

cal.  no.  27-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Kenlon  Construction  Co.,  Inc.,  appli¬ 
cant,  on  behalf  of  Joseph  Moss,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  Springfield  boulevard  and  115th  ave¬ 
nue  (Block  No.  1949,  Lot  No.  1), 
Queen?  Village,  Borough  of  Queens. 


cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

cal.  no.  161-33-BZ — Application,  April  28,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  B.  Reardon,  applicant,  on  be¬ 
half  of  Theodore  G.  Zeh,  owner,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  an  existing  building  to 
a  business  use  (funeral  parlor)  ;  prem¬ 
ises  170-07  115th  avenue  (Block  No. 
3087,  Lot  No.  350),  Jamaica,  Borough 
of  Queens. 

cal.  no.  130-33-BZ— Application,  April  6,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edgar  J.  Moeller,  applicant,  on  be¬ 
half  of  H.  Herrmann  &  Sons,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  401  East  60th 
street  and  1102-1106  First  avenue  (Block 
No.  1445,  Lot  Nos.  1,  2  and  3),  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

60- 33-A — Foot  of  Columbia  street  (Block  No.  614,  Lot  No. 

1),  (State  Grain  Elevator),  Brooklyn. 
176-33- A — 213  Stone  avenue  (Block  No.  1450,  Lot  No.  5), 
Brooklyn. 

39-32- A — 1750  Webster  avenue  (Block  No.  2899,  Lot 
Nos.  6,  12,  18  and  33),  The  Bronx. 
117-33-A— 42-53  24th  street  (Block  No.  429,  Lot  Nos.  2  to 
10,  inclusive),  Long  Island  City,  Borough 
of  Queens. 

151-33- A — 133  Mercer  street  (Block  No.  499,  Lot  No.  22), 
Manhattan. 

156- 33-A — 303-325  East  42nd  street  (Block  No.  1335,  Lot 

No.  5),  Manhattan. 

Petitions  for  Variations. 

29-33-S — 52-82  Broadway  (Block  No.  2130,  Lot  No.  5), 
Brooklyn. 

61- 33-S — 260-266  Fourth  avenue  and  54-60  East  21st 

street  (Block  No.  849,  Lot  No.  43),  Man¬ 
hattan. 

72-33-S — 23-25  East  26th  street,  18-20  East  27th  street 
and  56-60  Madison  avenue  (Block  No.  856, 
Lot  No.  58),  Manhattan. 

94-33-S — 1402-1410  Broadway  and  120-130  West  39th 
street  (Block  No.  814,  Lot  No.  52),  Man¬ 
hattan. 

157- 33-S — 22  East  49th  street  (Block  No.  1284,  Lot  No. 

59),  Manhattan. 

131-33-S — 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 

Rules. 

473-21-SR — Gas  Shut-Off  Rules,  Rescindment  of. 

Appliances  Submitted  for  Approval. 

178-33-SA — Acme  Interior  Fire  Alarm  Station,  approval  of. 
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197-33-SA — Magna  Fuel  Oil  Burner,  approval  of. 
218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

227-33-SA — Oronoque  Oil  Burner,  Models  S-l  and  S-2, 
approval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  10,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

118-33-BZ. 

APPLICANT — Joseph  A.  Marck,  Inc.,  for  W.  R.  Sains- 
bury,  owner. 

PREMISES — North  side  of  Northern  boulevard,  81.28  ft. 
west  of  Marathon  parkway  (Block  No.  3977,  Lot 
No.  36),  Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension  of  a  business  use  from  a  busi¬ 
ness  district  into  a  residence  district. 

172-33-BZ. 

APPLICANT — Toseoh  D.  Nunan,  Jr.,  for  Allan  J.  Lee, 
owner. 

PREMISES — 46-20  to  46-22  Kissena  boulevard,  west  side, 
75  ft.  north  of  Kalmia  avenue  (Block  No.  1089, 
Lot  No.  37),  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

238-27-BZ. 

APPLICANT — Alfred  C.  Eccles,  for  Seacrest  Laundry, 
Inc.,  owner. 

PREMISES — East  side  of  Dewey  street,  315  ft.  south  of 
Queens  boulevard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing  laundry 
building  (reopened,  June  20,  1933). 


JULY  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  11, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  113-33-BZ — Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  R.  McMullen,  applicant,  on  be¬ 
half  of  Rutland  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  689-691  Utica  ave¬ 
nue,  southeast  corner  of  Clarkson  ave¬ 
nue  (Block  No.  4637,  Lot  No.  1). 
Brooklyn. 

CAL.  NO.  144-33-BZ— Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  111th  avenue^and  'Lakewood 


avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 

cal.  no.  339-32-BZ — Application,  June  13,  1932;  denied  Sep¬ 
tember  13,  1932;  reopened  under  new 
conditions  September  20,  1932;  granted 
on,  certain  conditions  October  25,  1932; 
reopened  May  23,  1933,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on 
behalf  of  H.  Kinzer,  owner,  to  permit 
a  further  modification  of  a  resolution 
of  the  board  granting,  in  a  business  dis¬ 
trict,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle 
repair  shop  and,  also,  the  maintenance 
of  an  open-air  storage  and  parking 
space  for  more  than  five  (5)  motor 
vehicles  so  as  to  permit  the  inclusion  of 
a  motor  vehicle  repair  shop  with  forge 
and  anvil;  premisss  3509-3513  Fort 
Hamilton  parkway,  south  side,  204  ft. 
east  of  36th  street  (Block  No.  5302, 
part  of  Lot  No.  18),  Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930;  withdrawn 
October  21,  1930 ;  reopened  May  5, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Edward  P.  Doyle, 
applicant,  substituted  for  Theodore 
Ridder,  on  behalf  of  Loiuis  Ridder, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  application 
laid  over  June  30,  1931;  restored  to 
Calendar  for  full  vote  of  Board ; 
premises  31-01  Newtown  avenue  and 
28-25  31st  street,  northeast  corner 
(Block  No.  619,  Lot  No.  23),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  124-33-BZ— Application,  April  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  E.  Sexton,  applicant,  on  behalf 
of  J.  E.  P.  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1965-1967  Fulton 
street,  northeast  corner  of  Saratoga  ave¬ 
nue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn. 

cal.  no.  478-31-BZ — Application,  September  28,  1931;  garage 
granted  on  March  18,  1932;  gasoline 
service  station  granted  on  October  11, 
1932;  reopened  and  restored  to  Calen¬ 
dar  June  23,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Joseph 
P.  Powers,  applicant,  on  behalf  of  Frank 
Coiro,  owner,  to  permit  in  a  business 
district  the  omission  of  the  garage 
building  originally  shown  and  to  permit 
the  maintenance  of  the  gasoline  station 
with  the  use  of  the  existing  frame  build¬ 
ing  for  office  and  accessories,  the  front¬ 
age  as  proposed  exceeding  the  frontage 
originally  shown ;  premises  71-08  Amstel 
boulevard,  north  side,  80  ft.  east  of 
Beach  72nd  street  (Block  No.  510,  Lot 
Nos.  60,  61  and  62),  Arverne,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


568 


CALENDAR 


JULY  11,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  July  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 

cal  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  109-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ— Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

cal.  no.  99-33-BZ — Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (5) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 

cal.  no.  108-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Norah  Kissane,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop;  premises 
southwest  corner  of  23rd  avenue  (Potter 
avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 


cal.  no.  111-33-BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  July  14, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  114-33-BZ — Application,  March  24,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Henry  Scharnberger,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  172-15  46th  avenue, 
northwest  corner  of  Utopia  parkway 
(Block  No.  1267,  Lot  Nos.  1,  77  and 
part  of  Lot  No.  4),  Flushing,  Borough 
of  Queens. 

cal.  no.  115-33-BZ — Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Ligniform  Co.,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  a  gasoline  service  sta¬ 
tion  ;  premises  north  side  of  Merrick 
road,  7.53  ft.  west  of  223rd  street  (Block 
No.  3548,  Lot  No.  1),  Laurelton,  Bor¬ 
ough  of  Queens. 

cal.  no.  1-27-BZ — Application,  January  3,  1927 ;  granted, 
under  section  7f  of  the  building  zone 
resolution,  on  certain  conditions,  March 
15,  1927,  and  the  time  in  which  to  ob¬ 
tain  permits  and  complete  work  has 
expired;  reopened  and  restored  to  Cal¬ 
endar  June  23,  1933,  under  section  7f 
of  the  building  zone  resolution,  of  Her¬ 
bert  Ascher,  applicant,  on  behalf  of 
Intershire  Investors,  Inc.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  southwest  cor¬ 
ner  of  Gun  Hill  road  and  Boston  road 
(Block  No.  4615,  Lot  No:  46),  The 
Bronx. 

cal.  no.  198-33-BZ — Application,  May  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Hegarty,  applicant,  on  be¬ 
half  of  Port  of  New  York  Authority, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  west  side 
of  Haven  avenue,  217  ft.  4)4  in.  north 
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of  West  172nd  street  (Block  No.  2139, 
part  of  Lot  Nos.  275  and  357),  Man¬ 
hattan. 

cal.  no.  332-32-BZ— Application,  June  9,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  to  permit  a  gasoline  service 
station;  denied  September  27,  1932;  re¬ 
opened  June  6,  1933,  under  section  21 
of  the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Kabor  Holding  Corp.,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  stores  and,  also,  a  gaso¬ 
line  service  station;  premises  3276 
Jerome  avenue,  southeast  corner  of 
Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  82),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  July  14, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  154-33-BZ— Application,  April  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  Smith,  applicant,  on  behalf 
of  Brooklyn  Retail  Butchers  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  extension  of  an  existing  re¬ 
frigerating  use  located  in  an  unrestricted 
district;  premises  178-184  South  Elliott 
place,  west  side,  131  ft.  4  in.  north  of 
Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

Appeals  from  Administrative  Orders. 

112-33-A — 361  Van  Sindern  avenue  (Block  No.  3765  Lot 
No.  9),  Brooklyn. 

593-32-A — 29-18  40th  avenue  (Block  No.  402,  Lot  No.  30), 
Long  Island  City,  Borough  of  Queens. 
163-33-A— 133  Fort  George  avenue  (Block  No.  2149  Lot 
No.  270),  Manhattan. 

215-33-A— 1100  East  177th  street  (Block  No.  3902,  Lot  No 
30),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  17,  1933,  AT  2  P.  M. 

Building  Zone  Cases 

180-33-BZ. 

APPLICANT  William  J.  Shea,  for  Estate  of  Mary  Busto 
owner.  ’ 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No  8) 
Rockaway  Beach,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

fO  PERMIT  in  a  residence  use  and  “F”  area  district  the 


erection  and  maintenance  of  a  business  use  (beer 
garden). 

194-33-BZ. 

APPLICANT — Felix  J.  Cizmowski,  for  Helen  O’Sullivan, 
owner. 

PREMISES — Northeast  corner  of  91st  avenue  and  209th 
street  (Block  No.  1503,  Lot  No.  3),  Queens  Village. 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 

116-28-BZ. 

APPLICANT.  Martin  J.  Ort,  for  Clifbert  Realty  Co., 
owner. 

PREMISES— 865-877  Ralph  avenue  and  538-548  Remsen 
avenue,  southeast  corner  (Block  No.  4686,  Lot  No 
1),  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened  June  9,  1933). 


JULY  18,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

r  iu  M?.peaIs  of  a  Public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  July  18 
1933  at  10  o’clock,  in  Room  1013,  Municipal  Building  on 
the  following  matters: 

CAL.  NO.  142-33-BZ— Application,  April  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  Collyer,  applicant,  on  behalf 
of  Richard  Deneke,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southeast  corner  of  Cross 
Island  boulevard  and  Central  avenue 
(Block  No.  3359,  Lot  No.  1).  St. 
Albans,  Borough  of  Queens. 

cal.  no.  153-33-BZ— Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 

Li/°rn  J*  Dunni&an.  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1),  The  Bronx. 

cal.  no.  98-30-BZ — Application,  February  7,  1930;  granted 
on  certain  conditions  May  6,  1930,  and 
the  time  in  which  to  obtain  permits  and 
complete  work  has  expired;  reopened 
April  4,  1933,  under  section  21  of  the 
building  zone  resolution,  of  James  S 
Smith,  applicant,  on  behalf  of  Colonial 
Beacon  Oil  Co.,  Inc.,  present  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1180-1188  Myrtle 
avenue  and  664-668  Bushwick  avenue 
southwest  corner  (Block  No.  3182  Lot 
No.  24),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  JUNE  23,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

building  zone  cases. 

APPLICANT — Kenlon  Construction  Co.,  Inc.,  for  Leo 
Nadel,  owner. 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  modi¬ 
fication  as  to  location  and  width  of  driveways  and 
construction  of  wall  required  in  resolution  of  the 
board  permitting  the  erection  of  a  gasoline  service 
station  (reopened  January  10,  1933). 

PREMISES  AFFECTED-Northeast  corner  of  East  Tre- 
mont  avenue  and  Baisley  avenue  (Block  No.  d333, 
Lot  No.  1),  The  Bronx. 

APPEARANCES— None  07  1Q„  10 

ACTION  OF  BOARD— Laid  over  to  June  27,  1933,  at  10 
a.  m.,  on  written  request  of  applicant. 

115  33-BZ 

APPLICANT — Emil  Guterman,  for  Ligniform  Co.,  owner. 

SUBTECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and, 
also,  a  gasoline  service  station. 

PREMISES  AFFECTED-North  side  of  Merrick  road 
7.53  ft.  west  of  223rd  street  (Block  No.  3o48,  Lot 
No.  1),  Laurelton,  Borough  of  Queens. 

APPEARANCES—  ,  „  n  w  . 

For  Applicant:  Emil  Guterman  and  H.  O.  Wood 
For  Opposition:  Charles  B.  Loeser,  Victor  Vignaud 
and  James  F.  Leto. 

A.CTION  OF  BOARD— Laid  over  to  July  14,  1933,  at  10 
a.  m,,  for  inspection  and  report  by  a  committee  of 
the  board. 

APPLICANT— John  E.  Sexton,  for  J.  E.  P.  Realty  Corp., 

SUBJECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1965-1967  Fulton  street,  north¬ 
east  corner  of  Saratoga  avenue  (Block  No.  1537, 
Lot  No.  32),  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Sexton 
For  Opposition:  George  I.  Schalk,  Guy  W.  Gordon 
and  Mrs.  Sophie  J.  Levinson. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1933,  at  10 
a  m.,  for  applicant  to  obtain  more  information. 


APPLICANT — Joseph  P.  Powers,  for  Frank  Corio,  owner. 

SUBJECT — Application  for  reopening — extension  of  time 
and  modification— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station  on  a  portion  of  the  plot  upon  which 
the  board  granted  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PRFMTSES  AFFECTED— 71-08  Amstel  boulevard,  north 
side,  80  ft.  east  of  Beach  72nd  street  (Block  No. 
510,’ Lot  Nos.  60,  61  and  62),  Arverne,  Borough  of 

Queens. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Powers. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  July  11,  1933,  at  10  a.  m. ;  Calendar  C  all  to 
be  waived. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  s 

Negative  .  0 

Absent  .  ® 


1-27-BZ. 

APPLICANT— Herbert  Ascher,  substituted  for  Joseph  D. 

Nunan,  Jr.,  substituted  for  John  W.  Clancy,  for 
Intershire  Investors,  Inc.,  owner ;  request  for  re¬ 
opening  brought  by  Herbert  Ascher. 

SUBJECT— Application  for  reopening— extension  of  time- 
re  Application  (decision  of  the  fire  commissioner), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
granted). 

PREMISES  AFFECTED— Southwest  corner  of  Gunlnll 
road  and  Boston  road  (Block  No.  4615,  Lot  No. 
36),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herbert  Ascher. 

ACTION  OF  BOARD— Application  reopened  and  laid  over 
to  July  14,  1933,  at  10  a.  m.,  for  inspection  by  board; 
Calendar  Call  to  be  waived. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


503-32-BZ. 

APPLICANT — Harry  H.  Sidrow,  for  Fannie  Ross  and 
Wolf  Ross,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  residence 
building  so  as  to  include  a  business  use  (stores)  ; 
(previously  withdrawn;  reopened  and  restored  to 
Calendar  February  28,  1933). 

PREMISES  AFFECTED— 16  St.  Nicholas  place  (Block 
No.  2054,  Lot  No.  40),  Manhattan. 
APPEARANCES— 

For  Applicant :  Harry  H.  Sidrow  and  Wolf  Ross. 
For  Opposition:  Fred  O.  Nelson,  Jr. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . .  6 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(503-32-BZ) 

Whereas,  Harry  H.  Sidrow,  for  Fannie  Ross  and  Wolf 
Ross,  owners,  filed,  September  26,  1932;  withdrawn  De¬ 
cember  13,  1932;  reopened  February  28,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  existing  residence 
building  so  as  to  include  a  business  use  (stores)  ;  premises 
16  St.  Nicholas  place  (Block  No.  2054,  Lot  No.  40),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
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ing,  June  23,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  acompanying  the  building 
zone  resolution  show  that  St.  Nicholas  place  is  in  a  residence 
district;  St.  Nicholas  avenue  is  in  a  residence  district,  and 
West  150th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  10,  1933  (re  Alt.  App.  No.  1406-32),  reads: 

“1-  The  conversion  from  dwelling  to  business  occu¬ 
pancy  and  the  extension  of  building  for  business  pur¬ 
poses  in  a  residence  district  is  unlawful.  Zone  Resolu¬ 
tion,  Sec.  6.” ; 
and 

Whereas,  the  existing  building  is  of  brick  and  frame  con¬ 
struction,  three  (3)  stories  in  height,  with  a  frontage  of  22 
ft.  and  a  depth  of  50  ft. ;  to  be  occupied  as  a  business  use 
(stores)  ;  and 

Whereas,  the  board  deems  that  applicant  did  not  sub¬ 
stantiate  his  basis  of  appeal  brought  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


263-27-BZ. 

APPLICANT — Herbert  M.  Benon,  for  Oscar  Wagenseil, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  in¬ 
clusion  of  a  motor  vehicle  repair  shop  in  a  garage 
for  more  than  five  (5)  motor  vehicles  which  was 
granted  by  the  board  (reopened  May  2,  1933). 
PREMISES  AFFECTED — 540-544  65th  street,  south  side, 
315  ft.  east  of  Fifth  avenue  (Block  No.  5828,  Lot 
No.  18),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herbert  M.  Benon. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 

Negative:  Commissioner  Guilfoyle .  i 

Absent  .  0 

THE  RESOLUTION— 

(263-27-BZ) 

Whereas,  Herbert  M.  Benon,  for  Oscar  Wagenseil 
owner,  filed,  March  14,  1927;  granted  July  5,  1927;  reopened 
May  2,  1933,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  inclusion  of  a 
motor  vehicle  repair  shop  in  a  garage  for  more  than  five  (5) 
motor  vehicles  which  was  granted  by  the  board;  premises 
540-544  65th  street,  south  side,  315  ft.  east  of  Fifth  avenue 
(Block  No.  5828,  Lot  No.  18),  Borough  of  Brooklyn;  and 
vv  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing  June  23,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  65th  street  is  in  an  unrestricted 
ancj  business  district;  66th  street  is  in  a  business  district, 
and  Fifth  avenue  is  in  a  business,  residence  and  unrestricted 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  26,  1933  (re  Applic.  No.  3450-1933),  reads  ! 

Application  denied.  Use  contrary  to  Zone  Resolu¬ 
tion,  Art  II,  ec.  4(a),  Sub-Div.  29.  Repair  Shop  for 
Motor  vehicles  not  permitted  in  Business  District”- 
and  '  ’ 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  60  ft.  and 
a  depth  of  82  ft.;  to  be  occupied  as  a  motor  vehicle  repair 
shop  and  garage  for  more  than  five  motor  vehicles;  and 


Whereas,  the  board  deemed  that  applicant  is  entitled  to 
refief  under  section  21  of  the  building  zone  resolution. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  'make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
repair  work  shall  be  limited  to  light  alteration  and  repairs 
of  automobiles,  with  no  machinery  requiring  greater  motive 
power  than  one-half  horsepower  each,  prohibiting  the  use  of 
anvils,  open  forges  and  all  heavy  repair  work;  that  all  repair 
work  shall  be  carried  on  only  during  business  hours  from 

i  ram‘  t0l  P-  °n  Week  days  and  not  on  Sundays  or  legal 
holidays ;  that  no  open  flame  shall  be  permitted  on  the  prem¬ 
ises  other  than  in  the  heater  located  in  the  cellar,  provided 
same  is  completely  cut  off  from  the  balance  of  the  building 
by  fireproof  walls  and  enterable  only  from  the  exterior  and 
on  condition  that  the  requirements  of  the  resolution  adopted 
by  the  board  on  July  5,  1927,  shall  be  complied  with  in  all 
other  respects  and  that  all  permits  required  shall  be  obtained 
within  three  months  from  the  date  of  this  action. 

268-31-BZ. 

Madonna-  owner. 

SUBJECT— Application  for  reopening— extension  of  time  to 
complete  work— re  Application  (decision  of  the  tene- 
ment  house  commissioner),  under  section  21  of  the 
:mT<<I^,ZOne  resolution,  to  permit  in  a  residence  use 
and  D  area  district  the  erection  and  maintenance 

n°l  C°nf°rming  with  ,he 

PREMISES  AFFEGTIip— 234  East  303rd  street,  south 

3308,  Lo,  No.  n)  avenue  (mxk  No- 

APPEARANCES-None 

ACTION  OF  BOARD— Application  reopened  and  time  ex- 
m  tended  to  complete  work 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 

McElhgott^0  and  and  ^udfoyIe  and  Chief 

Negative  . 5 

Absent  .  ® 

THE  VOTE  TO  EXTEND  TIME— .  ° 

Affirmative:  Chairman  Murdock,  Commissioners 

McEffigotf  and  GuMf0yIe  and  Chie( 

Negative  .  ® 

Absent  . 0 

THE  RESOLUTION—  .  ° 

w  ,  •  (268-31-BZ) 

Whereas,  this  application,  affecting  premises  234  East 

(Blot kStC’33ot  LolV  H)  lrough°ofVTheenBne 
granted  by  the  board  at  its  meeting  Msfrdi  8  iq^nn"*’  Y™ 
conditions,  and  owner  requests  a^rnodificatior^of’thesVcon1 
ditions  as  to  time  limit  imposed.  COn' 

the  ^°lUtion,  adopted  by  the  board  on 
luarcn  »,  1932,  be  modified,  onlv  so  far  ns  it  a.u 

completion  of  work,  so  that  as  modified  it  will f read-  ‘‘in 

a!r^40f  Khe  stat^m.ent  made  by  applicant  that  all  permits  have 
already  been  obtained,  all  work  required  under  this  resolu 

of  tffisaactffinC.”mP  tCd  Wlthin  dghteen  m°nths  from  the  date 


567-32-bz.  plans  approved. 

APPLICotneT~L‘  S>  P°Sner’  f°r  Wayside  Realfy  Co.,  Inc. 

premiIITaff^ 

APPEARANCES— None. 


572 


MINUTES 


ACTION  OF  BOARD— Plans  approved  in  accordance  with 
report  of  engineer. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  ^ 

Negative  .  0 

Absent  .  0 


PETITION  FOR  VARIATION. 

633-30-S. 

PETITIONER— Morris  Whinston,  substituted  for  John  J. 
Gilmartin,  for  Fifth  Avenue  &  14th  Street  Corp., 
owner. 

SUBJECT — Application  for  reopening— modification — re  Va¬ 
riation  of  the  labor  law  as  cited  in  an  order  and 
a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 80-82  Fifth  avenue  and  2  West 
14th  street,  southwest  corner  (Block  No.  577,  Lot 
No.  39),  Manhattan. 

APPEARANCES— 

For  Petitioner :  Morris  Whinston. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(633-30-S) 

Whereas,  this  petition,  affecting  premises  80-82  Fifth  ave¬ 
nue  and  2  West  14th  street,  southwest  corner  (Block  No. 
577,  Lot  No.  39),  Borough  of  Manhattan,  was  granted  by 
the  board  at  its  meeting  March  10,  1931,  on  certain  condi¬ 
tions,  and  owner,  through  his  present  architect,  Morris 
Whinston,  requests  a  modification  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  10,  1931,  be  modified,  only  so  far  as  it  has  reference 
to  the  fireproof  passageway  to  be  constructed  from  the  west¬ 
erly  stair  to  West  14th  street,  so  that  as  modified  it  will 
read:  “  ...  on  condition  that  the  westerly  stair  shall  be  en¬ 
closed  in  fireproof  material  with  an  exit  door  at  least  3  ft. 
wide  swinging  outwardly  at  a  point  not  more  than  9  ft. 
from  the  building  line  to  the  northerly  jamb  of  the  door; 
that  the  portion  of  this  passage  between  stair  exit  and  street 
shall  be  used  only  for  show  windows,  and  that  there  shall 
be  an  open  passageway  at  least  6  ft.  wide  between  show 
windows  to  the  street ;  that  approved  sprinklers  shall  be  en¬ 
closed  in  both  show  windows,  all  substantially  as  shown  on 
revised  plans  marked  ‘Received  June  19,  1933’,  and  that  the 
resolution  of  March  10,  1933,  shall  be  complied  with  in  all 
other  respects.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
614-32-SA. 

PETITIONER — Petroleum  Heat  &  Power  Co.,  owner; 

Power  Plant  Engineering  Co.,  agent. 

SUBJECT— Request  for  reopening— amendment  to  include 
Models  W-l  and  W-ll/2  in  Petroleum  Heat  & 
Power  Company  Fuel  Oil  Burner,  Model  W-AH 
(approved  by  the  board). 

APPEARANCES— 

For  Petitioner :  William  Schenck. 

ACTION  O.F  BOARD — Petition  reopened  and  referred  to 
engineer  of  board  of  standards  and  appeals  and 
Bureau  of  Combustibles  for  inspection  and  report 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  o 

Absent  .  o 


434-32-SA. 

PETITIONER — General  Electric  Co.,  owner;  Gene  Meenan, 
Inc.,  agent. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
proval  of  General  Electric  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  .  o 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . n 

Absent  .  o 


THE  RESOLUTION— 

(434-32-SA) 

Whereas,  this  petition  for  approval  of  the  General  Elec¬ 
tric  Oil  Burner  was  acted  on  by  the  board  September  23, 
1932,  and  the  burner  approved,  and  owner  requests  a  modi¬ 
fication  of  the  resolution  to  amend  the  name  of  the  burner; 
and 

Whereas,  a  statement  has  been  made  by  the  General  Elec¬ 
tric  Co.  that  this  burner  is  identical  to  the  one  approved 
under  resolution  adopted  by  the  board  on  September  23, 
1932,  and  identical  with  the  one  referred  to  in  report  of  test 
filed  with  the  application  made  by  the  Underwriters’  Labor¬ 
atories,  wherein  this  burner  is  referred  to  as  “General  Elec¬ 
tric  Model  21-D-l-A-l”. 

Resolved,  that  the  resolution  adopted  bv  the  board  on 
September  23.  1932,  be  amended  so  as  to  add  the  desiemation 
“D-l”  after  the  words  in  second  line  of  resolution  “General 
Electric  Oil  Burner”. 


Adjourned  1.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out.  __  _ 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  trail. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  JUNE  23,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


RULES. 

217-21-SR. 

SUBJECT — Fuel  Oil  Rules,  Proposed  Revision  of. 
APPEARANCES— 

William  B.  White,  Peter  C.  Spence,  Harry  Tapp, 
Thomas  Duggan,  A.  G.  Kraus,  Thomas  F.  Far¬ 


rell,  William  E.  Walsh,  Arthur  G.  Peacock, 
Monroe  Goldwater,  William  B.  Falkenstein,  A. 
T.  Halloch,  George  R.  Euell  and  Walter  H. 
Oakes. 

For  Administration:  Inspector  Michaels. 

ACTION  OF  BOARD — Rules  laid  over  indefinitely  pending 
further  publication  in  the  Bulletin  and  further  con¬ 
sideration  by  the  board. 


Adjourned  4.00  p.  ni. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  27,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  June  20,  1933,  and  the  minutes  of  the  regu¬ 
lar  meeting  of  the  board  held  on  Tuesday  afternoon,  June 
20,  1933,  were  approved  as  printed  in  Bulletin  No.  26,  Vol. 
XVIII. 


BUILDING  ZONE  CASES. 

154-33-BZ. 

APPLICANT — Martin  Smith,  for  Brooklyn  Retail  Butchers 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  the  extension 
of  an  existing  refrigerating  use  located  in  an  unre¬ 
stricted  district. 

PREMISES  AFFECTED— 178-184  South  Elliott  place, 
west  side,  131  ft.  4  in.  north  of  Atlantic  avenue 
(Block  No.  2002,  Lot  Nos.  49,  50,  51  and  52), 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  Smith  and  Lawrence  Fox. 
For  Opposition:  Thomas  F.  Powers,  Frank  E. 

Davis  and  Dr.  V.  D.  Callahan. 

ACTION  OF  BOARD— Laid  over  to  July  14,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


181-32-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Queens  Brook 
Holding  Corp.,  owner. 

SUBJECT — Request  for  reopening — restoration  to  Calendar, 
having  been  previously  withdrawn — re  Application 
(decision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit, 
partly  in  a  business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 1301-1319  65th  street,  northeast 
corner  of  13th  avenue  (Block  No.  5747,  Lot  Nos. 
1,  5  and  77),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Albert  D.  Klapper. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . —  5 


Negative  . .  0 

Absent  .  0 


517-30-BZ. 

APPLICANT — Morris  Cantor,  owner. 

SUBJECT — Request  for  reopening — reconsideration  under 
new  facts,  previously  denied — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  and  maintenance 
of  a  business  building. 

PREMISES  AFFECTED — -1385  Franklin  avenue,  west  side, 
133.65  ft.  south  of  East  170th  street  (Block  No. 
2931,  Lot  No.  64),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Morris  Cantor. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . -  5 

Absent  .  o 


393-31-BZ. 


APPLICANT — David  C.  Broderick,  for  Maria  Ranallo  Di 
Tullio,  owner. 

SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  monumental  stone  works 
(previously  granted  on  certain  conditions  and  the 
time  in  which  to  obtain  permits  and  complete  work 
has  expired:  reopened  April  25,  1933). 

PREMISES  AFFECTED — 3215  East  Tremont  avenue 
(Block  No.  5331,  Lot  Nos.  17  and  18),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  S.  Vaccaro. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  o 

Absent  . . . . , . .  o 


THE  RESOLUTION— 

{393-31-BZ) 

Whereas,  an  application  was  filed  with  the  board  for  a 
variation  of  the  building  zone  resolution;  and 

Whereas,  applicant  has  failed  to  complete  his  papers 
though  duly  notified  to  do  so. 

Resolved ,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 
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330-28-BZ. 

APPLICANT— Kenneth  O’Brien,  substituted  for  Henry  M. 
Bellinger,  for  New  York  Title  &  Mortgage  Co., 
equitable  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tenement  house 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only — residence  district  (reopened  January  4, 
1933) . 

PREMISES  AFFECTED— Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief  . 

McElligott  .  5 

Negative  .  0 

Absent  .  ® 


THE  RESOLUTION— 

(330-28-BZ) 

Whereas,  Kenneth  O’Brien,  substituted  for  Henry  M. 
Bellinger,  for  New  York  Title  &  Mortgage  Co.,  owner,  filed 
a  request  for  a  modification  of  a  resolution  adopted  by  the 
board  July  24,  1928;  premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  Borough  of  The  Bronx;  and 
Whereas,  this  application  was  set  for  public  hearings  fiom 
time  to  time,  the  last  of  which  was  held  on  this  application 
by  the  board  of  standards  and  appeals  June  27,  1933,  after 
due  notice  by  publication  in  the  Bulletin  of  the  board;  and 
Whereas,  applicant  failed  to  appear  when  his  case  was 

called.  .  . 

Resolved,  that  this  application  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


132-33-BZ 

APPLICANT— Joseph  M.  Lonergan,  for  Estate  of  Julius 
A.  Stursberg,  owner. 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southeast  corner  of  Fordham 
road  and  Crotona  avenue  (Block  No.  3116,  part  of 
Lot  No.  9),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan  and  Robert  F. 
Byrne. 

For  Opposition:  None.  ,  , 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  . ® 

THE  RESOLUTION— 

(132-33-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Estate  of  Julius  A. 
Stursberg,  owner,  filed,  April  17,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 

premises  southeast  corner  of  Fordham  road  and  Crotona 

avenue  (Block  No.  3116,  part  of  Lot  No.  9),  Borough  of 
The  Bronx ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  27,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  Fordham  road,  Crotona  ave¬ 
nue  and  Southern  boulevard  are  in  a  business  and  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1932  (re  Applic.  N.  B.  100-1933),  reads: 

“1.  Proposed  gasoline  selling  station  in  a  business 
district  is  contrary  to  provisions  of  the  building  zone 
resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  90  ft.  on  Crotona  avenue  and  148.4  ft.  on  East 
Fordham  road  (part  of  Lot  No.  9  a  larger  plot),  upon 
which  it  is  proposed  to  erect  a  one-story  structure,  55  ft.  by 
27  ft.,  to  be  used  as  office  and  grease  pits  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
entire  plot  under  appeal  shall  be  leveled  and  paved  with 
cement  paving  except  where  the  accessory  buildings  are  to  be 
located  against  the  southerly  lot  line ;  that  there  shall  be 
erected  on  the  interior  lot  lines,  continuously  from  Crotona 
avenue  easterly  and  thence  northerly  to  Fordham  road,  a 
brick  wall,  constructed  of  enamel  or  face  brick,  not  less  than 
8  ft.  in  height,  and  properly  coped  with  stone  or  terra  cotta ; 
this  wall  may  be  incorporated  as  part  of  the  rear  wall  of  the 
accessory  buildings  along  the  lot  line;  that  this  wall  may  be 
racked  back  from  the  street  line,  starting  with  a  wall  at 
least  4  ft.  in  height  and  racked  back  for  a  distance  of  12  ft., 
at  the  rate  of  one  foot  in  three ;  that  the  accessory  buildings 
shall  be  not  over  one  story  in  height,  of  fireproof  construc¬ 
tion  ;  that  the  sloping  roofs  shall  be  covered  with  slate  or 
terra  cotta  tile  or  heavy  asbestos  shingles ;  that  any  greasing- 
pits  installed  shall  be  housed  in  one-story  buildings  with  open 
fronts ;  that  there  shall  be  no  excavations  under  any  of  the 
accessory  buildings  except  for  the  greasing  pits ;  that  no  open 
flames  shall  be  permitted  on  the  property ;  that  the  acces- 
■  sory  buildings  shall  be  faced  with  face  brick  or  enamel 
brick  to  correspond  with  the  wall ;  that  there  shall  be  located 
around  the  street  building  line  of  the  property  of  East  Ford¬ 
ham  road  and  Crotona  avenue  a  concrete  curb,  constructed 
of  reinforced  concrete,  not  less  than  12  in.  in  height  and  12 
in.  in  width,  with  not  over  three  openings  therein  from 
Fordham  road  and  two  openings  therein  from  Crotona  ave¬ 
nue  ;  these  openings  not  to  exceed  12  ft.  in  width  and  no 
part  of  any  opening  to  be  nearer  than  10  ft.  from  the  corner 
formed  by  the  intersection  of  Fordham  road  and  Crotona 
avenue ;  that  no  opening  shall  be  nearer  than  6  ft.  from  the 
other ;  that  the  curb  cuts  opposite  these  openings  on  the 
street  curb  shall  not  exceed  14  ft.  in  width ;  that  gasoline 
pumps  erected  on  the  property  shall  not  be  nearer  than  10 
ft.  to  the  street  building  line;  that  no  portable  gasoline  tanks 
shall  be  operated  on  or  from  the  property;  that  advertising 
signs  advertising  non-conforming  uses  shall  be  confined  to 
the  illuminated  globes  of  the  gasoline  pumps1  and  to  perma¬ 
nent  flat  signs  placed  against  the  facades  of  the  accessory 
buildings  or  against  the  interior  lot  line  walls,  excluding  all 
signs  of  a  temporary  nature ;  that  all  permits  shall  be  ob¬ 
tained  within  six  months  and  all  work  completed  within  one 
year  from  the  date  of  this  action. 


140-33-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Jeremiah  P. 

Francis  and  Williamsburgh  Savings  Bank,  owners. 
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SUBJECT — Application  (  re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFEECTED — 1987-1991  Atlantic  avenue, 
northwest  corner  of  Saratoga  avenue  (Block  No. 
1561,  Lot  Nos.  36  and  37),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ferdinand  Savignano. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(140-33-BZ) 

\Y  here.as,  Ferdinand  Savignano,  for  Jeremiah  P.  Francis 
and  Williamsburgh  Savings  Bank,  owners,  filed,  April  13, 
1933,’.  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  1987-1991  Atlantic 
avenue,  northwest  corner  of  Saratoga  avenue  (Block  No. 
1561,  Lot  Nos.  36  and  37),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  27,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Atlantic  avenue  is  in  a  business 
district ;  Saratoga  avenue  is  in  a  business  district,  and  Louis 
place  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  12,  1933  (re  Applic.  No.  2856-33),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  2,  Sect.  4a  of 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  97  ft.  6  in.  on  Atlantic  avenue  and  40  ft.  on 
Saratoga  avenue ;  it  is  proposed  to  demolish  the  building  now 
on  this  site  and  to  erect  a  one-story  office,  15  ft.  by  15  ft. 
in  area,  grease  pit  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 
.Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  section  21  of  the  building  zone 
resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  all 
buildings  now  on  the  plot  shall  be  razed  and  the  entire  plot 
shall  be  cement  paved ;  that  there  shall  be  erected  along  the 
northerly  interior  lot  line  a  brick  wall,  faced  with  enamel 
brick  or  other  face  brick;  that  this  wall  shall  be  not  less 
than  10  ft.  in  height;  that  a  similar  brick  wall  shall  be 
erected  on  the  westerly  lot  line  for  a  height  of  not  less  than 
8  ft.;  that  both  these  walls  may  be  racked  back  from  At¬ 
lantic  avenue  and  Saratoga  avenue,  at  the  rate  of  one  foot  in 
four,  starting  with  a  wall  not  less  than  4  ft.  in  height;  that 
the  wall  from  Saratoga  avenue  shall  not  rack  back  beyond 
the  present  front  wall  of  the  existing  building  adjoining 
to  the  north ,  that  the  walls  shall  be  properly  coped  with 
architectural  terra  cotta  or  stone;  that  all  accessory  build¬ 
ings  shall  be  located  against  the  northerly  and  westerly  lot 
lines;  that  the  rear  walls  may  be  incorporated  with  the 
interior  lot  line  walls;  that  any  grease  pits  erected  shall  be 
housed  in  building  with  open  fronts ;  that  no  accessory  build¬ 
ing  shall  be  over  one  story  in  height;  that  all  accessory 
buildings  shall  be  fireproof  construction,  faced  with  brick, 
to  harmonize  with  the  walls  and  roofed  with  Spanish  tile  or 


slate ,  that  any  gasoline  pumps  used  on  the  property  shall  be 
located  at  least  10  ft.  away  from  the  street  building  line; 
that  . there  shall  be  constructed  along  the  street  building  line 
a  reinforced  concrete  curb,  not  less  than  12  in.  in  height  and 
12  in.  in  width,  with  not  over  one  opening  therein  to  Sara¬ 
toga  avenue  and  not  over  three  openings  to  Atlantic  avenue ; 
these  openings  to  be  not  over  12  ft.  in  width  and  no  part  of 
any  opening  nearer  than  8  ft.  to  the  corner  formed  by  the 
intersection  of  Atlantic  avenue  and  Saratoga  avenue  and  no 
part  of  any  opening  to  be  nearer  than  8  ft.  to  any  other; 
curb  cuts  in  the  street  curb  opposite  these  openings  shall 
r„efce«l  44  4t-  hi  width;  that  no  portable  gasoline  tanks 
s  lall  be  used  on  or  from  the  property ;  that  signs  advertising 
non-conforming  uses  shall  be  restricted  to  the  illuminated 
globes  of  the  gasoline  pumps  and  flat,  permanent  wall  signs 
attached  to  the  facades  of  the  accessory  buildings  or  interior 
lot  line  walls,  excluding  temporary  signs  of  every  nature; 
that  there  shall  be  no  excavation  under  the  accessory  build¬ 
ings  and  no  open  flame  permitted  on  the  property ;  that  all 
permits  shall  be  obtained  within  six  months  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


o  y-dd-DZs. 


APPLICANT — De  Rose  &  Cavalieri,  for  Sokay  Realty 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED-North  fide  of  Gun  Hill  fS 
63  ft.  west  of  Arnow  avenue  (Block  No.  4783  Lot 
Nos.  61  and  63),  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  A.  Cavalieri. 

For  ft*??05.141011 :  Stephen  J.  Madigan  and  Ralph 
E.  Freidus. 

AC  1  ION  OF  BOARD— Application  dismissed  for  lack  of 
jurisdiction. 


THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
C°™1,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 


(89-33-BZ) 

Whereas,  De  Rose  &  Cavalieri,  architects,  for  Sokay 
Refty+,CorP-’  ,owner-  fiIed-  March  2,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  north  side  of  Gun  Hill  road,  63  ft  west 
of  Arnow  avenue  (Block  No.  4783,  Lot  Nos.  61  and  63) 
Borough  of  The  Bronx ;  and 

Whereas,  it  appears  that  there  is  an  entrance  to  a  school 
within  the  meaning  of  section  21  of  the  building  zone  reso- 
lution  on  the  same  street  between  the  intersecting  streets 

Resolved  that  the  application  be  and  it  hereby  is  dismissed 
as  no  within  the  jurisdiction  of  the  board  of  Standards  and 


223-31-BZ. 

APPLICANT— Kenlon  Construction  Co.,  Inc.,  for  Leo 
JNIadel,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  modi- 
ficaton  as  to  location  and  width  of  driveways  and 
construction  of  wall  required  in  resolution  of  the 
board  permitting  the  erection  of  a  gasoline  service 
station  (reopened  January  10  1933") 

PREMISES  AFFECTED-Northea";  corner  of  Fart  Tre- 

LofNaT  The  &  aV”“e  ^  N°'  5333- 
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MINUTES 


APPEARANCES— 

For  Applicant:  John  Kenlon. 

For  Opposition:  None. 

ACTION  OF  BOARD— Resolution  modified. 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(223-31-BZ) 

Whereas,  Kenlon-Michels  Engineering  &  Contracting  Co., 
Inc.,  for  Leo  Nadel,  owner,  filed,  May  13,  1931,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northeast  corner  of  East  Tremont 
avenue  and  Baisley  avenue  (Block  No.  5333,  Lot  No.  1), 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  14,  1931,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  Tremont  avenue,  east  side, 
is  in  a  business  district;  East  Tremont  avenue,  west  side,  is 
in  a  residence  district,  and  Baisley  avenue  and  Bradford 
avenue  are  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
lendered  May  5,  1931  (re  N.  B.  345-31),  reads: 

“1.  Erection  of  building  and  occupancy  pf  premises 
in  business  district  for  gasoline  service  station  and  ac¬ 
cessory  uses  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  56.61  ft.  on  Baisley  avenue  and  58.87  ft.  on 
East  Tremont  avenue,  upon  which  it  is  proposed  to  erect  an 
office  and  grease  pit  building,  42  ft.  by  22  ft.  in  area,  apd 
to  install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  at  the  hearing  held  on  July  21,  1931,  after 
argument  the  case  was  laid  over  to  September  22  subject 
to  a  report  by  a  committee  of  the  board  on  an  inspection  to 
be  made  of  the  premises  in  question;  and 

Whereas,  the  report  of  the  committee  of  the  board  was 
read  and  adopted  at  the  hearing  of  _  September  22,  which 
report  has  been  incorporated  in  this  resolution,  and  on 
September  22,  as  indicated  in  the  report,  the  matter  was 
again  adjourned  to  the  present  date,  October  14,  for  the 
purpose  of  applicant’s  obtaining  consent,  if  possible,  from 
properties  immediately  affected  on  Baisley  avenue ,  and 
Whereas,  six  consents  have  been  filed,  five  of  which  were 
the  six  pieces  of  property  on  the  east  side  of  Baisley  avenue, 
between  East  Tremont  avenue  and  Bradford  avenue,  im¬ 
mediately  opposite  the  premises  under  appeal,  and  one  con¬ 
sent  from  the  adjoining  piece  of  property  on  Baisley  avenue 

to  the  north;  and  .  ,  . 

Whereas,  as  indicated  in  the  committee  s  report  the  street 
front  on  East  Tremont  avenue  between  Mayflower  avenue 
and  Baisley  avenue  is  comparatively  short  in  length,  bounded 
on  the  west  side  of  Mayflower  avenue  by  an  unrestricted 
use  district  and  on  the  east  side  of  Baisley  avenue  by  a 
business  use  district,  but  invaded  by  non-conforming  uses, 
large  garage,  auto  repair  shop,  etc.,  with  the  exception  of 
one  parcel  of  land  between  Baisley  avenue  and  Hascom 
street,  and  on  the  east  side  of  East  Tremont  avenue,  opposite 
the  premises  under  appeal,  is  the  St.  Raymond  s  Cemetery ; 

^Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  October  14,  1931,  on  certain  conditions  and  appli¬ 
cant  requested  a  reopening  of  the  case  and  a  modification  ot 
the  resolution;  and 


W hereas,  this  case  was  reopened  by  the  board  at  its 
meeting  January  10,  1933,  and  a  public  hearing  held  thereon 
at  its  meeting  June  27,  1933,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  a  committee  of  the  board  again  visited  these 
premises ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
5  a  modification  of  the  resolution  under  section  21  of  the 
0  building  zone  resolution. 

0  Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  building  zone  resolution  and  that 
the  application  be  and  it  hereby  is  granted,  modifying  the 
resolution  of  the  board  adopted  on  October  14,  1931,  only 
so  far  as  it  refers  to  the  concrete  curbing  and  the  masonry 
wall  on  the  interior  lot  lines  and  the  time  for  obtaining  per¬ 
mits  and  completing  the  work,  so  that  as  modified  the  reso¬ 
lution  will  read :  “that  there  shall  be  constructed  on  the 
westerly  and  northerly  lot  lines  a  masonry  wall,  not  less 
than  8  ft.  in  height,  faced  with  white  enamel  brick  of  panel 
design  and  coped  with  architectural  terra  cotta  or  stone 
trim ;  that  this  wall  may  be  incorporated  as  a  part  of  the 
rear  or  side  walls  of  such  accessory  buildings  as  are  located 
at  the  rear  of  the  plot ;  that  this  wall  may  be  racked  back 
for  a  distance  of  12  ft.  both  from  East  Tremont  avenue  and 
Baisley  avenue,  starting  with  a  height  of  4  ft.  at  the  street 
lines  and  racked  back  at  the  rate  of  approximately  one  foot 
in  four ;  that  all  gasoline  pumps  used  on  the  property  shall 
be  set  back  at  least  10  ft.  from  the  building  line;  that  any 
office  or  other  building  for  accessory  use,  including  grease 
pits,  shall  be  not  over  one  story  in  height  and  housed  in 
structures  faced  with  masonry  harmonizing  with  the  wall 
in  material  and  design  and  located  along  the  northerly  and 
westerly  lot  lines  of  the  property;  that  there  shall  be  con¬ 
structed  on  the  street  building  line  along  Baisley  avenue  and 
East  Tremont  avenue  a  concrete  curbing  not  less  than  12  in. 
in  height  and  12  in.  in  width  with  but  two  openings  on  East 
Tremont  avenue  and  one  opening  on  Baisley  avenue;  that 
the  openings  on  East  Tremont  avenue  shall  not  exceed  16 
ft.  in  width  and  shall  have  between  them  a  curbing  not  less 
than  16  ft.  in  length  with  no  part  of  an  opening  nearer  to 
the  corner  of  Baisley  avenue  than  6  ft. ;  that  the  opening  to 
Baisley  avenue  shall  not  exceed  16  ft.  in  width  and  shall  not 
be  nearer  to  the  intersection  of  Baisley  avenue  and  East  Tre¬ 
mont  avenue  than  6  ft. ;  that  the  cuts  in  the  curb  opposite 
these  openings  shall  not  exceed  18  ft.  in  width ;  that  all  ad¬ 
vertising  signs  of  non-conforming  uses  shall  be  confined  to 
the  illuminated  globes  of  the  pumps  and  to  flat  signs  attached 
to  the  facade  of  the  accessory  buildings  or  walls,  excluding 
all  temporary  signs  of  any  nature;  that  no  portable  gas 
pumps  are  to  be  operated  or  maintained  on  or  from  the 
premises;  that  there  shall  be  no  excavation  under  the  ac¬ 
cessory  buildings  except  for  greasing  pits;  that  no  open 
flame  shall  be  permitted  on  the  premises;  that  all  permits 
shall  be  obtained  within  six  months  and  all  work  involved 
thereby  completed  within  one  year  from  the  date  of  this 
modified  resolution.” 


532-32-BZ. 

APPLICANT — Croker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner. 

SUBJECT — Application  for  reopening— extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7a  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
extension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  31st  street  (Block  No.  620,  Lot  Nos. 
24  and  25),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 
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MINUTES 


THE 


THE 


VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . . . 

Negative  . ; . 

Absent  . 

VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . . 


5 

0 

0 


5 

0 

0 


THE  RESOLUTION— 

(532-32-BZ) 

Whereas,  this  application,  affecting  premises  southeast 
corner  of  Astoria  avenue  and  31st  street  (Block  No.  620, 
Lot  Nos.  24  and  25),  Astoria,  Borough  of  Queens,  was 
granted  by  the  board  at  its  meeting  March  14,  1933,  on  cer¬ 
tain  conditions,  and  applicant  requested  a  modification  of  the 
time  limit. 

Resolved,  that  the  resolution  adopted  by  the  board  March 
14,  1933,  only  so  far  as  it  has  to  do  with  obtaining  of  permits 
and  completing  the  work,  be  modified  so  that  as  modified 
the  last  clause  of  the  resolution  will  read :  “that  all  permits 
required  shall  be  obtained  within  four  months  and  that  all 
work  involved  shall  be  completed  within  one  year  from  the 
date  of  this  modified  resolution.” 


796-23-BZ. 

APPLICANT — Samuel  Weiss,  for  Harvey  Developing 
Corp.,  present  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  alteration 
of  a  garage  (previously  granted  by  the  board)  so  as 
to  permit  the  inclusion  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1505-1537  Coney  Island  avenue 
(Block  No.  6722,  Lot  No.  49),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Weiss. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 


tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(796-23-BZ) 


Whereas,  this  application,  affecting  premises  1505-1537 
Coney  Island  avenue  (Block  No.  6722,  Lot  No.  49),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
November  18,  1932,  on  certain  conditions,  and  applicant  re¬ 
quested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  No¬ 
vember  18,  1932,  only  so  far  as  it  relates  to  those  portions  of 
the  resolution  which  have  reference  to  the  concrete  curbing 
to  be  erected  along  the  building  line  of  Coney  Island  avenue, 
the  openings  therein,  the  curb  cuts  and  to  signs,  be  modified, 
so  that  as  modified  that  portion  of  the  resolution  will  read: 
“that  there  shall  be  but  two  entrances  to  the  proposed  gas 
station  on  Coney  Island  avenue ;  that  there  shall  be  erected 
along  the  building  line  of  Coney  Island  avenue,  for  the 
entire  length  of  the  proposed  gas  station,  a  concrete  curbing, 
not  less  than  12  in.  in  height  and  12  in.  in  width;  that  the 
two  proposed  openings  shall  be  located,  one  at  the  northerly 
end  of  that  portion  of  the  gasoline  station  which  is  built 


out  to  the  street  line  and  not  over  8  ft.  therefrom  and  one 
at  the  southerly  end  of  the  property  not  over  8  ft.  from  the 
street  line  of  Avenue  L ;  that  these  two  openings  shall  not 
exceed  25  ft.  in  width,  with  curb  cuts  opposite  same  not  more 
than  30  ft.  in  width ;  that  any  other  curb  cuts  existing  and 
not  incorporated  in  these  proposed  curb  cuts  shall  be  Elim¬ 
inated  ;  that  any  advertising  signs  advertising  non-conform¬ 
ing  uses  shall  be  confined  to  the  illuminated  globes  of  the 
pumps  and  to  flat,  permanent  wall  signs  placed  against  the 
facade  of  the  building  and  not  more  than  one  sign  at  right 
angles  to  the  building  on  the  office  section  on  condition  that 
such  sign  shall  not  exceed  4  ft.  by  6  ft.  and  does  not  over¬ 
hang  the  street  building  line,  and  that  the  resolution  be  com¬ 
plied  with  in  all  other  respects. 


838-28-BZ. 


APPLICANT— William  Shary,  for  Webmos  Construction 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alter¬ 
ation  and  change  of  occupancy  of  part  of  an  existing 
garage  for  more  than  five  (5)  motor  vehicles  so  as 
to  include  a  gasoline  service  station. 

PREMISES  AFFECTED — 3041-3051  Webster  avenue,  west 
side,  151.34  ft.  north  of  Mosholu  Parkway  North 
(Block  No.  3331,  Lot  No.  75),  The  Bronx. 
APPEARANCES— None. 


ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


0 

0 


5 

0 

0 


THE  RESOLUTION— 

(838-28-BZ) 


Whereas,  this  application,  affecting  premises  3041-3051 
Webster  avenue,  west  side,  151.34  ft.  north  of  Mosholu 
Parkway  North  (Block  No.  3331,  Lot  No.  75),  Borough  of 
The  Bronx,  was  granted  by  the  board  at  its  meeting  Feb¬ 
ruary  3,  1933,  on  certain  conditions,  and  applicant  requested 
a  modification  of  the  time  limit  imposed. 

Resolved,  that  that  portion  of  the  resolution  adopted  by  the 
board  February  3,  1933,  only  so  far  as  it  refers  to  the  ob¬ 
taining  of  permits  and  completion  of  the  work,  be  modified  so 
that  as  modified  the  last  clause  of  the  resolution  will  read : 
“that  all  permits  required  shall  be  obtained  within  six  months 
and  all  work  involved  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


1 220-23-BZ 

APPLICANT — Walter  D.  Wilkes,  for  Bennett  De  Beixe- 
don,  owner. 

SUBJECT — Application  for  reopening — extension  of  time  of 
temporary  permit — re  Application  (order  of  the  fire 
commissioner),  under  section  7g  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
maintenance  of  a  parking  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1090-1094  Gates  avenue  (Block 
No.  3339,  Lot  No.  1),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Walter  D.  Wilkes. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 
porary  permit  extended. 


578 


MINUTES 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  . 0 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 

Negative:  Commissioner  Guilfoyle .  1 

Absent  .  ® 

THE  RESOLUTION— 

(1220-23-BZ) 

Whereas,  this  application,  affecting  premises  1090-1094 


Gates  avenue  (Block  No.  3339,  Lot  No.  1),  Borough  of 
Brooklyn,  was  granted  by  the  board  for  a  temporary  period, 
and  the  temporary  period  extended  from  time  to  time,  and 
applicant  now  requests  a  further  extension  of  this  period. 

Resolved,  that  the  resolution  adopted  by  the  board  on  July 
2,  1932,  be  modified  so  that  as  modified  the  resolution  will 
read :  “that  the  board  of  standards  and  appeals  does  hereby 
make  a  variation  in  the  application  of  the  use  district  regu¬ 
lations  of  the  building  zone  resolution  and  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  two  years 
from  July  1,  1932.” 


Adjourned  1.40  p.  m. 


William  J.  O’Gorman,  Secretavy. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  AFTERNOON,  JUNE  27,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

BUILDING  ZONE  CASES. 

130-33-BZ.  ,  TT  TT  p  _ 

APPLICANT— Edgar  J.  Moeller,  for  H.  Herrmann  &  Sons, 

owners.  .  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 401  East  60th  street  and  1102- 
1106  First  avenue  (Block  No.  1445,  Lot  Nos.  1,  2 
and  3),  Manhattan. 

APPEARANCES— 

For  Applicant :  Edgar  J.  Moeller. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1933,  at  10 
a.  m.,  for  applicant  to  submit  further  information. 

75-33-BZ.  ,  ,  ... 

APPLICANT — Jacob  Grudberg,  for  John  Abbate,  owner. 

SUBTECT _ Application  (re  decision  of  the  superintendent 

of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northwest  corner  of  Gun  Hill 
road  and  Adee  avenue  (Block  No.  4792,  Lot  No. 
98),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  McNamee. 

For  Opposition:  Stephen  Madigan. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  . . ;  •  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 
Absent :  Commissioner  Holland .  1 

THE  RESOLUTION— 

(75-33-BZ) 

Whereas,  Jacob  Grudberg,  for  John  Abbate,  owner,  filed, 
February  27,  1933,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  north¬ 
west  corner  of  Gun  Hill  road  and  Adee  avenue  (Block  No. 
4792  Lot  No.  98).  Borough  of  The  Bronx;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  27,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Gun  Hill  road  is  in  a  business' 
and  residence  district ;  Eastchester  avenue  is  in  a  business 
and  residence  district,  and  Adee  avenue  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  16,  1933  (re  N.  B.  49-1933),  reads: 

“1.  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  41  ft.  on  Gun  Hill  road  and  107  ft.  7  in.  on 
Adee  avenue,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  12  ft.  by  29  ft.  in  area,  grease  pits  and  the  necessary 
tanks  and  pumps  for  ^  gasoline  service  station;  and 

Whereas,  the  premises  in  question  was  the  subject  of  an 
inspection  and  report  by  a  committee  of  the  board,  report  of 
which  inspection,  read  at  this  hearing,  recommended  the 
denial  of  the  application  under  section  21  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


92-33-BZ. 

APPLICANT — Arthur  H.  Hazell,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1602-1614  Cropsey  avenue, 
southeast  corner  of  16th  avenue  (Block  No.  6461, 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  L.  Burchell. 

For  Opposition :  Rudolph  Bauer. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Connell ...... ._ .  1 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent  .  ® 

THE  RESOLUTION— 

(92-33-BZ) 

Whereas,  Arthur  H.  Hazell,  owner,  filed,  March  3,  1933, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  1602-1614  Cropsey  ave- 
nue,  southeast  corner  of  16th  avenue-  (Block  Nq.  6461,  Lot 
No.  1),  Borough- -©L  Brooklyn ;  and;  ;;  — r:  KW*" 
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Whereas,  a  public  hearing  was  held  on  this  application 
>}  the  board  of  standards  and  appeals,  at  its  regular  meet- 
LPS.’  J.une  2/,  1933,  after  due  notice  by  publication  in  the 
Hulletin  of  the  Board  of  Standards  and  Appeals;  and 
U  HEREAS,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  16th  avenue  is  in  a  business  and 
residence  district  and  Cropsey  avenue  is  in  a  business  and 
residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  24,  1933  (re  App.  No.  1226-33),  reads:’ 
Application  denied.  Use  contrary  to  Zoning  Reso- 
hit  ion,  Art.  II,  Sec.  4(a),  Subdiv.  46.  Gasoline  Service 
Station  not  permitted  in  a  business  district”’  • 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  119  ft.  on  Cropsey  avenue  and  100  ft.  on  16th 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
20  ft.  by  20  ft.  in  area,  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 
Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland* and 
Guilfoyle;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell 
was  read  at  the  hearing;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 

95-33-BZ. 

APPLICANT  William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
DD„UI * a°d  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  198th 
street  (Green  street)  and  Central  avenue  (Foch 
boulevard),  (Block  No.  3321,  Lot  Nos.  1  and  3) 
Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  E.  Kennedy. 

For  Opposition:  Arthur  Green  and  Maurice  De 
Young,  Jr. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  . ...  q 

THE  RESOLUTION— 

(95-33-BZ) 

oJlrSw’  MVllliar^  E-  Kennedy’  for  Sona  Cooperstein, 
,™’  fi  d’  ^a.rch  10>  1933-  an  application,  under  the  build- 
ng  zone  resolution,  to  permit  in  a  business  district  the  erec- 
.on  and  “a,",^  of  a  gasoline  service  stat.on.  prem;2s 

southeast  corner  of  198th  street  (Green  street)  and  Central 
avenue  (Foch  boulevard),  (Block  No.  3321,  Lot  Nos.  1  and 
3)  Springfield,  Borough  of  Queens;  and 
E  .i?IElEAS’i  a  Public  hearing  was  held  on  this  application 

rd  appeals:  at  ils  "P&r  meet-  ' 

Rifn  Ji!?  nfZlu  19n3’  Jfter  £ue  notlce  by  Publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

hereas,.  the  use  district  maps  accompanying  the  building 

d  sntericteS°  98X  -ha-  Centra.1,avenue  ^  in  a  busines! 

strict,  198th  street  is  in  a  residence  district  and  199th 

street  is  in  a  residence  district;  and 

Whereas  the  decision  of  the  superintendent  of  buildings 

rendered  February  21,  1933  (re  Plan  3088-1932),  reads: 


and 


,  ?'  ’hbe  erection  of  a  gasoline  selling  station  in  a 

business  district  is  contrary  to  Art.  2,  Sec.  4  of  the  Zone 
Resolution.” ; 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  80  ft.,  on  Central  avenue  and  84.7  ft.  on  198th 
street,  upon  which  it  is  proposed  to  erect  a  one-story  office 
approximately  15  ft  by  24  ft.  in  area,  grease  pits  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  a  report  of  which  was  read  at 
the  hearing  and  which  report  reads  • 

“Cal.  No.  95-33-BZ. 

“Premises  southeast  corner  of  198th  street  (Green 
xtoL^t  Ce"lraI  avenue  (Foch  boulevard),  (Block- 
Queens21’  l  0t  N°S  1  3nd  3')’  Springfield,  Borough  of 

REPORT  OF  COMMITTEE  OF  INSPECTION 
.  Pn  Juue  15.  1933,  a  committee  of  the  board,  con- 
sistrng  of  Chairman  Murdock  and  Commissioners  Con- 
f  ’  H°lland  and  Guilfoyle,  visited  and  inspected  the 
above  premises. 

This  is  an  application  for  a  gasoline  station  on  Foch 
boulevard  (known  as  Central  avenue  and  also  as  Linden 

of  198tab  st’r  tC  ?  0t  be,,n-,located  at  Ae  southeast  corner 
V3h  strf.et’  formerly  known  as  Green  street. 

.  J  be  applicant  claims  that  he  has  just  recently  re- 
ceiyed  the  deeds  of  this  property  in  lieu  of  foreclosure 
of  the  first  mortgage  and  that  it  is  one  of  several  pieces 

i?ncom°ePTnd  tW  tE  °WnS  a"d  .from  which  there  is  no 
come,  and  that  the  property  in  question  is  only  good 

use  of  gasoline  service  station  as  there  is  insufficient 

sS  sf™S  asntltHe  V'C,nity  t0  S”PP°rt  stores’  and  that 

such  stores  as  there  are  are  renting  at  very  low  prices 

sevJ-.b' obi  h?-VC  b^n  ifiiCd  W‘th  this  application  twentv- 
seven.  objections,  including  a  letter  from  a  local  civic 

are  similar  to^C  C0-nsent.s‘  'Phe  Ejectors’  statements 
are  similar  to  those  given  in  other  statements  that  have 

f"  JPore  tbe  board  in  the  immediate  vicinity  and  in 

nn  CInH  16  StatCment  that  the  neighborhood  is  well  built 
P  and  requires  more  stores  than  at  present  That  the 
owner  bought  the  property  with  full  knowledge  of  the 
zoning,  restrictions ;  that  a  gasoline  service  stSon  will 

pSS,Pr°Perty  and  be  3  Physical  menace'Cto  The 

m  b:^:zbrth°:  ss  'grjssx 

recommended  denial  along  Foch  boulevard  at  corners  of 
intersecting  residential  streets,  where  the  property  has 
been  built  up  solid  or  likely  to  develop  on  both  sides  of 
Foch  boulevard,  back  of  the  business  area  The  Sort 
recent  case  that  is  comparable  was  Cal.  No.  301-30^ 
at  the  southwest  corner  of  Linden  boulevard  and  197th 

in  the  hn  h!vCk  t?  -t  le  West  In  that  case  there  was 
in  the  boards  opinion,  no  possible  justification  even 

though  there  was  a  lumber  yard  and  ice-storage  nhni 
in. the  same  block.  In  the  present  case  .^7* 

f0obreSp;ianrofe"ht  bilk  faring^ 

rear  solidly  built  up  with  frame  dwelling  inclttdL  a 

p  is.  taavsAtiiiSfe 

ested  in  knowing  that  in  view  of  the  argument  that 
boulevard 
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“In  view  of  all  these  circumstances  and  in  view  of  the 
fact  that  the  stores  are  being  well  rented  and  the  houses 
well  occupied,  the  committee  is  of  the  opinion  that  the 
applicant  has  not  substantiated  general  hardship  and 
that  great  hardship  would  fall  upon  the  adjoining  prop¬ 
erty  owners  if  this  non-conforming  use  was  granted  and, 
accordingly,  recommends  denial  of  the  application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


107-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Benjamin  Green¬ 
berg,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  milk  bottling 
plant. 

PREMISES  AFFECTED— 436-446  Hegeman  avenue, 
southwest  corner  of  Malta  street  (Block  No.  4318, 
Lot  Nos.  6  and  10),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition :  Daniel  Harned. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(107-33-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Benjamin  Greenberg, 
owner,  filed,  March  20,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  milk  bottling  plant;  premises 
436-446  Hegeman  avenue,  southwest  corner  of  Malta  street 
(Block  No.  4318,  Lot  Nos.  6  and  10),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  27,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is  in  a  business 
and  residence  district ;  Hegeman  avenue  is  in  a  business 
district,  and  Malta  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  20,  1933,  reads : 

“Proposed  milk  pasteurizing  and  bottling  plant  to  be 
located  in  a  business  use  district  is  contrary  to  Art.  II, 
Sect.  4a  of  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  95  ft.  on  Malta 
street  and  50  ft.  on  Hegeman  avenue;  to  be  occupied  as  a 
milk  bottling  plant;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  was 
read  at  this  hearing  and  which  recommended  the  granting 
of  the  application  under  section  21  of  the  building  zone 
resolution. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  a  one-story 
fireproof  brick  building  for  the  pasteurizing,  bottling,  re¬ 
ceiving  and  delivering  of  milk,  on  condition  that  this  build¬ 
ing  shall  be  constructed  substantially  as  indicated  on  the 
plans  filed  with  this  application  marked  “Received  March 
20,  1933” ;  that  the  total  plot  to  be  used  in  connection  with 
this  plant  shall  be  100  ft.  starting  from  the  corner  of  Malta 
street  along  Hegeman  avenue  and  95  ft.  starting  from  the 
corner  of  Hegeman  avenue  along  Malta  street;  that  the 
balance  of  the  plot  covered  by  this  variation,  which  is  to  be 
used  for  shipping,  shall  be  covered  with  a  one-story  fireproof 
building  and  used  only  for  a  shipping  platform  and  receiv¬ 
ing  and  delivering;  that  there  shall  be  but  one  entrance  to 
Hegeman  avenue  to  this  shipping  area,  which  shall  be  not 
over  12  ft.  in  width  and  one  shipping  entrance  to  Malta 
street  at  the  southerly  end  of  the  proposed  building,  where 
indicated  on  the  plans,  and  that  at  both  of  these  entrances 
there  shall  be  substantial  gates  or  doors  that  shall  be  kept 
closed  except  when  the  plant  is  in  use  during  business  hours ; 
that  the  entire  area  inside  the  shipping  area  shall  be  cement 
paved  and  properly  drained;  that  the  balance  of  the  plot 
owned  by  the  applicant  shall  be  cleared  of  buildings  except 
for  the  two  existing  buildings  on  the  corner  of  Hegeman 
and  Louisiana  avenues,  which  shall  be  devoted  to  conform¬ 
ing  use  only;  that  working  drawings  shall  be  submitted  to 
this  board  for  approval  before  filing  same  with  the  commis¬ 
sioner  of  buildings ;  that  all  permits  shall  be  obtained  within 
six  months  and  all  work  completed  within  one  year  from  the 
date  of  this  action. 


116-33-BZ. 

APPLICANT — Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  garage  for  more  than 
five  (5)  motor  vehicles  (granted  by  the  board  under 
Cal.  No.  304-30-BZ) . 

PREMISES  AFFECTED — 50-56  Downing  street  and  214- 
218  West  Houston  street  (Block  No.  528,  Lot  Nos. 
12,  28,  29,  30  and  31),  Manhattan. 
APPEARANCES— 

For  Applicant :  Arthur  F.  Lamanda  and  Frank 
Alberti. 

For  Opposition:  Louis  A.  Jackson,  Joseph  Sawyer 
and  Joseph  D.  Repetti. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  2 

Absent  .  0 

THE  RESOLUTION— 

(116-33-BZ) 


Whereas,  Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner,  filed,  March  27,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  ex¬ 
tension  of  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  (granted  by  the  board  under  Cal.  No.  304-30-BZ)  ; 
premises  50-56  Downing  street  and  214-218  West  Houston 
street  (Block  No.  528,  Lot  Nos.  12,  28,  29,  30  and  31),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  27,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  Houston  street  is  in  a  busi- 
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ness  district;  Downing  street  is  in  a  business  district,  and 
Varick  street  is  in  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  8,  1933  (re  Alt.  App.  268-33),  reads: 

“1.  The  location  or  extension  of  a  garage  for  more 
than  5  motor  vehicles  in  a  business  district  is  unlawful. 
Art.  2,  Par.  4,  Zoning  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  75  ft.  on  West  Houston  street  and  70  ft.  5  in. 
on  Downing  street,  running  through  from  street  to  street; 
it  is  proposed  to  erect  on  the  Downing  street  front  of  the 
plot  a  one-story  addition  to  the  existing  garage  on  West 
Houston  street,  said  addition  to  have  a  frontage  of  70  ft.  5 
in.  and  an  approximate  depth  of  82  ft. ;  proposes  to  use  the 
entire  building  as  a  garage  for  more  than  five  motor  vehicles, 
and  applicant  also  proposes  to  store  gasoline  on  the  prem¬ 
ises  ;  and 

Whereas,  the  premises  in  question  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing;  and 

WHEREAS,the  board  deemed  that  the  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 


ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


PETITION  FOR  VARIATION.  . 

184-33-S. 

PETITIONER — John  J.  Gilmartin,  for  Schulte  Real  Estate 
Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 727-735  Fifth  avenue  and  2-6 
East  57th  street  (Block  No.  1292,  Lot  No.  66), 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  q 

Absent  .  o 


Adjourned  3.35  p.  m. 

William  J.  O’Gorman,  Secretary. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  June  9,  1933,  as  they  appeared  in  Bulletin  No. 
25,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows: 

THE  RESOLUTION— 

(84-33-BZ) 

Whereas,  Frank  G.  Long,  for  Estate  of  Thomas  J.  Long, 
owner,  filed,  March  1,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  change  of  occupancy  of 
an  existing  wet  wash  laundry  to  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor  vehicle  repair  shop; 
premises  3449  Fort  Hamilton  parkway,  south  side,  100  ft. 
west  of  Chester  avenue  (Block  No.  5302,  Lot  No.  44),  Bor- 
cugh  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  June  9,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  parkway  is  in  a 
business  and  residence  district;  Chester  avenue  is  in  a  resi¬ 
dence  district,  and  Minna  street  is  in  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  3,  1933  (re  Applic.  No.  12265-1932),  reads: 

“Proposed  change  of  occupancy  of  an  existing  building 
from  a  wet  wash  laundry  to  a  public  garage  for  more 
than  five  motor  vehicles  and  an  automobile  repair  shop, 
partly  in  a  business  use  and  partly  in  a  residential  dis¬ 
trict  is  contrary  to  Art.  II,  Sect.  3  &  Sect.  4a  of  Zone 
Resolution.” ; 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc- 


*  Correction — “One  and  one-half”  changed  to  “one-half”  in 
line  51  of  resolution. 


tion,  one  story  in  height,  with  a  frontage  of  50  ft.  on  Fort 
Hamilton  parkway  and  a  depth  of  97  ft.;  to  be  occupied  as 
a  garage  for  more  than  five  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  the  existing  build¬ 
ing,  50  ft.  by  97  ft.,  one  story  in  height,  in  a  business  area, 
and  the  plot  on  which  the  building  is  erected  extending  into 
the  residence  area  for  a  distance  of  approximately  1  ft.  to 
permit  this  building  to  be  used  for  a  public  garage  for  over 
five  cars  and  automobile  repair  shop,  on  condition  that  the 
existing  building  shall  be  not  increased  in  height  or  depth 
and  the  existing  rear  yard  shall  not  be  built  upon;  that  no 
gasoline  shall  be  sold  on  the  premises ;  that  there  shall  be  no 
excavation  under  the  building  other  than  the  existing  boiler 
room  which  shall  be  cut  off  from  the  balance  of  the  building 
with  fireproof  walls  and  enterable  only  from  the  exterior; 
that  any  other  entrances  from  the  garage  to  the  boiler  room 
shall  be  blocked  up ;  that  the  automobile  repair  shop  shall  be 
limited  to  light  work,  with  no  machines  requiring  motors 
exceeding  one-half  horsepower  each,  excluding  anvils,  forges 
and  open  flames;  that  the  ceiling  shall  be  fire-retarded 
throughout  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals;  that  the  skylights  may  be  glazed 
with  wire  glass  provided  at  least  one  skylight  in  the  center 
of  the  building  shall  be  glazed  with  plain  glass  with  screens 
under  and  over;  that  the  property  lot  line  windows  shall  be 
fireproof,  self-closing  and  the  windows  in  the  rear  wall 
shall  be  fireproof  and  fixed;  that  the  existing  door  in  the 
rear  wall  shall  be  blocked  up  except  that  there  may  be  left 
an  emergency  door  of  at  least  3  ft.  in  width;  that  the  rear 
yard  shall  be  left  open  and  shall  not  be  used  for  storage 
or  work  of  any  kind;  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  involved  thereby  shall  be 
completed  within  six  months  from  the  date  of  this  resolution 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  26,  Vol.  XVIII  are  hereby  corrected  to  read  as 
follows : 

85-33-SA. 

PETITIONER — Walter  C.  Robertson,  for  Cleaver-Brooks 
Co.,  owner. 

SUBJECT — Oilbilt  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  board  of  standards  and 
appeals  and  Bureau  of  Combustibles  pending  test 
and  report. 


♦  Correction — Words  “engineer  of  board  of  standards  and 
appeals  and ”  added  in  line  6  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  26,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

193-33-SA. 

PETITIONER — Leo  Fixler,  for  Nemes  &  Gluck,  owners. 
SUBJECT— Nemes-Gluck  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  board  of  standards  and 
appeals  and  Bureau  of  Combustibles  pending  test 
and  report. 


♦  Correction — Words  “engineer  of  board  of  standards  and 
appeals  and”  added  in  line  5  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  26,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

195-33-SA 

PETITIONER— Engineering  Exchange  Corp.,  for  Woolery 
Machine  Co.,  owner. 

SUBJECT— Bullet  Automatic  Oil  Burner,  Models  A  and  B, 
approval  of. 

APPEARANCES— 

For  Petitioner:  M.  H.  Steinhardt. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  board  of  standards  and 
appeals  and  Bureau  of  Combustibles  pending  test 
and  report. 

*  Correction — Words  “ engineer  of  board  of  standards  and 
appeals  and”  added  in  line  8  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared!  in  Bul¬ 
letin  No.  26,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

204-33-SA. 

PETITIONER — David  Kaufman,  for  John  M.  Richardson, 
owner. 

SUBJECT — Mohawk  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  David  Kaufman. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  board  of  standards  and 
appeals  and  Bureau  of  Combustibles  pending  test 
and  report. 


♦  Correction — Words  “engineer  of  board  of  standards  and 
appeals  and”  added  in  line  7  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  26,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

208-33-S A 

PETITIONER — Preferred  Utilities  Co.,  Inc.,  for  The 
Lonergan  Manufacturing  Co.,  owner. 

SUBJECT — Lonergan  Automatic  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  board  of  standards  and 
appeals  and  Bureau  of  Combustibles  pending  test 
and  report. 


♦  Correction — Words  “engineer  of  board  of  stattdards  and 
appeals  and”  added  in  line  6  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared  in  Bul¬ 
letin  No.  26,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

221-33-SA. 

PETITIONER — Hart  Oil  Burner  Corp.,  owner;  E.  K. 
Smith,  agent. 

SUBJECT— Hart  Oil  Burner,  Model  “H”,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  board  of  standards  and 
appeals  and  Bureau  of  Combustibles  pending  test 
and  report. 


♦  Correction — Words  “ engineer  of  board  of  standards  and 
appeals  and”  added  in  line  6  of  digest. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  June  20,  1933,  as  they  appeared  in 
Bulletin  No.  26,  Vol.  XVIII,  are  hereby  corrected  to  read  as 
follows : 

47-33-S. 

PETITIONER— Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner. 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— South  side  of  East  166th  street, 
196.23  ft.  west  of  Washington  avenue  (Block  No. 
2387,  Lot  No.  27),  The  Bronx. 

*  Correction — “16 th  street”  changed  to  “166 th  street”  in 
line  4  of  digest. 


APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1933,  at 
2  p.  m.,  on  condition  that  no  factory  work  in  the 
meantime  shall  be  carried  on  above  the  first  or 
ground  floors  and  no  occupancy  above  the  first  floor 
except  a  small  office  in  the  easterly  front  of  the 
second  floor  with  an  ccupancy  thereof  of  not  over 
two  persons. 

THE  VOTE  TO  LAY  OVER  ON  CONDITION— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  . 0 

Absent  .  0 
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MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  may  23,  1933,  as  they  appeared  in  Bulletin  No. 
22,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows : 

1393-24-BZ. 

APPLICANT — James  McKenna,  for  Watson  McKenna 
Realty  Corp.  (new  applicant  and  new  owner). 
SUBJECT — Question  of  acceptance  of  new  application  on 
same  property  on  which  a  previous  application  was 


*  Correction — Words  “The  Bronx ”  changed  to  “Manhat¬ 

tan”  in  line  8  of  digest. 


filed  under  Cal.  No.  1393-24-BZ,  or  opening  of  old 
case. 

PREMISES  AFFECTED — 250  Dyckman  street  and  19 
Payson  avenue  (Block  No.  2246,  Lot  No.  58),  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  q 

Absent:  Chief  McElligott .*  **  i 


RULES 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  L  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


FACTORIES. 

RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in: — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on! 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 

occupancies :  B 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

.  The  building  is  not  of  wooden  construc¬ 
tion: 

(2)  Such  chemical  fire  extinguishers  as  the 
hre  comm'ssmner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re- 


APPROVED  FIRELINE  HOSE  VALVES 

TYPE  A  150  LBS.  WATER  WORKING  PRESSURE  TYPE  B_25»  LBS.  WATER  WORKING  PRESSURE 

May  be  mstalled  on  all  4-inch  and  6-inch  systems  and  May  be  installed  o„  all  standpipe  systems 

on  uppermost  stones  on  8-inch  systems 

Fairbanks  Company .  . .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers... .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  . . , .  651-30-SA 

Elkhart  .  14-31-SA 


wZLS?  (S,mbKh)-"  “  1I-SA 

W.  D.  Allen  Mf/ Company ^  ^  | .  a 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Ing  .'  1307  27-.SA 
Jenkins  Brothers .  .  '  „  ^ 

Croker  National  Fire  Prev.  Eng.' Co".' .  97o1s'Ia 

Pratt  &  Cadv..  .  268-29-SA 

Elkhart  .  231-30-SA 

.  15-31-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 


Calendar  No.  Name  of  Burner 


Calendar  No. 


A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Autocrat  Oil  Burner,  Model  B-l . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Baby  Grand  Oil  Burner . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . . 

Bethlehem  Steam  Atomizing  Fuel  Oil - 

Burner  . 

Bettendorf  High  Pressure  Oil  Burner . 

Bettendorf  Oil  Burner . 

Bock  Oil  Burner,  Models  A,  B,  C  and  D - 

Braden  Automatic  Fuel  Oil  Burner . 

Branford  Oil  Burner . 

Branford  Oil  Burner,  Model  “A” . 

Caloroil  Burner — Type  A  A . 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C . 

Carboradiant  Oil  Burner,  Models  V  &  VS - 

Carboradiant  Oil  Burner,  Model  VSS . 

Carborundum  Burner . 

Carter-Korth  Oil  Burner,  Model  “P” . 

Carter-Korth  Oil  Burner . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 
Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Automatic  Oil  Burner . 

Cook’s  Automatic  Oil  Burner . 

Cope-Swift  Safety  Automatic  Oil  Burner.... 

Crescent  Oil  Burner . 

Crescent  Type  M  Size  1  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . 

Dahl  Vaporizing  Oil  Burner . 

D’Elia  Oil  Burner . 

Delco  Heat  Oil  Burner . 

DeWalt  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner . 

Dovel  Master  Fuel  Oil  Burner . . 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . 

Economy  Oil  Burner,  Type  A-l . 

Eisler  Automatic  Oil  Burner . 

Elec-tro-matic  Oil  Burner,  Type  151 . 

Electrol  Automatic  Oil  Burner  and  Model  BB. . 

Ember-Glo  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . 

Espo  Oil  Gas  Burner . 

Evenheet  Oil  Burner . . 

Fairfield  Oil  Burner . 


1295-24-SA 

684-29-SA 

1547-23-SA 

298-26-SA 

65-28-SA 

632-26-SA 

297-31-SA 

1323-22-SA 

404-29-SA 

447-32-SA 

939-24-SA 

1184-22-SA 

764-26-SA 

485-32-SA 

479-31-SA 

731-28-SA 

123-31-SA 

322-30-SA 

36-31-SA 

461- 32-SA 
1361-24-SA 

229-32-SA 

16-31-SA 

49-32-SA 

571-29-SA 

389-32-SA 

54-30-SA 

157-28-SA 

813-28-SA 

608-32-SA 

1105-22-SA 

295-29-SA 

348-C8-SA 

955-27-SA 

354-31-SA 

222- 29-SA 
592-31-SA 
426-29-SA 
423-29-SA 
915-26-SA 

15'5-31-SA 

420-31-SA 

541-31-SA 

663-28-SA 

317-31-SA 

943-26-SA 

350-32-SA 

600-31-SA 
45-31-SA 
481-27-SA 
125-33-SA 
259-25-S  A 

462- 32- S A 
1149-27-SA 

223- 32-SA 
1431-23-SA 

5  54-32-SA 
584-31-SA 


Faultless  Oil  Burner . . . .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner . 361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner . 520-31-SA 


Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26  S A 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner . 510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner . 1305-24-SA 

lohnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner . 852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine..; .  765-26-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner . 124-29-SA 

Mcllvane  Oil  Burner . .................  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner. ..........  i  . . . 637-29.-SA 


Mid-West  Oil  Burner,  Models  106,  108,  208, 
211,  311  and  114 . 


327-31-SA 
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APPROVED  APPLIANCES 


Name  of  Burner 


Calendar  No.  Name  of  Burner 


Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner  -  - 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Moto-Hea:  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” _ .... 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nn-Way  Oil  Burner . 

Oliver  Oil  Gas  Burner,  No.  30-A . 

Oronoque  Oil  Burner . . . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 
D-13,  D-14  and  D-15 . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 
Burner  Model  W-AH, . 

Pioneer  Automatic  Oil  Burner . 

Powerlight  Oilheat  Burner . 

Pressure  Oil  Burners,  Models  A,  B  and  C.... 
Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 . 

Quiet  Ballard  Automatic  Oil  Burner . .'. 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . . 

Rayfield  Oil  Burner . 

Re-Ly-On  Oil  Burner . 

Remington  Domestic  Oil  Burner,  Type  B . 

Remington  Oil  Burner . 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Richmond  Gravity  Fuel  Oil  Burner . 

Rickard  Oil  Burner . 

Rightway  Oil  Burner . 

Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner  . 

S.  &  K.  Mechanical  Fuel  Oil  Burner . 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 
Burner . 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 
Burner . 

Schulse  Home  Oil  Burner . 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 
and  CA . 


673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
195-32-S  A 
887-25-SA 

185- 29-SA 

186- 29-SA 
548-31-SA 
836-25-SA 
518-29-SA 

1071-27-SA 
255-31-SA 
801-28-SA 
584-28-S A 
1078-24-SA 
773-26-SA 
1359-24-SA 
394-30-SA 
113-26-SA 
1193-25-SA 
617-30-SA 
1029-26-SA 
161-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

735-30-SA 

40-31-SA 

614-32-SA 

1259-27-SA 

628-23-SA 

146-31-SA 

411-32-SA 

660-30-SA 

504-23-SA 

504-26-SA 

745-26-SA 

532-31-SA 

891-26-SA 

667-28-SA 

1193-22-SA 

1011-27-SA 

339-31-SA 

304-32-SA 

1115-22-SA 

10-33-SA 


197-32-  SA 


198-32-S A 
1487-23-SA 

436-32-SA 


Security  Oil  Burner . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  O . 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  “B” . 

Silent  Automatic  Burner,  Model  "E” . 

Silent  Flash  Oil  Burner,  Model  Cl . 

Silent  Glow  Oil  Burner,  ModelG . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P.A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _ 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 

Standard  Automatic  Oil  Burner,  Type  11-G _ 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . ' . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U . . . 

Sunflower  Model  S-l  Oil  Burner . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spivo  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vaporoil  Burner . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 
“KB”  and  Model  “JJ” . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 
and  B . 

York  Automatic  Oil  Burner . 


Calendar  No. 

56-28-SA 
563-30-SA 
315-30-  SA 

463-31-SA 

458-26-SA 

709- 30-SA 

710- 30- S  A 
38-33-SA 
600-30-SA 
345-31-SA 
446-30-SA 
145-31-SA 

1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 

581-26-SA 

755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

106-33-SA 

624-30-SA 

715-29-SA 

491-31-SA 

400-32-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 

470-31-SA 

94-32-SA 

63-28-SA 

129-27-SA 

498-29-SA 

620-28-SA 

6-24-SA 

44-32-SA 

451-26-SA 

012-30-SA 
320-30-SA 
396-32-SA 
556-29-SA 
1155-25-S A 
115-32-SA 


918-22-SA 

19-25-SA 

32-33-SA 

44-29-SA 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A— 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA— Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— -Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
525-23-SA—Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
755-24-SA— Wills  Automatic  Gas  Shut-Off  Valve,  approval 
of. 

187-27-SA— Keenan  Gas  Shut-Off  Valve,  approval  of. 
537-27-SA— Leader  Gas  Shut-Off  Valve,  approval  of. 
814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  254-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  254-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

339-30-SA— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA— Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA— Quaker  Burnoil  Stove,  approval  of. 

250- 31-SA — Lunkenheimer  254-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  254-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. _ _ 


209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-S A — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

5 84-32- S A — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 

614- 32-SA— Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-154, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

15-33- S A — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-S A — Master-Kraft  Oil  Burner,  approval  of. 
85-33-SA — Oilbilt  Burner,  approval  of. 

98-33-SA— Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA— Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA- — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

102- 33-SA — Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA— Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA — Gold  Star  Oil  Burner,  approval  of. 

181-33-SA — Wizard  Automatic  Oil  Burner,  approval  of. 
187-33-SA — Rotoflame  Oil  Burner,  approval  of. 

193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA — Mohawk  Oil  Burner,  approval  of. 

208-33-SA — Lonergan  Automatic  Oil  Burner,  approval  of. 
221-33-SA— Hart  Oil  Burner,  Model  “H”,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
ase  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


Adopted  by  the  Board  of  Standards 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights. 
?iven  heing  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1-154-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-254-5  Mix',  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hvd rated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 
and  Appeals,  April 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  June  28,  1933 .  237 

Restored  to  Calendar .  55 

Miscellaneous  Applications. 

Requests  to  reopen .  146 

Requests  to  amend .  6 

Requests  for  modification .  27 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  38 

Requests  for  extension  of  permit .  3 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  8 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  783 

Disposed  of  .  516 

Cases  pending  June  28,  1933 .  267 


DISPOSITION  OF  CASES. 

Withdrawn  .  33 

Dismissed  .  16 

Denied  .  67 

Granted  .  2 

Granted  on  condition .  141 

Appliances  approved .  21 

Appliances  dismissed,  disapproved  or  withdrawn .  5 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  123 

Requests  to  reopen  denied .  n 

Requests  to  amend  granted .  6 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  26 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  38 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  3 

Requests  for  extension  of  permit  denied .  0 


Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . . . 

Administrative  requests  granted 


Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  c 

Requests  withdrawn  or  dismissed .  12 

T°taI  .  516 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


rourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifih,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order;  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure' of  the 
appellant  or  petitioner  to  file  necessary  data  or  bv  anv 
other  method  of  delay.  ' 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  July  10,  1933,  at 
2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  July  17,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  July  5,  1933. 

Cal.  No.  Department.  Premises  Affected. 

243-33-A . D.B.Bx. .  .2271  Bathgate  ave.  (Block  3050, 

Lot  73),  Bx., 

-  L.  C.  81722 

242-33-BZ . D.B.Bx. ..  1349-1353  Boscobel  ave.  (Block 

2506,  Lots  127,  129,  130  & 

-  131),  Bx.,  N.  B.  133-1933 

241-33-BZ . D.B.B. . .  .875-881  Fourth  ave.  (Block  681, 

part  of  Lot  1),  Bklyn., 

-  Applic.  4849-1933 

240-33-BZ . D.B.Q. ...  Southeast  corner  of  Nassau 

blvd.  &  250th  st.  (Block  4080, 
part  of  Lot  250),  Little  Neck, 

-  Q.,  N.  B.  1048-1933 

239-33-BZ . D.B.Q. ..  .North  side  of  New  Hyde  Park 

rd.,  1,185  ft.  east  of  Little 
Neck  rd.  (Block  4126,  Lot 
46),  Great  Neck,  Q., 

-  Alt.  3701-1933 

238-33-SA . F.D . Lynn  Range  Burner, 

-  Appliance 

Restored  to  Calendar. 

572-31-BZ . D.B.Q....  112-05  to  112-07  Sutphin  blvd. 

(Block  2941,  Lot  6),  Jamaica, 

• -  Q.,  N.  B.  5996-1931 

1197-23-BZ . D.B.Bx. .  .714  Southern  blvd.  (Block  2729, 

Lot  6),  Bx., 

-  Violation  Z-46-1932 


CODE 

FD  . 

. Fire  Department 

H  D  . 

D.B.B . 

..Department  of  Buildings,  Brooklyn 

D.B.M . 

.Department  of  Buildings,  Manhattan 

D.B.Q . 

. Department  of  Buildings,  Queens 

D.B.R . 

. .  Department  of  Buildings,  Richmond 

D.B.Bx . 

T.H.D . 

RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932— Vol.  17  No.  31 
forms  . 

Concrete  Flat  Slabs,  Rules . June  6,  1933 — Vol.  18  No.  23 

Concrete  Rules  (Hydrated  Lime)..  July  11,  1933 — Vol.  18  No.  28 

Elevator  Rules  . Mar.  28,  1933 — Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors) -  Oct.  18,  1932 — Vol.  17  No.  42 

Factory  Exit  Rules .  Jan.  3,  1933 — Vol.  18  No.  1 

Fire  Alarm  Rules  (Interior) .  Dec  27.  1932 — Vol.  17  No.  h 2 

Fire  Drill  Rules . May  30,  1933— Vol.  18  No.  22 

Fire  Retarding  Rules  for  Garages, 

etc-  . July  11,  1933— Vol.  18  No.  28 

Fireproof  Wood,  Testing  of . july  n,  1933— Vol.  18  No.  28 

Frame  Garages,  Ruling  for . jan.  21,  1919— Vol.  4  No.  3 

Fuel  Oil  Rules . May  23,  1933— Vol.  18  No.  21 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol.  10  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13  No.  23 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . June  13,  1933— Vol.  18  No.  24 

Plumbing  Rules  . Apr.  25,  1933 — Vol.  18  No.  17 

Procedure,  Rules  of..... . ••••June  20,  1933— Vol.  18  No.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933 — Vol.  18  No.  16 

Smoking  in  Factories,  Rules  for...juiy  u,  1933— Vol.  18  No.  28 

Sprinkler  Rules  . .  Dec.  6,  1932— Vol.  17  No.  49 

Standpipe — Fire  Line  Rules . ...  Nov.  22,  1932 — Vol.  17  No.  47 

Structural  Alterations,  Reporting..  june  7,  1932— Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment .  to  .  .  .  .  . 

Rule  505  of  Industrial  Code)..;  Apr.  10,'  1923 — Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 

rireline  Hose  Valves . . . July  11,  1933 — Vol.  18  No.  28 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . July  11,  1933 — Vol.  18  No.  28 

Fuel  O'il  Burners  for  Industral  Use.  May  16,  1933 — Vol.  18  No.  20 

Fuel  Oil  Pumps . July  11,  1933— Vol.  18  No.  28 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  10,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

118-33-BZ. 

APPLICANT — Joseph  A.  Marck,  Inc.,  for  W.  R.  Salis¬ 
bury,  owner. 

PREMISES — North  side  of  Northern  boulevard,  81.28  ft. 
west  of  Marathon  parkway  (Block  No.  3977,  Lot 
No.  36),  Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  extension  of  a  business  use  from  a  busi¬ 
ness  district  into  a  residence  district. 

172-33-BZ. 

APPLICANT — Tosenh  D.  Nunan,  Jr.,  for  Allan  J.  Lee, 
owner. 

PREAfISES — 46-20  to  46-22  Kissena  boulevard,  west  side, 
75  ft.  north  of  Kalmia  avenue  (Block  No.  1089, 
Lot  No.  37),  Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

238-27-BZ. 

APPLICANT— Alfred  C.  Eccles.  for  Seacrest  Laundry, 
Inc.,  owner. 

PREAIISES — East  side  of  Dewey  street,  315  ft.  south  of 
Queens  boulevard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing  laundry 
building  (reopened  June  20,  1933). 


JULY  11,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  11, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  113-33-BZ — Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  R.  McMullen,  applicant,  on  be¬ 
half  of  Rutland  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  689-691  Utica  ave¬ 
nue,  southeast  corner  of  Clarkson  ave¬ 
nue  (Block  No.  4637,  Lot  No.  1). 
Brooklyn. 

cal.  no.  144-33-B*Z — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc . 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a .  gaso¬ 
line  service  station ;  premises  southwest 
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corner  of  111th  avenue  and  Lakewood  JULY  11,  1933,  2  P.  M. 

avenue  (Block  No.  2473,  part  of  Lot 

No.  1),  Dunton,  Borough  of  Queens.  Building  Zone  Applications. 


cal.  no.  339-32-BZ — Application,  June  13,  1932;  denied  Sep¬ 
tember  13,  1932;  reopened  under  new 
conditions  September  20,  1932;  granted 
on  certain  conditions  October  25,  1932; 
reopened  May  23,  1933,  under  sections 
7e  and  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on 
behalf  of  H.  Kinzer,  owner,  to  permit 
a  further  modification  of  a  resolution 
of  the  board  granting,  in  a  business  dis¬ 
trict,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle 
repair  shop  and,  also,  the  maintenance 
of  an  open-air  storage  and  parking 
space  for  more  than  five  (5)  motor 
vehicles  so  as  to  permit  the  inclusion  of 
a  motor  vehicle  repair  shop  with  forge 
and  anvil;  premises  3509-3513  Fort 
Hamilton  parkway,  south  side,  204  ft. 
east  of  36th  street  (Block  No.  5302, 
part  of  Lot  No.  18),  Brooklyn. 

cal.  no.  319-30-BZ— Application,  May  9,  1930;  withdrawn 
October  21,  1930 ;  reopened  May  .  5, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Edward  P.  Doyle, 
applicant,  substituted  for  Theodore 
Ridder,  on  behalf  of  Loiuis  Ridder, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of_  a 
gasoline  service  station;  application 
laid  over  June  30,  1931;  restored  to 
Calendar  for  full  vote  of  Bdferd ; 
premises  31-01  Newtown  avenue  and 
28-25  31st  street,  northeast  corner 
(Block  No.  619,  Lot  No.  23),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  124-33-BZ— Application,  April  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  E.  Sexton,  applicant,  on  behalf 
of  J.  E.  P.  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1965-1967  Fulton 
street,  northeast  corner  of  Saratoga  ave¬ 
nue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn. 

cal.  no.  478-31-BZ — Application,  September  28,  1931;  garage 
granted  on  March  18,  1932;  gasoline 
service  station  granted  on  October  11, 
1932;  reopened  and  restored  to  Calen¬ 
dar  June  23,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Joseph 
P.  Powers,  applicant,  on  behalf  of  Frank 
Coiro,  owner,  to  permit  in  a  business 
district  the  omission  of  the  garage 
building  originally  shown  and  to  permit 
the  maintenance  of  the  gasoline  station 
with  the  use  of  the  existing  frame  build¬ 
ing  for  office  and  accessories,  the  front¬ 
age  as  proposed  exceeding  the  frontage 
originally  shown;  premises  71-08  Amstel 
boulevard,  north  side,  80  ft.  east  of 
Beach  72nd  street  (Block  No.  510,  Lot 
Nos.  60,  61  and  62),  Arverne,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  11, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  71-33-BZ — Application,  February  23,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Frank  Zima,  applicant  and 
owner,  to  permit,  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business 
district,  the  change  of  occupancy  of  an 
existing  building  from  light  manufactur¬ 
ing  and  offices  to  a  garage  for  more 
than  five  (5)  motor  vehicles  and  motor 
vehicle  repair  shop;  premises  west  side 
of  33rd  street,  67  ft.  6  in.  south  of  36th 
avenue  (Block  No.  601,  Lot  No.  38), 
Long  Island  City,  Borough  of  Queens. 

cal.  no.  109-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Regan,  applicant,  on  be¬ 
half  of  Marie  Bausmann,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  7023  73rd  place  (Block 
No.  3792,  Lot  No.  44),  Glendale,  Bor¬ 
ough  of  Queens. 

cal.  no.  502-32-BZ — Application,  September  26,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  November  22,  1932;  re¬ 
opened  March  28,  1933,  under  sections 
7g  and  21  of  the  building  zone  resolu¬ 
tion,  of  Lama  &  Proskauer,  applicants, 
on  behalf  of  C.  J.  A.  Realty  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  m  a  residence  dis¬ 
trict,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4), 
Woodhaven,  Borough  of  Queens. 

cal.  No.  99-33-BZ — Application,  March  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Seelig  &  Finkelstein,  Inc.,  applicants, 
on  behalf  of  New  York  Rapid  Transit 
Corp.,  owner,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a 
vacant  plot  of  ground  as  an  open-air 
parking  space  for  more  than  five  (o) 
motor  vehicles ;  premises  3068-3074 
Ocean  parkway,  west  side,  283  ft.  7  in. 
north  of  Sea  Breeze  avenue  (Block  No. 
7282,  part  of  Lot  No.  57  and  part  of 
Lot  No.  60),  Brooklyn. 

cal.  no.  108-33-BZ — Application,  March  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Norah  Kissane,  owner,  to  permit  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
southwest  corner  of  23rd  avenue  (Potter 
avenue)  and  36th  street  (Block  No.  819, 
part  of  Lot  No.  33),  Astoria,  Borough 
of  Queens. 
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cal.  no.  111-33-BZ — Application,  March  22,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Conroy  &  Hardy,  applicants,  on  be¬ 
half  of  Christ  G.  Callas,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Jamaica  Bay  boulevard  and  Morrell  ave¬ 
nue  (Block  No.  4046,  Lot  No.  82), 
Howard  Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  July  14, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  114-33-BZ — Application,  March  24,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Martin  J.  Ort,  applicant,  on  be¬ 
half  of  Henry  Scharnberger,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  172-15  46th  avenue, 
northwest  corner  of  Utopia  parkway 
(Block  No.  1267,  Lot  Nos.  1,  77  and 
part  of  Lot  No.  4),  Flushing,  Borough 
of  Queens. 

cal.  no.  115-33-BZ — Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Emil  Guterman,  applicant,  on  behalf 
of  Ligniform  Co.,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair 
shop  and,  also,  a  gasoline  service  sta¬ 
tion;  premises  north  side  of  Merrick 
road,  7.53  ft.  west  of  223rd  street  (Block 
No.  3548,  Lot  No.  1),  Laurelton,  Bor¬ 
ough  of  Queens. 

cal.  no.  1-27-BZ — Application,  January  3,  1927;  granted, 
under  section  7f  of  the  building  zone 
resolution,  on  certain  conditions,  March 
15,  1927,  and  the  time  in  which  to  ob¬ 
tain  permits  and  complete  work  has 
expired ;  reopened  and  restored  to  Cal¬ 
endar  June  23,  1933,  under  section  7f 
of  the  building  zone  resolution,  of  Her¬ 
bert  Ascher,  applicant,  on  behalf  of 
Intershire  Investors,  Inc.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station ;  premises  southwest  cor¬ 
ner  of  Gun  Hill  road  and  Boston  road 
(Block  No.  4615,  Lot  No.  46),  The 
Bronx. 

cal.  no.  198-33-BZ — Application,  May  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Hegarty,  applicant,  on  be¬ 
half  of  Pott  of  New  York  Authority, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  west  side 


of  Haven  avenue,  217  ft.  4J4  in.  north 
of  West  172nd  street  (Block  No.  2139, 
part  of  Lot  Nos.  275  and  357),  Man¬ 
hattan. 

cal.  no.  332-32-BZ — Application,  June  9,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  to  permit  a  gasoline  service 
station;  denied  September  27,  1932;  re¬ 
opened  June  6,  1933,  under  section  21 
of  the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Kabor  Holding  Corp.,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and 
maintenance  of  stores  and,  also,  a  gaso¬ 
line  service  station;  premises  3276 
Jerome  avenue,  southeast  corner  of 
Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  82),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Building  Zone  Application . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  afternoon,  July  14, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  154-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Martin  Smith,  applicant,  on  behalf 
of  Brooklyn  Retail  Butchers  Corp., 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district,  the  extension  of  an  existing  re¬ 
frigerating  use  located  in  an  unrestricted 
district;  premises  178-184  South  Elliott 
place,  west  side,  131  ft.  4  in.  north  of 
Atlantic  avenue  (Block  No.  2002,  Lot 
Nos.  49,  50,  51  and  52),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

Appeals  from  Administrative  Orders. 

112-33-A — 361  Van  Sindern  avenue  (Block  No.  3765,  Lot 
No.  9),  Brooklyn. 

593-32- A — 29-18  40th  avenue  (Block  No.  402,  Lot  No.  30), 
Long  Island  City,  Borough  of  Queens. 

163-33-A — 133  Fort  George  avenue  (Block  No.  2149,  Lot 
No.  270),  Manhattan. 

215-33- A— 1100  East  177th  street  (Block  No.  3902,  Lot  No. 
30),  The  Bronx. 

117-33-A — 42-53  24th  street  (Block  No.  429,  Lot  Nos.  2  to 
10,  inclusive),  Long  Island  City,  Borough 
of  Queens. 

151-33-A— 133  Mercer  street  (Block  No.  499,  Lot  No.  22), 
Manhattan. 

232-33-A — 4200-4212  Fort  Hamilton  parkway,  southwest 
corner  of  42nd  street  (Block  No.  5596,  Lot 
Nos.  45  and  47),  Brooklyn. 

246-33-A— West  Island,  4000  ft.  off  Bulkhead  Line,  foot  of 
Rockaway  avenue,  Jamaica  Bay,  Brooklyn. 

Petitions  for  Variations. 

94-33-S— 1402-1410  Broadway  and  120-130  West  39th 
street  (Block  No.  814,  Lot  No.  52),  Man¬ 
hattan. 

i57-33-S — 22  East  49th  street  (Block  No.  1284,  Lot  No. 
59),  Manhattan.  * 
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131-33-S— 221-247  West  43rd  street  (Block  No.  1015,  Lot 
Nos.  12  and  19),  Manhattan. 

Appliances  Submitted  for  Approval. 

226-33-SA — Laco  Oil  Burner,  Models  F,  JF,  BF  and  D, 
approval  of. 

228-33-SA — General  Electric  Oil  Burner,  Type  DA-2,  ap¬ 
proval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 

237- 33-SA — Kelco  Oil  Burner,  approval  of. 

238- 33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 

Lypre  and  DeLuxe,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  17,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

180-33-BZ. 

APPLICANT — William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES — Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No.  8), 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden) . 

194-33-BZ. 

APPLICANT — Felix  J.  Cizmowski,  for  Helen  O’Sullivan, 
owner. 

PREMISES — Northeast  corner  of  91st  avenue  and  209th 
street  (Block  No.  1503,  Lot  No.  3),  Queens  Village, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 

116-28-BZ. 

APPLICANT — Martin  J.  Ort,  for  Clifbert  Realty  Co., 
owner. 

PREMISES — 865-877  Ralph  avenue  and  538-548  Remsen 
avenue,  southeast  corner  (Block  No.  4686,  Lot  No. 
1),  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened  June  9,  1933). 


JULY  18,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  July  18, 
1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  142-33-BZ — Application,  April  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  Collyer,  applicant,  on  behalf 
of  Richard  Deneke,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southeast  corner  of  Cross 
Island  boulevard  and  Central  avenue 
(Block  No.  3359,  Lot  No.  1),  St. 
Albans,  Borough  of  Queens. 


cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1),  The  Bronx. 

cal.  no.  98-30-BZ — Application,  February  7,  1930 ;  granted 
on  certain  conditions  May  6,  1930,  and 
the  time  in  which  to  obtain  permits  and 
complete  work  has  expired ;  reopened 
April  4,  1933,  under  section  21  of  the 
building  zone  resolution,  of  James  S. 
Smith,  applicant,  on  behalf  of  Colonial 
Beacon  Oil  Co.,  Inc.,  present  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1180-1188  Myrtle 
avenue  and  664-668  Bushwick  avenue, 
southwest  corner  (Block  No.  3182,  Lot 
No.  24),  Brooklyn. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

cal.  no.  106-30-BZ — Application,  February  11,  1930;  granted 
May  12,  1931,  for  a  temporary  period  of 
two  (2)  years;  reopened  April  11,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  William  L.  Hall,  appli¬ 
cant,  on  behalf  of  Mabel  Hall,  owner, 
to  permit  in  a  business  use  district  the 
permanent  maintenance  of  a  gasoline 
service  station;  premises  337  Arbutus 
avenue,  northeast  corner  of  Hylan  boule¬ 
vard  (Block  No.  6499,  Lot  No.  5), 
Huguenot,  Borough  of  Richmond. 

cal.  no.  486-31-BZ — Application,  October  1,  1931;  granted 
February  5,  1932,  time  having  elapsed ; 
reopened  May  31,  1933,  under  sections 
7a  and  21  of  the  building  zone  resolu¬ 
tion,  of  Mary  Jamieson,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  exist¬ 
ing  business  use  in  part  of  an  existing 
building;  premises  58  East  86th  street 
(Block  No.  1497,  Lot  No.  49),  Man¬ 
hattan. 

cal.  no.  261-32-BZ — Application,  May  12,  1932;  denied  July 
15,  1932;  reopened  June  9,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Nicholas  F.  Walsh,  applicant, 
on  behalf  of  Marguerite  H.  Walsh, 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district; 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  West  230th  street  and  Bailey 
avenue  (Block  No.  3266,  Lot  No.  1), 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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JULY  18,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  Jidy  18, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  27-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Kenlon  Construction  Co.,  Inc.,  appli¬ 
cant,  on  behalf  of  Joseph  Moss,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  Springfield  boulevard  and  115th  ave¬ 
nue  (Block  No.  1949,  Lot  No.  1), 
Queens  Village,  Borough  of  Queens. 

cal.  no.  161-33-BZ — Application,  April  28,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  B.  Reardon,  applicant,  on  be¬ 
half  of  Theodore  G.  Zeh,  owner,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  an  existing  building  to 
a  business  use  (funeral  parlor)  ;  prem¬ 
ises  170-07  115th  avenue  (Block  No. 
3087,  Lot  No.  350),  Jamaica,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter: 

cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33-A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A— 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A — 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 


Petition  for  Variation. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman, 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
WEDNESDAY  MORNING,  JULY  5,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  special  meeting  of  the  board  held 
Friday  morning,  June  23,  1933;  the  minutes  of  the  special 
meeting  of  thq  board  held  Friday  afternoon,  June  23,  1933 ; 
the  minutes  of  the  regular  meeting  of  the  board  held  Tues¬ 
day  morning,  June  27,  1933,  and  the  minutes  of  the  regular 
meeting  of  the  board  held  Tuesday  afternoon,  June  27,  1933, 
were  approved  as  printed  in  Bulletin  No.  27,  Vol.  XVIII. 

BUILDING  ZONE  CASES. 

631-32-BZ. 

APPLICANT— William  Richter,  for  Minne  Stone,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 4602-4614  Kings  highway, 
southeast  corner  of  East  46th  street,  1257  East  46th 
street,  northeast  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Richter. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  19,  1933, 
at  10  a.  m.,  on  request  of  applicant. 

59-33-BZ 

APPLICANT— Charles  A.  Mulligan,  Jr.,  for  Antonio  Pavin, 
owner.  . 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and,  also,  the  change  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 110  Alaska  street,  southwest 
corner  of  Henderson  avenue  (Block  No.  197,  Lot 
No.  90),  West  New  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES—  ,  ...  .  . 

For  Applicant:  Thomas  Nunley,  Arthur  Wood  and 

Antonio  Pavin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  19,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


PREMISES  AFFECTED — Southwest  corner  of  Hollis  ave¬ 
nue  and  Cross  Island  boulevard  (Block  No.  1882, 
Lot  No.  106),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney, 

For  Opposition :  Bernard  S.  Deutsch. 

ACTION  OF  BOARD — Laid  over  to  September  26,  1933, 
at  10  a.  m.,  on  request  of  applicant. 


161-33-BZ. 

APPLICANT — Frank  B.  Reardon,  for  Theodore  G.  Zeh, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing  building  to  a 
business  use  (funeral  parlor). 

PREMISES  AFFECTED — 170-07  115th  avenue,  northeast 
corner  of  170th  street  (Block  No.  3087,  Lot  No. 
250),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  B.  Reardon. 

For  Opposition :  Maxwell  H.  Levy  and  Louis  Levin. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


1197-23-BZ. 

APPLICANT — Transit  Automotive  Brake  Service,  Inc.,  for 
Ross  &  Heilig  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening  under  section  21 — 
to  permit  inclusion  of  motor  vehicle  repair  shop — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — -714  Southern  boulevard  (Block 
No.  2729,  Lot  No.  6),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Holland .  1 


27-33-BZ. 

APPLICANT — Kenlon  Construction  Co.,  Inc.,  for  Joseph 
Moss,  owner.  . 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Springfield 
boulevard  and  115th  avenue  (Block  No.  1949,  Lot 
No  1),  Queens  Village,  Borough  of  Queens. 

APPEARANCES—  ,  T  ... 

For  Applicant:  John  Kenlon  and  Joseph  Moss. 

For  Opposition:  Samuel  Seiderman. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 

148-33-BZ.  t  .  ,  .. 

APPLICANT— Irving  Proskauer,  for  Noviak  Holding 

Corp.,  owner.  ‘  KO 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


34-33-BZ. 

APPLICANT — William  E.  Kennedy,  for  Sona  Cooperstein, 
owner. 

SUBJECT — Request  for  reopening — reconsideration  under 
new  facts — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — North  side  of  Queens  boulevard, 
48  ft.  east  of  64th  road  (Block  No.  2092,  Lot  No. 
12),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  E.  Kennedy. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Connell .  1 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent  .  0 


202-30-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Porter  Holding 

Corp. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
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tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  for  reconsideration 
under  new  facts  February  21,  1933). 

PREMISES  AFFECTED— 220-06  Northern  boulevard 
(Block  No.  3213,  part  of  Lot  No.  1),  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Toseph  D.  Nunan,  Jr.,  and  Irving 
White. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott  4 


Negative:  Commissioner  Guilfoyle .  1 

Absent  .  0 

THE  RESOLUTION— 


(202-30-BZ) 

Whereas,  Joseph  D.  Nunan,  Jr.,  for  Porter  Holding 
Corp.,  filed,  March  19,  1930;  denied  October  7,  1930;  re¬ 
opened  February  21,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a;  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises  220- 
06  Northern  boulevard  (Block  No.  3213,  part  of  Lot  No.  1), 
Bayside,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  business 
district;  220th  street  is  in  a  residence  district,  and  220th 
place  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  18,  1933  (re  Plan  No.  581-33),  reads: 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  prohibited  by  section  4  of  the  Zone  Law.  Not 
further  examined.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Northern  boulevard  and  93.3  ft.  on 
220th  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  25  ft.  by  20  ft.  in  area,  grease  pits  and  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  unnecessary  hard¬ 
ship  and  practical  difficulty. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  constructed  along  the  interior  lot  lines  a  wall  con¬ 
structed  of  face  or  enamel  brick  and  suitable  coping  of  stone 
or  terra  cotta,  this  wall  to  be  at  least  8  ft.  in  height  and 
may  be  racked  down  at  the  rate  of  one  foot  in  four  feet  to 
a  height  of  4  ft.,  where  it  meets  the  building  lines  of  North¬ 
ern  boulevard  and  220th  street;  that  the  walls  of  the  acces¬ 
sory  buildings  shall  be  faced  with  face  brick  or  enamel  brick 
to  harmonize  with  this  wall ;  that  all  accessory  buildings  shall 
be  constructed  along  the  southeasterly  line  of  the  property 
and  the  rear  walls  may  be  incorporated  as  part  of  the  lot  line 
wall ;  that  these  accessory  buildings  shall  be  of  fireproof 
construction,  not  exceeding  one  story  in  height,  including  the 
building  for  grease  pits,  with  front  left  open;  that  the  roofs 
of  accessory  buildings,  if  pitched,  shall  be  covered  with  heavy 
slate,  terra  cotta  tile  or  heavy  asbestos  shingles;  that  there 
shall  be  no  excavation  under  any  of  the  buildings  except  for 
grease  pits;  that  there  shall  be  no  open  flame  on  property; 
that  the  balance  of  the  property  not  occupied  by  accessory 
buildings  shall  be  cement  paved ;  that  such  gasoline  pumps  as 
are  erected  shall  be  at  least  10  ft.  from  the  street  building 
lines;  that  there  shall  be  constructed  along  the  Northern 
boulevard  street  building  line  and  220th  street  building  line 
a  reinforced  concrete  curb  not  less  than  12  in.  in  height  by 
12  in.  in  width  with  not  over  two  openings  inor-—  North¬ 


ern  boulevard  and  not  over  one  opening  to  220th  street,  these 
openings  not  to  exceed  15  ft.  in  width,  with  curb  cuts  oppo¬ 
site  not  over  18  ft.  in  width ;  that  no  part  of  any  opening  in 
the  concrete  curb  shall  be  closer  than  10  ft.  to  the  intersec¬ 
tion  formed  by  Northern  boulevard  and  220th  street;  that 
any  signs  advertising  non-conforming  uses  shall  be  limited 
to  the  illuminated  globes  of  pumps  and  to  permanent  flat 
signs  attached  to  the  facades  of  accessory  buildings  or  to  lot 
line  walls,  excluding  all  signs  of  a  temporary  nature ;  that  no 
portable  gas  tanks  shall  be  used  on  or  from  the  property; 
that  lights  for  illumination  at  night  shall  be  on  standards  with 
metal  reflectors,  so  placed  as  to  reflect  downwardly ;  that 
all  permits  shall  be  obtained  within  six  months  and  all  work 
shall  be  completed  within  one  year  from  the  date  of  this 
action. 


130-33-BZ. 

APPLICANT— Edgar  J.  Moeller,  for  H.  Herrmann  & 
Sons,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 401  East  60th  street  and  1102- 
1106  First  avenue  (Block  No.  1445,  Lot  Nos.  1,  2 
and  3),  Manhattan. 

APPEARANCES— 


For  Applicant :  Edgar  J.  Moeller  and  Edward  Herr¬ 
mann. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(130-33-BZ) 

Whereas,  Edgar  J.  Moeller,  for  H.  Herrmann  &  Sons, 
owners,  filed,  April  6,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station;  premises 
401  East  60th  street  and  1102-1106  First  avenue  (Block  No. 
1445,  Lot  Nos.  1,  2  and  3),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
ing,  July  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  First  avenue  is  in  business  and 
unrestricted  districts  and  East  60th  street  and  East  61st 
street  are  in  an  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  21,  1933  (re  N.  B.  App.  24-33),  reads: 

“2.  Gasoline  service  station  in  a  business  district  is 
prohibited  by  Section  4  of  Building  Zone  Resoluton.”; 

and 

Whereas,  the  premses  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  60th  street  and  75  ft.  5  in.  on  First 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story  struc¬ 
ture,  52  ft.  by  33  ft.  in  area,  to  be  used  as  office,  rest  room 
and  service  room,  a  truck  pit  and  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 
Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
entire  plot  under  appeal  shall  be  cleared  of  the  existing 
buildings ;  that  the  accessory  buildings  shall  be  erected 
against  the  rear  line  of  the  plot,  substantially  as  indicated 
on  the  plans  filed  with  this  application,  marked  “Received 
April  6,  1933”;  that  these  accessory  buildings  shall  be  of 
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fireproof  construction;  that  these  buildings  shall  not  exceed 
one  story  in  height ;  that  along  the  northerly  interior  lot 
line  where  not  occupied  by  these  accessory  buildings  there 
shall  be  constructed  a  wall  not  less  than  8  ft.  high  to  the 
street  line  of  First  avenue ;  that  this  wall  and  accessory 
buildings  shall  be  faced  with  face  or  enamel  brick ;  that 
there  shall  be  a  wall  erected  on  the  easterly  interior  lot  line 
similarly  faced  or  in  lieu  of  the  wall  the  adjacent  building 
shall  be  faced  with  similar  brick;  that  the  balance  of  the 
plot  not  occupied  by  accessory  buildings  shall  be  cement 
paved;  that  there  shall  be  constructed  along  the  street  build¬ 
ing  line  of  First  avenue  and  East  60th  street  a  concrete 
curb  not  less  than  12  in.  in  height  and  12  in.  in  width  with 
not  over  two  openings  to  First  avenue  and  not  over  three 
openings  to  East  60th  street ;  that  no  openings  shall  exceed 
12  ft.  in  width  and  no  part  of  any  opening  shall  be  nearer 
than  10  ft.  to  the  corner  formed  by  the  intersection  of  First 
avenue  and  East  60th  street ;  that  openings  in  the  curb  shall 
be  substantially  opposite  the  above-mentioned  openings  and 
shall  be  not  over  15  ft.  in  width;  that  any  gasoline  pumps 
erected  on  the  property  shall  be  not  nearer  than  10  ft.  to  any 
street  building  line;  that  there  shall  be  no  portable  gasoline 
pumps  used  on  or  from  the  property;  that  any  signs  adver¬ 
tising  non-conforming  uses  shall  be  limited  to  the  illuminated 
globes  of  the  gasoline  pumps  and  to  flat  wall  signs  erected 
against  the  facades  of  the  accessory  building  and  lot  line 
walls ;  that  there  shall  be  no  excavation  under  any  of  the 
accessory  buildings  except  for  the  grease  pits  which  shall  be 
housed  in  a  one-story  structure  with  front  left  open;  that 
there  shall  be  no  open  flame  permitted  on  the  property ;  that 
all  permits  shall  be  obtained  within  six  months  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


572-31-BZ. 

APPLICANT — Martin  J.  Ort,  for  Augusta  Gahrmann, 
owner. 

SUBJECT — Application  for  reopening — reconsideration— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7c  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 112-05  to  112-07  Sutphin  boule¬ 
vard  (Block  No.  2941,  Lot  No.  6),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frederick  W.  Gahrmann. 

ACTION  OF  BOARD — Authorization  of  issuance  of  a 
permit  by  the  commissioner  of  buildings  in  accord¬ 
ance  with  the  direction  of  the  Court,  subject  to 
conditions  stipulated  by  the  board. 

THE  VOTE  ON  BOARD’S  ACTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(572-31-BZ) 

Whereas,  Martin  C.  Ort,  for  Augusta  Gahrmann,  owner, 
filed,  November  30,  1931,  an  application,,  under  the  building 
zone  resolution,  to  permit,  partly  in  an  unrestricted  district 
and  partly  in  a  business  district,  the  erection  and  maintenance 
of  a  gasoline  service  station;  premises  112-05  to  112-07 
Sutphin  boulevard  (Block  No.  2941,  Lot  No.  6),  Jamaica, 
Borough  of  Queens ;  and 

W hereas,  a  public  hearing  was  held  on.  thr  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  March  18,  1932,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sutphin  boulevard  is  in  a  business 
district;  112th  avenue,  east  of  Sutphin  boulevard,  is  in  an 
unrestricted  district ;  112th  avenue,  west  of  Sutphin  boulevard, 


is  in  a  residence  district ;  114th  avenue,  east  of  Sutphin 
boulevard,  is  in  an  unrestricted  district,  and  153rd  street  is 
in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  27,  1931  (re  Plan  No.  N.  B.  5996-31), 
reads : 

“2.  Contrary  to  amended  Building  Zone  Resolution, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  into  a  business  district  from  an  unrestricted  dis¬ 
trict.”  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  41.83  ft.  and  a  depth  of  330  ft. ;  the  front 
(Sutphin  avenue)  portion  of  the  plot  is  in  the  business  dis¬ 
trict  and  the  rear  portion  of  the  plot  is  in  the  unrestricted 
district;  on  the  portion  of  the  plot  100  ft.  to  the  east  of 
Sutphin  boulevard  and  lying  in  the  unrestricted  district  there 
is  located  an  auto  repair  shop;  to  the  west  of  this  building 
and  within  the  business  district  there  is  located  a  one-story 
auto  laundry  and  crankcase  service  building ;  the  Sutphin 
avenue  front  of  the  plot  is  vacant  for  a  depth  of  64  ft.  6  in. ; 
it  is  proposed  to  use  this  vacant  portion  of  the  plot  as  a 
gasoline  service  station;  and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  and  adopted  at  this  hearing,  and  which  re¬ 
port  recommended  the  denial  of  this  application ;  and 
Whereas,  this  application  was  denied  by  the  board  at  its 
meeting  March  18,  1932;  and 

Whereas,  on  a  writ  of  certiorari  the  action  of  the  board 
was  reversed  by  the  Court,  the  variation  granted  and  the 
case  remitted  to  the  board  for  the  imposing  of  appropriate 
conditions  and  safeguards  as  required  by  section  7  of  the 
building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  authorise  the  commissioner  of  buildings  to  issue  a 
permit  for  this  variation,  on  condition  that  not  more  than, 
two  gasoline  pumps  shall  be  installed  on  the  property;  that 
these  pumps  shall  be  located  at  least  16  ft.  from  the  street 
building  line ;  that  the  entire  property  not  already  built  upon 
between  the  present  one-story  building  and  Sutphin  boule¬ 
vard  shall  be  cement  paved ;  that  there  shall  be  a  concrete 
curb  erected  on  the  street  building  line  not  less  than  12  in. 
in  height  and  12  in.  in  width  and  not  less  than  15  ft.  in 
length  separating  the  two  driveways  to  the  property,  one 
adjacent  to  the  westerly  lot  line  and  one  adjacent  to  the 
easterly  lot  line  and  with  curb  cuts  in  the  street  curb  oppo¬ 
site  these  openings  not  over  15  ft.  in  width;  that  the  area 
between  the  street  building  line  and  the  present  one-story 
building  shall  be  left  unbuilt  upon  except  for  the  two  gaso¬ 
line  pumps  and  the  fireproof  one-story  office  building,  all  to 
be  located  and  of  the  dimensions  substantially  as  shown  on 
the  revised  plan  marked  “Received  June  24,  1933” ;  that  no 
non-conforming  use  shall  be  carried  on  in  the  portion  of  the 
existing  building  located  in  the  business  district;  that  there 
shall  be  a  wall  constructed  between  that  portion  of  the 
building  in  the  business  district  and  the  balance  of  the 
building  in  the  unrestricted  district,  with  not  more  than 
one  opening  therein,  which  shall  be  not  over  12  ft.  in  width, 
and  equipped  with  a  sliding  door  for  the  full  height;  that 
there  shall  be  no  portable  gasoline  pumps  or  tanks  used  on 
or  from  the  property;  that  any  signs  advertising  non-con¬ 
forming  uses  shall  be  limited  to  the  illuminated  globes  of  the 
gasoline  pumps  and  to  a  flat  sign  attached  to  the  face  of  the 
accessory  building  and  that  the  sign  on  the  existing  one- 
story  building  reading  “Garage”  shall  be  removed;  that  all 
permits  required  shall  be  obtained  within  three  months  and 
all  work  completed  within  six  months  from  the  date  of  this 
action. 


524-31-BZ. 

APPLICANT — J.  Nelson  Cooper,  for  President  &  Fellows 
of  Harvard  College,  owner. 

SUBJECT — Application  for  reopening— extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
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buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  for 
retail  store  purposes. 

PREMISES  AFFECTED — 2332-2340  Grand  concourse  and 
boulevard,  2331-2345  Ryer  avenue  and  244  Field 
place  (Block  No.  3159,  Lot  Nos.  13,  14,  15,  19  and 
23),  The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  Nelson  Cooper. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  . 0 


'  THE  VOTE  TO  EXTEND  TIME— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(524-31-BZ) 

Whereas,  this  application,  affecting  premises  2332-2340 
Grand  concourse,  2331-2345  Ryer  avenue  and  244  Field  place 
(Block  No.  3159,  Lot  Nos.  13,  14,  15,  19  and  23),  Borough 
of  The  Bronx,  was  granted  by  the  board  at  its  meeting 
January  26.  1932,  on  certain  conditions,  and  applicant  re¬ 
quests  an  extension  of  time. 

Resolved,  that  the  time  limit  within  which  to  obtain  per¬ 
mits  be  extended  to  December  26,  1933,  and  to  complete  work 
be  extended  to  July  26,  1934,  the  resolution  to  be  complied 
with  in  all  other  respects. 


249-32-BZ. 

APPLICANT — Benjamin  N.  Brody,  for  Michelina  Volpe, 
owner ;  request  for  reopening  made  by  Larry 
Meltzer  for  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and,  also,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2-8  Meeker  avenue,  southeast 
corner  of  Manhattan  avenue  (Block  No.  2825,  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  G.  Goldman. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  . 0 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(249-32-BZ) 

Whereas,  this  application,  affecting  premises  2-8  Meeker 
avenue,  southeast  corner  of  Manhattan  avenue  (Block  No. 
2825,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  October  14,  1932,  on  certain  conditions, 
and  applicant  requests  an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  time  limit  in  which  to  obtain  permits  be 
extended  to  six  months  from  July  5,  1933,  and  time  to  com¬ 
plete  work  be  extended  to  one  year  from  July  5,  1933,  the 
resolution  of  October  14,  1932,  to  be  complied  with  in  all 
other  respects. 


548-30-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Maurer  &  Kern,  Inc., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  auto  laundry,  grease  pits 
and  a  gasoline  service  station. 

PREMISES  AFFECTED — 1344-1372  Remsen  avenue, 
northwest  corner  of  Avenue  K  (Block  No.  8041, 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  . 0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligotf . 5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(548-30-BZ) 

Whereas,  this  application,  affecting  premises  1344-1372 
Remsen  avenue,  northwest  corner  of  Avenue  K  (Block  No. 
8041,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  January  6,  1931,  on  certain  conditions, 
time  extended  January  4,  1933,  and  applicant  requests  a  fur¬ 
ther  extension  of  time. 

Resolved,  that  the  time  limit  within  which  to  obtain  per¬ 
mits  be  extended  to  December  2,  1933,  and  the  time  to  com¬ 
plete  work  be  extended  to  July  2,  1934,  the  resolution  of 
January  6,  1931,  to  be  complied  with  in  all  other  respects. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


ELECTRICAL  CODE  ON  SALE. 

Vi 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378.  West 
Broadway..  Price  30c;.by  mail  35c. 


/ 

\ 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,-  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


598 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  JULY  5,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
117-33-A. 

APPELLANT — Lion  Match  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 42-53  24th  street  (Block  No. 
429,  Lot  Nos.  2  to  10,  inclusive),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Jesse  M.  Markel. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  July  14,  1933,  at  2 
p.  m.,  for  an  inspection  and  report  by  a  committee 
of  the  board. 


151-33-A. 

APPELLANT — Ida  Lebenthal  Estate,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 133  Mercer  street  (Block  No. 

499,  Lot  No.  22),  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  July  14,  1933,  at  2 
p.  m.,  on  written  request  of  appellant. 


232-33-A. 

APPELLANT— John  H.  Tracy,  for  Agnes  B.  Tracy, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 4200-4212  Fort  Hamilton  park¬ 
way,  southwest  corner  of  42nd  street  (Block  No. 
5596,  Lot  Nos.  45  and  47),  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted  and  set  for  hearing  July  14,  1933,  at  2  p.  m. 
THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


APPELLANT— R.  D.  Hayes,  Commissioner  of  Canals  & 
Waterways,  for  State  of  New  York,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Foot  of  Columbia  street  (Block 
No.  614,  Lot  No.  1),  (State  Grain  Elevator), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Charles  C.  Ryan  and  John  J.  Cregan. 
For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ^  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  . F-dG'* .  0 

THE  RESOLUTION— 

(60-33-A) 

Whereas,  R.  D.  Hayes,  Commissioner  of  Canals  &  Water¬ 
ways,  for  State  of  New  York,  owner,  filed,  February  11, 


1933,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  Foot  of  Columbia  street  (Block  No.  614, 
Lot  No.  1),  (State  Grain  Elevator),  Borough  of  Brooklyn; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  6,  1933  (re  Order  No.  93522-F),  reads: 

“With  further  reference  to  my  letter  of  July  6,  1932, 
you  are  advised  that  an  inspection  made  by  this  depart¬ 
ment  shows  that  the  requirements  of  order  93522-F 
which  reads: 

“  T.  Install  an  approved  standpipe  system  in  ac¬ 
cordance  with  the  rules  of  the  Bd.  of  Standards  and 
Appeals/ 

“are  still  uncomplied  with. 

“As  we  are  desirous  of  disposing  of  this  matter  as 
soon  as  possible  your  co-operation  is  requested  and  an 
early  reply  will  be  appreciated  in  order  to  be  advised 
when  same  has  been  fully  complied  with.” ; 

and 

Whereas,  the  building  is  fireproof,  about  110  ft.  (and 
cupulas  90  ft.)  in  height,  450  ft.  by  75  ft.,  about  33,750  sq.  ft. 
in  area;  OCCUPIED  and  used  as  a  grain  elevator;  twelve 
persons  in  entire  building;  and 

Whereas,  the  appellant  claims  that  the  bringing  of  a 
large  quantity  of  water  into  the  building  by  the  installation 
of  a  standpipe  system  would  not  only  fail  of  its  purpose  to 
prevent  fire,  but  would  actually  constitute  a  menace;  if  the 
grain  became  wet  it  would  be  ruined,  swell  and  cause  de¬ 
struction  of  the  concrete  storage  bins  and  consequently  cause 
serious  damage  to  the  elevator. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  93522-F,  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  street  fire  alarm 
box  be  installed  on  the  exterior  of  the  building;  that  “NO 
SMOKING”  signs  with  letters  at  least  8  in.  in  height  shall 
be  installed  at  all  points  on  the  ground  floor  near  entrances 
to  the  building  and  at  least  at  three  widely  separated  points 
on  the  hopper  floor ;  that  dust  be  not  allowed  to  accumulate 
on  the  main  floor  and  hopper  floor ;  that  such  auxiliary  fire¬ 
fighting  equipment  shall  be  installed  in  the  building  as  the 
commissioner  may  direct ;  that  there  shall  be  no  open  flame 
permitted  in  the  building  and  that  all  lights  on  the  premises 
shall  be  covered  with  vaporproof  globes  protected  with  wire 
cages. 


176-33-A. 

APPELLANT — Joseph  Bruno  and  Lena  Bruno,  adjoining 
owners ;  Mary  Russo,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings — re  Revocation  of  Certificate  of  Occupancy 
No.  64364  issued  by  the  superintendent  of  buildings 
on  July  25,  1931. 

PREMISES  AFFECTED — 213  Stone  avenue  (Block  No. 

1450,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Vincent  Tese. 

For  Owner  of  Premises :  Otho  S.  Bowling  and 
Anthony  Russo. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted ;  Certificate  of  Oc¬ 
cupancy  No.  64364  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . . . 

THE  RESOLUTION— 

(176-33-A) 

Whereas,  Joseph  Bruno  and  Lena  Bruno  filed,  May  5, 
1933,  an  appeal  with  the  board  of  standards  and  appeals  from 
a  decision  of  the  superintendent  of  buildings,  refusing  to 
revoke  Certificate  of  Occupancy  No.  64364  issued  July  25, 
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1931,  for  premises  213  Stone  avenue  (Block  No.  1450,  Lot 
No.  5),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  26,  1933,  reads : 

“Replying  to  your  letter  of  the  25th  inst.,  permit  me  to 
inform  you  that  Violation  No.  5456-32,  premises  213 
Stone  Avenue,  against  Chester  Auto  Body  Co.,  Inc.,  as 
occupant,  in  that  the  building  and  premises  being  occu¬ 
pied  contrary  to  certificate  of  occupancy  No.  64364  issued 
by  the  Bureau  of  Buildings  on  July  25,  1931,  in  that 
machinery  has  been  installed  contrary  to  permit  6634-31 
and  in  violation  of  Article  2,  Section  4  and  4b  of  the 
Zoning  Resolution. 

“This  violation  was  brought  to  trial  against  the 
Chester  Auto  Body  Co.,  Inc.,  and  that  on  April  18,  1933, 
the  defendant  Chester  Auto  Body  Company  was  found 
not  guilty  before  Magistrate  Blanchfield. 

“Certificate  of  occupancy  for  this  building  cannot  be 
cancelled  by  the  Superintendent  of  Buildings. 

“I  call  your  attention  to  Section  411,  paragraph  5  of 
the  Charter  of  the  City  of  New  York,  which  state  in 
part  ‘Every  certificate  of  occupancy  issued  *  *  *  shall 
until  set  aside  or  vacated  by  the  Board  of  Standards  and 
Appeals,  be  and  remain  binding  and  conclusive  upon  all 
officers,  *  *  *’ 

“Your  remedy  to  revoke  certificate  of  occupancy  for 
these  premises  is  through  the  Board  of  Standards  and 
Appeals. 

“Your  truly, 

“Thomas  P.  Flanagan, 
“Superintendent  of  Buildings. 

“P.  S.  Herewith  enclosed  please  find  copy  of  certifi¬ 
cate  of  occupancy  issued.” ; 
and 

Whereas,  Certificate  of  Occupancy  No.  64364  was  issued 
July  25,  1931,  by  the  superintendent  of  buildings  for  the  use 
of  this  building  as  an  auto  and  wagon  body  shop,  the  occu¬ 
pancy  having  been  changed  from  a  garage  for  five  motor 
vehicles  to  the  said  auto  and  wagon  body  shop,  the  building 
in  _  question  is  of  non-fireproof  construction,  one  story  in 
height,  located  at  the  rear  of  a  plot  on  the  front  of  which  is  a 
two-story  and  basement  frame  building  and  a  frame  shed, 
the  plot  being  approximately  50  ft.  by  100  ft.  and  located 
in  a  business  use  district;  and 

Whereas,  appellant  contends  that  the  use  of  said  premises 
under  the  certificate  of  occupancy  and  permits  granted  by 
the  department  of  buildings  causes  noises  that  are  absolutely 
unbearable  and  which  penetrate  the  homes  of  the  surrounding 
inhabitants ;  that  the  use  of  said  premises  for  the  purpose 
described  in  the  certificate  of  occupancy  has  depreciated  and 
deteriorated  the  surrounding  land  and  property;  that  said 
use  is  in  violation  of  the  building  zone  resolution. 

Resolved,  that  Certificate  of  Occupancy  No.  64364  issued 
July  25,  1931,  for  premises  213  Stone  avenue,  Borough  of 
Brooklyn,  be  and  it  hereby  is  revoked. 


39-32-A. 


APPELLANT — Croker  Fire  Prevention  Corp.,  for  J.  C.  E. 
Liquidating  Corp.,  owner. 

SUBJECT — Application  for  modification — re  Appeal  from 
an  order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1750  Webster  avenue  (Block 
No.  2899,  Lot  Nos.  6,  12,  18  and  33),  The  Bronx. 
APPEARANCES— 

For  Appellant:  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(39-32-A) 

Whereas,  Croker  Fire  Prevention  Engineering  Corp.,  for 
J.  C.  E  Liquidating  Corp.,  owner,  filed,  January  26,  1932, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis- 
sioner,  affecting  premises  1750  Webster  avenue  (Block  No 
2899,  Lot  Nos.  6,  12,  18  and  33),  Borough  of  The  Bronx; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  15,  1931  (Order  No.  89571-F),  reads: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  sections  580-581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 
and 

\\  hereas,  the  decision  of  the  fire  commissioner,  rendered 
January  16,  1932,  reads: 

“Under  date  of  November  12th,  1931,  you  requested 
the  rescindment  of  Order  89571-F  giving  as  your  reason 
the  building  is  sprinklered  and  entirely  unoccupied. 

“You  are  advised  that  your  request  for  rescindment 
of  order  89571-F  must  be  denied.”; 

and 

Whereas,  the  buildings  are  non-fireproof,  basement,  three 
and  five  stories  (87  ft.)  in  height,  286.86  ft.  by  55  ft  and 
100  ft.,  irregular,  in  depth,  about  14,400  sq.  ft.  in  area ;  also 
a  one-story  (irregular)  shed,  about  18,700  sq.  ft.  in  area-’ 
unoccupied;  and 

WMereas,  the  appellant  claims  the  main  buildings  are 
equipped  throughout  with  an  automatic  sprinkler  system; 
there  are  five  (5).  city  hydrants  available  in  case  of  fire;  the 
building  is  provided  with  adequate  exits  and  constantly 
under  the  supervision  of  a  watchman ;  furthermore,  the  prem¬ 
ises  have  been  vacant  during  the  past  two  years  and  will  not 
at  any  time  in  the  future  be  occupied  as  a  silk  weaving 
mill ;  and 

Whereas,  under  date  of  March  15,  1932,  the  board 
granted  this  appeal  on  condition  only  so  long  as  the  build¬ 
ings  remain  vacant  and  unoccupied;  and 
Whereas,  the  appellant  now  proposes  to  divide  the  five- 
story  building  into  floor  areas  less  than  10  sq.  ft.  by  the 
erection  of  a  6-inch  terra  cotta  cross  wall  at  each  story,  as 
indicated  by  drawings  filed,  the  construction  to  meet  with  the 
requirements  of  the  commissioner  of  buildings ;  to  use  the 
northwesterly  section  of  the  building  on  all  floors  above  the 
basement  for  the  storage  of  furniture ;  the  appellant  requests 
a  modification  of  the  original  resolution  so  as  to  permit  the 
proposed  use. 

Resolved,  that,  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  .hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  a  6-inch  terra  cotta  wall 
shall  be  constructed  between  Section  No.  1  and  Section  No 
2  of  the  main  building!  at  the  location  indicated  on  the  first 
floor  plan  filed  with  this  appeal  and  marked  “Received  June 
1,  1933  ,  that  this  wall  shall  rest  on  a  concrete  footing 
underneath  the  first  floor ;  that  the  wall  shall  be  continued 
through  to  the  underneath  side]  of  the  roof  beams;  that  the 
terra  cotta  blocks  shall  make  a  close  contact  with  the  under¬ 
neath  side  of  the  floor  boards  at  each  floor  level  and  that 
there  shall  be  placed  on  either  side  of  the  new  wall  4-inch 
angles  screwed  to  the  underneath  side  of  the  floor  boards 
to  make  a  smoke-proof  connection:  that  similar  angles  shall 
be  placed  on  either  side  of  the  wall  at  the  ceiling  under  the 
roof;  that  there  shall  be  no  openings  in  this  division  wall  • 
t  at  the  enclosures  around  the  stairway  between  Sections 
Mo.  1  and  No.  2  shall  be  continuous  and  constructed  of  at 
least  8  in.  of  brick,  with  all  doors  thereto  fireproof  and  self¬ 
closing;  that  the  sprinkler  system  shall  be  continued  in 
operation  in  accordance  with  the  resolution  adopted  by  the 
board  on  March  15,  1932,  and  that  the  resolution  adopted  by 
the  board  on  March  15,  1932,  shall  be  compiled  with  in  all 
respects  other  than  as  modified  herein. 


156-33-A. 

APPELLANT— Joel  D.  Marder,  for  New  York  Society  for 
the  Relief  of  the  Ruptured  &  Crippled,  owner. 
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SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 303-325  East  42nd  street  and 
304-324  East  43rd  street  (Block  No.  1335,  Lot  No. 
5),  Manhattan. 

APPEARANCES— 

For  Appellant:  Joel  D.  Marder. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(156-33-A) 

Whereas,  Joel  D.  Marder,  for  New  York  Society  for  the 
Relief  of  the  Ruptured  &  Crippled,  owner,  filed,  April  25, 
1933,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  303-325  East  42nd  street  and  304-324  East 
43rd  street  (Block  No.  1335,  Lot  No.  5),  Borough  of  Man¬ 
hattan;  and  _  jam 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
5,  1933  (Order  No.  2782-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  six  stories  (83  ft.) 
in  height,  177  ft.  8  in.  by  200  ft.  10  in.  in  area;  OCCUPIED 
as  a  hotel ;  not  more  than  125  persons  per  story ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1912;  equipped  with  a  standpipe  system  fed  from  a  5,000- 
gallon  house  supply  tank,  3,500  gallons  reserved  for  standpipe 
lines,  the  bottom  of  which  is  7  ft.  6  in.  above  the  hose  outlet 
in  highest  story;  furthermore,  the  appellant  contends  the 
tank  is  maintained  full  by  a  100-gallon-per-minute  electric 
filling  pump  and  a  400-gallon-per-minute  Worthington  duplex 
steam  pump;  the  two  pumps  are  cross-connected;  that  the 
installation  was  accepted  by  the  departments  having  jurisdic¬ 
tion  at  the  time  of  erection. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted, 
permitting  the  standpipe  tank  to  remain  at  the  present  level, 
on  condition  that  it  is  not  less  than  7  ft.  6  in.  above  the  high¬ 
est  hose  outlet ;  that  the  nozzles  of  the  hose  on  the  top  floor 
shall  be  reduced  to  one-half  inch  in  diameter,  and  that  rule 
91  of  the  standpipe  fire  line  rules  shall  be  complied  with  in 
all  other  respects. 


PETITIONS  FOR  VARIATIONS. 

94-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Broadway  &  39th  Street  Corp.,  owner. 
SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1402-1410  Broadway  and  120- 
130  West  39th  street  (Block  No.  814,  Lot  No.  52), 
Manhattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1933,  at  2 
p.  m.,  on  written  request  of  petitioner. 


Id  I "00“0.  t 

PETITIONER — Otto  A.  Staudt,  for  Glenmoriston  Corp., 
owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 


PREMISES  AFFECTED — 22  East  49th  street  (Block  No. 
1284,  Lot  No.  59),  Manhattan. 

APPEARANCES— 

For  Petitioner :  Otto  A.  Staudt. 

,  For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1933,  at  2 
p.  m.,  on  request  of  petitioner. 


131-33-S. 

PETITIONER — The  New  York  Times  Co.,  owner. 
SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 221-247  West  43rd  street 
(Block  No.  1015,  Lot  Nos.  12  and  19),  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  14,  1933,  at  2 
p.  m.,  on  written  request  of  petitioner. 


29-33-S 

PETITIONER — Gretsch  Building  Number  Four,  Inc., 
owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 52-82  Broadway  (Block  No. 
2130,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Michael  F.  Walsh. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  o 

Absent  .  o 


THE  ‘RESOLUTION— 

(29-33-S) 

Whereas,  Gretsch  Building  Number  Four,  Inc.,  owner, 
filed,  January  24,  1933,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  52-82 
Broadway  (Block  No.  2130,  Lot  No.  5),  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August^  19,  1931  (re  Order  No.  88478-LD),  reads: 

“1.  Remove  all  partitions  not  built  of  incombustible 
material  on  all  stories,  as  per  Sections  263  and  270  of 
the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  11,  1933,  reads : 

“In  reply  to  your  letter  of  Jan.  4,  1933,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  88478-LD  and  that  you  are 
unable  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and  re¬ 
quest  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied”; 

and 

Whereas,  the  building,  erected  in  1915,  is  fireproof,  ten 
stories  in  height,  256  ft.  by  77  ft.  6  in.  in  area;  OCCU¬ 
PIED  for  the  manufacture  of  musical  instruments,  printing 
and  bookbinding;  not  more  than  seventy-one  persons  per 
story;  EQUIPPED  with  a  sprinkler  system  and  a  fire 
alarm  signal  system;  EXITS:  a  fire  tower;  four  interior 
fireproof  stairways,  extending  from  the  first  story  to  roof, 
with  fireproof  doors  at  openings ;  and 

Whereas,  the  petitioner  claims  that  every  story  except  the 
fifth  story  is  affected  by  the  order;  there  is  about  1,200 
running  feet  of  combustible  partitions  in  the  entire  building; 
compliance  with  the  order  would  involve  a  large  expense 
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and  impose  an  unnecessary  hardship  upon  the  owner  without 
any  resulting  benefit;  the  petitioner  proposes  to  remove  the 
combustible  partitions  enclosing  spraying  room  on  second 
story  and  erect  about  32  feet  of  incombustible  partitions  en¬ 
closing  such  roof  in  accordance  with  law ;  also,  only  incom¬ 
bustible  partitions  will  be  installed  at  any  future  alteration 
or  removal  of  combustible  partitions ;  furthermore,  the  peti¬ 
tioner  contends  the  building  is  provided  with  adequate  fire 
protection  appliances  and  there  is  no  existing  fire  hazard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  the  petition  be  and  it  hereby  is  granted,  only  so  far  as  it 
affects  the  existing  partitions  on  all  floors  except  the  west¬ 
erly  side  of  the  second  floor  and  the  westerly  side  of  the 
seventh  floor  and  the  partitions  that  are  constructed  of  soft 
wood  on  the  eighth  floor  and  except  those  partitions  of  hard¬ 
wood  on  all  floors  forming  individual  offices,  on  condition  that 
all  partitions  shall,  unless  complying  with  subdivision  6  of 
section  270  of  the  labor  law,  be  removed  or  replaced  with 
incombustible  partitions  within  three  years. 


61-33-S. 

PETITIONER — Charles  S.  Green,  for  252  Fourth  Avenue 
Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  orders  and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 260-266  Fourth  avenue  and  54- 
60  East  21st  street  (Block  No.  849,  Lot  No.  43), 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Charles  S.  Green. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(61-33-S) 

Whereas,  Charles  S.  Green,  for  252  Fourth  Avenue  Co., 
owner,  filed,  February  16,  1933,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law  as  cited  in  orders  and 
a  decision  of  the  fire  commissioner,  affecting  premises  260- 
266  Fourth  avenue  and  54-60  East  21st  street  (Block  No. 
849,  Lot  No.  43),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commisisoner,  dated  De¬ 
cember  10,  1931  (Order  Violation  No.  90889-LD),  reads: 

“5.  Replace  present  glass  panel  doors  in  partitions 
enclosing  entrance  hall  1st  story  with  approved  fire 
doors.  Sec.  271  of  the  Labor  Law. 

“6.  Properly  close  up  with  fire  retarding  material 
window  opening  in  partition  enclosing  entrance  hall  on 
1st  story.  Sec.  271  of  the  Labor  Law.”; 

and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  23,  1932  (Violation  No.  91971-LD),  reads: 

“1.  Arrange  the  entrance  doors  on  1st  story — 4th 
Avenue  side  of  building  to  open  outwardly,  as  per  Sec¬ 
tion  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  3,  1933,  reads : 

“This  will  reply  to  your  letters  of  April  4th  and  De¬ 
cember  9th,  respectively,  relative  to  Orders  No.  90889- 
LD  and  No.  91971-LD,  affecting  the  above  premises  in 
which  you.  state  you  have  complied  with  all  items,  with 
the  exception  of  items  4,  5  and  6,  also  item  1  of  order 
No.  91971-LD,  and  request  reconsideration  of  these 
items. 

“Please  be  advised  that  item  4  of  order  No.  90889-LD 
was  superseded  by  item  1  of  Order  No.  91971-LD,  item 
3  of  order  No.  90889-LD  has  not  been  complied  with  for 


the  reason  that  while  the  area  of  wire  glass  has  been 
reduced  in  doors  of  the  rear  stairway,  excessive  wire 
glass  has  not  been  removed  from  doors  of  front  stair¬ 
way. 

“You  are  advised  further  that  items  5  and  6  of  this 
order  and  item  1  of  Order  No.  91971-LD  are  mandatory 
requirements  of  the  Labor  Law  and  that  this  department 
has  no  power  to  waive  or  modify  such  requirements, 
therefore  the  orders  are  legal,  applicable  and  must  be 
complied  with. 

“Your  request  for  reconsideration  must  be  denied.”; 
and 

YY  hereas,  the  building,  erected  in  1912,  is  fireproof,  eight 
stories  in  height,  92  ft.  by  100  ft.  in  area;  OCCUPIED: 
1st  story,  store;  upper  stories,  showrooms  and  tenant  fac¬ 
tory;  not  more  than  seventy  persons  per  story;  EQUIPPED 
with  a  sprinkler  system;  EXITS:  a  fire  tower;  an  interior 
steel  and  slate  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  terra  cotta  block  partitions,  with  fireproof 
doors  at  penings ;  a  fire  escape  on  the  southwest  corner  of 
the  building,  having  fireproof  openings  along  the  course 
thereof,  extending  from  the  first  story  to  the  roof,  with 
fireproof  passageway  to  street;  ROOFS  of  adjoining  build¬ 
ings  :  four  stories  higher  at  south  and  west ;  and 

Whereas,  the  petitioner  claims  there  are  two  doorways 
from  store  on  first  story  to  the  Fourth  avenue  entrance  hall ; 
each  doorway  is  provided  with  heavy  oak  double  doors  hav¬ 
ing  25  in.  by  55  in.  plate  glass  panels  and  swinging  in¬ 
wardly;  there  is  also  a  pulley  hung  plate  glass  sash  window, 
34  in.  by  37  in.,  and  a  single  door  with  a  20  in.  by  55  in. 
plate  glass  panel,  opening  from  the  same  entrance  hall  to  a 
porter  s  closet,  used  for  the  storage  of  cleaning  supplies, 
this  closet  is  on  the  south  side  and  located  entirely  within 
the  entrance  hall  enclosure;  the  store  on  first  story  is  also 
provided  with  a  direct  exit  to  Fourth  avenue,  the  doors 
swinging  outward  and  a  double  fireproof  door  opening  to  the 
21st  street  entrance  hall,  the  doors  swinging  inward;  as  to 
Order  No.  91971-LD,  the  petitioner  proposes  to  swing  the 
fireproof  doors  to  the  21st  street  entrance  hall  outward, 
thereby  providing  two  legal  exits  from  the  store ;  as  to  Items 
5  and  6  of  Order  No.  90889-LD,  the  petitioner  contends  that 
there  is  no  existing  fire  hazard ;  the  exits  are  adequate  and 
the  violation  is  technical. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Items  No.  5  and  No.  6  of  Order  No.  90889-LD,  on  condition 
that  the  panels  in  the  present  hardwood  doors,  and  sash  open¬ 
ing  into  the  first  story  entrance  hall,  shall  be  glazed  with 
polished  wire  glass;  granted  as  to  Item  No.  1  of  Order 
No.  91971-LD,  on  condition  that  there  shall  be  maintained 
at  all  times  an  outwardly  swinging  door  adjacent  to  the  re¬ 
volving  door  from  the  first  floor  entrance  hall,  this  door  to  be 
at  least  3  ft.  4  in.  between  jambs,  and  outwardly  swinging 
or  double  acting  doors  for  exit  at  the  street  building  line. 


72-33-S. 

PETITIONER — Samuel  Rosenblum,  for  Neptune  Realty 
Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 23-25  East  26th  street,  18-20 
East  27th  street  and  56-60  Madison  avenue  (Block 
No.  856,  Lot  No.  58),  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott . 5 

Negative  .  o 

Absent  .  o 
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THE  RESOLUTION— 


(72-33-S) 


Whereas,  Samuel  Rosenblum,  for  Neptune  Realty  Co., 
owner,  filed,  February  23,  1933,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
23-25  East  26th  street,  18-20  East  27th  street  and  56-60 
Madison  avenue  (Block  No.  856,  Lot  No.  58),  Borough  of 

Manhattan;  and  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  16,  1932  (re  Order  No.  99375-LF),  reads:. 

“An  inspection  of  the  premises  56-60  Madison  Ave¬ 
nue,  23-25  East  26th  St.  and  18-20  East  27th  St.,  Bor¬ 
ough  of  Manhattan,  shows  that.  a  fire  drill  should  be 
established  and  maintained  therein  according  to  the  re¬ 
quirements  of  Section  279  of  the  Labor  Law.  .  The 
Labor  Law  specifically  charges  the  Fire  Commissioner 
with  the  duty  of  enforcing  the  provisions  of  the  law  as 
to  fire  drills. 

“This  law  also  holds  the  owner  of  such  premises  re¬ 
sponsible  for  the  proper  supervision  and  maintenance  of 
fire  drills.  It  is,  therefore,  your  duty  to  organize  and 
maintain  a  fire  drill  in  the  above  premises  in  accordance 
with  the  rules  and  regulations  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

“A  record  of  such  drills,  including  the  name  and 
number  of  each  certified  drill  conductor  engaged  in  con¬ 
ducting  each  drill,  the  date  of  each  drill,  and  the  number 
of  persons  taking  part  in  each  drill,  shall  be  transmitted 
by  you  or  your  representative  to  this  office  semi-an¬ 
nually. 

“All  forms  necessary  will  be  furnished  to  your  author¬ 
ized  representative  when  he  calls  at  this  office  for  a 
Certificate  of  Fitness  as  drill  conductor.”; 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 

February  2,  1933,  reads:  . 

“In  reply  to  your  letter  of  January  5th,  relative  to 
Order  No.  99375-LF.  Re-fire  drill,  in  which  you  request 
reconsideration  of  the  order,  you  are  advised  without 
going  into  the  merits  of  your  request.  We  quote  our 
letter  of  November  22nd,  which  fully  sets  forth  the 
reason  why  Fire  Drills  should  be  held. 

“  ‘This  will  reply  to  your  letter  of  July  1st,  1932, 
relative  to  Order  No.  89723-F  in  which  you  refer 
to  our  letter  of  June  8th  citing  several  defects  on 
the  sprinkler  system,  to  which  you  note  several  ob¬ 
jections  in  your  letter  of  the  above  date. 

“  ‘Please  be  advised,  consideration  has  been  given 
to  each  of  your  objections,  and  it  has  been  decided 
to  accept  the  sprinkler  system  as  is.  However,  in 
view  of  the  fact  that  the  sprinkler  system  does  not 
cover  every  square  foot  of  area,  it  will  be  necessary 
to  conduct  fire  drills  in  accordance  with  the  Labor 
Law  and  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  An  order  will  be  issued  for  the  same.’  . 

“The  above  is  the  only  decision  we  can  give  in  the 
matter.” ; 

Whereas,  the  building,  erected  in  1909,  is  fireproof,  twelve 
stories  and  pent  house  in  height,  60  ft.  frontage  on  26th 
street  extending  197  ft.  6  in.  through  the  block,  with  90  ft. 
frontage  on  27th  street;  OCCUPIED  as  a  tenant  factory, 
also  offices  and  showroom  purposes;  EQUIPPED  with  a 
sprinkler  system  (not  100  per  cent)  and  a  fire  alarm  signal 
system;  EXITS:  two  interior  iron  stairways,  extending 
from  the  first  story  to  roof,  enclosed  in  fireproof  partitions, 
with  fireproof  doors  at  openings;  an  exterior  iron  stairway 
in  the  inner  court  of  the  building,  having  fireproof  openings 
along  the  course  thereof,  extending  from  the  second  story 
to  the  roof,  with  EGRESS  from  the  termination  of  the  stair¬ 
way  by  means  of  a  fireproof  enclosed  stairway  leading  to 

the  street;  and  , 

Whereas,  the  petitioner  claims  the  order  was  issued  solely 
upon  the  ground  that  every  square  foot  of  floor  surface  is 


not  covered  by  a  sprinkler  system;  the  building  is  equipped 
with  a  standpipe  system  and,  also,  with  a  sprinkler  system 
except  in  the  public  hallway  through  first  story  from  26th 
street  to  27th  street,  the  engine  room,  elevator  machine  room 
and  motor  room  where  it  would  create  a  hazard  due  to  the 
danger  of  disrupting  the  electrical  apparatus ;  under  Cal. 
No.  790-28-S  the  board  granted  the  omission  of  a  sprinkler 
system  in  the  main  hallway  at  first  story,  otherwise  the  fire 
commissioner  approved  and  accepted  the  existing  sprinkler 
system;  the  building  is  equipped  with  central  office  alarm 
valve  connection  to  headquarters,  adequate  exits  and  fire  pro¬ 
tection;  furthermore,  the  petitioner  contends  that  due  to 
the  floors  being  divided  into  small  units,  with  two  or  three 
persons  in  each  office,  it  is  entirely  impractical  to  conduct  a 
fire  drill  on  the  premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  bd  and  it  hereby  is  granted,  as.  to 
Order  No.  99375-LF,  on  condition  that  the  entire  building 
shall  be  protected  with  a  sprinkler  system  complying  with 
the  rules  of  the  board  of  standards  and  appeals,  except  as 
modified  under  Cal.  No,  790-28-S  and  excepting  in  the  ele¬ 
vator  machine  rooms,  motor  room  and  engine  room  and  ex¬ 
cepting  in  two  rooms  on  the  ninth  floor,  known  as  suite  902 ; 
that  the  sprinkler  line  shall  be  extended  into  these  two 
rooms  so  as  to  provide  one  sprinkler  head  in  each  room, 
separated  as  far  as  possible,  said  sprinkler  heads  to  be  not 
over  1  ft.  away  from  the  wall  line,  and  that  the  supervisory 
sprinkler  alarm  system  shall  be  maintained  with  central 
office  connection. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

178-33-SA. 

PETITIONER— Acme  Fire  Alarm  Co.,  Inc.,  owner. 

SUBJECT— Acrne  Interior  Fire  Alarm  Station,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  engineer  of  the  board  for  report 
in  conjunction  with  test  and  report  of  the  electrical 
division  of  the  department  of  buildings. 


197-33-SA.  s  „r 

PETITIONER— Magna  Oil  Burner  Corp.,  owner;  A.  W. 
Dovel,  agent. 

SUBJECT— Magna  Fuel  Oil  Burner,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  engineer  of  the  board  and 
Bureau  of  Combustibles  for  test  and  report. 


218-33-S A 

PETITIONER— Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  A.  Kopelman,  owner. 

SUBJECT— Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  engineer  of  board  and  Bureau 
of  Combustibles  for  test  and  report. 


PETITIONER— David  Kaufman,  for  Holmes  Burner  Co., 
owner. 

SUBJECT— Oronoque  Oil  Burner,  Models  S-l  and  S-2, 
approval  of. 

APPEARANCES— 

For  Petitioner:  David  Kaufman. 

ACTION  OF  BOARD— Petition  placed  on  Reserve  Calen¬ 
dar  and  referred  to  engineer  of  the  board  and  Bureau 
of  Combustibles  for  test  and  report. 


350-32-SA.  „ 

PETITIONER— Master  Oil  Burner  Co.,  Inc.,  owner. 
SUBJECT— Application  for  reopening— change  of  name— re 
Dovel  Master  Fuel  Oil  Burner,  approval  of. 
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MINUTES 


APPEARANCES— 

For  Petitioner:  J.  A.  Loveland. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  < .  5 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 


(350-32-SA) 

Whereas,  Dovel  Master  Oil  Burner  Co.,  Inc.,  agent,  for 
Master  Oil  Burner  Co.,  Inc.,  owner,  filed,  June  15,  1932,  a 
petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  Dovel  Master  Fuel  Oil 
Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 


ar|d  report,  and  a  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  July  23,  1932,  recommends  the  ap¬ 
proval  of  this  device ;  and 

Whereas,  this  petition  was  granted  by  the  board  approv¬ 
ing  the  Dovel  Master  Fuel  Oil  Burner,  and  the  Master 
Oil  Burner  Co.,  Inc.,  requested  the  elimination  of  the  name 
Dovel  and  the  approval  of  the  burner  as  the  Master  Fuel 
Oil  Burner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Master  Fuel  Oil 
Burner  for  use  in  domestic  and  commercial  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  the  report  of  the  chief 
of  the  bureau  of  fire  prevention  dated  July  23,  1932. 


RULES. 

473-21-SR. 

SUBJECT- — Gas  Shut-Off  Rules,  Rescindment  of. 
ACTION  OF  BOARD — Rescindment  of  rules  laid  over  in 
definitely. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  13,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stairhall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct,  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable 
blank  forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted 
and  this  permit  shall  be  framed  and  kept  posted  in  a 
conspicuous  place  in  the  factory. 

Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on! 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  lest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 

occupancies:  8 


Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 
Forge  shops; 

Foundries; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting; 

Stone  or  monumental  works- 

provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construe 


such  chemical  fire  extinguishers  as  the 
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RULES 


FIRE  RETAkDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions.  .  . 

When  the  test  specimen  is  in  'the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  pf  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

(a)  Seven-eighths  (24)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:224:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  04)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2 24)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 
1917.) 

Rule  4.  Ceiling  Covering.  Anj  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  pf  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations:  .  .  .  . 

(a)  One-half  (24)  inch  plaster  boards, #  or  three- 

eighths  (H)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers;  . 

(b)  Two  thicknesses  of  one-quarter  (24)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 
nailed  to  the  beams,  when  spaced  not  more  than 
sixteen  (16)  Inches  on  centers,  or  nailed  to  furring 


strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  ($4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  t.16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (24)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (24)  inch  wood,  sheathing, 
one-half  (24)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (24)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (24)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 

to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 


SECOND  QUARTERLY  REPO RT 

City  of  New  York 
Board  of  Standards  and  Appeals 

HARRIS  H.  MURDOCK,  Chairman 
MUNICIPAL  BUILDING 


Hon.  John  P.  O’Brien,  July  n>  1933‘ 

Mayor,  The  City  of  New  York, 

City  Hall,  New  York  City. 

Dear  Sir  : — 

1  b?ve  the  honor  to.  subniit  to  y°u  the  Second  Quarterly  Report  of  the  Board  of  Standards  and  Appeals  for  the  vear 
1933.  this  report  is  being  submitted  to  you  in  accordance  with  the  provisions  of  the  Charter  Section  1544  and  will 
also  be  printed  in  the  Bulletin  of  the  Board.  '  ’ 


CASES  FILED  AND  PENDING,  1933 


FILED  1933 

A 

BZ 

s 

s; 

JANUARY  . 

8 

17 

4 

6 

Restored  . 

1 

5 

1 

1 

FEBRUARY  . 

.  15 

18 

8 

7 
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1 

5 

0 

1 

MARCH  . 

7 

23 

3 

7 
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0 

5 

0 

1 

APRIL . 

.  11 

20 

3 

6 
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0 

9 

0 

1 

MAY . 

9 

13 

4 

9 
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0 

9 

0 

0 

TUNE  . 

11 

20 

2 

11 
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1 

12 

0 

1 

— 

- 

_ 

- 

TOTAL  . 

64 

156 

25 

51 

PENDING 

DEC.  31,  1932 _ 

86 

98 

12 

63 

— 

■■ 

_ 

_____ 

GRAND  TOTAL  . . . 
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37 
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DISPOSITION 

1933 

JANUARY  . 

19 

21 

9 

4 
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10 

30 

3 

2 
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4 

30 

1 

6 

APRIL  . 

12 

11 

7 

5 

MAY  . 

10 

31 

4 

8 

JUNE  . 

16 

37 

5 

0 

TOTAL  . 

71 
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29 

9* 
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JUNE  30,  1933.. 

79 

94 

8 
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10 
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50 
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0 
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0 

56 
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15 
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0 

50 
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0 

24 

69 

0 

23 

64 
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0 

27 

62 

0 

50 
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1 

56 

115 
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1 
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516 
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2 

0 
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272 

under  Building 

Zone  Resolution.  S- 

—Petitions 

for  Variations  of 

R — Petitions  for 

Adoption  of  Rules. 

M’L — Miscellaneous  '  Docket. 

NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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SECOND  QUARTERLY  REPORT 

SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  June  30,  1933,  inclusive .  242 


Restored  to  Calendar . 

Miscellaneous  Applications. 


Requests  to  reopen .  146 

Requests  to  amend .  6 

Requests  for  modification .  27 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  38 

Requests  for  extension  of  permit .  3 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  8 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total .  788 

Disposed  of  .  516 

Cases  pending  June  30,  1933 .  272 


DISPOSITION  OF  CASES. 

Withdrawn  .  33 

Dismissed  .  16 

Denied  .  67 

Granted  .  2 

Granted  on  condition .  141 

Appliances  approved  .  21 

Appliances  dismissed,  disapproved  or  withdrawn .  5 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  123 

Requests  to  reopen  denied .  11 

Requests  to  amend  granted .  6 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  26 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  38 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  3 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  8 

Plans  disapproved  .  0 

Administrative  requests  granted . .. .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  12 

Total  .  516 


MONEYS  RECEIVED 


SUBSCRIPTIONS  APRIL  MAY  JUNE  TOTAL  1st  QUAR.  GR.  T’L. 

To  Bulletin  .  $90.00  $67.50  $65.00  $222.50  $222.50  $445.00 

Cash  Sales  .  20.75  29.05  21.85  71.65  64.25  135.90 


Paid  to  Chamberlain .  $110.75  $96,55 $86,85 $294.15 $286.75  $580.90 


WILLIAM  J.  O’GORMAN,  Secretary.  HARRIS  H.  MURDOCK,  Chairman. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prey.  Eng.  Co .  304-28-SA 

Jenkins  Brothers . .  779-28-SA 

W.  D  Allen  Mfg.  Co . .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady . 231-30-SA 

Elkhart  .  15-31-SA 
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RULES 


RULES  FOR  THE  TESTING  OF  WOOD 

Pursuant  to  the  Provision  of  Section  356  of  Chapter  5  of  the  Code  of  Ordinances  (Building  Code). 
(639-27-SR) 


Adopted  by  the  Board  of  Standards  and  Appeals  July  22, 
1927.  Amended  March  16,  1928. 

Rule  1.  Before  any  wood  may  be  used  for  flooring  or  in¬ 
terior  trim  where  incombustible  materials  are  required  under 
the  provisions  of  section  356  of  the  Building  Code,  the  super¬ 
intendent  of  buildings  must  be  notified  promptly  upon  the 
delivery  at  the  job  of  a  consignment  of  such  material. 
One  test  sample  for  each  2,000  feet  of  material  will  then  be 
selected  by  a  representative  of  the  Bureau  of  Buildings, 
marked  for  identification,  and  forwarded  to  the  testing 
laboratory,  where,  under  the  supervision  of  the  superin¬ 
tendent  of  buildings  or  his  representative,  the  samples  shall 
be  subjected  to  the  following  tests: 

Before  making  tests  of  all  specimens  for  testing  shall  be 
oven  dried  at  a  temperature  of  140°  F.  to  a  point  where 
there  is  no  further  loss  of  weight  due  to  evaporation  of 
moisture  content. 

A.  SHAVING  TEST — A  mass  of  shavings  cut 
fairly  thick  from  the  outside  and  interior  of  sticks  of  the 
treated  wood  are  to  be  tested  separately.  These  shavings 
shall  be  placed  to  a  depth  of  two  inches  in  a  metal  vessel 
twelve  inches  square,  the  bottom  of  which  shall  consist  of 
a  wire  screen  of  inch  mesh.  The  shavings  shall  be 
packed  down  moderately  to  reduce  the  air  spaces.  A  Bun¬ 
sen  yellow  flame  shall  then  be  placed  beneath  the  receptacle 
so  that  the  flame  is  in  contact  with  the  shavings.  After 
twenty-five  seconds  the  flame  shall  be  removed.  The  flame 
at  no  time  should  show  higher  than  six  inches  above  the 
top  of  the  bed  of  shavings  and  the  shavings  should  not  be 
consumed  in  less  than  five  minutes. 

B.  TIMBER  TEST.  Two  samples  Y\  inch  by 
inches  in  cross  section  and  twelve  inches  long  shall  be 


laid  side  by  side  across  the  top  of  a  gas  crucible  furnace 
with  a  pyrometer  between  them.  The  specimens  shall  be 
subjected  *n  a  flame  at  1700  deg.  Fahrenheit  for  two  min¬ 
utes,  the  test  pieces  shall  then  be  removed,  and  the  time 
ot  duration  of  flame  and  glow  observed.  The  sticks  shall 
then  be  cut  through  the  middle  at  the  most  burned  section 
and  the  area  of  the  unburned  wood  measured  with  a  plani- 
meter.  I  he  flame  must  not  persist  longer  than  15  seconds 
nor  the  glow  longer  than  20  seconds,  and,  in  the  case  ol 
hard  woods,  the  unburned  area  should  not  be  less  than  55 
per  cent.,  nor  in  the  case  of  soft  woods  less  than  45  per 
cent. 

C.  CRIB  TEST — Twenty  samples  are  to  be  pre¬ 
pared,  each  J4  inch  square  and  6  inches  long.  These  shall  be 
built  up  on  a  ring  support  to  form  a  crib  work  five  tiers 
nigh,  four  sticks  to  a  tier,  making  the  crib  six  inches  by  six 
inches  and  approximately  2]/2  inches  high.  The  crib  shall 
be  set  six  inches  above  a  Bunsen  burner  to  which  the  crib 
shall  be  exposed  for  a  period  of  one  minute  at  a  temperature 
approximating  1200  deg.  Fahrenheit.  The  flame  must  not 
persist  more  than  twenty  seconds  after  the  Bunsen  burner 
is  removed,  nor  the  glow  last  more  than  thirty  seconds. 

1  he  tendency  of  the  flame  to  spread  from  stick  to  stick 
must  also  be  noted. 

Rule  2.  All  of  the  above  tests  shall  be  at  the  expense  of 
the  owner  or  contractor  or  other  interested  party. 

If  the  tests  are  satisfactory  the  entire  shipment  will  be 
permitted  to  be  taken  into  the  building  and  used.  If  not,  the 
entire  shipment,  shall  be  condemned  and  must  be  removed 
from  the  premises. 

In  general,  acceptance  shall  be  predicated  upon  the  exist¬ 
ence  of  a  complete  plant  in  full  working  order  from  which 
the  material  is  shipped,  and  each  shipment,  or,  where  pos¬ 
sible,  each  piece  shall  be  trade  marked  in  a  conspicuous 
manner  so  t^t  there  may  be  no  doubt  as  to  its  identity. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32- S  A 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump . 

Leiman  Rotary  . 

Marsh  Fuel  Oil  Pump . 

McGowan  Horizontal  Duplex  Fuel  Oil  Pumn. 

M.  D.  Rotary . 

Milwaukee  Piston  Rotating  Port  Pump" 

Monroe  Oil  Pump . 

Northern  Rotary . 

Pascoe  Pump  Set . 

Petro-Nokol  Industrial  Oil  Pump, . 

Quiet  May  Gerotor  Pump . 

Quimby  Screw  Pump . 

Ray  Rotary  . 

Rotary  Pressure  Pump . ’*]'**' 

Rotary  Vacuum  Pump . * 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D . . . . ' 

Tate-Jones  . 

Teesdale  Automatic  Booster  Fuel  Oil"  Punic " 

Tuthill  Model  B  Fuel  Oil  Pump . 

Tuthill  Fuel  Oil  Pump,  Models  L  and  L,D... 

Union  Steam  Pump  for  Fuel  Oil . ’  .  ’ 

Viking  . 

Warren  Oil  Pump . 

Wayne  Oil  Pump  &  Fan  Set . ...  . 

Worthington  Duplex  Double-Acting  "Steam 

Pump  . 

Worthington  Show  Model  Duplex ...... .’ .’  *  ’ 


60-2 8- S  A 
95-24-SA 
1050-23-SA 
936-23-SA 
52-27-SA 
763-25-SA 
658-26-SA 
1396-24-SA 
1029-26-SA 
570-32-SA 
267-32-SA 
1193-21-SA 
588-25-SA 
1060-25-SA 
513-25-SA 
410-32-SA 
492-21-SA 
1279-25-SA 
60-28-SA 
568-30-SA 
705-30-SA 
438-21-SA 
1169-23-SA 
1155-25-SA 

184-22-SA 

194-22-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner... .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . 608-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-88-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB..  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32- S A 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 


Name  of  Burner  Calendar  No. 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

Ghapco  Steam  Generator .  348-3 1-S A 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -S A 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner....  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner . 846-25-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65.  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

May  Oil  Burner .  68-24-SA 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 


609 


APPROVED  APPLIANCES 


Name  of  Burner 


Calendar  No. 


Name  of  Burner 


Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nii-Way  Oil  Burner .  773-26-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . 1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  0 .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31 -SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

_  Burner  Model  W-AH .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32  S A 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  . 436-32-SA 


Security  Oil  Burner . 

Shepard  Oil  Burner . . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 
B,  C  and  O . 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  “B” . 

Silent  Automatic  Burner,  Model  “E” . 

Silent  Flash  Oil  Burner,  Model  Cl . 

Silent  Glow  Oil  Burner,  ModelG . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P.A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _ 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 

Standard  Automatic  Oil  Burner,  Type  11-G _ 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U . 

Sunflower  Model  S-l  Oil  Burner . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . . . . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spi'o  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vaporoil  Burner  . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 
and  B . . . 

York  Automatic  Oil  Burner . ;.. . 


Calendar  No. 

56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

709- 30-SA 

710- 30-SA 
38-33-SA 
600-30-SA 
345-31-SA 
448-30-SA 
145-31-SA 

1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 
581-26-SA 
755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

106-33-SA 

624-30-SA 

715-29-SA 

491-31-SA 

400-32-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 
470-31-SA 
94-32-SA 
63-28-SA 
129-27-SA 
498-29-SA 
620-28-SA 
6-24-SA 

44-32-SA 

451-26-SA 

812-30-SA 
320-30-SA 
396-32-SA 
556-29-SA 
1155-25-S A 
115-32-SA 


918-22-SA 

19-25-SA 

32-33-SA 
44-29-S  \ 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 
384-32-A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA — Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of, 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2$4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA— Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA—  Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 
11-31-SA— Quaker  Burnoil  Stove,  approval  of. 

250- 31-SA — Lunkenheimer  2J4-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32- S A— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 


498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

584-32-SA — Pronto  Oil  Burner  (and  Boiler  Unit),  ap¬ 
proval  of. 

600-32- S A — Red  Cap  Fire  Extinguisher,  approval  of. 

614- 32-SA— Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-l]^, 
approval  of. 

615- 32-SA— Metro  Oil  Burner,  approval  of. 

15-33- S A — Enterprise  Steam  Atomizing  Burner,  approval 

of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33- S A— Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA— Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82- 33- S A— Inferno  Oil  Burner,  approval  of. 

83- 33-SA— Master-Kraft  Oil  Burner,  approval  of. 
85-33-SA — Oilbilt  Burner,  approval  of. 

98-33- S A— Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33- S A — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

102- 33-SA — Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

1 62-33- S A — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA— Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA— Gold  Star  Oil  Burner,  approval  of. 
178-33-SA— Acme  Interior  Fire  Alarm  Station,  approval  of. 
181-33-SA — Wizard  Automatic  Oil  Burner,  approval  of. 
187-33-SA — Rotoflame  Oil  Burner,  approval  of. 

193-33- S A — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

197-33-SA— Magna  Fuel  Oil  Burner,  approval  of. 
204-33-SA— Mohawk  Oil  Burner,  approval  of. 

208-33- S A — Lonergan  Automatic  Oil  Burner,  approval  of. 
218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

221-33-SA— Hart  Oil  Burner,  Model  “H”,  approval  of. 
227-33- S A — Oronoque  Oil  Burner,  Models  S-l  and  S-2, 
approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record.  


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifi cations  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
ziven  being  the  amount  of  lime  which  may  be  incorporated 
Ur  each  ninety-five  pound  bag  of  Portland  cement: 


1-1  ^-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  »n  concrete  which  is 
to  be  deposited  under  water. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  July  5,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


261 

243 

57 


153 

6 

28 

2 

41 

3 

0 

8 

0 

0 

802 

537 


DISPOSITION  OF  CASES. 

Withdrawn  . . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . 

Requests  withdrawn  or  dismissed . 


33 

16 

67 

3 

150 

21 

5 
1 
0 

129 

12 

6 
0 

27 

1 

2 

0 

41 

0 

3 

0 

0 

0 

8 

0 

0 

0 

c 

12 


Total 


537 


Cases  pending  July  5,  1933 


265 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  oni  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands. of  the  administrative  offi- 
aal  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  bv  anv 
other  method  of  delay.  y  y 

Sixth  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  VMr  mm?  e>tt 
LETIN  OF  THE  BOARD  OF  STANDARDS  AN  D  APPEALS.  Heasem  ail  THeT  B  ULLETI N  to 

Name . 


Street . 

P.  O . 

My  Subscription  is  to  begin  with  the  issue  for. . .  1933: 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


CALL  OF  CLERK'S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  July  17,  1933,  at 
2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  11,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting  July  11,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  July  11,  1933,  2  P.  M. 
Corrections. 

Approved  Fireline  Hose  Valves. 

Approved  Fuel  Oil  Pumps. 

Fire  Retarding  Rules  for  Garages,  etc. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

Neiv  Cases  Filed  up  to  July  12,  1933. 

Cal.  No.  Department.  Premises  Affected. 

252-33-A . D.B.M.... 311-333  W.  49th  st.  (Block  1040, 

Lot  14),  Man., 

-  Alt.  881-33 

251-33-A . D.B.M.  ...32-34  W.  100th  st.  (Block  1835, 

-  Lot  43),  Man.,  F-3425 

250-33-BZ . D.B.B ...  .5914-5924  Church  ave.  (Block 

4707,  Lot  37),  Bklyn., 

-  App.  6412-33 

249-33-BZ . D.B.M. .  ..N.W.  corner  of  110th  st.  and 

Fifth  ave.,  (Block  1594,  Lot 

-  36),  Man.,  N.  B.  66-1933 

248-33- A . F.D . 8925  Parsons  blvd.  (Block  834, 

Lot  1),  Jamaica,  Q., 

-  L.  C.  59768 

247-33-A . D.B.Q ....  57-05  to  57-15  Mazeau  st. 

(Block  2808,  Lot  79),  Mas- 

-  peth,  Q.,  N.  B.  1217-33 

246-33-A . F.D . 4,000  ft.  off  West  Island  (bulk¬ 

head  line),  foot  of  Rockaway 
ave.,  Jamaica  Bay  (no  Block 
&  Lot  No.),  Bklyn., 

Decision 

245-33-SA . F.D . Petro  Oil  Burner,  Model  W-1J4, 

-  Appliance 

244-33-SA . F.D . Petro  Oil  Burner,  Model  W-l, 

-  Appliance 

Restored  to  Calendar. 

330-28-BZ . D.B.Bx. .  .Northwest  corner  of  Sedgwick 

and  Van  Courtlandt  aves. 
(Block  3263,  Lots  275,  276, 
278,  280  &  283),  Bx., 

-  N.  B.  1242-1928 

803-27-BZ . D.B.Q. . .  .Northeast  corner  of  Laurel  Hill 

blvd.  &  Betts  ave.  (Block 
1420,  Lot  46),  Winfield,  Q., 

-  Decision 


CODE 


F.D _ 

H.D. . . 
D.B.B. 
D.B.M. 
D.B.Q. 
D.B.R. 
D.B.Bx 
T.H.D. 


. Fire  Department 

. Health  Department 

..Department  of  Buildings,  Brooklyn 
.Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

..Department  of  Buildings,  Richmond 

. Department  of  Buildings,  Bronx 

. Tenement  House  Department 


Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4  No.  3 

Fud  Oil  Rules . May  23,  1933— Vol.  18  No.  21 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol.  10  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  18  No.  23 

Faint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . June  13,  1933— Vol.  18  No.  24 

Plumbing  Rules  . Apr.  25,  1933— Vol.  18  No.  17 

Procedure,  Rules  of . June  20,  1933— Vol.  18  No.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933— Vol.  18  No.  16 
Smoking  m  Factories,  Rules  for...  July  11,  1933— Vol.  18  No.  28 

Sprinkler  Rules  .  Dec.  6,  1932— Vol.  17  No.  49 

Standpipe— Fire  Line  Rules .  Nov.  22,  1932— Vol.  17  No.  47 

Structural  Alterations,  Reporting..  June  7,  1932— Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . . .  Apr.  10,  1923— Vol.  8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . July 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . July 

Fuel  O'il  Burners  for  Industral  Use.  May 
Fuel  Oil  Pumps . ..July 


18,  1933— Vol.  18  No.  29 

11,  1933— Vol.  18  No.  28 

16,  1933— Vol.  18  No.  20 

18,  1933— Vol.  18  No.  29 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  JULY  17,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

180-33-BZ. 

APPLICANT — William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No.  8), 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

IO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden). 

194-33-BZ. 

APPLICANT — Felix  J.  Cizmowski,  for  Helen  O’Sullivan, 
owner. 

PREMISES— Northeast  corner  of  91st  avenue  and  209th 
street  (Block  No.  1503,  Lot  No.  3),  Queens  Village, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building  (stores). 

116-28-BZ. 

APPLICANT— Martin  J.  Ort,  for  Clifbert  Realty  Co., 
owner. 

PREMISES— 865-877  Ralph  avenue  and  538-548  Remsen 
avenue,  southeast  corner  (Block  No.  4686,  Lot  No. 
1),  Brooklyn. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business,  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened  June  9,  1933). 


RULES 

c  .  Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No  3 
iorms  . 

raev/fnr  Rnlpe  ^HydrateJ^Liine) ! !  Juljf  1L  l®atvoL  18  No.  2 
RulesYRevol'ving  Oct  W,  iglfclvd.  }?  No.  4 

P  -  "  15  St . 

Fir?  j&SrdM?  M‘y  30-  1933-Vol.  18  No.  2 

Fireproof  W»A‘ '  ot  ""V.  Jg  £  if  St  1 


JULY  18,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning ,  July  18 
1933  at  10  o’clock,  in  Room  1013,  Municipal  Building  on’ 
the  following  matters: 

CAL.  NO.  142-33-BZ— Application,  April  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Robert  Collyer,  applicants  on  behalf 
of  Richard  Deneke,  owner,  to  permit  in 
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a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southeast  corner  of  Cross 
Island  boulevard  and  Central  avenue 
(Block  No.  3359,  Lot  No.  1),  St. 
Albans,  Borough  of  Queens. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1),  The  Bronx. 

cal.  no.  98-30-BZ — Application,  February  7,  1930 ;  granted 
on  certain  conditions  May  6,  1930,  and 
the  time  in  which  to  obtain  permits  and 
complete  work  has  expired ;  reopened 
April  4,  1933,  under  section  21  of  the 
building  zone  resolution,  of  James  S. 
Smith,  applicant,  on  behalf  of  Colonial 
Beacon  Oil  Co.,  Inc.,  present  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1180-1188  Myrtle 
avenue  and  664-668  Bushwick  avenue, 
southwest  corner  (Block  No.  3182,  Lot 
No.  24),  Brooklyn. 

cal.  no.  191-33-BZ — Application.  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

cal.  no.  106-30-BZ — Application,  February  11,  1930;  granted 
May  12,  1931,  for  a  temporary  period  of 
two  (2)  years;  reopened  April  11,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  William  L.  Hall,  appli¬ 
cant,  on  behalf  of  Mabel  Hall,  owner, 
to  permit  in  a  business  use  district  the 
permanent  maintenance  of  a  gasoline 
service  station ;  premises  337  Arbutus 
avenue,  northeast  corner  of  Hylan  boule¬ 
vard  (Block  No.  6499,  Lot  No.  5), 
Huguenot,  Borough  of  Richmond. 

cal.  no.  486-31-BZ — Application,  October  1,  1931 ;  granted 
February  5,  1932,  time  having  elapsed; 
reopened  May  31,  1933,  under  sections 
7a  and  21  of  the  building  zone  resolu¬ 
tion,  of  Mary  Jamieson,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  exist¬ 
ing  business  use  in  part  of  an  existing 
building;  premises  58  East  86th  street 
(Block  No.  1497,  Lot  No.  49),  Man¬ 
hattan. 

cal.  no.  261-32-BZ — Application,  May  12,  1932;  denied  July 
15,  1932;  reopened  June  9,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Nicholas  F.  Walsh,  applicant, 
on  behalf  of  Marguerite  H.  Walsh, 
owner,  to  permit,  partly  in  a  residence 


district  and  partly  in  a  business  district, 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  West  230th  street  and  Bailey 
avenue  (Block  No.  3266,  Lot  No.  1), 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  July  18, 
1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  27-33-BZ — Application,  January  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Kenlon  Construction  Co.,  Inc.,  appli¬ 
cant,  on  behalf  of  Joseph  Moss,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northwest  corner 
of  Springfield  boulevard  and  115th  ave¬ 
nue  (Block  No.  1949,  Lot  No.  1), 
Queens  Village,  Borough  of  Queens. 

cal.  no.  161-33-BZ — Application,  April  28,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Frank  B.  Reardon,  applicant,  on  be¬ 
half  of  Theodore  G.  Zeh,  owner,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  an  existing  building  to 
a  business  use  (funeral  parlor)  ;  prem¬ 
ises  170-07  115th  avenue  (Block  No. 
3087,  Lot  No.  350),  Jamaica,  Borough 
of  Queens. 

cal.  no.  113-33-BZ — Application,  March  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  R.  McMullen,  applicant,  on  be¬ 
half  of  Rutland  Holding  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  689-691  Utica  ave¬ 
nue,  southeast  corner  of  Clarkson  ave¬ 
nue  (Block  No.  4637,  Lot  No.  1), 
Brooklyn. 

cal.  no.  319-30-BZ — Application,  May  9,  1930;  withdrawn 
October  21,  1930 ;  reopened  May  5, 
1931,  under  section  21  of  the  building 
zone  resolution,  of  Edward  P.  Doyle, 
applicant,  substituted  for  Theodore 
Ridder,  on  behalf  of  Louis  Ridder, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
gasoline  service  station ;  application 
laid  over  June  30,  1931 ;  restored  to 
Calendar  for  full  vote  of  board ; 
premises  31-01  Newtown  avenue  and 
28-25  31st  street,  northeast  corner 
(Block  No.  619,  Lot  No.  23),  Long 
Island  City,  Borough  of  Queens. 

cal.  no.  124-33-BZ— Application,  April  3,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  E.  Sexton,  applicant,  on  behalf 
of  J.  E.  P.  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1965-1967  Fulton 
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street,  northeast  corner  of  Saratoga  ave¬ 
nue  (Block  No.  1537,  Lot  No.  32), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman 

Appeal  from  Administrative  Order. 

252-33-A — 311-333  West  49th  street  and  308-348  West  50th 
street  (Block  No.  1040,  Lot  No.  14),  Man¬ 
hattan. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ. 

APPLICANT — Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  1432,  Lot  No.  21), 
Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 

214-33-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Lora  Peragine, 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 

197-19-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Sadie  Wohlberg, 
owner. 

PREMISES — 950-954  Fulton  street  (Block  No.  2014,  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No  1) 
Brooklyn. 

CAL.  NO.  1 1 8-33- BZ— Application,  May  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution. 


of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district ;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  172-33-BZ— Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D..  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ — Application,  March  7,  1927;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

HARRIS-  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33-A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.'  29),  Man¬ 
hattan. 

182-33-A  226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A— 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6). 
Manhattan. 

Petition  for  Variation. 

47-33-S— South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  tlie  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cAl.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per- 
"  '  -mit'  in  a  residence' district  the  erection 
and  maintenance  -  of  a  gasoline  service 
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station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ— Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 

•1  HARRIS  H.  MURDOCK,  Chairman. 


r  SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli- 
.  cant,  on  behalf  of  Antonio  Pavin,  owner, 


to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JULY  11,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell  and 
Guilfoyle  and  Deputy  Chief  Ross. 

The  minutes  of  the  regular  meeting  of  the  board  held 
Wednesday  morning,  July  5,  1933,  and  the  minutes  of  the 
regular  meeting  held  Wednesday  afternoon,  July  5,  1933, 
were  approved  as  printed  in  Bulletin  No.  28,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

113-33-BZ. 

APPLICANT — John  R.  McMullen,  for  Rutland  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 689-691  Utica  avenue,  southeast 
corner  of  Clarkson  avenue  (Block  No.  4637,  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  R.  McMullen  and  Isidor  Silver- 
stein. 

For  Opposition:  Abraham  Halperin,  Harry  L.  Kin¬ 
ney  and  Ralph  G.  Albrecht. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1933,  at  2 
p.  m.,  for  inspection  and  report  by  a  committee  of 
the  board. 


144-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Business  Thorough¬ 
fares,  Inc,,  owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— ^Southwest  corner  of  111th  ave¬ 
nue  and  Lakewood  avenue  (Block  No.  2473,  part  of 
Lot  No.  1),  Dunton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Irving  Proskauer. 

For  Opposition:  John  Saracino. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1933,  at 
10  a.  m.,  on  request  of  applicant. 


319-30-BZ. 

APPLICANT— Edward  P.  Doyle,  substituted  for  Theodore 
Ridder,  for  Louis  Ridder,  owner ;  request  for  fur¬ 
ther  consideration  made  by  Otto  C.  H.  Maydag, 
for  owner. 

SUBJECT — Application  for  consideration — previously  laid 
over  for  a  full  vote  of  board— re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a. 
gasoline  service  station. 

PREMISES  AFFECTED — 31-01  Newtown  avenue  and  28- 
25  31st  street,  northeast  corner  (Block  No.  619,  Lot 
No.  23),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Otto  C.  H.  Maydag. 

For  Opposition :  Marion  V.  Phillips,  Margaret 
Vaughan,  May  A.  Eisert,  William  H.  McPhael 
and  J.  A.  Aetan. 
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ACTION  OF  BOARD — Laid  over  to  July  18,  1933,  at 
2  p.  m.,  for  vote  of  full  board. 


124-33-BZ. 

APPLICANT— John  E.  Sexton,  for  J.  E.  P.  Realty  Corp., 
owner. 

SUBJECi  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED — 1965-1967  Fulton  street,  north¬ 
east  corner  of  Saratoga  avenue  (Block  No.  1537  Lot 
No.  32),  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Sexton. 

For  Opposition :  George  J.  Schalk. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1933,  at  2 
p.  m.,  on  request  of  applicant. 


JL(nIw  S  a  fT  re0peT£-re  reconsideration  on 

mEsioniv  4pphcatl.on  (decision  of  the  fire  com- 
der  .se?t,on  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

PREMISFS4Fl?^TepnCeMf  \gasoline  service  station. 

k?  i  FECTED  Northeast  corner  of  Laurel  Hill 
boulevard  and  Betts  avenue  (58th  street)  (Block 

Queens430’  LOt  N°'  46)’  Winfield’  Borough  of 
APPEARANCES— 

For  Applicant:  John  M  Baker 

ACTION  ^OF^BO^RD— Application  reopened,  subject 

THE  VOTE  TO  REOPEN—  ‘ 

Affirmative:  Chairman  Murdock,  Commissioners 
Negative16  ^  Gudfoyle  and  DePuty  Chief  Ross  4 
Absent:  Commissioner  Holland.  ..WWW..  ”’**  i 


544-30-BZ. 

APPLICANT— Henry  J.  Nurick,  for  S.  R.  H.  Building 
Corp.,  owner ;  request  for  reopening  made  by  Ben¬ 
jamin  N.  Brody,  for  owner. 

SUBJECT — Request  for  reopening — reconsideration,  having 
been  previously  denied— re  Application  (decision  of 
the  superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  installation  and  maintenance  of  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED — 3621  Snyder  avenue  and  308 
East  37th  street,  northwest  corner  (Block  No.  4690, 
Lot  No.  32)  Brooklyn. 

APPEARANCES— 

For  Applicant:  Eugene  E.  Heslin. 

For  Opposition:  Louis  W.  Kaplan. 

ACTION  OF  BOARD — Request  to  reopen  denied 
THE  VOTE  TO  REOPEN— 


Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief 

Ross .  4 

Absent :  Commissioner  Holland .  l 


330-28-BZ. 

APPLICANT — Kenneth  O’Brien,  substituted  for  Henry  M. 
Bellinger,  for  New  York  Title  &  Mortgage  Co., 
equitable  owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  previously  dismissed  for  lack  of  prosecution — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tenement  house 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only — residence  district. 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Kenneth  O’Brien. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
Calendar  Call,  etc. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 


Negative  .  0 

Absent :  Commissioner  Holland .  1 


803-27-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Welsh  Brothers, 
owners;  application  for  reopening  made  by  John  M 
Baker. 


SUBTECTNA~^ar+-in  °rj’  -°r  H’  Kinzer>  0wner- 
b  'ft  ^PPllca.tlon  j>e  decision  of  the  superintendent 

ot  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  for  a  further  modification  of  a 

the  board  granting  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  an  existing  building 
to  a  motor  vehicle  repair  shop  and,  also,  the  maim 
tenance  of  an  open-air  stoarge  and  parking  space 
tor  more  than  five  (5)  motor  vehicles  so  as  to 
permit  the  inclusion  of  a  motor  vehicle  repair  shoo 
W1tn  iorge  and  anvil  (reopened  Mav  23 
PREMISES  AFFECTED  3509-3513  Fort  Hamilton^park- 

way,  south  side,  204  ft.  east  of  36th  street  (Block 

APPEARNSr  °f  L°‘  N°-  18)' 

For  Applicant:  Martin  J.  Ort. 

Opposition:  Annette  McCall 

W ?TB0°GRR^PliCa‘i0n 

Affirmative:  Commissioner  Guilfoyle.  i 

Negative :  Chairman  Murdock,  Commissioner 

Connell  and  Deputy  Chief  Ross .  3 

Absent:  Commissioner  Holland . j 

THE  RESOLUTION— 

(339-32-BZ) 

Mar^in  J-  Ort,  for  H.  Kinzer,  owner,  filed,  June 

S30  granted  nSeh  of  ?’  1932 re°pened  September  20, 

opened  K  23  4  5’  °?  Certain  conditions;  re- 

opened  M3y  23,  1933,  for  modification,  an  application  under 

ofCa  fesobtiorofrfh°1Uh10n’f  °  Permit  a  further  modification 
S  1Ut  ?  f  th  board  granting  in  a  business  district 
e  change  of  occupancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop  and,  also,  the  maintenance^ an  fpen- 

vehfl  ag£  and  Park'ng  .space  for  more  than  five  (5)  motor 
ehicles  so  as  to  permit  the  inclusion  of  a  motor  vehicle 
repair  shop  with  forge  and  anvil;  premises  3509-3513  Fort 

rRin’vxr  par^ay’  soutf  side-  204  ft-  east  of  36th  street 
lyn  ;  andN°'  53°3’  ^  °f  LOt  N°‘  18)’  Borough  of  Brook- 

a  Public,  hearing  was  held  on  this  application 

mg  hjeulv0ail  °19.3S-ianMt  ,fnd  aPI-ea'f  at  its  re^ar  meet- 
i-U  y  r  a^er  due  notice  by  publication  in  the 

Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fort  Hamilton  parkway  is  in 
residence  and  business  districts ;  Minna  street  is  in^a  resi- 

ttictT  and4™4’  and  36th  StreCt  is  in  an  unrestricted  dis- 

Wiiereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  5,  1933  (re  App.  No.  3791-33),  reads:  g  ' 

1.  Proposed  enclosure  for  forge,  stove  and  open 
flame  contrary  to  resolution,  Cal.  No.  339-32-BZ  of 
Board  of  Standards  and  Appeals  ”  • 
and  ’ 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
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a  frontage  of  60  ft.  on  Fort  Hamilton  parkway  and  a  depth 
of  100  ft. ;  the  north  part  of  the  plot  is  in  a  business  dis¬ 
trict;  on  the  northwest  portion  of  the  plot  there  is  located 
a  one-story  building,  22  ft.  8  in.  by  100  ft.  in  area;  the 
board  granted  the  use  of  this  building  as  a  motor  vehicle 
repair  shop,  on  certain  conditions,  and  prohibiting  the  use  of 
forges,  open  flames  or  anvils ;  it  is  proposed  now  to  use  a 
forge  and  an  anvil ;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  for  modification  of  the 
original  resolution  under  section  21. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied  and  the  resolution  of  the  board  adopted 
October  25,  1932,  be  reaffirmed. 


478-31-BZ. 

APPLICANT — Joseph  P.  Powers,  for  Frank  Coiro,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  omis¬ 
sion  of  the  garage  building  originally  shown  and  to 
permit  the  maintenance  of  the  gasoline  station  with 
the  use  of  the  existing  frame  building  for  office  and 
accessories,  the  frontage  as  proposed  exceeding  the 
frontage  originally  shown  (reopened  June  23,  1933). 

PREMISES  AFFECTED— 71-08  Amstel  boulevard,  north 
side,  80  ft.  east  of  Beach  72nd  street  (Block  No. 
510,  Lot  Nos.  60,  61  and  62),  Arverne,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Powers. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  - ...... .  0 

Absent:  Commissioner  Holland .  1 


THE  RESOLUTION— 


(478-31-BZ) 


Whereas,  Joseph  P.  Powers,  for  Frank  Coiro,  owner, 
filed,  September  28,  1931;  granted  for  garage  March  18, 
1932,  under  certain  conditions;  reopened  June  7,  1932,  for 
modification,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  on  a  portion  of  the  plot 
upon  which  the  board  granted  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  71-08  Amstel 
boulevard,  north  side,  80  ft.  east  of  Beach  72nd  street  (Block 
No.  510,  Lot  Nos.  60,  61  and  62),  Arverne,  Borough  of 

Queens;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  11,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Amstel  boulevard  is  in  a  business 
and  unrestricted  district ;  Hammels  boulevard  and  Beach  71st 
street  are  in  a  business  district ;  Beach  72nd  street  is  in  a 
business  and  unrestricted  district,  and  Failing  street  is  in 
an  undetermined  and  business  district;  and 

Whereas  the  decision  of  the  superintendent  of  buildings, 
rendered  May  23,  1932  (Plan  No.  1292-32-NB),  reads:  . 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  art.  2,  section  4  of  the  zone 
law.  (Not  further  examined).”; 


Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  and  a  depth  of  100  ft. ;  upon  the  easterly 
rear  of  the  plot  the  board  granted  a  variation  permitting  the 
erection  of  a  garage  for  more  than  five  motor  vehicles,  be¬ 
tween0  the  front  of  this  garage  and  the  street  line  there  is .a 
distance  of  20  ft. ;  it  is  proposed  to  use  this  space  (20  ft.  by 
100  ft.)  as  a  gas  station. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  a  gasoline 
selling  station  along  the  frontage  of  the  property  for  a  dis¬ 
tance  of  61  ft.  9  in.  and  for  a  depth  of  20  ft.,  all  as  indicated 
on  revised  plan  marked  “Received  July  8,  1933,”  on  condition 
that  there  shall  be  erected  along  the  building  line  of  Amstel 
boulevard  a  concrete  curbing,  not  less  than  12  in.  in  height 
and  12  in.  in  width,  with  not  over  two  openings  therein  to 
the  gasoline  selling  station,  each  not  more  than  12  ft.  in 
width  and  with  curb  cuts  approximately  opposite  these  open¬ 
ings,  not  more  than  14  ft.  in  width  each ;  no  part  of  any 
opening  to  be  nearer  than  5  ft.  from  the  easterly  interior  lot 
line;  that  the  entire  area  of  the  gasoline  selling  station  shall 
be  paved  with  concrete  and  such  gasoline  pumps  as  are 
erected  shall  be  set  back  from  the  street  building  line  not 
less  than  10  ft. ;  that  the  existing  one-story  frame  building, 
shown  on  plan  marked  “Received  July  8,  1933,”  shall  be 
used  only  as  an  office  and  for  the  sale  of  accessories ;  that 
this  building  shall  be  stuccoed  on  the  exterior  and  the  roof 
covered  with  asbestos  shingles;  that  any  signs  advertising 
non-conforming  use  shall  be  confined  to  the  illuminated 
globes  of  the  gasoline  pumps  and  to  a  flat  sign  attached  to 
the  facade  of  the  accessory  building,  excluding  all  signs  of  a 
temporary  nature ;  that  there  shall  be  no  portable  gasoline 
tanks  operated  on  or  from  the  premises ;  that  there  shall  be 
no  open  flame  permitted  on  the  premises;  that  there. shall  be 
no  excavation  under  the  accessory  building;  that  this  acces¬ 
sory  building  shall  be  not  nearer  than  8  ft.  to  any  other 
building  on  the  adjacent  property  to  the  west  owned  by  this 
applicant;  that  there  shall  be  a  woven  wire  fence  erected 
along  the  line  of  the  gasoline  selling  station,  20  ft.  back 
from  the  street  building  line,  and  running  parallel  to  Amstel 
boulevard  from  the  accessory  building  to  the  easterly  interior 
lot  line,  this  fence  to  be  not  less  than  5  ft.  in  height,  and 
may  have  a  gate  therein,  not  over  10  ft.  in  width;  that  the 
balance  of  the  property,  where  under  the  adopted,  previous 
resolution,  which  is  hereby  rescinded  by  the  substitution  of 
this  resolution,  a  garage  was  permitted,  shall  not  be  used 
for  non-conforming  use;  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  completed  within  nine 
months  from  the  date  of  this  action. 


606-31-BZ. 

APPLICANT— Michaelson  &  Bernknopf,  for  Hudson  Realty 
Co.,  Inc.,  owner ;  request  for  reopening  made  by  the 
owner.  . 

SUBJECT— Application  for  reopening— extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(granted  for  a  temporary  period  of  two  (2)  years). 

PREMISES  AFFECTED — Southwest  corner  of  Main  street 
and  Nassau  boulevard  (Block  No.  2105,  Lot  No.  25), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanford  Waite. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  . ® 

Absent:  Commissioner  Holland .  1 

THE  VOTE  TO  EXTEND  TIME—  ,  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  . •  • . •  •  •  • ; .  ® 

Absent:  Commissioner  Holland .  1 

THE  RESOLUTION— 

(606-31-BZ) 

Whereas,  this  application,  affecting  premises  southwest 

corner  of  Nassau  boulevard  and  Main  street  (Block  No. 
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2105,  Lot  No.  25),  Flushing,  Borough  of  Queens,  was 
granted  by  the  board  for  a  period  of  two  years  from  April 
8,  1932,  on  certain  conditions,  and  applicant  requests  a  modi¬ 
fication  of  these  conditions  as  to  time  to  obtain  permits  and 
complete  work. 

Resolved,  that  the  resolution  adopted  by  the  board  April 
8,  1932,  be  modified,  only  so  far  as  it  refers  to  the  time  to 
obtain  permits  and  complete  work,  so  that  as  modified  the 
last  clause  will  read :  “that  all  permits  required  shall  be  ob¬ 
tained  and  work  completed  within  six  months  from  the  date 
of  this  modified  resolution.” 


PLANS  APPROVED. 

5-33-BZ. 

APPLICANT- — John  J.  Dunnigan,  for  Charles  P.  Day, 
owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  May  23,  1933. 

PREMISES  AFFECTED — Southwest  corner  of  Boston 
road  and  Baychester  avenue  (Block  No.  5257,  Lot 
No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  F.  Dusenbury. 

ACTION  OF  BOARD — Plans  approved  as  complying  with 
the  resolution  of  the  board  adopted  May  23,  1933, 
on  condition  that  there  shall  be  erected  on  the  in¬ 
terior  lot  lines,  where  no  wall  is  shown  on  plans,  a 
woven  wire  fence,  without  openings  therein,  not 


less  than  5  ft.  in  height,  from  the  rear  corner  of 
the  greasing  pit  section  to  the  rear  corner  of  the 
auto  laundry  section 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  . . . . . .  q 

Absent:  Commissioner  Holland .  l 

630-29-BZ. 

APPLICANT  Victory  Park-Sites  Realty  Corp.,  owner. 

oUbJECJ  Approval  of  plans  in  accordance  with  resolu¬ 
tion  adopted  by  the  board  May  31,  1933. 

PREMISES  AFFECTED — 137-30  Queens  boulevard  and 
137-27  Barret  street,  northwest  corner  (Block  No. 
708,  part  of  Lot  No;  1),  Briarwood,  Borough  of 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
report  of  engineer  of  board. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  .  q 

Absent:  Commissioner  Holland .  l 


Adjourned  1.30  p.  m. 


William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  PREMISES  AFFECTED — 7023  73rd  place  (Block  No 

TUESDAY  AFTERNOON,  JULY  11,  1933.  3792,  Lot  No.  44),  Glendale,  Borough  of  Queens. 

Present:  Chairman  Murdock,  Commissioners  Connell  and  *  PEARANCES 
Guilfoyle  and  Deputy  Chief  Ross.  t^01"  Applicant :  William  F.  Regan. 

_  bor  Opposition:  None. 

BUILDING  ZONE  CASES.  TH^VOTlf  TO ^JaNT— 

APPLICANT— Frank  Zima,  owner.  Nee^e™  Chffinnln5'0^1'  P°£nelL-  1 

SUBJECT — Application  (re  decision  of  the  superintendent  &PnilfnvU  -.nri  n  +  ’  P°mrnissl0ner 

buildings) .  under  section  ,1  of  ,he  building  rone  R°SS .  * 

resolution,  to  permit,  partly  in  an  unrestricted  dis-  THE  VOTE  TO  RECONSIDER  .  1 

trict  and  partly  in  a  business  district,  the  change  Affirmative:  Commissioner  Guilfoyle  and  Deputv 

of  occupancy  of  an  existing  building  from  light  Chief  Ross  ^  u  ■L,ePmy 

manufacturing  and  offices  to  a  garage  for  more  than  Negative  :  Chairman  Murdock  and  Comm. Vsionei1  * 

five  (o)  motor  vehicles  and  motor  vehicle  repair  Connell  commissioner  ^ 

PREMISES’ AFFECTED— West  side  of  33rd  street,  67  ft.  TMT7  D :m^^r'SSI°ner  ^ollan^ .  1 

6  in.  south  of  36th  avenue  (Block  No.  601,  Lot  No.  J  DoULulION 

38),  Long  Island  City,  Borough  of  Queens.  (109-33-BZ) 

APPEARANCES-  Whereas,  William  F.  Regan,  for  Marie  Bausmann,  owner, 

For  Applicant:  John  T.  Kreeger,  Jr.  filed,  March  21,  1933,  an  application,  under  the  building  zone 

For  Opposition:  L.  J.  Havey.  resolution,  to  permit  in  a  business  district  the  erection  and 

ACTION  OF  BOARD — Application  withdrawn  after  a  com-  maintenance  of  a  gasoline  service  station;  premises  7023  73rd 

mittee  of  the  board  had  made  an  inspection  and  place  (Block  No.  3792,  Lot  No  44)  Glendale  TWnna-l,  nf 

found  the  premises  being  occupied  for  conforming  Queens ;  and  ’  >'  8 

business  use  and  had  recommended  applicant  should  Whereas,  a  public  hearing  was  held  on  this  application 
withdraw  his  application.  by  the  board  of  standards  and  appeals,  at  its  regular  meet- 

THE  VOTE  TO  WITHDRAW-  .  .  ing,  July  1,  1933,  after  due  notice  by  publication  i”  the 

Affirmative:  Chairman  Murdock,  Commissioners  Bulletin  of  the  Board  of  Standards  and  Appeals*  and 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4  Whereas,  the  use  district  maps  accompanying  the  building 

Negative  .  0  zone  resolution  show  that  Central  avenue  is  in  a  business 

Absent:  Commissioner  Holland .  1  district;  73rd  place  is  in  business,  residence  and  unrestricted 

districts,  and  74th  street  is  in  a  residence  district;  and 

109-33-BZ.  Whereas,  the  decision  of  the  superintendent  of  buildings 

APPLICANT— William  F.  Regan,  for  Marie  Bausmann,  rendered  March  20,  1933  (re  Plan  No.  1519-33)  reads  •  ■ 

owner-  .  “L  •  The  erection  of  a  gasoline  station  in ’a  business 

SUBJECT — Application  (re  decision  of  the  superintendent  district  is  contrary  to  art.  2,  section  4  of  the  Zoning 

of  buildings),  under  section  21  of  the  building  zone  Law.”;  ’  s 

resolution,  to  permit  in  a  business  district  the  erec-  and 

tion  and  maintenance  of  a  gasoline  service  station.  Whereas,  the  premises  consist  of  a  plot  of  ground  having 
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a  frontage  of  77  ft.  on  Central  avenue  and  48  ft.  on  73rd 
place,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
10  ft.  by  10  ft.,  and  to  install  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Murdock  and  Commissioners  Connell,  Holland  and  Guil- 
foyle ;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell, 
was  read  at  the  hearing;  and 

Whereas,  this  report  recommended  denial  of  application 
in  view'  of  the  small  size  of  plot  and  the  presence  of  frame 
building  thereon;  and 

Whereas,  a  vote  was’  taken  by  board  and  the  application 
denied;  and 

Whereas,  applicant  then  requested  board  to  reconsider  its 
action  for  the  purpose  of  granting  a  five-year  permit ;  and 

Whereas,  the  board  took  another  vote  to  reopen  for  the 
purpose  of  reconsideration,  which  action  was  denied. 

Resovled,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


502-32-BZ. 

APPLICANT — Lama  &  Proskauer,  for  C.  J.  A.  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7g  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  denied;  re¬ 
opened  for  reconsideration  March  28,  1933). 
PREMISES  AFFECTED— Southwest  corner  of  Metropol¬ 
itan  avenue  and  126th  street  (Block  No.  207,  part 
of  Lot  No.  4),  Woodhaven,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney,  Alfred  A.  Lama  and 
Irving  Proskauer. 

For  Opposition:  Alderman  O’Connell,  George  A. 
Lindsay  and  Christian  Stief. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  . .... . .  0 

Absent:  Commissioner  Holland .  1 

THE  RESOLUTION— 

(502-32-BZ) 

Whereas,  Lama  &  Proskauer,  for  C.  J.  A.  Realty  Corp., 
owner,  filed,  September  26,  1932;  denied  November  22,  1932; 
reopened  March  28,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  maintenance 
of  a  garage  for  more  than  five  (5)  motor  vehicles;  premises 
southwest  corner  of  Metropolitan  avenue  and  126th  street 
(Block  No.  207,  part  of  Lot  No.  4),  Woodhaven,  Borough 
of  Queens ;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  11,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Metropolitan  avenue  is  in  busi¬ 
ness  and  unrestricted  districts;  12th  street  is  in  residence  and 
unrestricted  districts;  125th  street  is  in  residence,  business 
and  unrestrcted  districts,  and  85th  avenue  is  in  business  and 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  7,  1933  (re  N.  B.  1310-32),  reads: 

“The  erection  of  a  public  garage  on  a  lot  in  a  district 
zoned  business  and  residence  is  contrary  to  the  Zone 
Law,  Art.  2,  Sect.  4,  Subd.  15,  B.Z.R.).  Not  further 
considered.” ; 
and 


Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  53  ft.  on  85th  avenue,  53  ft. 
on  Metropolitan  avenue  and  91.7  ft.  on  126th  street,  upon 
which  it  is  proposed  to  erect  a  one-story,  non-fireproof 
garage  for  more  than  five  motor  vehicles ;  an  irregular  por¬ 
tion  of  the  rear  of  the  lot  extends  approximately  30  ft.  into 
the  residence  district,  the  remainder  is  in  the  business  dis¬ 
trict;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  7g  in  that  he  has 
filed  83  per  cent  consents  of  the  property  affected  and  that 
he  is  entitled  to  relief  under  section  21  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  garage  for  more 
than  five  cars  on  condition  that  the  structure  shall  be  sub¬ 
stantially  in  accordance  with  the  first  floor  plan  and  plan 
showing  elevations  marked  “Received  April  13,  1933” ;  that 
there  shall  be  no  excavation  under  any  part  of  garage  except 
where  indicated  for  boiler  room;  that  the  boiler  room  shall 
be  separated  from  the  balance  of  the  building  with  fireproof 
walls  and  that  it  shall  be  enterable  only  from  the  exterior; 
that  the  building  shall  be  limited  to  one  story  in  height; 
that  the  building  shall  be  of  fireproof  construction ;  that  the 
exterior  shall  be  faced  with  face  brick  and  walls  coped  with 
limestone  or  equivalent  coping;  that  the  windows  shall  be 
metal  frame  and  sash ;  that  the  skylights  indicated  on  the 
plan  shall  be  glazed  with  thin  glass  with  wire  screens  erected 
under  and  over;  that  there  shall  be  no  openings  in  the  lot 
line  wall  to  the  south  or  to  the  west ;  that  the  entrances 
shall  be  confined  to  those  shown  on  plan,  namely,  one  to 
85th  avenue  and  one  to  Metropolitan  avenue,  each  entrance 
not  to  exceed  12  ft.  in  width;  that  the  windows  along  the 
126th  street  front,  except  for  the  plate  glass  show  window 
indicated  at  corner,  shall  have  sills  not  less  than  4  ft.  above 
the  sidewalk  grade ;  that  any  gas  pumps  erected  on  the  prem¬ 
ises  shall  be  erected  inside  of  building  and  that  no  gas 
shall  be  dispensed  or  sold  to  others  than  those  who  store 
or  drive  their  cars  into  the  building;  that  there  shall  be  no 
portable  gas  tanks  used  on  or  from  the  property;  that  there 
shall  be  no  signs  advertising  non-conforming  use  except  neat, 
flat  signs,  attached  to  the  facades  of  the  building  on 
126th  street,  Metropolitan  avenue  and  85th  avenue ;  that 
there  shall  be  no  open  flame  on  the  property  other  than  in 
the  boiler  room,  enclosed  as  herein  required ;  that  there  shall 
be  no  automobile  repairing  carried  on  in  the  premises ;  that 
complete  working  drawings  shall  be  submitted  to  the  board 
and  approved  by  the  chairman  in  behalf  of  the  board  before 
same  are  filed  with  the  commissioner  of  buildings,  and  that 
all  permits  shall  be  obtained  within  six  months  and  all  work 
completed  one  year  from  the  date  of  this  action. 


99-33-BZ. 

APPLICANT — Seelig  &  Finkelstein,  Inc.,  for  New  York 
Rapid  Transit  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  use 
and  occupancy  of  a  vacant  plot  of  ground  as  an 
open-air  parking  space  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 3068-3074  Ocean  parkway,  west 
side,  283  ft.  7  in.  north  of  Sea  Breeze  avenue  (Block 
No.  7282,  part  of  Lot  No.  57  and  part  of  Lot  No. 
60),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Finkelstein  and  Charles 
Larkin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 
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Negative  . 

Absent:  Commissioner  Holland. 


THE  RESOLUTION— 

(99-33-BZ) 

Whereas,  Seelig  &  Finkelstein,  Inc.,  for  New  York  Rapid 
Iransit  Corp  owner,  filed,  March  14,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  use  and  occupancy  of  a  vacant  plot  of  ground  as 
an  open-air  parking  space  for  more  than  five  (5)  motor 
vehicles ;  premises  3068-3074  Ocean  parkway,'  west  side,  283 
r  t  m-  north  of  Sea  Breeze  avenue  (Block  No.  7282  part 
of  Lot  No.  57  and  part  of  Lot  No.  60),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg  July  11  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ocean  parkway  and  Sea  Breeze 
avenue  are  both  in  business  and  residence  districts,  and 
Brighton  Beach  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  17,  1933  (re  App.  No.  644-1933),  reads: 

“As  part  of  Lot  60  and  part  of  Lot  57,  proposed  to  be 
used  as  storage  of  more  than  five  motor  vehicles,  are 
located  in  business  use  district,  application  is  denied  as 
per  Art.  II,  Sect.  4  (a)  of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  86  ft.  5  in,  and  a  depth  of  100  ft. ;  it  is  pro¬ 
posed  to  use  this  plot  as  parking  space  for  more  than  five 
motor  vehicles ;  and 

Whereas,  applicant  amended  his  papers  so  as  to  include  a 
plot  with  a  frontage  of  86.5  ft.  on  Ocean  parkway  and  ap¬ 
proximately  58  ft.  on  West  1st  street,  with  a  depth  of  200 
ft.,  to  be  used  as  a  parking  space,  a  portion  100  ft.  in  depth 
from  Ocean  parkway  being  in  the  business  use  district  and 
the  remainder  of  the  plot  facing  West  1st  street  being  in  the 
residence  use  district ;  and 

W  hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  under  section  21  on  the  grounds  of  practical  diffi¬ 
culty  and  unnecessary  hardship. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  period  terminating 
with  expiration  date  of  the  existing  lease,  namely,  May  31, 
1935,  or  terminating  sooner  in  the  event  the  option  of  can¬ 
cellation  is  taken  by  either  party,  on  condition  that  this  area 
for  a  depth  of  200  ft.  from  Ocean  parkway  to  West  1st 
street  and  a  frontage  of  86  ft.  5  in.  on  Ocean  parkway  and 
approximately  58  ft.  on  West  1st  street  shall  be  used  solely 
for  the  purpose  of  parking  of  more  than  five  automobiles  of 
the  pleasure-car  type,  except  for  one  metal  stand,  not  over 
10  ,1L  height  and  not  over  50  sq.  ft.  in  area,  to  be  used 

as  an  office  for1  this  parking  area  and  for  the  sale  of  acces¬ 
sories  and  for  other  conforming  uses;  that  there  shall  be 
constructed  near  the  West  1st  street  end  a  substantial  wire 
fence,  at  least  5  ft.  high,  under  the  stairs  leading  to  elevated 
structure,  and  kept  away  therefrom  at  least  for  a  distance  of 
5  ft.  southerly  and  easterly,  and  that  this  space  within  the 
wire  fence  enclosure  shall  be  left  vacant;  that  there  shall 
be  no  sale  of  gasoline  on  the  site  and  no  storage  of  gasoline 
other  than  in  the  tanks  of  the  cars ;  that  any  lights  installed 
tor  illumination  shall  be  equipped  with  metal  reflectors  to 
throw  the  light  downwardly  so  as  not  to  be  objectionable 
to  adjoining  properties;  that  any  signs  advertising  non-con¬ 
forming  uses  shall  be  restricted  to  one  neat  sign,  placed 
near  the  entrance  to  enclosure  from  Ocean  parkway,  and  a 
similar  sign  near  entrance  to  enclosure  from  West  1st  street 
and  that  all  permits  shall  be  obtained  within  two  months 
from  the  date  of  this  action. 
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108-33-BZ. 

SUBJECT-A^nhVr  Gul™n’  ,f?r  Norah  Kissane,  owner. 
J  ^b,  r  irC  dec!s,on  of  the  superintendent 

2SS  erec- 

service  stati- 

PRKMInueS  (PoMECTED~iSOUthweSt  C°rner  of  23rd  ave' 
81 Q  t  f  arVenUe>?T  and  36th  street  (Block  No. 

Queens  ^  N°'  33)’  Astoria’  Bor°ugh  of 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

Opposition:  Daniel  Harned 

™Iiovnot°I  denied- 

Affirmative :  Commissioner  Connell  i 

Negative :  Chairman  Murdock,  Commissioner 

Guilfoyle  and  Deputy  Chief  Ross .  3 

Absent:  Commissioner  Holland . ”  j 

THE  RESOLUTION— 

(108-33-BZ) 

file^dTEch  2fTq33GUtermar’  f°r  Norah  Kissane<  owner, 
j  f-  rcl]  <21,  1933,  an  application,  under  the  building  zone 

resolution,  to  permit  in  a  business  district  the  erecSfn  a^d 

maintemmce  0f  a  gasoline  service  station  and  motor  vehicle 

,  pat5  shop;  Premises  southwest  corner  of  23rd  avenue 

Lot  No  7r>mX\and  P6th  St[Cet  (Block  No-  819>  Paft  of 
1<0t  No.  33)>  Astoria,  Borough  of  Queens;  and 

\  hereas  a  public  hearing  was  held  on  this  application 
ing  july°an  °193S3aniatrdS  Hnd  appeals;  at  its  regufar  meet- 

B^Lyof  Atl]  Lti  ApSraiid  ,he 

hereas  the  use  district  maps  accompanying  the  buildine- 

St  ^  »  in  a  h-ffiSt" 

and  36th  and  3 Ah  streets  are  in  a  residence  district; 

thue  decisl0n  of  the  superintendent  of  buildings 
rendered  March  7,  1933  (re  Plan  No.  257-33),  reads:’ 

repair  shon  -°f  a  ,?asohne.  selli‘ig  station  and 

epan  shop  in  a  business  district  is  contrary  to  art  2 

and  sec-  4  of  "*  Zo«  Resolution.  Not  further  Jxamined"; 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 

?  ffr04  3afirg,a  !r°ntage  °uf-16°  ft-  on  23rd  aveS  and 
ft.  on  36th  street,  upon  which  it  is  proposed  to  erect  a 

one-story  structure,  80  ft.  by  25  ft.  in  area  S  be  used  as 

1  roCe’  .fr?ase.  pits,  auto  laundry  and  motor  vehicle  repair 
shop ,  it  is  also  proposed  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and  ^  ^ 

Whereas,  the  premises  under  appeal  was  the  subject  pf 
an  inspection  by  a  committee  of  the  board,  consisting  of 

GffiEoyR;  ^d^0^  ^  Commissioners  Connell,  Holland  and 
Whereas  the  report  of  this  inspection,  approved  bv  the 

•sr'*  Com—r 

stam*SAS'dthe  b0a^d  deemed  that  applicant  had  not  sub- 

o£  ,he  buiidin8  “« 

Resolved  that  the  decision  of  the  superintendent  of  build 
andS  if6 hereby  "  a"d  ^ 

111-33-BZ. 

APPL’CANT  Conroy  &  Hardy,  for  Christ  G.  Callas, 

SUBJECT— Application  (re  decision  of  the  superintendent 
Ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  ere” 

PREMISES  aAF?ECTFnCeM0f  .1  sasoline  ser''i«  «a,i™. 

1  bEb  AFFECTED— Northeast  corner  of  Jamaica 

Lof  No  C8Va{  Hn  Mdrpn  ad!en;,e  (B Jock  No.  4046, 
Lot  Mo.  82),  Howard  Beach,  Borough  of  Queens 


MINUTES 


APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

For  Opposition :  Herman  Rosenblatt. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 

Negative  .  0 

Absent :  Commissioner  Holland .  1 

THE  RESOLUTION— 

(111-33-BZ) 

Whereas,  Conroy  &  Hardy,  for  Christ  G.  Callas,  owner, 
filed,  March  22,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  northeast 
corner  of  Jamaica  Bay  boulevard  and  Morrell  avenue  (Block 
No.  4046,  Lot  No.  82),  Howard  Beach,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  11,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jamaica  Bay  boulevard  is  in  a 
business  district;  Vineyard  avenue  is  in  an  undetermined 
district,  and  Morrell  avenue  is  in  business  and  undetermined 
districts ;  and  .  , 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  20,  1933,  reads : 

“The  erection  of  a  gasoline  pumping  station  in  a 
business  district  is  contrary  to  the  Zone  Law  (Art.  2, 
iSec.  46,  B.Z.R.).”; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Jamaica  Bay  boulevard  and  84.28  ft. 
on  Morrell  avenue,  upon  which  it  is  proposed  to  erect  a 
one-story  office,  20  ft.  by  20  ft.,  grease  pits  and  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  premises  in  question  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection  was  read  at  this  hearing;  and 

Whereas,  the  applicant  at  the  hearing  amended  his  appli¬ 
cation  to  include  section  7,  subdivision  f,  and  the  board 
deemed  that  applicant  was  entitled  to  relief  thereunder. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  temporary  period 
of  two  years  under  section  7f  of  the  building  zone  resolution, 
on  condition  that  the  gasoline  pumps  installed  shall  be  located 
at  least  10  ft.  back  from  the  building  line  of  Jamaica  Bay 
boulevard  and  from  the  building  line  of  Morrell  avenue  as 
extended ;  that  any  building  on  the  property  shall  be  limited 


to  a  small  building,  not  over  400  sq.  ft.  in  area,  to  be  used  as 
an  office  and  for  sale  of  accessories;  that  that  portion  of  the 
property  toward  Jamaica  Bay  boulevard,  which  is  now  ap¬ 
proximately  at  street  grade,  shall  be  leveled  and  surfaced 
with  cracked  stone  or  steam  cinders  or  equivalent  material ; 
that  the  entrances  to  this  property  shall  not  exceed  two  from 
Jamaica  Bay  boulevard  with  curb  cuts  not  over  14  ft.  in 
width  and  that  no1  part  of  any  opening  or  entrance  shall  be 
nearer  than  10  ft.  to  the  side  lot  line  to  the  north  and  to 
the  junction  of  Jamaica  Bay  boulevard  and  Morrell  avenue 
extension;  that  no  portable  gasoline  tanks  shall  be  used  on 
or  from  the  property;  that  signs  advertising  non-conform¬ 
ing  uses  shall  be  restricted  to  the  illuminated  globes  of  the 
gasoline  pumps  and  to  flat  signs  attached  to  the  front  and 
side  walls  of  the  accessory  building;  that  all  permits  re¬ 
quired  shall  be  obtained  within  three  months  and  all  work 
completed  within  nine  months  from  the  date  of  this  action. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

221-33-5  A 

PETITIONER— Hart  Oil  Burner  Corp.,  owner;  E.  K. 
Smith,  agent. 

SUBJECT— Hart  Oil  Burner,  Model  “H”,  approval  of. 

APPEARANCES— 

For  Petitioner :  Charles  G.  Branch. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  bureau  of  Combustibles  and  engineer 
of  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Deputy  Chief  Ross  4 


Negative  .  0 

Absent:  Commissioner  Holland .  1 

THE  RESOLUTION— 

(221-33-SA) 


Whereas,  E.  K.  Smith,  for  Hart  Oil  Burner  Corp.,  owner, 
filed,  June  14,  1933,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  their  device  known  as  the  Hart 
Oil  Burner,  Model  “H” ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  Fire  Department,  dated  July  3, 
1933,  recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Hart  Oil  Burner, 
Model  “H”,  for  use  in  domestic  and  industrial  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  the  report  of  the  assistant 
chief  of  the  Bureau  of  Combustibles,  Fire  Department. 


Adjourned  4.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  June  23,  1933,  as  they  appeared  in  Bulletin  No. 
27,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION— 

(633-30-S) 

Whereas,  this  petition,  affecting  premises  80-82  Fifth  ave¬ 
nue  and  2  West  14th  street,  southwest  corner  (Block  No. 
577  Lot  No.  39),  Borough  of  Manhattan,  was  granted  by 
the ’board  at  its  meeting  March  10,  1931,  on  certain  condi¬ 
tions,  and  owner,  through  his  present  architect,  Morris 
Whinston,  requests  a  modification  of  the  resolution. 

*  Correction — Word  “enclosed”  changed  to  “installed”  in 
line  18  of  resolution. 


Resolved,  that  the  resolution  adopted  by  the  board  on 
March  10,  1931,  be  modified,  only  so  far  as  it  has  reference 
to  the  fireproof  passageway  to  be  constructed  from  the  west¬ 
erly  stair  to  West  14th  street,  so  that  as  modified  it  will 
read :  “  .  .  .on  condition  that  the  westerly  stair  shall  be  en¬ 
closed  in  fireproof  material  with  an  exit  door  at  least  3  ft. 
wide  swinging  outwardly  at  a  point  not  more  than  9  ft. 
from  the  building  line  to  the  northerly  jamb  of  the  door; 
that  the  portion  of  this  passage  between  stair  exit  and  street 
shall  be  used  only  for  show  windows,  and  that  there  shall 
be  an  open  passageway  at  least  6  ft.  wide  between  show 
windows  to  the  street;  that  approved  sprinklers  shall  be 
installed  in  both  show  windows,  all  substantially  as  shown  on 
revised  plans  marked  ‘Received  June  19,  1933’,  and  that  the 
resolution  of  March  10,  1933,  shall  be  complied  with  in  all 
other  respects.” 


623 


MINUTES 


CORRECTION. 

1  he  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  July  5,  1933,  as  they  appeared  in  Bulletin  No. 
28,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows- 
THE  RESOLUTION— 

(39-32-A) 

Whereas,  ?roker  F're  Prevention  Engineering  Corp.,  for 
J.  C.  E.  Liquidating  Corp.,  owner,  filed,  January  26,  1932, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  1750  Webster  avenue  (Block  No. 
2899,  Lot  Nos.  6,  12,  18  and  33),  Borough  of  The  Bronx: 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  15, ,  1931  (Order  No.  89571-F),  reads: 

1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  sections  580-581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  16,  1932,  reads: 

‘‘Under  date  of  November  12th,  1931,  you  requested 
the  rescindment  of  Order  89571-F  giving  as  your  reason 
the  building  is  sprinklered  and  entirely  unoccupied. 

‘‘You  are  advised  that  your  request  for  rescindment 
of  order  89571-F  must  be  denied.”; 
and 

Whereas,  the  buildings  are  non-fireproof,  basement,  three 
and  five  stories  (87  ft.)  in  height,  286.86  ft.  by  55  ft  and 
100  ft.,  irregular,  in  depth,  about  14,400  sq.  ft.  in  area;  also 
a  one-story  (irregular)  shed,  about  18,700  sq.  ft.  in  area-’ 
unoccupied;  and- 

Whereas,  the  appellant  claims  the  main  buildings  are 
equipped  throughout  with  an  automatic  sprinkler  system; 
there  are  five  (5)  city  hydrants  available  in  case  of  fire;  the 
building  is  provided  with  adequate  exits  and  constantly 

*  Correction— “10  sq.  ft.”  changed  to  “10,000  sq.  ft.”  in  line 
39  of  resolution. 


under  the  supervision  of  a  watchman;  furthermore,  the  prem¬ 
ises  have  been  vacant  during  the  past  two  years  and  will  not 

milianandime  th®  futUre  be  occupied  as  a  silk  weaving 

Whereas,  under  date  of  March  15,  1932,  the  board 
granted  this  appeal  on  condition  only  so  long  as  the  build¬ 
ings  remain  vacant  and  unoccupied;  and 

Whereas,  the  appellant  now  proposes  to  divide  the  five- 
story  building  into  floor  areas  less  than  10,000  sq  ft  bv  the 
erecfon  of  a  6-inch  terra  cotta  cross  wall  at  each  story,  as 
indicated  by  drawings  filed,  the  construction  to  meet  with  the 
requirements  of  the  commissioner  of  buildings;  to  use  the 
northwesterly  section  of  the  building  on  all  floors  above  the 
basement  for  the  storage  of  furniture;  the  appellant  requests 
a  modification  of  the  original  resolution  so  as  to  permit  the 
proposed  use. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  it  .hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  cotidition  that  a  6-inch  terra  cotta  wall 
shall  be  constructed  between  Section  No.  1  and  Section  No.  • 
..  ot  the  main  building  at  the  location  indicated  on  the  first 

i  To??"  HeCl  o'th  this  appeal  and  marked  “Received  June 
p  ,1933  A  i  ihls  nva  sha11  rest  on  a  concrete  footing 
underneath  the  first  floor;  that  the  wall  shall  be  continued 
through  to  the  underneath  sidei  of  the  roof  beams;  that  the 
terra  cotta  blocks  shall  make  a  close  contact  with  the  under¬ 
neath  side  of  the  floor  boards  at  each  floor  level  and  that 
there  shall  be  placed  on  either  side  of  the  new  wall  4-inch 
angles  screwed  to  the  underneath  side  of  the  floor  boards 
to  make  a  smoke-proof  connection ;  that  similar  angles  shall 

roof  n  +°n  C,then  °f  the  wal1  at  the  ceiHnS  under  the 
\uhat  ,re  sha  be  110  openings  in  this  division  wall- 

Sat  nthe  ?nM0SUoreS,  TUund  th<t  stairway  between  Sections 
X o  1  and  No.  2  shall  be  continuous  and  constructed  of  at 
least  8  in.  of  brick,  with  all  doors  thereto  fireproof  and  self- 
closing;  that  the  sprinkler  system  ' shall  be  continued  in 
operation  in  accordance  with  the  resolution  adopted  bv  the 
board  on  March  15  1932,  and  that  the  resolution  adopted  by 
the  board  on  March  15,  1932,  shall  be  compiled  with  in  all 
respects  other  than  as  modified  herein. 


APPLIANCES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 

May  be  installed  on  all  4-inch  and  6-inch  systems  and 

on  uppermost  stories  on  8-inch  systems 

Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co . 890-28-SA 

John  Simmons  Co .  209-29-SA 

GrinneH .  651-30-SA 

Elkhart  .  14-31- SA 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  B  250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 

New  York  Brass  Foundry  Co.  (Stillbech)  . . . .  53-21-SA 

Walworth  Company .  “900-27- <5  A 

W.  D.  Allen  Mfg.  Company . ’  1151-27-SA 

n-'  CnFiru  Prevention  MfS-  Co.,  Inc.  1307-27-SA 

Jenkins  Brothers .  9a 

Croker  National  Fire  Prev.  Eng.  Co!!.' .  970  28  S A 

‘r  ?mPany . .  . 268  29-SA 

Elkhart  ° * .  231-SO-SA 

3rt  .  15-31-SA 


NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON.  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Tori*  ■  , 

Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  Citv  Record  no?  Sai* 
Broadway.  Price  $1.25;  by  mail  $05.  Broadway.  Price  So?;  by  mail  35“  378  W“1 


MINUTES 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  June  27,  1933,  as  they  appeared  in  Bulletin  No. 
27,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION— 

(107-33-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Benjamin  Greenberg, 
owner,  filed,  March  20,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  milk  bottling  plant ;  premises 
436-446  Hegeman  avenue,  southwest  corner  of  Malta  street 
(Block  No.  4318,  Lot  Nos.  6  and  10),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  June  27,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Linden  boulevard  is.  in  a  business 
and  residence  district;  Hegeman  avenue  is  in  a  business 
district,  and  Malta  street  is  in  a  residence  district;  and 

Whereas,,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  20,  1933,  reads : 

“Proposed  milk  pasteurizing  and  bottling  plant  to  be 
located  in  a  business  use  district  is  contrary  to  Art.  II, 
Sect.  4a  of  Zone  Resoultion.”; 
and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  95  ft.  on  Malta 
street  and  50  ft.  on  Hegeman  avenue;  to  be  occupied  as  a 
milk  bottling  plant ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 

*  Correction — Words  “all  of”  inserted  before  word  “which” 
in  line  57  of  resolution. 


inspection  by  a  committee  of  the  board,  report  of  which  was 
read  at  this  hearing  and  which  recommended  the  granting 
of  the  application  under  section  21  of  the  building  zone 
resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  a  one-story 
fireproof  brick  building  for  the  pasteurizing,  bottling,  re¬ 
ceiving  and  delivering  of  milk,  on  condition  that  this  build¬ 
ing  shall  be  constructed  substantially  as  indicated  on  the 
plans  filed  with  this  application  marked  “Received  March 
20,  1933”  ;  that  the  total  plot  to  be  used  in  connection  with 
this  plant  shall  be  100  ft.  starting  from  the  corner  of  Malta 
street  along  Hegeman  avenue  and  95  ft.  starting  from  the 
corner  of  Hegeman  avenue  along  Malta  street ;  that  the 
balance  of  the  plot  covered  by  this  variation,  which  is  to  be 
used  for  shipping,  shall  be  covered  with  a  one-story  fireproof 
building  and  used  only  for  a  shipping  platform  and  receiv¬ 
ing  and  delivering;  that  there  shall  be  but  one  entrance  to 
Hegeman  avenue  to  this  shipping  area,  which  shall  be  not 
over  12  ft.  in  width  and  one  shipping  entrance  to  Malta 
street  at  the  southerly  end  of  the  proposed  building,  where 
indicated  on  the  plans,  and  that  at  both  of  these  entrances 
there  shall  be  substantial  gates  or  doors  that  shall  be  kept 
closed  except  when  the  plant  is  in  use  during  business  hours ; 
that  the  entire  area  inside  the  shipping  area  shall  be  cement 
paved  and  properly  drained ;  that  the  balance  of  the  plot 
owned  by  the  applicant  shall  be  cleared  of  buildings  except 
for  the  two  existing  buildings  on  the  corner  of  Hegeman 
and  Louisiana  avenues,  all  of  which  shall  be  devoted  to  con¬ 
forming  use  only;  that  working  drawings  shall  be  submitted 
to  this  board  for  approval  before  filing  same  with  the  com¬ 
missioner  of  buildings;  that  all  permits  shall  be  obtained 
within  six  months  and  all  work  completed  within  one  year 
from  the  date  of  this  action. 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and 


Name  of  Pump 

American  Marsh  Duplex . 

American  Marsh  Simplex . 

Autopulse  Electric  Fuel  Oil  Pump . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . ..: . . . 

Ballard  Duplex  Electric  Driven  Pump  Set.... 
Beach  Russ  Co.  Rotary . 

Blackmer  Rotary . . . 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  . 

Century  Rotary  . 

Cook  Electric  Oil  Pump . 

Davidson  . 

Dean  Bros.  Durable  Duplex . 

DeLaval  IMO  Oil  Pump . 

Deming  Double  Oscillating  Force  Pump . 

Deming  Fuel  Oil  Pump . 

Enterprise  Oil  Pump . 

Exeter  Rotary . . . . 

General  Electric  Oil  Pump . 

Goulds  Hand  Rotary . 

Goulds  Rotary  Oil  Pump . 

Goulds  Triplex  Plunger . 

Hardinge  Fuel  Oil  Pump . . 

Kinney  Rotating  Plunger  Pump . . . . 

Koerting  Gear  Pump . . 


Calendar  No. 

638- 25-SA 

639- 25-SA 
215-31-SA 

9-32-SA 

1413-22-SA 

1134-22-SA 

935-24-SA 

372-21-SA 
908-21-SA 
603-25-SA 
590-21-SA 
840-22-SA 
628-32-SA 
458-27-SA 
298-31-SA 
11-28-SA 
507-22-SA 
475-32-SA 
1133-25-SA 
437-31-SA 
257-22-SA 
813-25-SA 
503-24-S A 
.  1264-25  SA 


Name  of  Pump  Calendar  N o. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary . .  ••  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary . 1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  . . .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD -  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set . ; .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out.  :  ' 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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RULES 


FIRE  RETARDING  RUI 
Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Jolsted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

(a)  Seven-eighths  (H)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
(2)4)  inches  of  1:2)4:5  concrete  or  better,  reinforced 
with  not  less  than  one-fourth  (J4)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1. 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

,  (a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  04)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  ($4)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 
nailed  to  the  beams,  when  spaced  not  more  than 
( 165  inches  on  centers,  or  nailed  to  furrine 
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•trips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (54)  inch  thick. 

.  RuI.e  5-  Attachment  to  Ceiling.  Fire-retarding  ceil- 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor,  beams  and  girders  in  such  manner 
aSj*°  an  a*r  space  between  the  wood  beams, 

and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6..  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

.  Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

.  ^ule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof. construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire- 
proof.  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall,  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  U6)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
one-half  ()4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (%)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  ()4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud.  lath  and  plaster  nartitfon* 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
«heet  metal  with  on*  inch  lanned  seams. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A— 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

384-32- A — 3875-4015  Tenth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

610-22-SA— Crocker  Gas  Valve,  approval  of. 

799-22-SA — Kennell  Gas  Cut-Off  Valve,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve,  ap¬ 
proval  of.  . 

275-23- S A — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-Off  Valve,  approval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
525-23-SA — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.) 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
814-27-SA— Elkhart  Flush  Type  Siamese,  approval  oL 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

712-28-SA— Alert  Gas  Shut-Off  Valve,  approval  of. 
42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-S A—  Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

32-31-SA— Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2}4-Inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^4-Inch,  Figure  No.  8613. 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use.  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA— ' Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 


386-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 

of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

534-32-SA — Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

579-32-SA — Air-Blast  Oil  Burner,  approval  of. 

600-32-SA — Red  Cap  Fire  Extinguisher,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-l^, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

15-33- S A — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82- 33-SA — Inferno  Oil  Burner,  approval  of. 

83- 33-SA — Master-Kraft  Oil  Burner,  approval  of. 
85-33-SA — Oilbilt  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33- S A — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33- S A — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

102- 33-SA — Everedy  Oil  Burner,  approval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 

2,  approval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA — Gold  Star  Oil  Burner,  approval  of. 

178-33-SA — Acme  Interior  Fire  Alarm  Station,  approval  of. 
181-33-SA — Wizard  Automatic  Oil  Burner,  approval  of. 
187-33-SA — Rotoflame  Oil  Burner,  approval  of. 

193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

197-33-SA — Magna  Fuel  Oil  Burner,  approval  of. 
204-33-SA — Mohawk  Oil  Burner,  approval  of. 

208-33-SA — Lonergan  Automatic  Oil  Burner,  approval  of. 
218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

227-33- S A— Oronoque  Oil  Burner,  Models  S-l  and  S-2, 
approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


Adopted  by  the  Board  of  Standards  and 
19.  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
f^r  ea^b  ninety-five  pound  bag  of  Portland  cement: 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

l-2J^-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  m  concrete  which  is 
*n  be  deposited  under  water. 


USE  OF  HYDRATED  LIME  IN  CONCRETE 
Appeals,  April 
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DOCKET. 

Cases  pending  December  31,  1932 . . .  261 

Cases  filed  up  to  July  12,  1933 .  252 

Restored  to  Calendar .  59 

Miscellaneous  Applications. 

Requests  to  reopen .  158 

Requests  to  amend . . .  6 

Requests  for  modification .  28 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  42 

Requests  for  extension  of  permit .  3 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  10 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  821 

Disposed  of  .  554 

Cases  pending  July  12,  1933 .  267 


DISPOSITION  OF  CASES. 

Withdrawn  .  g. 

Dismissed  . 

Denied  .  7n 

Granted  . 3 

Granted  on  condition . 154 

Appliances  approved  . !..!!!!!!!!..  22 

Appliances  dismissed,  disapproved  or  withdrawn.!!!!!  5 

Rules  approved . *  ’  j 

Rules  disapproved,  rescinded  or  withdrawn . .  .  .  .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  432 

Requests  to  reopen  denied . !!!!!!  14 

Requests  to  amend  granted . !  g 

Requests  to  amend  denied .  q 

Requests  for  modification  granted . 27 

Requests  for  modification  denied . !!!!’  j 

Requests  to  rescind  granted . !”’  2 

Requests  to  rescind  denied . 0 

Requests  for  extension  of  time  granted .  42 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  oni  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  ’  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


CALL  OF  CLERK’S  CALENDAR  - 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday ,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 
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27-33-BZ . 


DOCKET. 

New  Cases  Filed  up  to  July  19,  1933. 

Cal.  No.  Department.  Premises  Affected. 

255-33-A . F.D . 8619  102nd  st.  (Block  181,  Lot 

43),  Richmond  Hill,  Q., 

- ~  L.  C.  60170 

254-33-SA . F.D . Superheet  Oil  Burner,  Model  D, 

'  Appliance 

253-33-A.  ..F.D.  &  D.B.M.  .54-56  Bleecker  st.  (Block  1040, 

Lot  14),  Manhattan., 

-  F-2413  &  F-2416 

Restored  to  Calendar. 

— D.B.Q - Northwest  corner  of  Springfield 

blvd.  &  115th  ave.  (Block 
1949,  Lot  1),  Queens  Village, 
Q.,  N.  B.  2343-32 

.  .25-20  to  25-22  50th  ave.  &  25-21 
to  25-23  51st  ave.  (Block  110; 
part  of  Lot  6),  Long  Island 
City,  Q., 

Plan  No.  3155-32  &  L.  C.  54101 

..F.D . 25-29  to  25-37  51st  ave.  (Block 

110,  Lot  12),  Long  Island 
City,  Q.,  Plan  No.  3154-32 
..  .D.B.B ....  1201-1219  Coney  Island  ave. 

(Block  6695,  Lots  61  &  66), 
Bklyn.,  Decision 

..D.B.M — 2479-91  Amsterdam  ave.  (Block 
2149,  Lot  16),  Man., 

Decision 


4 84-32- A . F.D. 


483-32-A . 


509-20-BZ. 


730-19-BZ . 


CODE 


F.D . 

H.D . 

D.B.B . 

D.B.M . 

D.B.Q . 

D.B.R . 

D.B.Bx . 

. Department  of  Buildings,  Brooklyn 

. Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

. Department  of  Buildings,  Richmond 

T.H.D . 

ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday,  September  12,  1933,  at  10 
a.  m.,  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 
on  Monday,  September  11,  1933,  at  2  p.  m. 

Daring  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  m.  to  1  p.  m. — Saturdays  excepted. 

RULES 

<->  Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932— Vol.  17  No.  31 
forms  . 

Concrete  Flat  Slabs,  Rules . June  6,  1933— Vol.  18  No  23 

Concrete  Rules  (Hydrated  Lime)..  July  25,  1933- Vol.  18  No.  30 

PviIatRri  RUrC{  •  - A - ( - Mar.  28,  1933— Vol.  18  No.  13 

r-t(\eTI°,Vlng  Doors)....  Qct.  18,  1932- Vol.  17  No.  42 
FL,.  RRiUeSrT*;“"i . Jan-  3-  1933— Vol.  18  No.  1 

nr?n  P,R«eS  Clntenor)- .  Dec.  27.  1932— Vol.  17  No.  52 

fire  Drill  Rules . May  3()  1933_Vol  18  No  22 


Fire  Retarding  Rules  for  Garages, 

etc.  ..............  . July  18,  1933— Vol.  18  No.  29 

Fireproof  Wood,  Testing  of . July  11,  1933— Vol.  18  No.  28 

Frame  Garages,  Ruling  for . Jan.  21,  1913— Vol.  4  No.  3 

Fuel  Oil  Rules . May  23,  1933— Vol.  18  No.  21 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol.  10  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13  No.  23 

Faint,  Varnish  and  L,acquer  Spray- 

ing  Rules  . June  13,  1933— Vol.  18  No.  24 

Plumbing  Rules  . . . Apr.  25,  1933— Vol.  18  No.  17 

Procedure,  Rules  of . June  20,  1933— Vol.  18  No.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933— Vol.  18  No.  16 
Smoking  in  Factories,  Rules  for. . .  July  11,  1933— Vol.  18  No.  28 

Sprinkler  Rules  .  Dec.  6,  1932— Vol.  17  No.  49 

Standpipe— Fire  Line  Rules .  Nov.  22,  1932— Vol.  17  No.  47 

Structural  Alterations,  Reporting..  June  7,  1932— Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . . .  Apr.  10,  1923 — Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves . July  18,  1933— Vol.  18  No.  29 

Fuel  Oil  Burners  for  Domestic  and 

n-  1C™  I?,ercial  ^Se  •  *7 . July  n>  1933— Vol.  18  No.  28 

Fuel  Oil  Burners  for  Industral  Use.  May  16,  1933— Vol.  18  No.  20 

Fuel  Oil  Pumps . july  18,  1933— Vol.  18  No.  29 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  1432,  Lot  No.  21), 
Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 


P.  Cannella,  for  Lora  Peragine, 


214-33-BZ. 

APPLICANT — Charles 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 

197-19-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Sadie  Wohlberg, 
owner. 

PREMISES — 950-954  Fulton  street  (Block  No.  2014  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 

180-33-BZ. 

APPLICANT— William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES — Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No.  8), 
Rockaway  Beach,  Borough  of  Queens; 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  busings'  use  '(beer 
garden). 
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SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

cal.  no.  118-33-BZ — Application,  May  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ— Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

cal.  NO.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive)  ,■  Manhattan. 


169-33-A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A— 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A — 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 

139-33-A — 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 
Lot  No.  6),  Long  Island  City,  Borough  of 
Queens, 

Petition  for  Variation. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 
owner. 

PREMISES — 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

*  v 

330-28-BZ. 

APPLICANT — Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES— Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu- 
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tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 

cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 


ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

CAL.  NO.  191-33-BZ— Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  148-33-BZ— Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  MORNING,  JULY  14,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


PREMISES  AFFECTED — West  side  of  Haven  avenue,  217 
ft.  4J4  in.  north  of  West  172nd  street  (Block  No. 
2139,  part  of  Lot  No.  275  and  part  of  Lot  No.  357), 
Manhattan. 

APPEARANCES— 


BUILDING  ZONE  CASES. 

198-33-BZ. 

APPLICANT — John  J.  Hegarty,  for  Port  of  New  York 
Authority,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


For  Applicant :  William  F.  Walsh,  Austin  J.  Tobin 
and  John  J.  Hegarty. 

F°r  Opposition :  Max  Silverstein. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1933  at  2 
p.  m. 


730-19-BZ. 

APPLICANT— Max  Taigman,  owner;  request  for  reopening 
made  by  Philip  J.  Sinnott,  attorney. 
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SUBJECT— Application  for  reopening— reconsideration  under 
new  facts — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  7e  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district, 
extending  into  a  residence  district,  the  extension  in 
height  and  area  of  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 2479-2491  Amsterdam  avenue 
(Block  No.  2149,  Lot  No.  16),  Manhattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  ® 

Absent  .  0 


I  j  ^  \_J  ^  “  i  M  £  j  e 

APPLICANT— Edward  P.  Doyle,  for  Bonafide  Holding 
Corp.,  owner. 

SUBJECT— Application  for  reopening  under  new  facts— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 124-36  to  124-44  Metropolitan 
avenue  (Block  No.  153,  part  of  Lot  No.  15),  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . .  •  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  ° 

Absent  .  ® 


APPLICANT— Martin  J.  Ort,  for  Henry  Scharnberger, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 172-15  46th  avenue,  northwest 
corner  of  Utopia  parkway  (Block  No.  1267,  Lot 
Nos.i  1,  77  and  part  of  Lot  No.  4),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition :  Louis  Davis  and  Nicholas  Riso. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Holland.  ...... .  * 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 
Absent  .  ® 

THE  RESOLUTION— 

(114-33-BZ) 

Whereas,  Martin  J.  Ort,  for  Henry  Scharnberger,  owner, 
filed,  March  24,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  172-15  46th  avenue,  north¬ 
west  corner  of  Utopia  parkway  (Block  No.  1267,  Lot  Nos. 
1  and  77  and  part  of  Lot  No.  4),  Flushing,  Borough  of 

Queens;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 


ing,  July  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  46th  avenue  is  in  a  business  dis¬ 
trict  ;  Hollis  Court  boulevard  is  in  a  business  district,  and 
Utopia  parkway  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  17,  1933  (re  Plan  No.  2289-32),  reads: 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  and  residence  is  contrary  to  the  Zone  Law  (Art. 
II,  Sec.  4,  sub,  46).  Not  further  considered.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  112  ft.  on  46th  avenue  and  153  ft.  on  Utopia 
parkway,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  20  ft.  by  20  ft.  in  area,  grease  pits  and  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  an  irregular 
portion  at  the  northeast  corner  of  the  plot  extends  about  40 
ft.  into  the  residence  district ;  the  remainder  of  the  plot  is  in 
the  business  district;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Murdock  and  Commissioners  Connell,  Holland  and  Guil¬ 
foyle;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Holland, 
was  read  at  the  hearing;  and 

Whereas,  this  report  recommended  denial  of  application 
on  the  ground  that  applicant  had  not  justified  his  application 
under  section  21 — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


115-33-BZ. 

APPLICANT — Emil  Guterman,  for  Ligniform  Co.,  owner. 
SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  motor  vehicle  repair  shop  and,  also, 
a  gasoline  service  station. 

PREMISES  AFFECTED— North  side  of  Merrick  road, 
7.53  ft.  west  of  223rd  street  (Block  No.  3548,  Lot 
No.  1),  Laurelton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(115-33-BZ) 

Whereas,  Emil  Guterman,  for  Ligniform  Co.,  owner, 

filed,  March  24,  1933,  an  application,  under  the  building  zone 

resolution,  to  permit,  partly  in  a  residence  district  and  partly 
in  a  business  district,  the  erection  and  maintenance  of  a 
motor  vehicle  repair  shop  and,  also,  a  gasoline  service  sta¬ 
tion;  premises  north  side  of  Merrick  road,  7.53  ft.  west  of 
223rd  street  (Block  No.  3548,  Lot  No.  1),  Laurelton,  Bor¬ 
ough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  July  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  road  is  in  a  business  dis¬ 
trict;  223rd  street  is  in  a  residence  district,  and  222nd  street 
is  in  a  residence  district;  and 
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w  hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  7,  1933  (re  Plan  No.  331-33),  reads: 

“1.  The  erection  of  a  gasoline  selling  station  and 
repair  shop  in  a  business  district  and  extending  into  a 
residence  district  is  contrary  to  Art.  2,  Sections  3  &  4,  of 
the  Zone  Resolution.  Not  further  examined.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  92.63  ft.  on  Merrick  road,  30.44  ft.  on 
223rd  street  and  100.1  ft.  along  the  north  lot  line;  the  gore- 
shoped  plot  at  northeast  corner  of  Merrick  road  and  223rd 
street  is  not  a  part  of  premises  in  question ;  the  north  part 
of  the  plot  extends  into  the  residence  district  for  a  distance 
of  approximately  nine  (9)  ft.;  the  remainder  of  the  plot  is 
in  the  business  district ;  proposes  to  erect  on  the  site  a  one- 
story  structure,  80  ft.  by  25  ft.,  to  be  used  as  motor  vehicle 
repair  shop,  auto  laundry,  office  and  grease  pits  and  to  in¬ 
stall  the  necessary  tanks  and  pumps  for  a  gasoilne  service 
station ;  and 

W  hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
read  at  this  hearing  and  which  report  recommended  the 
denial  of  the  application  under  section  21  of  the  building  zone 
resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


1-27-BZ. 


APPLICANT — Herbert  Ascher,  for  Intershire  Investors, 
Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  fire  commis¬ 
sioner),  under  section  7f  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  granted  on  certain  conditions  and  the  time 
in  which  to  obtain  permits  and  complete  work  has 
expired;  reopened  June  23,  1933). 

PREMISES  AFFECTED — Southwest  corner  of  Gun  Hill 
road  and  Boston  road  (Block  No.  4615,  Lot  No.  46). 
The  Bronx. 


APPEARANCES— 

For  Applicant :  Herbert  Ascher. 
For  Opposition:  None. 


ACTION  OF  BOARD — Application  granted,  resolution 
amended  and  permit  extended. 

THE  VOTE  TO  AMEND  RESOLUTION  AND  EX¬ 
TEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 


(1-27-BZ) 

Whereas,  John  W.  Clancy,  for  Intershire  Investors,  Inc., 
owner,  filed,  January  3,  1927,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  selling  station; 
premises  southwest  corner  of  Gunhill  road  and  Boston  road 
(Block  No.  4615,  Lot  No.  46),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
March  15,  1927,  after  due  notice  by  publication  in  the 
Bulletin  of  thee  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boston  road,  Gunhill  road 
and  Yates  avenue  are  in  business  districts;  and 
W  hereas,  the  decision  of  the  fire  commissioner  rendered 
November  11,  1926  (App.  No.  3942-26),  reads: 

.  .  “1-  A  gasoline  service  station  may  not  be  permitted 
in  a  business  district.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  135.91  ft.  on  Gunhill  road, 
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183.36  ft.  on  Yates  avenue  and  184.19  ft.  on  Boston  road, 
upon  which  it  is  proposed  to  erect  a  gasoline  selling  station 
consisting  of  a  one-story  office  and  the  necessary  tanks  and 
pumps  for  a  complete  installation ;  and 
Whereas,  owing  to  the  location  of  the  property  under 
appeal,  the  board  deemed  that  applicant  was  entitled  to  at 
east  temporary  relief  under  section  7,  subdivision  f,  of  the 
building  zone  resolution;  and 

W  hereas,  this  application  was  granted  by  the  board  at  its 
meeting,  March  15,  1927,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed 
which  request  was  granted  July  26,  1927,  and  owner,  under 
date  of  July  7,  1930,  requested  a  modification  as  to  grease 
rack,  and  under  date  of  February  24,  1931,  requested  a  cor¬ 
rection  of  the  resolution  of  November  11,  1930,  which  was 
granted ;  and 

Whereas,  Herbert  Ascher,  for  the  owner,  requested  a  re¬ 
opening  of  the  case  and  an  extension  of  the  temporary  period 
the  time  having  expired ;  and 

Whereas,  a  public  hearing  was  held  on  this  request  July 
14,  1933  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  premises  in  question  was  the  subject  of  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection,  read  at  this  hearing,  recommended  the  granting  of 
the  application  under  section  7f  of  the  building  zone  resolu¬ 
tion,  tor  a  further  period  of  two  years  from  March  15,  1933, 
in  view  of  the  building  having  been  constructed  in  accord¬ 
ance  with  the  requirements  of  the  resolution  adopted  by  the 
board  on  February  24,  1931. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap- 
p  ication  be  and  it  hereby  is  granted,  for  a  temporary  period 
ot  two  years  from  March  15,  1933,  on  condition  that  the  re¬ 
quirements  set  forth  in  the  resolution  of  the  board  adopted  on 
February  24.  1931,  be  complied  with  in  all  respects. 

332-32-BZ. 

APPLICANT— William  F.  Doyle,  for  Kabor  Holding  Corp 
owner.  ’ 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  stores  and,  also,  a  gasoline  service 
station  ( previously  denied  under  sections  7f  and  21 
1933 ^  gas°^ne  serv*ce  station;  reopened  June  6, 

PREMISES  AFFECTED — 3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No.  3323  Lot 
a™  Nos'  55-  64  and  83)>  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

A  For  Opposition:  Charles  Baumohl. 

F0ARD—. Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  .  2 

Negative :  Chairman  Murdock,  Commissioner 

Connell  and  Chief  McElligott .  3 

Absent  .  q 

THE  RESOLUTION— 

(332-32-BZ) 

Whereas  William  F.  Doyle,  for  Kabor  Holding  Corp 
owner,  filed,  June  9,  1932;  denied  (for  gas  station)  Sep- 

Ihmbhri4-’  1932 :  reope,ned  June  6-  1933,  an  application,  under 
the  building  zone  resolution,  to  permit,  partly  in  a  residence 

district  and  partly  in  a  business  district,  the  erection  and 
maintenance  of  stores  and,  also,  a  gasoline  service  station  • 
premises  3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55,  64  and  82),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas  a  public  hearing  was  held  on  this  applicatidn 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
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ing,  July  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  in  a  business 
and  unrestricted  district;  Grand  concourse  is  in  a  residence 
district,  and  East  Mosholu  parkway  is  in  a  residence  dis¬ 
trict;  and  .  .  ...... 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  3,  1933  (N.  B.  274-1932),  reads: 

“1.  Erection  of  building  and  occupancy  of  premises 
partly  in  a  business  district  and  partly  in  a  residence 
district  for  stores  and  gasoline  service  station  is  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  183.1  ft.  on  Jerome  avenue  and  245.9  ft.  on 
Grand  concourse,  irregular,  in  area ;  the  west  portion  of  the 
plot  is  in  the  business  district  and  the  east  portion  is  in  the 
residence  district ;  proposes  to  erect  stores  on  the  Grand  con¬ 
course  portion  of  the  plot  and  to  use  the  remainder  of  the 
plot  as  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship.  .  . 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


205-29-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Flushing  Manor 
Corp.,  owner.  . 

SUBJECT — Application  for  reopening— re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 157-30  Willets  Point  boulevard, 
southeast  corner  of  Cross  Island  boulevard  (Block 
No.  619,  part  of  Lot  No.  15),  Whitestone,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  James  Jenkins. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 
porary  permit  extended. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . 

Absent  . . . 

THE  VOTE  TO  EXTEND  PERMIT—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  ^ 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(205-29-BZ) 

Whereas,  this  application,  affecting  premises  157-30 _  Wil¬ 
lets  Point  boulevard,  southeast  corner  of  Cross  Island  boule 
vard  (Block  No.  619,  part  of  Lot  No.  15),  Whitestone, 
Borough  of  Queens,  was  granted  by  the  board  at  its  meet¬ 
ing  Tulv  26,  1926,  on  certain  conditions,  for  a  temporary 
period,  which  has  been  extended  from  time  to  time,  and  ap¬ 
plicant  requests  a  further  extension. 

Resolved  that  the  resolution  adopted  by  the  board  July  14 
1931  be  modified,  granting  a  further  temporary  period  of 
two ’years  from  the  expiration  of  the  present  temporary 
permit  now  in  force  granted  by  the  board,  which  present 
permit  expires  July  14,  1933,  on  condition  that  the  resolution 
adopted  by  the  board  on  July  14,  1931,  shall  otherwise  be 
complied  with  in  all  respects. 

1583-21-BZ. 

APPLICANT— Irene  J.  Gray,  present  owner. 


SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7f  and  21  of  the  building 
zone  resolution  (re  order  of  the  fire  commissioner), 
to  permit  in  a  residence  district  the  maintenance  of 
two  (2)  garages,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED — 7  Clinton  place  (Block  No. 

3195,  Lot  No.  74),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Irene  J.  Gray. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 


porary  permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(1583-21-BZ) 

Whereas,  this  application,  affecting  premises  7  Clinton 
place  (Block  No.  3195,  Lot  No.  74),  Borough  of  The  Bronx, 
was  granted  by  the  board  at  its  meeting,  March  23,  1922, 
for  a  temporary  period,  and  this  period  has  been  extended 
from  time  to  time,  and  applicant  requests  a  further  extension. 

Resolved,  that  the  resolution  adopted  March  23,  1922,  be 
modified  and  the  temporary  period  be  extended  two  years  ' 
from  July  17,  1933,  on  condition  that  the  garape  use  shall  be 
limited  to  automobiles  of  the  pleasure-car  type,  and  on  fur¬ 
ther  condition  that  no  gasoline  shall  be  stored  on  the  premises 
other  than  in  the  tanks  of  the  cars,  and  that  no  motor  vehicle 
repairing  shall  be  done  on  the  premises. 


511-32-BZ. 

APPLICANT — Charles  Schaefer,  Jr.,  for  Rutherford  H. 
Clark,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  part  of  an 
existing  building  for  business  purposes  (store). 

PREMISES  AFFECTED — East  side  of  Gerard  avenue, 
111.87  ft.  south  of  East  161st  street  (Block  No. 
2474,  Lot  No.  37),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(511-32-BZ) 

Whereas,  this  application,  affecting  premises  east  side  of 
Gerard  avenue,  111.87  ft.  south  of  East  161st  street  (Block 
No.  2474,  Lot  No.  37),  Borough  of  The  Bronx,  was  granted 
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by  the  board  January  13,  1933,  on  certain  conditions,  and 
applicant  requests  an  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
January  13*  1933,  be  modified,  only  so  far  as  it  refers  to  ob¬ 
taining  of  permits  and  completion  of  the  work,  so  that  as 
modified  the  last  clause  will  read :  “  .  .  .in  view  of  all  per¬ 


mits  having  been  obtained ;  that  all  work  involved  shall  be 
completed  within  one  year  from  the  date  of  this  resolution.” 


Adjourned  1.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 
FRIDAY  AFTERNOON,  JULY  14,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

^1 » ^  33  B  Z 

APPLICANT— Martin  Smith,  for  Brooklyn  Retail  Butchers 

Corp.,  owner.  .  ,  ,  .  ,  , 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  the  extension 
of  an  existing  refrigerating  use  located  in  an  unre¬ 
stricted  district. 

PREMISES  AFFECTED— 178-184  .South  Elliott  place, 
west  side,  131  ft.  4  in.  north  of  Atlantic  avenue 
(Block  No.  2002,  Lot  Nos.  49,  50,  51  and  52), 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  Smith. 

For  Opposition:  Thomas  F.  Powers. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  Q 

Negative  .  Q 

Absent  . 

THE  RESOLUTION— 

(154-33-BZ) 

Whereas,  Martin  Smith,  for  Brooklyn  Retail  Butchers 
Corp  owner  filed,  April  24,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit,  part  y  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district,  the  extension  of 
an  existing  refrigerating  use  located  in  an  unrestricted  dis 
trict-  premises  178-184  South  Elliott  place,  west  side ,131 
ft.  4  in.  north  of  Atlantic  avenue  (Block  No  2002,  Lot  Nos. 
49  50  51  and  52),  Borough  of  Brooklyn;  and  _ 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  Rs  special  meet¬ 
ing  Tuly  14  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  South  Elliott  place  is  in  an  unre¬ 
stricted  and  business  districts,.  and  Fort  Greene  place  and 
Atlantic  avenue  are  in  unrestricted  districts,  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  24,  1933  (re  App.  No.  2531-33),  reads :  . 

“Application  denied.  Proposed  extension  of  existing 
refrigeration  use  contrary  to  Zone  Resolution..  Art.  II, 
Sec.  4  (a)  extending  from  unrestricted  district  partly 
into  Business  District.” ; 

^Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion  one  story  in  height,  with  a  frontage  of  83  ft.  3  m.  and 
a  depth  of  100  ft.;  to  be  occupied  as  a  refrigerating  plant 

and  for  storage  and  sale  of  ice;  and 

Whereas,  the  premises  under  appeal  was  the. subject :  ot  an 
inspection  by  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Murdock,  Commissioners  Connell,  Holland  and  Guil¬ 
foyle  and  Chief  McElligott;  and 


Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  was  read  at  the  hearing ;  and 

Whereas,  this  report  recommends  that  the  applicant  be 
granted  relief  under  section  21  subject  to  such  conditions  as 
the  board  saw  fit  to  impose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  this 
building  shall  be  not  over  one  story  in  height  and  constructed 
substantially  as  shown  on  the  plans  filed  with  this  applica¬ 
tion  and  marked  “Received  April  24,  1933”;  that  the  build¬ 
ing  shall  be  used  only  for  the  freezing,  storing  and  shipping 
of  ice ;  that  there  shall  be  no  refrigerating  machinery  in  this 
building  except  the  necessary  piping  to  carry  the  refrigerant 
from  the  present  power  house  of  the  Fort  Greene  Refrigerat¬ 
ing  Co.,  located  in  the  rear  of  the  property  and  facing  Fort 
Greene  place ;  that  there  shall  be  no  openings  in  the  walls  of 
the  building  to  the  north  and  no  openings  on  the  front  of  the 
building  facing  South  Elliott  place,  except  an  archway  open¬ 
ing  for  truck  entrance  at  the  southerly  side,  where  shown 
on  the  plans ;  that  this  truck  entrance  and  loading  platform 
shall  be  of  sufficient  depth,  so  that  a  truck  when  backed  up 
to  the  shipping  platform  will  be  entirely  on  the  property  and 
behind  the  building  line;  that  the  opening  in  the  southerly 
wall  of  this  building  to  the  adjoining  building  and  the  open¬ 
ing  in  the  westerly  wall,  where  shown  to  the  Fort  Greene 
refrigerating  company’s  building,  shall  be  protected  on  each 
side  with  metal-covered  Underwriters  refrigerator  doors ; 
that  the  front  of  the  building  on  South  Elliott  place  shall  be 
of  face  brick,  coped  with  stone  or  architectural  terra  cotta, 
with  a  water  table  of  granite;  that  all  permits  shall  be  ob¬ 
tained  within  two  months  and  all  work  completed  within 
nine  months  from  the  date  of  this  action. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
151-33-A 

APPELLANT — Ida  Lebenthal  Estate,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 133  Mercer  street  (Block  No. 
449,  Lot  No.  22).  Manhattan. 

APPEARANCES— 

For  Appellant :  Louis  Lebenthal. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1933,  at  2 
p.  m.,  to  amend  digest. 


246-33-A. 

APPELLANT — Rosenthal  Brothers  Amusements,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— West  Island,  4,000  ft.  off  bulk¬ 
head  line,  foot  of  Rockaway  avenue,  Jamaica  Bay, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Jack  Rosenthal. 

For  Administration :  None. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1933,  at  2 
p.  m. 
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117-33-A. 

APPELLANT— Lion  Match  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 42-53  24th  street  (Block  No. 
429,  Lot  Nos.  2  to  10,  inclusive),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES—  „  w  ,  , 

For  Appellant:  Jesse  M.  Markel. 

For  Administration :  Inspector  Meyer  of  fire  depart- 

ment.  „  , 

ACTION  OF  BOARD— Appeal  withdrawn  by  appellant  tor 
the  purpose  of  taking  matter  up  with  Board  of 
Hazardous  Trades. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  .  j? 

Absent  . 

483-32-A. 

APPELLANT — Croker  Fire  Prevention  Engineering  Gorp., 
for  Bleachine  Manufacturing  Co.,  owner 
SUBJECT — Application  for  reopening — consideration— re 
Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED-25-29  to  25-37  51st  avenue 
(Block  No.  110,  Lot  No.  12),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES—  T  _ 

For  Appellant:  Sidney  L.  Strauss. 

For  Administration :  Inspector  Meyer  of  fire  depart- 

ACTION  OF  BOARD— Appeal  reopened  and  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  ® 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  Y  " '  U - :  . 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  ® 

Absent  . 

THE  RESOLUTION— 

(483-32-A) 

Whereas,  Croker  Fire  Prevention  Engineering  Corp.,  for 
Bleachine  Manufacturing  Co.,  owner,  filed,  September  15, 
1932,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  25-29  to  25-37  51st  avenue  (Block  No. 
110,  Lot  No.  12),  Long  Island  City,  Borough  of  Queens; 

^Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  27,  1932  (Plan  No.  3154-32),  reads: 

“Proposed  chlorine  storage  system  is  not  within  the 
meaning  of  the  provisions  of  the  Code  of.  Ordinances,  re 
— capacity  of  cylinders.  Sec.  10,  Ch.  10.  ; 
and 

Whereas,  the  building  is  fireproof,  one  story  in  height 
12  ft.  6  in.  by  45  ft.  in  area,  located  on  a  plot  of  ground  100 
ft.  by  99.89  ft.  in  area:  OCCUPIED  for  the  storage  of 
chlorine  tanks,  no  persons ;  a  portion  of  the  remainder  of  the 
plot  being  occupied  by  the  present  factory  for  the  manu¬ 
facture  of  bleaching  material;  the  building  being  equipped 
with  a  1,200-gallon  caustic  tank  on  the  roof;  and 

Whereas,  it  is  proposed  to  install  in  this  building  fifteen 

one-ton  chlorine  gas  tanks ;  and  ,, 

Whereas,  the  appellant  contends  that  the  allowable 
capacity  under  the  code  of  ordinances  is  500  pounds  and  that 
this  application  is  for  cylinders  of  2,000  pounds  capacity; 
that  there  is  a  50  ft.  open  space  between  this  property  and 
that  under  appeal  in  Cal.  No.  484-32- A ;  and 


Whereas,  this  appeal  was  withdrawn  by  appellant  at  the 
meeting  of  the  board  December  16,  1932,  and  reopened  by  a 
vote  of  the  board  July  14,  1933,  the  appellant  having  re¬ 
quested  a  reopening  in  order  to  obtain  a  definite  decision 
because  of  pending  court  action. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 

484-32-A. 

APPELLANT — Croker  Fire  Prevention  Engineering  Corp., 
for  Chloral  Chemical  Co.,  owner. 

SUBJECT — Application  for  reopening— consideration— re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 25-20  to  25-22  50th  avenue  and 
25-21  to  25-23  51st  avenue  (Block  No.  110,  part  of 
Lot  No.  6),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant:  Sidney  L.  Strauss. 

For  Administration :  Inspector  Meyer  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD— Appeal  reopened  and  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . .  •  •  •  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  . •„ .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(484-32-A) 

Whereas,  Croker  Fire  Prevention  Engineering  Corp.,  for 
Chloral  Chemical  Co.,  owner,  filed,  September  15,  1932,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  25-20  to  25-22  50th  avenue  and 
25-21  to  25-23  51st  avenue  (Block  No.  110,  part  of  Lot  No. 
6),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August  23,  1932  (Order  No.  54101-LC),  reads: 

“1.  Remove  all  chlorine  gas  from  the  premises  and 
discontinue  the  further  storage  and  use  of  chlorine  gas 
on  said  premises.  The  storage  of  one-ton  cylinders  of 
chlorine  gas  creates  a  dangerous .  condition  and  is  in 
violation  of  Sec.  10,  Code  of  Ordinances.  ; 

and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 

August  27,  1932  (Plan  No.  3155-32),  reads: 

“Proposed  chlorine  storage  system  is  not  within  the 
meaning  of  the  provisions  of  the  Code  of  Ordinances,  re 
—capacity  of  storage  cylinders.”; 

and  .  ,  .  , 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
12  ft.  6  in.  by  45  ft.  in  area,  located  on  a  plot  of  ground 
50  ft.  by  199.96  ft.  in  area;  OCCLTPIED  for  the  storage  of 
chlorine  tanks,  there  being  located  in  the  building  fifteen 
one-ton  chlorine  gas  tanks;  building  being  equipped  with 
1.200-gallon  caustic  tank  on  the  roof;  and 
Whereas,  the  appellant  contends  that  the  building  in  ques¬ 
tion  is  entirely  isolated  and  stands  free  on  all  sides ,  that  it 
will  be  equipped  with  any  fire  appliances  the  board  may 
deem  necessary  for  proper  protection ;  that  the  only^  ques- 
tion  involved  is  the  capacity  of  the  chlorine  storage  cylinders, 
the  allowable  capacity  under  the  code  of  ordinances  being  500 

pounds;  and  _ 

Whereas,  this  appeal  was  withdrawn  by  the  appellant  at 
the  meeting  of  the  board  December  16,  1932,  and  reopened  by 
a  vote  of  the  board  July  14,  1933,  the  appellant  having  re¬ 
quested  a  reopening  in  order  to  obtain  a  definite  decision 
because  of  pending  court  action. 
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Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed  and  the  appeal  be  and 
it  hereby  is  denied. 


112-33-A. 

APPELLANT— Jack  Fein,  for  Brownsville  Motor  Sales 
Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 361  Van  Sindern  avenue  (Block 
No.  3765,  Lot  No.  9),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Jack  Fein. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 


THE  RESOLUTION— 

(112-33-A) 

Whereas,  Jack  Fein,  for  Brownsville  Motor  Sales  Co., 
lessee,  filed,  March  23,  1933,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  361  Van  Sindern  ave¬ 
nue  (Block  No.  3765,  Lot  No.  9),  Borough  of  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
11,  1933  (re  Order  No.  58053-LC),  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  for  the  storage  of  oxygen  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

FORTHWITH 

“1.  Provide  a  spray  booth  or  room  constructed  in 
accordance  with  the  rules  adopted  June  10,  1932,  by  the 
Board  of  Standards  and  Appeals.  Plans  and  specifica¬ 
tions  to  be  filed  with  and  approved  by  this  Department 
before  work  is  commenced. 

“2.  Provide  a  double  wall  metal  cabinet  vented  di¬ 
rectly  to  the  outer  air  for  the  storage  of  spraying  mate¬ 
rial  not  to  exceed  40  gallons.  Rule  6  (e)  of  the  Spray 
Booth  Rules. 

“3.  Separate  all  open  flames  (welding)  within  a  floor 
area,  wherein  spray  coating  is  carried  on  by  an  en¬ 
closure  of  fireproof  or  fire  resisting  material.  Rule 
4(1)  of  the  Spray  Booth  Rules.”; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  100  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles,  8  persons ; 
and 

Whereas,  the  appellant  claims  the  spraying  is  done  in  the 
northerly  half.  of  the  garage,  25  ft.  away  from  the  welding 
room,  which  is  enclosed  in  4-inch  terra  cotta  block  parti¬ 
tions  and  a  fireproof,  self-closing  sliding  door  at  the  open¬ 
ing  ;  there  is  only  one  person  employed  at  the  work  using  an 
oxygen  acetylene  burner ;  furthermore,  the  appellant  con¬ 
tends  that  the  spraying  is  confined  only  to  small  work  such 
as  retouching  fenders  of.  cars,  etc. ;  that  not  more  than  two 
quarts,  of  lacquer  a  day  is  used  on  the  premises :  under  such 
conditions  the  spraying  rules  do  not  apply  in  this  case ;  and 

Whereas.,  these  premises  were  the  subject  of  an  inspection 
by  a  committee  of  the  board,  during  which  inspection  the 
committee  was  informed  that  the  building  had  been  con¬ 
demned  by  the  department  of  buildings  and  that  the  tenants 
would  be  entirely  removed  from  the  building  within  two 
weeks. 

Resolved,  that  the  order,  No.  58053-LC,  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


593-32-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Atlas  Sound  Film  Recording  Studios,  Inc., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 29-18  40th  avenue  (Block  No. 
402,  Lot  No.  30),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  . o 

THE  RESOLUTION— 


(593-32-A) 

Whereas  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Atlas  Sound  Film  Recording  Studios,  Inc.,  lessee,  filed, 
December  2,  1932,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  29-18  40th  avenue  (Block  No. 
402,  Lot  No.  30),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  12,  1932  (Order  No.  55358-LC),  reads: 

“1.  Separate  all  carpenter  shops,  property  room,  cos¬ 
tume  rooms,  dressing  rooms,  machine  shops,  offices  and 
paint  room  from  the  studio  stage  by  fireproof  partitions 
as  specified  in  Art.  18,  Chap.  5,  Code  of  Ordinances, 
Sec.  245,  Chap.  10,  Code  of  Ord. 

“2.  Separate  all  offices  and  other  rooms  on  mezzanine 
floor  from  studio  stage  by  fireproof  partitions  as  specified 
in  Art.  17,  Sec.  17,  Sec.  355,  Chap.  5,  Sec.  243,  Chap.  10, 
C.  of  O. 

3.  Separate  the  sound  recording  laboratory  on 
mezzanine  floor  from  any  other  rooms  and  other  parts 
of  the  building  by  fireproof  partitions  as  specified  in 
Art.  17,  Chap.  5,  Code  of  Ordinances,  and  Sec.  245-2, 
Chap.  10,  Code  of  Ordinances,  Sec.  243,  Chap.  10,  Code 
of  Ordinances. 

“4.  Separate  the  truck  loading  platform  now  located 
on  1st  floor  front  from  studio  stage  by  fireproof  parti¬ 
tions  as  specified  in  Art.  17,  Chap.  5,  Code  of  Ordinances, 
Sec.  355,  Sec.  245-3,  Chap.  10,  C.  of  O. 

5.  Install  an  approved  system  of  automatic  sprinklers 
throughout  the  building  in  accordance  with  rules  of  Bd 
of ^  Standards  &  Appeals.  Sec.  242E,  Chap.  10,  C.  of  O. 

“6.  Protect  all  openings  in  partitions  and  walls  be¬ 
tween  the  studio  stage  and  other  portions  of  building  by 
automatic  fireproof  doors.  Sec.  245,  Chap.  10  Code  of 
Ordinances. 

“8.  A  fire  drill  conforming  to  rules  of  Bd.  of  Stand¬ 
ards  &  Appeals  must  be  conducted  at  least  once  each 
month  in  accordance  with  rules  adopted  in  Sec  245-8 
Chap.  10,  Code  of  O. 

“9.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Bd.  of  Stand¬ 
ards  &  Appeals  and  the  enclosed  approved  layout.  Sec 
245,  Sub-div.  9A,  Chap.  10,  C.  of  O 

“10.  Provide  an  approved  automatic  thermostatic  fire 
alarm  system  with  direct  connection  to  a  central  office  of 
one  of  the  operating  fire  alarm  companies  to  protect  the 
studio,  in  connection  with  which  there  shall  be  one  or 
more  manual  fire  alarm  boxes  located  so  as  to  be  readily 
accessible  from  the  open  studio  floor. 

“14.  Provide  a  vent  flue  for  booth  opening  to  outer 
air  having  a  minimum  cross  section  area  of  at  least  50 
sq.  inches,  fireproof  construction,  for  purpose  of  ventila¬ 
tion  when  booth  is  in  use.  (There  shall  be  a  constant 
current  of  air  passing  outward  through  said  opening  at 
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rate  of  not  less  than  30  cu.  ft.  per  minute.  Sec.  210, 
Chap.  5,  Code  of  Ordinances). 

“27.  Provide  two  means  of  exit  from  dressing  room 
section.  Sec.  245,  Chap.  10,  Code  of  O.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  and 
mezzanine  (24  ft.)  in  height,  50  ft.  6  in.  by  119  ft.  1/4  in- 
in  area;  OCCUPIED:  cellar,  boiler  room,  dressing  room 
and  property  room;  four  persons  in  entire  building;  located 
within  an  unrestricted  district ;  and 

Whereas,  the  appellant  claims,  as  to  Item  1,  that  the 
carpenter  shop,  property  room,  costume  rooms,  etc.,  are  in 
the  cellar,  and  to  comply  with  the  order  would  mean  a  fire¬ 
proof  cellar  ceiling  throughout ;  as  to  Item  2,  the  mezzanine 
partitions  are  fireproof  except  the  double  plate  glass  windows 
which  are  necessary  for  the  operator  to  see  through ;  as  to 
Item  3,  the  entire  mezzanine  floor  is  used  as  a  sound  record¬ 
ing  laboratory  and  is  separated  from  the  balance  of  the 
structure  except  the  double  plate  glass  windows  opening  to 
the  studio;  as  to  Item  4,  the  platform  is  used  only  when 
scenery  or  merchandise  is  taken  in  or  out  of  the  building; 
also,  there  would  be  no  benefit  gained  by  fireproof  partitions 
at  this  point ;  as  to  Item  5,  there  is  no  film  stored  in  this 
building  except  the  few  reels  actually  in  use ;  as  to  Item  6, 
all  openings  which  lead  from  the  stage  to  other  portions  of 
the  building  are  now  protected  by  fireproof  doors  except  to 
a  small  office  at  front  and  a  space  marked  “truck  loading”, 
which  is  seldom  used ;  as  to  Items  8,  9  and  10,  the  regular 
number  of  persons  in  entire  building  is  four,  on  rare  occa¬ 
sions  there  may  be  more;  a  fire  alarm  system  and  fire  drill 
would  be  of  no  advantage ;  as  to  Item  14,  a  portable  booth 
is  'used  and  it  would  be  impossible  to  provide  a  vent  flue  to 
outer  air ;  as  to  Item  27,  the  dressing  rooms  in  cellar  are 
now  provided  with  three  adequate  exits;  a  doorway  at  rear 
opening  to  adjoining  yard  and  two  stairways  at  front  leading 
to  the  street,  enclosed  in  brick  walls  and  fireproof  doors  at 
all  openings ;  the  orders  were  issued  on  the  ground  that  the 
building  was  a  regular  moving  picture  studio  for  the  storage 
of  films,  when  in  fact  the  building  is  used  to  add  sound  to 
all  pictures ;  a  small  picture  may  be  run  off  once  or  twice 
in  a  month ;  furthermore,  the  appellant  contends  that  the 
building  is  very  small  in  area ;  if  the  orders  should  be  en¬ 
forced  it  will  be  impossible  to  continue  the  business. 

Resolved ,  that  the  order,  No.  55358-LC,  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
it  hereby  is  denied. 


163-33- A. 

APPELLANT — Fred  Sparring,  for  Colonial  Estates,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 133  Fort  George  avenue  (Block 
No.  2149,  Lot  No.  270)  Manhattan. 
APPEARANCES— 

For  Appellant:  Fred  Sparring  and  Charles  Lund- 
berg. 

For  Administration:  Inspector  Foley  of  department 


of  buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

-  Affirmative  . . . 0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 


THE  RESOLUTION— 

-  --  (163-33- A) 

Whereas,  Fred  Sparring,  for  Colonial  Estates,  Inc., 
owner,  filed,  April  29,  1933,  an  appeal  from  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  133  Fort 
George  avenue  (Block  No.  2149,  Lot  No.  270),  Borough  of 
Manhattan ;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  10,  1933  (Dumbwaiter  App.  No.  19-1933), 
reads : 

“2.  Car  and  counterweight  guides  must  be  rigidly 
secured  to  the  hoistway  as  per  rule  5.33.2.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  (58  ft. 

1  in.)  in  height,  138  ft.  by  61  ft.  2J4  in.  in  area;  OCCUPIED 
as  a  tenement  house;  and 

Whereas,  the  appellant  proposes  to  install  dumbwaiter 
cars  and  counterweights,  held  in  place  and  guided  along  their 
line  of  travel  by  vertical  metal  cables  suspended  from  angle 
iron  beams  at  top  of  shaft  and  secured  to  angle  iron  beams 
embedded  in  concrete  at  foot  of  shaft ;  the  cars  and  counter¬ 
weights  are  provided  with  vertical  pipes  and  grease  cups 
through  which  the  vertical  metal  cables  pass ;  and 

Whereas,  the  appellant  claims  that  the  metal  cable  guides 
are  rigidly  secured  to  angle  iron  beams  at  top  and  bottom 
of  shaft ;  the  ends  of  the  angle  iron  beams  are  embedded  in 
the  shaft  wall ;  under  such  conditions  the  proposed  guides 
comply  with  rule  5 . 3 . 3 . 2  of  the  Elevator  Rules  ;  further¬ 
more,  the  appellant  contends  the  proposed  method  of  dumb¬ 
waiter  guides  renders  the  shaft  safer  in  case  of  fire  by  the 
elimination  of  all  cross  members  which  catch  falling  refuse, 
paper  and  rags ;  more  noiseless,  smoother  running,  self¬ 
cleansing  and  self-oiling  by  the  passing  of  the  cables  through 
grease  cups ;  the  cables  are  provided  with  springs  at  upper 
ends  to  absorb  shocks  and  with  turn  buckles  at  bottom  ends 
to  regulate  tension ;  that  the  superintendent  of  buildings  was 
in  error  in  refusing  to  approve  the  proposed  dumbwaiter 
guides. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


215-33-A. 

APPELLANT — Stannard  Operating  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED— 1100  East  177th  street  (Block 
No.  3902.  Lot  No.  30),  The  Bronx. 

APPEARANCES— 


For  Appellant:  H.  C.  Jacoby  and  Edward  Whitwell. 
For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(215-33-A) 

Whereas,  Stannard  Operating  Co.,  Inc.,  lessee,  filed,  June 
9,  1933,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  1100  East  177th  street  (Block  No.  3902, 
Lot  No.  30),  Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
23,  1933  (Order  No.  81349-LC),  reads: 

“1.  Discontinue  the  storage  or  use  of  liquefied 
chlorine  on  these  premises  in  violation  of  the  Code  of 
Ordinances.  Sec.  214-a-l,  Chapt.  10,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  about 
twenty-eight  acres,  upon  which  is  erected  several  frame 
buildings ;  OCCUPIED  as  an  open-air  amusement  park  and 
swimming  pool ;  and 

Whereas,  the  appellant  proposes  to  maintain  the  storage- 
of  four  cylinders  of  liquefied  chlorine  gas  of  100  pounds - 
capacity  each,  submerged  in  water  and  stored  in  a-  circular 
steel  tank,  30  in.  in  diameter  by  5  ft.  high,  buried  -below 
grade;  the  cylinders  are  connected  by  silver  tubes  and  a 
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chlorine  monometer  located  9  ft.  distant  where  the  chlorine 
gas  is  mixed  with  water  in  proportion  of  one  part  to  ten 
thousand  parts  of  water,  the  mixture  is  then  supplied  to  the 
swimming  pool  by  mains  passing  through  the  filter  plant; 
the  appellant  claims  that  the  liquefied  chlorine  gas  is  stored 
underground  and  at  a  distance  more  than  50  ft.  from  any 
place  of  public  assembly;  that  the  chlorine  gas  is  necessary 
in  order  to  comply  with  the  requirements  of  the  board  of 
health  and  for  the  continuation  of  the  business  which  has 
been  in  operation  since  1917. 

Resolved,  that  the  order,  No.  81349-LC,  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  storage  of  two  tanks 
of  chlorine,  each  tank  containing  not  more  than  100  pounds, 
on  condition  that  they  shall  be  kept  fully  submerged  in  a 
tank  of  water  at  all  times,  which  tank  shall  be  located  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
June  9,  1933”;  that  this  tank  shall  be  below  the  ground,  as 
indicated,  with  a  cover  over  and  kept  locked;  that  the 
chlorine  shall  be  fed  through  a  pipe  connected  to  a  Wallace 
&  Tiernan  mixing  apparatus  located  not  over  9  ft.  away 
from  the  tanks  and  delivering  through  this  mixing  apparatus 
at  the  rate  of  not  more  than  one  part  of  chlorine  to  10,000 
parts  of  water;  that  the  entire  apparatus,  including  the 
buried  tank  and  mixing  apparatus,  shall  be  protected  by  a 
fence  surrounding  the  same,  not  less  than  8  ft.  in  height,  and 
constructed  of  substantial  woven  wire  on  pipe  posts,  and 
that  the  person  in  charge  of  this  equipment  shall  have  a 
proper  certificate  of  fitness. 


232-33-A. 

APPELLANT — John  H.  Tracy,  for  Agnes  B.  Tracy,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 4200-4212  Fort  Hamilton  park¬ 
way,  southwest  corner  of  42nd  street  (Block  No. 
5596,  Lot  Nos.  45  and  47),  Brooklyn. 

APPEARANCES— 

For  Appellant:  John  H.  Tracy. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GR  A  NT- 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  g 

Absent  .  0 

THE  RESOLUTION— 

(232-33-A) 

Whereas.  John  H.  Tracy,  for  Agnes  B.  Tracy,  owner, 
filed,  June  23,  1933,  an  appeal  from  a  decision  of  the  commis¬ 
sioner  of  buildings,  affecting  premises  4200-4212  Fort  Hamil¬ 
ton  parkway,  southwest  corner  of  42nd  street  (Block  No. 
5596,  Lot  Nos.  45  and.  47),  Borough  of  Brooklyn:  and 

hereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  8,  1933  (App.  No.  3759-33),  reads: 

“Proposition  as  to  establishment  of  a  gasoline  station 
or  increasing  the  use  of  the  present  one,  for  which  this 
Department  has  no  record  of  same,  contrary  to  Building 
Zone  Resolution.  Art.  2,  Sects.  3  &  4,  Par.  46,  for  a 
prohibited  use  in  a  Residence  &  Business  district.  ’ 
‘Therefore  application  denied.”; 
and 

,  Whereas,  the  premises  consist  of  a  corner  lot,  101  ft.  904 
in.  frontage  on  Fort  Hamilton  parkway  and  130  ft  8  in 
frontage  on  42nd  street  by  100  ft.  in  depth,  upon  which  is 
erected  a  two-story  frame  dwelling,  located  100  ft.  within  a 
business  district,  extending  30  ft.  into  a  residence  district  - 
and 

Whereas,  the  appellant  claims  that  plans.  No.  166  of  1922, 
for  the  installation  of  a  gasoline  service  station  was  approved 
by  the  fire  commissioner  in  March,  1922;  work  was  then 
started,  an  office  building  was  erected,  the  front  porch  of  the 
dwelling  removed  to  allow  space  for  driveway,  an  excavation 
was  made  to  bury  a  gasoline  tank  and  the  premises  graded  • 


about  60  per  cent  of  the  estimate  cost  of  the  gasoline  station 
was  expended ;  due  to  illness  and  lack  of  funds  the  work  was 
discontinued  in  1923,  the  office  building  was  removed  except 
the  foundation  in  October  of  1932  and  the  front  porch  of  the 
dwelling  was  removed  to  allow  space  for  driveway,  an  ex¬ 
cavation  was  made  to  bury  a  gasoline  tank  and  the  premises 
graded,  about  60  per  cent  of  the  estimated  cost  of  the  gasoline 
station  was  expended ;  due  to  illness  and  lack  of  funds  the 
work  was  discontinued  in  1923.  the  office  building  was  re¬ 
moved  except  the  foundation  in  October  of  1932  and  the  front 
porch  of  the  dwelling  was  repaired  (copies  of  inspector’s 
report,  in  part,  and  two  affidavits  filed  with  this  appeal  in 
support  of  the  above  claims)  ;  taxes  were  levied  against  the 
premises  for  the  improvement;  furthermore,  the  appellant 
contends  that  under  the  above  conditions  the  owner  has  a 
legal  right  to  complete  the  gasoline  station  as  originally  ap¬ 
proved  by  the  fire  commissioner  in  1922;  the  use  of  the 
premises  as  a  gasoline  station  is  not  a  violation  of  the  zone 
resolution;  the  commissioner  of  buildings  was  in  error  in 
refusing  to  approve  Application  No.  3759  of  1933  for  such 
purpose. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


PETITIONS  FOR  VARIATIONS. 

1092-23-S. 

PETITIONER— Sprague,  Seymour  &  Sprague,  for  General 
Theological  Seminary,  owner. 

SUBJECT— Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 107  West  26th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  James  Freese. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

AC  PI  ON  OF  BOARD — Request  for  reopening  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  . . . . ... .  0 

94-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
-t Tt> ^°r  Broadway  &  39th  Street  Corp.,  owner. 
SUBJECT— Petition  for  a  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 1402-1410  Broadway  and  120- 
130  West  39th  street  (Block  No.  814,  Lot  No  52) 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

B0ARD— Petition  granted  on  condition. 

THE  VOTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 

Negative  . !!.*."!!!  1 !!'.'.! !  o 

Absent  .  /  .  q 

THE  RESOLUTION— 

(94-33-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc 
or  Broadway  &  39th  Street  Corp.,  owner,  filed,  March  9 
1M3,  a  petition  for  a  variation  from  the  requirements  of  the 
a  nr  law  as  cited  in  an  order  of  the  fire  commissioner,  affeet- 
mg  Premises  1402-1410  Broadway  and  120-130  West  39th 

tali?  and  814'  Lot  No-  5S)’  Boro"*'*  Manhat- 
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Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  17,  1933  (Order  No.  1024-LD),  reads: 

“1.  Enclose  accommodation  stairway  leading  from 
cellar  to  1st  story  in  fireproof  material  northwest  corner 
of  building.  Sec.  270  of  the  Labor  Law.” ; 

and  .  . 

Whereas,  the  building  is  fireproof,  thirty-three  stories  in 
height,  106  ft.  ll}i  in.  by  144  ft.  11^4  in.  in  area;  OCCU¬ 
PIED  :  offices,  showrooms  with  5  per  cent  of  floor  area  for 
factory  purposes,  135  persons  per  story;  EQUIPPED  with 
a  sprinkler  system  and  a  fire  alarm  signal  system;  EXITS: 
a  fire  tower ;  an  interior  steel  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  6-inch  terra  cotta  block  parti¬ 
tions,  with  fireproof  doors  at  openings;  and 

Whereas,  the  petitioner  claims  the  accommodating  stair¬ 
way  in  question  is  of  incombustible  material,  6  ft.  10  in.  in 
width,  and  used  in  conjunction  with  the  retail  dress  shop 
occupying  the  corner  store  and  portion  of  the  cellar;  the 
building  was,  erected  under  plans,  No.  27  of  1930,  approved 
by  the  superintendent  of  buildings,  which  indicated  the  ac¬ 
commodating  stairway  in  dotted  lines ;  furthermore,  the  peti¬ 
tioner  contends  that  the  building  is  provided  with  adequate 
legal  exits;  conforms  with  requirements  of  the  labor  law 
throughout ;  the  owner  would  suffer  an  unnecessary  hardship 
if  compelled  to  comply  with  the  order  and  would  also  destroy 
the  purpose  for  which  the  stairway  was  constructed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  the  petition  be  and  it  hereby  is  granted  on  condition  that 
sprinkler  heads  shall  be  maintained  over  the  stairs  leading  to 
the  basement  and  in  the  basement  ceiling  adjacent  to  the 
stairs  in  such  a  way  that  the  sprinkler  system  heads  are 
not  over  8  ft.  apart  in  each  direction,  but  in  no  event  that 
any  one  sprinkler  head  shall  cover  an  area  of  over  80  sq.  ft. ; 
that  the  door  leading  from  the  cellar  to  the  stair  leading 
from  the  elevator  corridor  shall  be  at  least  3  ft.  8  in.  in 
width,  arranged  to  open  outwardly  in  the  direction  of  exit, 
and  that  there  shall  be  a  door  installed  through  the  partition 
on  the  southeast  corner  of  the  cellar  with  a  3  ft.  8  in.  out¬ 
wardly  swinging  door  installed  therein  leading  to  the  stair¬ 
way  in  the  southeast  corner;  that  the  sprinkler  and  fire  line 
systems  and  other  equipment  in  the  building  shall  be  main¬ 
tained  in  accordance  with  requirements. 


157-33-S 

PETITIONER— Otto  A.  Staudt,  for  Glenmoriston  Corp., 
owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 22  East  49th  street  (Block  No. 

1284,  Lot  No.  59),  Manhattan. 
APPEARANCES— 

For  Petitioner:  Otto  A.  Staudt  and  Robert  Teich- 

man. 

For  Administration:  Assistant  Engineer  Becker  of 
department  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative:  Commissioner  Connell .  1 

Absent  . .  0 


THE  RESOLUTION— 


a  certificate  of  occupancy  can  be  issued  on  the  above 
premises : 

“1.  Building  should  comply  with  section  270  of  the 
Labor  Law  and  that  secondary  means  of  egress  at  rear 
should  lead  to  a  direct  fireproof  enclosed  passageway  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  (69 
ft.  6  in.)  in  height,  25  ft.  4  in.  by  100  ft.  5  in.  in  area  at 
first  story  and  25  ft.  4  in.  by  89  ft.  5  in.  in  area  above; 
OCCUPIED  as  a  tenant  factory,  five  persons  per  story; 
EXITS :  an  interior  fireproof  stairway,  extending  from  the 
first  story  to  roof,  enclosed  in  6-inch  terra  cotta  block  parti¬ 
tions,  with  fireproof  doors  at  openings ;  a  fire  escape  on  the 
rear  of  the  building,  having  fireproof  openings  along  the 
course  thereof,  extending  from  the  second  story  to  the  roof, 
with  EGRESS  from  the  termination  of  the  fire  escape  by 
means  of  iron  stairway  to  roof  of  adjoining  extension  at  east; 
ROOFS  of  adjoining  buildings  are  on  same  level;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1887,  thereafter  altered  and  certificate  of  occupancy  issued 
in  1927  for  store  and  showroom  purposes;  it  is  proposed  to 
use  the  building  in  part  for  light  manufacturing,  not  more 
than  five  persons  engaged  in  factory  work  on  each  story  and 
not  more  than  twenty-five  persons  engaged  in  factory  work 
above  the  first  story;  the  requirements  under  the  building 
zone  resolution  will  be  strictly  adhered  to;  safe  egress  is 
maintained  from  the  rear  fire  escape  by  means  of  a  fireproof 
passageway  in  building  adjoining  at  east  leading  to  the 
street;  consent  has  been  obtained  from  the  adjoining  property 
owner  to  use  the  premises  as  an  exit  in  case  of  fire ;  further¬ 
more,  the  petitioner  contends  that  fire  extinguishers  are  pro¬ 
vided  on  each  story  and  the  exits  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  the  petition  be  and  it  hereby  is  granted  to  accept  the 
present  second  means  of  exit,  consisting  of  a  labor  law  fire 
escape  on  the  rear  of  the  building,  exiting  through  a  fire¬ 
proof  passageway,  4  ft.  6  in.  in  the  clear,  located  in  the 
building  adjoining  at  No.  20  East  49th  street,  access  to 
which  passage  is  from  the  roof  of  the  extension  of  the  build¬ 
ing  under  petition,  down  several  steps  to  the  adjoining  ex¬ 
tension  roof  and  through  an  inwardly  opening  fireproof  door, 
on  condition  that  the  consent  for  the  use  of  this  passageway 
by  the  building  under  petition  shall  be  obtained  by  the  peti¬ 
tioner  and  filed  in  the  administrative  department. 


131-33-S. 


PETITIONER — The  New  York  Times  Co.,  owner. 
SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 221-247  West  43rd  street 
(Block  No.  1015,  Lot  Nos.  12  and  19),  Manhattan. 
APPEARANCES— 

For  Petitioner:  George  Norris. 

For  Administration:  Assistant  Engineer  Becker  of 
department  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


(157-33-S) 

Whereas,  Otto  A.  Staudt,  for  Glenmoriston  Corp.,  owner, 
filed,  April  26,  1933,  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  22  East  49th 
street  (Block  No.  1284,  Lot  No.  59),  Borough  of  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  19,  1933,  reads : 

“In  answer  to  your  letter  of  April  11,  1933,  you  are 
advised  the  following  objections  must  be  removed  before 


THE  RESOLUTION— 

(131-33-S) 

Whereas,  The  New  York  Times  Co.,  owner,  filed,  April  6, 
1933,  a  petition  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  221-247  West  43rd  street 
(Block  No.  1015,  Lot  Nos.  12  and  19),  Borough  of  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  20,  1933  (based  on  a  request  for  a  certificate 
of  occupancy) ,  reads : 
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“3.  All  wood  doors  and  trim  in  any  part  of  building 
is  unlawful.  Section  264  Labor  Law.  Defects  noted  on 
the  2nd,  8th  and  14th  floors. 

“4.  Wood  flooring  on  4th  floor  is  contrary  to  the 
Labor  Law,  Section  264. 

“5.  Area  of  panes  in  windows  at  front  of  building 
exceed  720  square  inches,  contrary  to  Section  264  Labor 
Law.  This  does  not  apply  to  portion  of  building  which 
existed  at  the  time  the  work  under  N.B.  48-22  was 
completed. 

“6.  All  doors  from  sub-divided  spaces  on  all  floors 
should  swing  outwardly  in  conformance  with  Section 
270  and  271  of  Labor  Law.”; 
and 

Whereas,  the  building  is  fireproof,  15  stories  and  tower 
(217  ft.)  in  height,  318  ft.  by  100  ft.  in  area;  OCCUPIED 
for  the  publication  of  a  newspaper,  not  more  than  300  persons 
per  story;  EQUIPPED  with  at  sprinkler  system  and  a  fire 
alarm  signal  system;  EXITS:  two  fire  towers;  two  interior 
fireproof  stairways,  extending  from  the  first  story  to  roof, 
enclosed  in  fireproof  partitions,  with  fireproof  doors  at  open¬ 
ings;  and 

.  Whereas,  the  petitioner  claims  the  easterly  end  of  the 
building  of  143  ft.  frontage  was  erected  in  1912,  the  middle 
frontage  of  100  ft.  was  erected  in  1923,  the  westerly  end 
of  75  ft.  frontage  was  erected  in  1931;  no  certicate  of  occu¬ 
pancy  has  been  issued;  no  power  is  generated  in  the  build¬ 
ing;  all  machinery  is  moved  by  electricity,  and  heat  is  pro¬ 
vided  by  the  New  York  Steam  Company;  nine- tenths  of  the 
area  of  the  building  is  used  for  office  and  clerical  work;  as 
to  Item  3,  under  Cal.  No.  805-28-S,  in  1929,  the  board  per¬ 
mitted  the  maintenance  of  combustible  partitions  on  certain 
stones  of  the  then  existing  building  used  for  non-factory 
purposes ,  it  is  requested  that  wood  doors  and  trim  be  per¬ 
mitted  on  second,  eighth  and  fourteenth  stories  of  the  new 
annex  under  the  same  condition ;  as  to  Item  4,  the  wood  floor 
in  question  is  in  the  section  of  the  building  erected  in  1912, 
laid  over  reinforced  concrete,  the  space  is  used  as  a  com¬ 
posing  room  for  the  setting  up  of  type;  to  rip  up  this  floor 
would  be  expensive  and  cause  unnecessary  hardship  upon 
the  employees  who  are  retained  there  during  working  hours ; 
moreover  it  creates  no  fire  hazard;  as  to  Item  5,  all  front 
windows  below  the  thirteenth  story  of  the.  new  westerly 
addition  to  the  building  are  affected  under  the  item,  the  win¬ 
dows  are  of  plate  glass,  maximum  size  6  ft.  by  6  ft.  on  the 
ground  story  used  for  display  purposes;  as  to  Item  6,  under 
Cal.  No.  675-29-S,  in  1930,  the  board  permitted  doors  to 
swing  inwardly  in  parts  of  the  then  existing  building  on 
certain  conditions;  it  is  requested  that  the  doors  affected 
under  Item  6  be  maintained  under  the  same  conditions ;  fur¬ 
thermore,  the  petitioner  contends  the  building  is  of  modern 
construction  in  every  particular  and  offers  as  safe  a  place  for 
employment  as  can  be  devised  for  this  class  of  business. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted  to  modify 
the  decision  of  the  superintendent:  of  buildings  rendered 
March  20,  1933,  as  to  Item  5,  on  condition  that  all  windows 
except  for  the  lowest  three  stories  on  the  front  of  those 
sections  of  the  building  that  have  been  erected  since  the 
passage  of  the  labor  law,  shall  comply  with  the  requirements 
of  the  labor  law,  and  granted,  as  to  Item  6,  on  condition  that 
all  doors  leading  to  exits  on  floors  where  manufacturing  is 
carried  on  and  all  doors  on  all  other  floors  leading  from 
rooms  occupied  by  five  or  more  persons  shall  open  out¬ 
wardly  ;  ivithdrawn  as  to  Items  3  and  4. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
226-33-SA. 

PETITIONER— Herman  Reintsema,  for  Laco  Oil  Burner 
Company,  owner. 

SUBJECT— Laco  Oil  Burner,  Models  F,  JF,  BF  and  D 
approval  of. 


APPEARANCES— 

For  Petitioner:  Herman  Reintsema. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  engineer  of  board  and  bureau 
of  combustibles  for  test  and  report. 


231-33-SA. 

PETITIONER— Signal  Engineering  and  Manufacturing 
Co.,  owner. 

SUBJECT  Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  engineer  of  board  and  divi¬ 
sions  of  fire  prevention  for  test  and  report. 


237- 33-oA 

PETITIONER— H.  Vander  Ven,  for  Kelly  Oil  Sales  Corp., 
owner.  L- 

SUDJECT — Kelco  Oil  Burner,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  engineer  of  board  and  bureau 
of  combustibles  for  test  and  report. 

238- 33-SA. 

PETITIONER — David  Kaufman,  for  Lynn  Products  Co, 
owner. 

SUBJECT  Lynn  Range  Burner,  Models  Lynn  Junior, 

.  Lypre  and  De  Luxe,  approval  of. 

APPEARANCES— 

For  Petitioner:  William  M.  Bruen. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar  and  referred  to  engineer  of  board  and  bureau 
of  combustibles  for  test  and  report. 


228-33-SA.  ---- 

PETITIONER — General  Electric  Company,  owner. 
SUBJEC1— General  Electric  Oil  Burner,  Type  DA-2,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  P.  S.  Lyon. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
„  Wlth  report  of  bureau  of  combustibles. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElIigott  . 5 

Negative  .  n 

Absent  . o 

THE  RESOLUTION— 

(228-33-SA) 

1qJIHfEAfv  Geiieral  Electric  Co.,  owner,  filed,  June  21, 
1933,  a  petition  for  approval  of  their  device  known  as  the 
General  Electric  Oil  Burner,  Type  DA-2 ;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart- 
ment  for  test  and  report,  and  a  report  of  the  assistant  chief 
;LBureau  of  Combustibles,  Fire  Department,  dated  July 
10,  1933,  recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  General  Electric  Oil 
Burner,  Type  DA-2,  for  use  in  domestic,  commercial  and 
industrial  installations  when  installed  in  accordance  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals  and 
the  report  °f  the  assistant  chief  of  the  Bureau  of  Com¬ 
bustibles,  Fire  Department. 

102-33-SA 

PETITIONER— M.  J.  Sage,  for  Everedy  Oil  Burner 
Corp.,  owner. 

APPEARANCES-  ^  E“rner’  approval  ^ 

For  Petitioner :  M.  J.  Sage. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  engineer  of  the  board. 
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THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  ® 

Negative .  J: 

Absent  .  u 

THE  RESOLUTION— 

(102-33-SA) 

Whereas,  M.  J.  Sage,  for  Everedy  Oil  Burner  Corp 
owner,  filed,  March  15,  1933,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known  as 
the  Everedy  Oil  Burner;  and  ,  „  , 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  due  to  a  change  in  the  law 
the  bureau  of  fire  prevention  has  been  transferred  to  the 
department  of  building,  and  a  report  of  the  engineer  of  the 
board,  dated  July  14,  1933,  supplementing  a  report  of  the 
chief  of  the  divisions  of  fire  prevention,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Everedy  Oil  Burner, 
for  use  in  domestic  and  commercial  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  the  report  of  the  engineer  of  the 
board. 


85-33-SA. 

PETITIONER— Walter  C.  Robertson,  for  Cleaver-Brooks 
Company,  owner. 

SUBJECT — Oilbilt  Burner,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  bureau  of  combustibles. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(85-33-SA) 

Whereas,  Walter  C.  Robertson,  for  Cleaver-Brooks  Com¬ 
pany,  owner,  filed  March  1,  1933,  a  petition  with  the  board 
of  standards  and  appeals  for  approval  of  their  device  known 

as  the  Oilbilt  Burner;  and  .  ,  _  , 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  Fire  Department,  dated  July  11, 
1933,  recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Oilbilt  Burner  for 
use  in  commercial  and  industrial  installations  only  and 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  the  report  of  the  assist¬ 
ant  chief  of  the  Bureau  of  Combustibles,  Fire  Department. 


83-33-SA. 

PETITIONER— M.  J.  Sage,  for  Harvey-Whipple,  Inc., 
owner. 

SUBJECT— Master-Kraft  Oil  Burner,  approval  of. 

APPEARANCES— 

For  Petitioner:  M.  J.  Sage. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION— 

(83-33-SA) 

Whereas,  M.  J.  Sage,  for  Harvey-Whipple,  Inc., 

owner,  filed  February  28,  1933,  a  petition  with  the  board  of 


standards  and  appeals  for  approval  of  their  device  known 
as  the  Master-Kraft  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  due  to  a  change  in  the  law, 
the  bureau  of  fire  prevention  has  been  transferred  to  the  de¬ 
partment  of  buildings,  and  a  report  of  the  engineer  of  the 
board,  dated  July  14,  1933,  supplementing  a  report  of  the 
chief  of  the  divisions  of  fire  prevention,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Master-Kraft  Oil 
Burner  for  use  in  domestic  and  commercial  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  the  report  of  the  engineer 
of  the  board. 


579-32-SA. 

PETITIONER— A.  P.  Saha,  for  Air-Blast  Heat  Generator 
Company,  owner. 

SUBJECT — Air-Blast  Oil  Burner,  approval  of. 
APPEARANCES — None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  the  board. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . 


5 

0 

0 


THE  RESOLUTION— 

(579-32-SA) 


Whereas,  A.  P.  Saha,  for  Air-Blast  Heat  Generator 
Company,  owner,  filed,  November  22,  1932,  a  petition  with 
the  board  of  standards  and  appeals  for  approval  of  their 
device  known  as  the  Air-Blast  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  due  to  a  change  in  the  law 
the  bureau  of  fire  prevention  has  been  transferred  to  the 
department  of  buildings,  and  a  report  of  the  engineer  of 
the  board,  dated  July  14,  1933,  supplementing  a  report  of 
the  chief  of  the  divisions  of  fire  prevention,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Air-Blast  Oil 
Burner  for  use  in  commercial  and  industrial  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  and  report  of  the  engineer 
of  the  board. 


187-33-SA. 

PETITIONER — Charles  M.  Spindler,  for  Oil  Equipment 
Laboratories,  owner. 

SUBJECT — Rotoflame  Oil  Burner,  approval  of. 
APPEARANCES— None. 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  bureau  of  combustibles. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . - . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(187-33-SA) 

Whereas,  Charles  M.  Spindler,  for  Oil  Equipment  Lab¬ 
oratories,  owner,  filed,  May  17,  1933,  a  petition  with  the 
board  of’  standards  and  appeals  for  approval  of  their  device 
known  as  the  Rotoflame  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  assistant  chief 
of  the  Bureau  of  Combustibles,  Fire  Department,  dated 
July  26,  1933,  recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Rotoflame  Oil 
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Burner,  for  use  in  domestic  installations  when  installed  in 
accordance  with  the  fuel  oil  rules  of  the  board  of  standards 
and  appeals  and  the  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  Fire  Department. 


600-32-SA. 

PETITIONER — Red  Cap  Fire  Extinguisher  Co.  owner. 
SUBJECT — Red  Cap  Fire  Extinguisher,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  bureau  of  combustibles. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(600-32-SA) 

Whereas,  Red  Cap  Fire  Extinguisher  Co.,  owner,  filed, 
December  5,  1932,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  their  device  known  as  the  Red 
Cap  Fire  Extinguisher  (one  quart  size)  ;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  assistant  chief 
of  the  bureau  of  combustibles  dated  June  26,  1933,  recom¬ 
mends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Red  Cap  Fire  Ex¬ 
tinguisher  (one  quart  size)  when  installed  in  conformity 
with  the  report  of  the  assistant  chief  of  the  bureau  of  com¬ 
bustibles. 


CASES  DISMISSED 

The  chairman  called  attention  to  the  following  cases  which 
were  filed  for  approval  of  Gas  Shut-off  appliances  and  of 
receipt  of  an  opinion  from  the  corporation  counsel  that  such 
approval  was  no  longer  required  by  law: 

(610-22-SA) 

Filed  April  24,  1922 — Appliance:  Crocker  Automatic  and 
Hand  Release  Valve,  approval  of.  Petitioner,  C.  D. 
Crocker  Specialty  Co.  Dismissed. 


(799-22-SA) 

Filed  June  7,  1922 — Appliance:  Kennell  Gas  Cut-Off  Valve, 
approval  of.  Petitioner:  Michael  E.  Reiburn.  Dis¬ 
missed. 


(57-23-SA) 

Filed  January  16,  1923 — Appliance:  Collin  Patent  Automatic 
Gas  Cut-Off  Valve,  approval  of.  Petitioner,  Mar¬ 
tin-Morse  Corporation.  Dismissed. 


(124-23-SA) 

Filed  January  29,  1923 — Appliance:  Master  Gas  Shut-Off 
Valve,  approval  of.  Petitioner,  The  Gas  Control 
Valve  Co.  Dismissed. 


(125-23-SA) 

Filed  January  29,  1923— Appliance :  Packless  Gas  Shut-Off 
Valve,  approval  of.  Petitioner,  The  Gas  Control 
Valve  Co.  Dismissed. 


(127-23-SA) 

Filed  January  29,  1923— Appliance :  S  &  K  Gas  Shut-Off 
Valve,  approval  of.  Petitioner,  S  &  K  Gas  Shut- 
Off  Device  Corp.  Dismissed. 


(232-23-SA) 

Filed  February  21,  1923— Appliance :  Manual  and  Thermal 
Gas  Shut-Off  Valve,  approval  of.  Petitioner,  The 
Thermal  Gas  Cut-Off  Company,  Inc.  Dismissed. 


(276-23-SA) 

Filed  March  5,  1923 — Appliance :  Manual  and  Automatic 
Gas  Shut-Off  Valve,  approval  of.  Petitioner,  Wil¬ 
liam  E.  Toelle.  Dismissed. 


(443-23-SA) 

Filed  April  12,  1923— Appliance :  Automatic  Gas  Shut-Off, 
approval  of.  Petitioner,  Automatic  Gas  Shut-Off 
Co.,  Inc.  Dismissed. 


(525-23-SA) 

Filed  May  1,  1923— Appliance :  Tilman-White  Gas  Cut-Off 
Valve,  approval  of.  Petitioner,  White  Valve  Co. 
Dismissed. 


(952-23-SA) 

Filed  July  27,  1923— Appliance :  Automatic  Gas  Cut-Off 
Valve,  approval  of.  Petitioner,  Automatic  Gas  Cut- 
Off,  Inc.  Dismissed. 


(1246-23-SA) 

Filed  October  31,  1923— Appliance :  Ludlow  Gas  Cut-Off 
Valve,  approval  of.  Petitioner,  The  Ludlow  Valve 
Mfg.  Co.  Dismissed. 


(1550-23-SA) 

Filed  December  28,  1923— Appliance :  Apex  Gas  Cut-Off 
Valve,  approval  of.  Petitioner,  Charles  E.  Stade. 
Dismissed. 


(755-24-SA) 

Filed  June  2,  1924 — Appliance :  Wills  Automatic  Gas  Shut- 
Off  Valve,  approval  of.  Petitioner:  Wills  Eng.  Co 
Dismissed. 


(187-27-SA) 

Filed  February  21,  1927— Appliance:  Keenan  Gas  Shut-Off 
Valve,  approval  of.  Petitioner,  Keenan  Brilliant 
Burner  Co.  Dismissed. 


(537-27-SA) 

Filed  May  16,  1927— Appliance :  Leader  Gas  Shut-Off  Valve, 
approval  of.  Petitioner,  Croker  National  Fire  Prev! 
Eng.  Co.  Dismissed. 


(712-28-SA) 

Filed  August  31,  1928— Appliance :  Alert  Gas  Shut-Off 
Valve,  approval  of.  Petitioner,  Franlj  A.  Heimbold 
Dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . 0 

Absent  .  . 

THE  RESOLUTION—  . 

Whereas,  the  foregoing  petitions  have  been  filed  with  the 
board  of  standards  and  appeals  for  approval  of  gas  shut-off 
appliances;  and 

Whereas,  _  the  board  is  in  receipt  of  an  opinion  from 
the  corporation  counsel  that  such  approval  is  no  longer 
required  by  law. 

Resolved,  that  the  foregoing  petitions  be  and  they  hereby 

are  dismissed. 


Adjourned,  6.00  p.  m. 

Willia  m  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING.  JULY  18,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott 

The  minutes  of  the  regular  meeting-  of  the  board  held  on 
Tuesday  morning,  July  11,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
July  11  1933,  were  approved  as  printed  in  Bulletin  No.  29,  ^ 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

153-33-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Niccola  Grassi, 


SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service 

station.  ,  _  , 

PREMISES  AFFECTED — Northeast  corner  of  Boston 
road  and  Adee  avenue  (Block  No.  4556,  Lot  No.  1), 
The  Bronx. 


APPEARANCES—  .  .  XT.  , 

For  Applicant:  John  J.  Dunnigan  and  Niccola 

For  Opposition:  Mortimer  Kraus,  Mrs.  B.  Lowen- 
thal,  Murray  Reiffin,  D.  Quinn,  James  M.  Hill, 
Mary  Nolte  and  Robert  Pivnick. 

ACTION  OF  BOARD— Laid  over  to  September  19,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


APPLICANT— Samuel  Rosenblum,  for  Queensboro  Savings 
Bank,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— West  side  of  Sutphin  boulevard, 
Lakewood  to  Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

APPEARANCES—  ,  , 

For  Applicant:  Samuel  Rosenblum  and  Jacob  Part- 

scheier. 

For  Opposition:  Moses  Kaplan,  George  M.  Porter 
and  Aaron  Nissenfeld. 

ACTION  OF  BOARD— Laid  over  to  September  19,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


APPLICANT— Charles  W.  Van  Keuren,  for  Leon  A. 
Zuckerman,  owner;  request  for  reopening  made  by 
the  owner. 

SUBJECT— Request  for  reopening— reconsideration,,  having 
been  previously  denied — re  Application  (decision  of 
the  superintendent  of  buildings),  under  section  21 
of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  installation  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED— 1993-1999  Eastchester  road  and 

1440-1442  Wilkinson  avenue,  southwest  corner 

(Block  No.  4208,  Lot  No.  45),  The  Bronx. 

APPEARANCES— None.  . 

ACTION  OF  BOARD— Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  . . . . .  0 


116-33-BZ. 

APPLICANT — Arthur  F.  Lamanda,  for  Katherine  Alberti, 
owner. 

SUBJECT — Request  for  reopening — reconsideration,  having 
been  previously  denied — re  Application  (decision  of 
the  superintendent  of  buildings),  under  sections  7e 
and  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  extension  of  an  existing  garage 
for  more  than  five  (5)  motor  vehicles  (granted  by 
the  board  under  Cal.  No.  304-30-BZ). 

PREMISES  AFFECTED— 50-56  Downing  street  and  214- 
218  West  Houston  street  (Block  No.  528,  Lot  Nos. 
12,  28,  29,  30  and  31),  Manhattan. 
APPEARANCES— 

For  Applicant:  Arthur  F.  Lamanda. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  . '  0 


324-32-BZ. 

APPLICANT — William  J.  Fitzpatrick,  substituted  for  Wil¬ 
liam  F.  Regan,  for  Mollie  Weiser,  owner. 

SUBJECT — Application  for  reopening — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2786  86th  street,  south  side,  145 
ft.  in.  west  of  West  8th  street  (Block  No.  7142, 


Lot  No.  34),  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  J.  Fitzpatrick. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Guilfoyle . .  1 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott . .  4 

Absent  .  0 


142-33-BZ. 

APPLICANT — Robert  Collyer.  for  Richard  Deneke,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Cross 
Island  boulevard  and  Central  avenue  (Block  No. 
3359,  Lot  No.  1),  St.  Albans,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Robert  Collyer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(142-33-BZ) 


Whereas,  Robert  Collyer,  for  Richard  Deneke,  owner, 
filed,  April  14,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  southeast 
corner  of  Cross  Island  boulevard  and  Central  avenue  (Block 
No.  3359,  Lot  No.  1),  St.  Albans,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Foch  boulevard  (Central  avenue) 
is  in  a  business  district;  Cross  Island  boulevard  is  in  a 
business  district,  and  Nashville  avenue  is  in  a  residence  and 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  3,  1933  (re  Plan  No.  N.  B.  489-1933),  reads: 

“The  erection  of  a  gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  Article  2,  Section  4,  Subd. 
46  of  the  B.  Z.  R.  Not  further  considered.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Central  avenue  and  98.12  ft.  on  Cross 
Island  boulevard,  upon  which  it  is  proposed  to  erect  a  one- 
story  office.  10  ft.  by  10  ft.  in  area,  and  to  install  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  board  deemed  that  applicant  has  failed  to 
substantiate  his  basis  of  appeal  under  section  21  of  the  build¬ 
ing  zone  resolution — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


98-30-BZ. 

APPLICANT — James  S.  Smith,  for  Colonial  Beacon  Oil 
Co.,  Inc.,  present  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  granted  on  certain  conditions  and  the 
time  in  which  to  obtain  permits  and  complete  work 
expired;  reopened  April  4,  1933). 

PREMISES  AFFECTED — 1180-1188  Myrtle  avenue  and 
664-668  Bushwick  avenue,  southwest  corner  (Block 
No.  3182,  Lot  No.  24),  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  S.  Smith. 

For  Opposition:  Alfred  Giambaldo. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 

Negative:  Commissioner  Guilfoyle .  i 

Absent  .  0 

THE  RESOLUTION— 

(98-30-BZ) 

Whereas,  James  S.  Smith,  for  Colonial  Beacon  Oil  Co., 
Inc.,  present  owner  filed,  February  7,  1930;  granted  on  cer¬ 
tain  conditions  May  6,  1930;  reopened  April  4,  1933,  under 
section  21  of  the  building  zone  resolution,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
Staton;  premises  1180-1188  Myrtle  avenue  and  664-668  Bush¬ 
wick  avenue,  southwest  corner  (Block  No.  3182,  Lot  No.  24), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Myrtle  avenue  is  in  a  business 
district;  Bushwick  avenue  is  in  a  residence,  business  and 
unrestricted  district,  and  Ditmars  street  is  ’  in  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  22,  1933  (App.  No.  451-33),  reads: 

“Application  denied.  Use  contrary  to  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3,  also  Sec.  4  (a),  Subdiv.  46;  Gaso¬ 
line  Service  Station  not  permitted  in  Residence  or  Busi¬ 
ness  districts.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  58  ft.  3  in.  on  Bushwick  avenue,  101  ft.  2  in. 
on  Myrtle  avenue  and  43  ft.  2  in.  on  Ditmars  street;  at 


present  there  is  located  on  the  Bushwick  avenue  front  of 
the  plot  a  one-story  brick  building,  20  ft.  by  52  ft.  in  area, 
used  in  part  as  a  gasoline  service  station;  it  is  proposed  to 
demolish  this  building,  to  remove  the  gasoline  tanks  under 
the  Bushwick  avenue  sidewalk  and  to  place  additional  tanks 
in  portion  of  plot  now  occupied  as  parking  space;  it  is  fur¬ 
ther  proposed  to  erect  along  the  south  lot  line  of  the  plot  an 
irregular  shaped  one-story  structure,  approximately  115  ft. 
by  30  ft.  in  area,  to  be  used  for  grease  racks,  office,  rest 
room,  brake  testing  and  auto  laundry  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  and  is  entitled  to  relief  under  sec¬ 
tion  21  of  the  building  zone  resolution  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  gasoline  selling  station  shall  be  arranged  substan¬ 
tially  as  shown  on  plans  filed  with  this  application  marked 
“Received  May  31,  1933”;  that  the  frontage  on  Bushwick 
avenue  for  a  distance  of  not  less  than  60  ft.  and  not  less 
than  20  ft.  in  depth  shall  not  be  built  upon  and  shall  be  main¬ 
tained  open  and  unoccupied;  that  the  accessory  buildings 
shall  not  exceed  one  story  in  height,  that  they  shall  be  of 
fireproof  construction  and  that  they  shall  be  located  substan¬ 
tially  as  shown  on  the  plans,  along  the  interior  lot  line  to 
the  south ;  that  on  that  part  not  occupied  by  accessory  build¬ 
ings  there  shall  be  erected  on  the  interior  lot  lines  a  brick 
wall  constructed  of  face  or  enamel  brick  corresponding  to  the 
brick  to  be  used  on  the  exterior,  of  the  accessory  buildings, 
this  wall  to  be  not  less  than  7  ft.  in  height  and  that  this 
wall  may  be  racked  back  from  Bushwick  avenue  starting  at 
not  less  than)  4  ft.  in  height  and  racked  back  at  the  rate  of 
one  foot  in  four ;  that  any  greasing  pits  erected  on  the  prop¬ 
erty  shall  be  housed  in  a  one-story  accessory  building;  that 
there  shall  be  no  excavation  under  any  of  the  buildings  except 
for  the  greasing  pits ;  that  there  shall  be  no  open  flame  per¬ 
mitted  on  the  property;  that,  the  gasoline  pumps  erected  on 
the  property  shall  be  at  least  10  ft.  back  from  the  street 
building  lines  and  at  least  30  ft.  back  from  the  present  build¬ 
ing  line  of  Bushwick  avenue;  that  there  shall  be  no  portable 
gas  pumps  operated  on  or  from  the  property;  that  any  signs 
advertising  non-conforming  use  shall  be  limited  to  the  illu¬ 
minated  globes  of  the  gasoline  pumps  and  to  permanent  flat 
signs  attached  to  the  facades  of  the  accessory  buildings  or  to 
the  brick  wall,  excluding  all  temporary  signs  of  every  nature ; 
that  the  entire  plot  not  occupied  by  accessory  buildings  shall 
be  cement  paved ;  that  there  shall  be  constructed  along  the 
street  building  line  of  Ditmars  street,  Myrtle  avenue  and 
Bushwick  avenue  a  reinforced  concrete  curbing  not  less  than 
12  in.  in  height  and  12  in.  in  width  with  not  over  two  open¬ 
ings  therein  to  Myrtle  avenue  and  one  opening  to  Bushwick 
avenue,  none  of  these  openings  to  exceed  15  ft. ;  that  opposite 
these  openings  cuts  in  the  street  curb  shall  not  exceed  20  ft. ; 
that  such  lights  as  are  installed  for  general  illumination  shall 
be  erected  on  steel  posts  and  the  lights  shall  have  metallic 
reflectors  arranged  to  shine  downwardly  so  as  not  to  be  ob¬ 
jectionable  to  the  adjoining  property  at  night;  that  no  part 
of  any  openings  shall  be  nearer  than  10  ft.  from  the  inter¬ 
section  of  Ditmars  street  and  Myrtle  avenue  and  Myrtle 
avenue  and  Bushwick  avenue  and  no  part  of  any  opening 
shall,  be  nearer  than  10  ft.  from  the  lot  line  separating  this 
property  from  adjacent  properties  to  the  east  and  west; 
that  all  permits  shall  be  obtained  within  three  months  and 
all  work  completed  within  nine  months  from  the  date  of 'this 
action. 


106-30-BZ. 

APPLICANT — William  L.  Hall,  for  Mabel  Hall,  owner. 
SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
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permanent  maintenance  of  a  gasoline  service  sta¬ 
tion  (previously  granted  on  May  12,  1931,  for  a 
temporary  period  of  two  (2)  years;  reopened  April 
11,  1933). 

PREMISES  AFFECTED — 337  Arbutus  avenue,  northeast 
corner  of  Hylan  boulevard  (Block  No.  6499,  Lot 
No.  5),  Huguenot,  Borough  of  Richmond. 
APPEARANCES— 


For  Applicant :  Theodore  Hall. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(106-30-BZ) 

Whereas,  William  L.  Hall,  for  Mabel  Hall,  owner,  filed, 
February  11,  1930;  granted  May  12,  1931,  for  a  temporary 
period  of  two  years;  reopened  April  11,  1933,  under  section 
21  of  the  building  zone  resolution,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  permanent  maintenance  of  a  gasoline  service  station; 
premises  337  Arbutus  avenue,  northeast  corner  of  Hylan 
boulevard  (Block  No.  6499,  Lot  No.  5),  Huguenot,  Bor¬ 
ough  of  Richmond ;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Hylan  boulevard  is  in  a  business 
district  and  Arbutus  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  April  28,  1933,  reads : 

“Your  application  New  Building  No.  132-33  received 
April  18,  1933,  to  continue  to  operate  Gasoline  Selling 
Station  at  premises  N.E.  Corner  Hylan  Boulevard  and 
Arbutus  Ave.,  Huguenot,  Borough  of  Richmond,  after 
expiration  of  permit  issued  by  Board  of  Standards  and 
Appeals,  is  hereby  disapproved,  it  being  contrary  to 
operate  a  Gasoline  Selling  Station  in  a  Business  Use 
District.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  185  ft.  on  Hylan  boulevard  and  35  ft.  on 
Arbutus  avenue,  upon  which  is  located  a  frame  dwelling,  a 
frame  office  and  store,  a  one-car  garage  and  required  tanks 
and  pumps  for  a  gasoline  service  station;  and 

Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  'section  7f  of  the  building  zone  resolution. 

Resolved ,  that  the  board  of  standards  and  appeals,  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  temporary  permit 
for  two  years,  on  condition  that  the  pumps  shall  be  installed 
back  at  least  10  ft.  from  the  building  line;  that  the  arrange¬ 
ment  of  the  station  shall  be  substantially  in  accordance  with 
the  plans  filed  with  this  application  marked  “Received  May 
18,  1933” ;  that  all  permits  shall  be  obtained  within  two 
months'  from  the  date  of  this  action. 


486-31-BZ. 

APPLICANT — Mary  Jamieson,  owner. 

SUBJECT — Application  (re  decision  of  the  tenement  house 
commissioner),  under  sections  7a  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  an  existing  busi¬ 
ness  use  in  part  of  an  existing  building  (granted  by 
the  board  on  February  5,  1932,  time  having  elapsed ; 
reopened  Alay  31,  1933). 

PREMISES  AFFECTED— 58  East  86th  street  (Block  No. 
1497,  Lot  No.  49),  Manhattan. 


APPEARANCES— 

For  Applicant:  Benjamin  W.  Levitan. 

For  Opposition:  Herman  M.  Brauner  and  F. 
Pettit,  Jr. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell  and  Guilfoyle  and  Chief  McElligott  4 


Negative:  Commissioner  Holland .  1 

Absent  .  0 

THE  RESOLUTION— 

(486-31-BZ) 


Whereas,  Mary  Jamieson,  owner,  filed,  October  1,  1931; 
granted  February  5,  1932,  time  having  elapsed ;  reopened 
May  31,  1933,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  business  use  in  part  of  an  existing 
building;  premises  58  East  86th  street  (Block  No.  1497,  Lot 
No.  49),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Madison  avenue  is  in  a  business 
district;  Park  avenue  is  in  a  residence  district,  and  East 
86th  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  December  17,  1931  (re  Alt.  973-31),  reads: 

“1.  Objection  not  removed.  The  proposed  alteration 
and  extension  of  business  occupancy  on  the  1st  and  2nd 
stories  of  this  building  is  contrary  to  the  Building  Zone 
Resolution,  as  this  building  is  located  in  a  Residence 
District.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
five  stories  in  height,  with  a  frontage  of  21  ft.  11/3  in.  and 
a  depth  of  60  ft.  2  in. ;  it  is  proposed  to  alter  the  building 
and  erect  at  the  rear  a  one-story  extension  having  a  depth 
of  37  ft. ;  to  erect  at  the  front  of  the  building  a  two-story 
extension -having  a  depth  of  5  ft.  and  extending  out  to  the 
building  line ;  the  building  is  occupied  on  the  first  and  second 
stories  for  business  use  and  as  dwellings  above;  it  is  pro¬ 
posed  to  extend  the  existing  business  use  on  the  first  and 
second  stories  into  the  proposed  extensions;  and 
Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  the  basis  of  her  application  under  section  21  of  the 
building  zone  resolution;  and 

Whereas,  the  board  had  previously  granted  this  applica¬ 
tion,  but  time  for  completion  of  work  had  expired. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  reaffirm  the  resolu¬ 
tion  adopted  by  the  board  on  February  5,  1932,  with  the  addi¬ 
tional  conditions  that  this  modification  shall  apply  only  so 
long  as  the  existing  building  exists ;  that  the  drawings  shall 
be  submitted  to  this  board  and  approved  by  the  chairman 
on  behalf  of  the  board  before  same  are  filed  with  the  building 
commissioner ;  that  all  permits  shall  be  obtained  within  six 
months  and  all  work  completed  within  one  year  from  the 
date  of  this  action. 


261-32-BZ. 

APPLICANT — Nicholas  F.  Walsh,  for  Marguerite  H. 
Walsh,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
denied;  reopened  June  9,  1933). 

PREMISES  AFFECTED — Northwest  corner  of  West  230th 
street  and.  Bailey  avenue  (Block  No.  3266,  Lot  No. 
1),  The  Bronx. 
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APPEARANCES— 

For  Applicant :  Nicholas  F.  Walsh. 

For  Opposition:  William  F.  Walsh,  Francis  Mont¬ 
gomery  and  Richard  C.  McAnany. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell  and  Chief  Mc- 

Elligott .  2 

Absent  .  0 

THE  RESOLUTION— 

(261-32-BZ) 


Whereas,  Nicholas  F.  Walsh,  for  Marguerite  H.  Walsh, 
owner,  filed,  May  12,  1932;  denied  July  15,  1932;  reopened 
June  9,  1933,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  corner  of  West  230th 
street  and  Bailey  avenue  (Block  No.  3266,  Lot  No.  1),  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bailey  avenue  is  in  a  business  and 
residence  district;  West  230th  street  is  in  a  business  and  un¬ 
restricted  district,  and  Crescent  terrace  is  in  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  30,  1933  (re  N.  B.  193-1932),  reads: 

“1.  Erection  of  building  and  occupancy  of  premises 
for  gasoline  service  station  on  plot  partly  in  business 
district  and  partly  in  residence  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  approximately  81  ft.  on  West  230th  street  and 
approximately  123  ft.  on  Bailey  avenue;  the  north  portion  of 
the  plot  extends  into  the  residence  district  for  a  distance 
of  approximately  20  ft.  and  the  remainder  of  the  plot  is  in 
the  business  district ;  proposes  to  erect  a  one-story  office, 
grease  pits  and  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station;  and 

Whereas,  this  application  was  denied  by  the  board  July 
15,  1932,  and  reopened  on  the  basis  of  new  facts  June  9,  1933 ; 
and 

Whereas,  the  board  deemed  that  applicant,  even  in  view 
of  the  new  facts,  had  failed  to  substantiate  his  basis  of  appeal 
under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


189-32-BZ. 


THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THF,  RESOLUTION— 

(189-32-BZ) 

Whereas,  this  application,  affecting  premises  3102  Avenue 
U  (Block  No.  7370,  Lot  No.  1),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting,  July  19,  1932,  on  cer¬ 
tain  conditions,  and  applicant  requests  a  modification  of  these 
conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  July 
19,  1932,  be  modified  only  so  far  as  it  refers  to  the  concrete 
curbing  to  be  erected  on  the  street  building  line,  so  that  as 
modified  this  portion  of  the  resolution  will  read:  “on  condi¬ 
tion  that  as  soon  as  the  surrounding  streets  are  brought  to 
their  proper  street  grade,  and  in  any  event,  within  three 
years  from  the  date  of  this  action,  there  shall  be  erected  along 
the  street  building  line  of  each  street  a  concrete  curbing  not 
less  than  12  in.  in  height  and  12  in.  in  width,  permitting  two 
openings  on  Gerritsen  avenue,  two  on  Old  Avenue  U  and  two 
on  New  Avenue  U,  each  opening  to  be  not  more  than  12  ft. 
wide,  and  that  meanwhile  to  permit  the  continuation  and 
use  of  the  existing  entrances  to  the  gasoline  selling  station.” 


526-32-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Barnet  Feldman, 
owner. 

SUBJECT- — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Mace  ave¬ 
nue  and  White  Plains  avenue  (Block  No.  4430,  part 
of  Lot  No.  24),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Joseph  F.  Dusenbury. 

ACTION  OF  BOARD— Application  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  o 

Absent  . ,  r  o 

THE  RESOLUTION- 


APPLICANT — William  F.  Regan,  for  Four  Corners  Gas 
Stations,  Inc.,  owner ;  request  for  reopening  made  by 
the  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  extension 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 3102  Avenue  U  (Block  No. 
7370,  Lot  No.  1),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 


(526-32-BZ) 

Whereas,  this  application,  affecting  premises  southeast 
corner  of  Mace  avenue  and  White  Plains  road  (Block  No. 
4430,  Lot  No.  24),  Borough  of  The  Bronx,  was  granted  by 
the  board  at  its  meeting  January  20,  1933,  on  certain  condi¬ 
tions,  and  applicant  requested  a  modification  of  these  con¬ 
ditions  as  to  the  wall  required. 

Resolved,  that  the  resolution  adopted  by  the  board  January 
20,  1933,  be  modified,  only  so  far  as  it  refers  to  the  brick 
wall,  10  ft.  high,  to  be  erected  on  the  southerly  interior  lot 
line,  from  White  Plains  avenue  to  the  corner  of  the  existing 
building,  so  that  as  modified  this  portion  of  the  resolution 
will  read :  “that  there  shall  be  erected  along  the  southerly 
lot  line,  from  White  Plains  avenue  to  the  corner  of  the 
existing  building,  a  fence  of  substantial  woven  wire,  at  least 
7  ft.  in  height,,  with  no  openings  in  same  except  a  gate,  not 
over  3  ft.  in  width,  on  condition  that  upon  the  termination  of 
the  lease  for  this  property,  which,  in  accordance  with  the 
duly  attested  copy  of  the  lease  filed  with  the  board,  terminates 
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on  May  31,  1936,  this  woven  wire  fence  shall  be  removed 
and  a  brick  wall  constructed  unless  this  requirement  is 
modified  meanwhile  by  this  board,  and  that  the  original 
resolution  adopted  by  the  board  January  20,  1933,  shall  be 
complied  with  in  all  respects  other  than  as  herein  modified.” 


S6-33-BZ. 

APPLICANT — Serafina  Ragazzo,  owner, 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 3070  Webster  avenue,  east  side, 
50  ft.  north  of  East  202nd  street  (Block  No.  3330, 
Lot  No.  48),  The  Bronx. 

APPEARANCES— 

For  Applicant:  H.  Ray  Struble. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 


tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . . 

Negative  . 

Absent  . < . 


5 

0 

0 


5 

0 

0 


THE  RESOLUTION— 

(36-33-BZ) 


Whereas,  this  application,  affecting  premises  3070  Webster 
avenue,  east  side,  50  ft.  north  of  East  202nd  street  (Block 
No.  3330,  Lot  No.  48),  Borough  of  The  Bronx,  was  granted 
by  the  board  at  its  meeting  May  16.  1933,  on  certain  condi¬ 
tions,  and  applicant  requested  a  modification  of  these  condi¬ 
tions  as  to  occupancy. 

Resolved ,  that  the  resolution  adopted  by  the  board  May  16, 
1933,  be  modified,  only  so  far  as  it  refers  to  the  number  of 
cars  permitted  in  the  building,  so  that  as  modified  that  por¬ 
tion  of  the  resolution  will  read:  “that  there  shall  be  at  no 
time  more  than  twenty  cars  in  the  building,  which  shall  in¬ 
clude  those  in  storage  and  those  undergoing  repair,”  and  that 
the  terms  of  the  resolution  adopted  May  16,  1933,  other  than 
as  herein  modified  shall  be  complied  with  in  all  other  re¬ 
spects. 


11-33-BZ. 

APPLICANT — M.  Bache,  for  Richmond  Boro  Home  Sites 
Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Hylan 
boulevard  and  New  Dorp  lane  (Block  No.  3649, 
part  of  Lot  No.  1),  New  Dorp.  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Basil  Crocitto. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

'  .  Negative  . 

Absent  . . . 


5 

0 

0 


THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

N  egative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(11-33-BZ) 

Whereas,  this  application,  affecting  premises  northwest 
corner  of  Hylan  boulevard  and  New  Dorp  lane  (Block  No. 
3649,  part  of  Lot  No.  1),  New  Dorp,  Borough  of  Richmond, 

was  granted  by  the  board  at  its  meeting  May  2,  1933 ; 

modified  June  20,  1933,  and  applicant  requests  a  further 
modification. 

Resolved,  that  the  resolution  adopted  by  the  board  May  2, 
1933,  be  modified,  only  so  far  as  it  refers  to  the  construc¬ 
tion  of  accessory  buildings,  so  that  as  modified  this  portion 
of  the  resolution  will  read :  “that  all  accessory  buildings  shall 
be  constructed  of  incombustible  material  throughout  and 
erected  toward  the  rear  of  the  property,”  on  condition  that 
the  resolution  adopted  by  the  board  on  May  2,  1933,  other 
than  as  modified  by  resolution  adopted  by  the  board  on  June 
30,  1933,  and  other  than  as  herein  modified  shall  be  com¬ 
plied  with  in  all  respects. 


PETITION  FOR  VARIATION. 

288-31-S. 

PETITIONER — The  Sanitary  Commission  of  the  Depart¬ 
ment  of  Sanitation,  City  of  New  York,  lessee. 

SUBJECT — Application  for  reopening — modification  of  reso¬ 
lution  and  extension  of  time — re  Variation  of  the 
labor  law  as  cited  in  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 103  Lafayette  street  and  99 
Walker  street,  southeast  corner  (Block  No.  197, 
Lot  No.  7),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Andrew  Biagina. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  reopened,  resolution  modi¬ 
fied  and  time  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION  AND  EX¬ 
TEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(288-31-S) 

Whereas,  this  petition,  affecting  premises  103  Lafayette 
street  and  99  Walker  street  (Block  No.  197,  Lot  No.  7), 
Borough  of  Manhattan,  was  granted  by  the  board  at  its  meet¬ 
ing  December  8,  1931,  on  certain  conditions,  and  petitioner 
requested  a  modification  of  these  conditions  as  to  time  for 
use  of  premises. 

Resolved ,  that  the  resolution  of  the  board  adopted  on  De¬ 
cember  8,  1931,  be  reaffirmed  and  modified  as  to  the  time 
limit  set  in  that  resolution,  so  that  as  modified  the  last  clause 
of  the  resolution  will  read :  “that  the  use  of  these  premises 
as  aforesaid  shall  be  discontinued  within  three  years  from 
the  date  of  this  action.” 


Adjourned  2.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  18,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


BUILDING  ZONE  CASES. 


198-33-BZ. 


APPLICANT— John  J.  Hegarty,  for  Port  of  New  York 
Authority,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— West  side  of  Haven  avenue, 
217  ft.  4J4  in.  north  of  West  172nd  street  (Block 
No.  2139,  part  of  Lot  No.  275  and  part  of  Lot  No. 
357),  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  Hegarty. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  after  argu¬ 
ment. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


332-32-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

SUBJECT — .Request  for  reopening — reconsideration — re  Ap¬ 
plication  (decision  of  the  commissioner  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  stores  and,  also,  a  gasoline  service  station 
(previously  denied  under  sections  7f  and  21  for  a 
gasoline  service  station;  reopened  June  6,  1933). 

PREMISES  AFFECTED — 3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  82),  The  Bronx. 
APPEARANCES— 


For  Applicant:  William  F.  Doyle. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .....* .  5 

Negative  . ’  q 

Absent  . '  q 


509-20-BZ. 

APPLICANT— Springstein  &  Goldhammer,  for  Rose  Bar¬ 
man,  owner ;  reopening  requested  by  Henrv  T 
Nurick. 

SUBJECT— Application  for  reopening— modification  so  as  to 
include  erection  of  gasoline  service  station— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7e  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  extension 
in  area  of  a  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1201-1219  Coney  Island  avenue 
(formerly  1205-1219  Coney  Island  avenue),  (Block 
No.  6695,  Lot  Nos.  61  and  66),  Brooklyn 

APPEARANCES—  ' 

For  Applicant:  Henry  J.  Nurick. 

ACTION  OF  BOARD— Application  reopened,  subject  to 

Calendar  Call,  etc. 


27-33-BZ. 

APPLICANT — Kenlon  Construction  Co.,  Inc.,  for  Joseph 
Moss,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

DDcifTcro  aiACl-^I^nance  of  a  Sasoline  service  station. 
PREMISES  AFFECTED — Northwest  corner  of  Spring- 

field  boulevard  and  115th  avenue  (Block  No.  1949, 

APPEARANCES—  Queens  Vlllage’  Bor°ugh  of  Queens. 

For  Applicant:  John  Kenlon. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . ; .  5 

Absent  .  n 

THE  VOTE  TO  RECONSIDER— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . '  _ ’  q 

Absent  . 0 

THE  VOTE  TO  GRANT  FOR  A  TWO  YEAR  PERIOD 

UNDER  SECTION  21- 

Affirmative:  Commissioners  Holland  and  Guil¬ 
foyle  and  Chief  McElligott .  3 

Negative .  Chairman  Murdock  and  Commissioner 

Connell  .  g 

Absent  .  ’  « 


THE  RESOLUTION— 

(27-33-BZ) 

Whereas,  Kenlon  Construction  Co.,  Inc.,  for  Joseph  Moss 
owner,  filed,  January  23,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station  •  prem¬ 
ises  northwest  corner  of  Springfield  boulevard  and  115th 
avenue  (Block  No.  1949,  Lot  No.  1),  Queens  Village,  Bor¬ 
ough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
mg  July  18  1933.  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
V  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Springfield  boulevard  is  in  a  busi¬ 
ness  district  ;  Nashville  avenue  is  in  a  residence  district  and 
115th  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  3,  1933  (re  Plan  No.  2343-1932),  reads:’ 

.  The  erection  of  a  gasoline  station  in  a  business  dis- 
trict  is  contrary  to  art.  2,  sect.  4  of  the  Zone  Law  ”  • 
and  '  ’ 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  66.8  ft.  on  Springfield  boulevard  and  132  ft 
on  115th  avenue,  irregular,  in  area,  upon  which  it  is  pro- 
posed  to  erect  a  one-story  office,  16  ft.  by  18  ft.,  grease  pits' 
and  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station ;  and 

Whereas,  the  property  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  report  of  which 
inspection  was  read  at  this  hearing  and  which  report  recom- 
mended  the  denial  of  the  application  in  that  section  21  of 
the  building  zone  resolution  was  not  substantiated;  and 
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Whereas,  the  vote  of  the  board  was  for  a  denial  of  the 
application  both  for  a  permanent  permit  and  for  a  period  of 
two  years  under  section  21.  .  . 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


161-33-BZ. 

APPLICANT— Frank  B.  Reardon,  for  Theodore  G.  Zeh, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing  building  to  a 
business  use  (funeral  parlor). 

PREMISES  AFFECTED— 170-07  115th  avenue,  northeast 
corner  of  170th  street  (Block  No.  3087,  Lot  No. 
250),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Frank  B.  Reardon. 

For  Opposition:  Maxwell  H.  Levy. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •••••••• - ;  •  •. .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  ® 


THE  RESOLUTION— 

(161-33-BZ) 

Whereas,  Frank  B.  Reardon,  for  Theodore  G.  Zeh,  owner, 
filed.  April  28,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  change  of 
occupancy  of  an  existing  building  to  a  business  use  (funeral 
parlor)  ;  premises  170-07  115th  avenue,  northeast  corner  of 
170th  street  (Block  No.  3087,  Lot  No.  350),  Jamaica,  Bor¬ 
ough  of  Queens;  and 

Whereas,  a  public  hearing’  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  170th  street  is  in  a  residence  dis¬ 
trict;  115th  avenue  is  in  a  residence  and  business  district,  and 
Merrick  road  is  in  a  business  district;  and 
^VHEREAS,  the  decision  of  the  superintendent  of  buildings, 

rendered  April  26,  1933,  reads : 

“I  regret  my  inability  to  comply  with  your  request  of 
even  date  for  a  certificate  of  occupancy  for  premises  at 
the  northeast  corner  of  115th  Avenue  and  170th  Street, 
known  as  170-07  115th  Avenue,  Jamaica. 

“The  premises  now  used  as  a  residence  cannot,  under 
Sec.  3  of  the  Zone  Law,  be  changed  for  use  as  a  funeral 
parlor,  in  as  much  as  the  latter  use  i=  a  business  use. 
Relief,  if  any,  must  be  secured  from  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 

and  „  ,  . 

Whereas,  the  building  is  of  frame  construction,  two  stories 

in  height,  with  a  frontage  of  25  ft.  and  a  depth  of  32  ft. ; 
occupied  as  a  private  dwelling ;  to  be  occupied  as  a  funeral 

parlor  and  dwelling;  and  .  £ 

Whereas,  the  premises  under  appeal  was  the  subject  ot  an 
inspection  by  a  committee  of  the  board,  report  of  which  in¬ 
spection.  read  at  this  hearing,  recommended  the  denial  of 
the  application  under  section  21  of  the  building  zone  reso- 

1Utj Resolved,  that  the  decision  of  the  superintendent  of  build- 
Ings  be  and  It  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

113  33-BZ  '*  r  ’  ~  . 

APPLICANT— John  R.  McMullen,  for  Rutland  Holding 

Corp.,  owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 689-691  Utica  avenue,  southeast 
corner  of  Clarkson  avenue  (Block  No.  4637,  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  John  R.  McMullen. 

For  Opposition:  Ralph  G.  Albrecht,  Abraham  Hal- 


perin  and  H.  L.  Kinne,  Jr. 

ACTION  OF  BOARD — Application  denied. 

the;  vote  to  grant— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott . .  4 
Absent  .  0 

THE  RESOLUTION— 

(113-33-BZ) 


Whereas,  John  R.  McMullen,  for  Rutland  Holding  Corp., 
owner,  filed,  March  24,  1933,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
689-691  Utica  avenue,  southeast  corner  of  Clarkson  avenue 
(Block  No.  4637,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Clarkson  avenue  is  in  a  business 
district ;  Utica  avenue  is  in  a  business  district,  and  East 
51st  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  6,  1933  (re  Applic.  No.  1667-33),  reads: 

“1.  Application  Denied.  Use  contrary  to  Zoning 
Resolution,  Art.  II,  Sec.  4  (a),  sub-div.  46.  Gasoline 
Service  Station  not  permitted  in  business  districts.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  on  Utica  avenue  and  100  ft.  on  Clarkson 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
20  ft.  by  20  ft.,  and  to  install  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subj’ect  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell  and  Guil¬ 
foyle  ;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Guilfoyle, 
was  read  at  the  hearing,  reads : 

“Cal.  No.  113-33-BZ. 

“Premises  689-691  Utica  avenue,  southeast  corner  of 
Clarkson  avenue  (Block  No.  4637,  Lot  No.  1),  Brook¬ 
lyn. 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“On  July  13,  1933,  a  committee  of  the  board,  consist¬ 
ing  of  Chairman  Murdock  and  Commissioners  Connell 
and  Guilfoyle,  visited  and  inspected  the  above-mentioned 
premises. 

“This  is  an  application  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  at  the  southeast  corner  of  Clarkson  avenue  and 
Utica  avenue,  No.  689-691  Utica  avenue  (Block  No. 
4637,  Lot  No.  1),  Borough  of  Brooklyn,  with  a  frontage 
of  40  ft.  on  Utica  avenue  and  100  ft.  on  Clarkson  ave¬ 
nue.  The  adj'oining  property  on  Utica  avenue  to  the 
south  is  vacant  for  60  ft.  and  beyond  that  there  is  an 
auto  accessory  establishment  where  greasing  is  done, 
but  according  to  information  given  to  the  committee, 
no  repair  work  or  garaging,  this  being  contrary  to  the 
information  given  with  plans  filed  by  the  applicant. 
The  property  across  Utica  avenue  is  vacant  and  un¬ 
improved,  except  for  a  corner  building  used  for  a  store 
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and  dwelling  with  some  gasoline  pumps  out  in  front 
of  the  building  on  a  restricted  area  but  within  the  build¬ 
ing  line.  The  other  intersecting  corner  to  the  north  is 
also  vacant,  but  all  property  on  Clarkson  avenue  to  the 
east,  on  both  sides  of  the  street,  is  generally  developed 
with  apartment  houses,  stores  and  taxpayers.  This  is 
also  true  of  East  57th  street,  one  block  east  of  the  pro¬ 
posed  gas  station. 

“There  were  filed  with  this  application  eight  objec¬ 
tions  and  no  consents.  The  objections  are  mainly  from 
owners  of  apartment  houses  and  taxpayers  within  the 
area  and,  also,  the  vacant  property  adjoining  the  plot 
along  Utica  avenue  and  the  owner  of  property  who  oper¬ 
ates  the  gas  station  across  Utica  avenue. 

“The  applicant  has  stated  that  he  purchased  the  prop¬ 
erty  in  question  to  build  apartment  houses  and  stores. 

“In  the  opinion  of  the  committee,  this  plot  is  capable 
of  conforming  use,  and  owing  to  its  being  adjacent  to  so 
many  buildings  in  the  district  which  are  conforming  and 
which  the  objectors  stated  at  the  hearing  are  being  car¬ 
ried  profitably,  the  committee  cannot  find  that  any  hard¬ 
ship  has  been  shown  and  recommends  denial  of  the  ap¬ 
plication. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
HENRY  L.  CONNELL, 
“JOHN  GUILFOYLE, 

dissenting .” 
and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  under  section  21  of  the  building  zone  resolution 
the  basis  of  his  application  and  was  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


319-30-BZ. 

APPLICANT — Edward  P.  Doyle,  substituted  for  Theodore 
Ridder,  for  Louis  Ridder,  owner;  request  for  fur¬ 
ther  consideration  made  by  Otto  C.  H.  Maydag,  for 
owner. 

SUBJECT — Application  for  consideration — previously  laid 
over  for  a  full  vote  of  board — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 31-01  Newtown  avenue  and  28- 
25  31st  street,  northeast  corner  (Block  No.  619,  Lot 
No.  23),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Otto  C.  H.  Maydag. 

For  Opposition:  Mrs.  John  Keegan,  May  A.  Eisert, 
Marion  V.  Phillips,  Margaret  Vaughan .  and 


Margaret  McFall. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioners  Holland  and  Guil- 

foyle  and  Chief  McElligott .  3 

Negative :  Chairman  Murdock  and  Commissioner 

Connell  . 2 

Absent  .  0 


THE  RESOLUTION— 

(319-30-BZ) 

Whereas,  Edward  P.  Doyle,  substituted  for  Theodore 
Ridder,  for  Louis  Ridder,  owner,  filed,  May  9,  1930 ;  with¬ 
drawn  October  21,  1930;  reopened  May  5,  1931,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  gasoline 
service  station;  premises  31-01  Newtown  avenue  and  28-25 
31st  street,  northeast  corner  (Block  No.  619,  Lot  No.  23), 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 


ing,  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Newtown  avenue  is  in  a  business 
district;  31st  street  is  in  a  business  district,  and  28th  road 
is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  16,  1931  (re  N.  B.  1639-1931),  reads: 

“1.  The  erection  of  a  gasoline  station  in  a  business 
district  is  contrary  to  article  2,  section  4  of  the  Building 
Zone  Law.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  55.18  ft.  on  31st  street  and  33.69  ft.  on  New¬ 
town  avenue,  upon  which  is  located  a  store  and,  also,  a  one- 
car  garage  and,  also  a  frame  dwelling  (which  is  proposed  to 
be  demolished)  ;  it  is  proposed  to  erect  an  irregular  shaped 
one-story  office,  grease  pits  and  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station;  and 
Whereas,  the  board  deems  that  applicant  is  not  entitled 
to  relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


124-33-BZ. 

APPLICANT — John  E.  Sexton,  for  J.  E.  P.  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1965-1967  Fulton  street,  north¬ 
east  corner  of  Saratoga  avenue  (Block  No.  1537, 
Lot  No.  32),  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  E.  Sexton. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  . o 

Absent  .  o 


THE  RESOLUTION— 

(124-33-BZ) 

Whereas,  John  E.  Sexton,  for  J.  E.  P.  Realty  Corp., 
owner,  filed,  April  3,  1933,  an  application,  under  the'building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises 
1965-1967  Fulton  street,  northeast  corner  of  Saratoga  avenue 

^o.  82),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular  meet- 
inffi  July  18,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board,  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fulton  street  is  in  a  business  dis¬ 
trict  ;  Hull  street  is  in  a  business  district,  and  Saratoga  ave¬ 
nue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  15,  1933  (re  Applic.  No.  2019-33),  reads: 

“1.  Application  Denied.  Use  contrary  to  Zoning  Reso- 
lution,  Art.  II,  Sec.  4(a),  Sub-div.  46.  Gasoline  Service 
Station  not  permitted  in  Business  Districts.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  44  ft.  3  in.  on  Fulton  street,  50  ft.  on  Hull 
street  and  52  ft.  3  in.  on  Saratoga  avenue,  at  present  de¬ 
veloped  with  a  four-story  dwelling  which  is  to  be  demolished ; 
it.  is  proposed  to  erect  on  the  site  a  one-story  office,  grease 
pits,  and  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 
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Whereas,  the  board  deems  that  applicant  is  entitled  to 
relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
existing  structure  or  structures  on  the  property  shall  be  de¬ 
molished  and  that  the  entire  plot  shall  be  leveled  substan¬ 
tially  even  with  the  grades  of  the  surrounding  streets;  that 
there  shall  be  erected  on  the  rear  line  of  the  property  from 
Fulton  street  to  Hull  street  a  brick  wall  faced  with  face 
brick  or  enameled  brick,  said  wall  to  be  not  less  than  10  ft. 
in  height  and  suitably  coped  with  stone  or  terra  cotta ;  that 
this  wall  may  rack  back  at  the  Hull  street  and  Fulton  street 
building  lines,  starting  with  a  wall  not  less  than  4  ft.  in 
height  and  racked  back  at  the  rate  of  one  foot  in  four ;  that 
the  accessory  buildings  shall  be  located  at  the  rear  lot  line; 
that  the  lot  line  wall  may  be  incorporated  as  the  rear  wall 
of  the  accessory  buildings ;  that  any  grease  pits  installed 
shall  be  housed  in  an  accessory  building  with  open  front; 
that  accessory  buildings  shall  be  not  over  one  story  in 
height,  of  fireproof  construction,  with  no  cellars  under  same 
except  the  pits  for  the  greasing  pits;  that  no  open  flame 
shall  be  permitted  on  the  property;  that  accessory  buildings 
shall  be  faced  with  face  brick  or  enameled  brick  similar  to 
the  brick  used  for  the  wall;  that  the  balance  of  the  property 
not  occupied  by  accessory  buildings  shall  be  cement  paved; 
that  there  shall  be  constructed  along  the  street  building  lines 
a  reinforced  concrete  curb  not  less  than  12  in.  in  height  and 
12  in.  in  width,  with  not  over  two  openings  in  same  to 
Fulton  street,  two  openings  to  Saratoga  avenue  and  two 
openings  to  Hull  street ;  that  no  opening  shall  be  wider  than 
12  ft.  and  no  part  of  any  opening  shall  be  nearer  to  the 
corner  formed  by  the  intersection  of  Fulton  street  and  Sara¬ 
toga  avenue  than  10  ft.  or  nearer  than  10  ft.  to  the  inter¬ 
section  formed  by  Hull  street  and  Saratoga  avenue  and  no 
opening  shall  be  nearer  than  5  ft.  to  an  interior  lot  line ;  that 
such  gasoline  pumps  as  are  installed  on  the  property  shall 
be  not  nearer  than  10  ft.  to  any  building  line;  that  no  port¬ 
able  gasoline  pumps  shall  be  used  on  or  from  the  property ; 
that  signs  advertising  non-conforming  uses  shall  be  limited 
to  the  illuminated  globes  of  the  gasoline  pumps  and  to  per¬ 
manent  flat  signs  placed  against  the  facades  of  the  accessory 
buildings  and  against  the  lot  line  wall;  that  lights  used  for 
general  illumination  shall  be  on  pipe  standards  with  lamp 
reflectors  of  metal  so  arranged  as  to  shine  downwardly ;  that 
the  plans  shall  be  submitted  to  the  board  and  approved  by  the 
chairman  on  behalf  of  the  board  before  filing  with  the  com¬ 
missioner  of  buildings;  that  all  permits  required  shall  be 
obtained  within  six  months  and  all  work  completed  within 
one  year  from  the  date  of  this  action. 


541-32-BZ. 

APPLICANT — Robert  C.  Weissmantel  &  Son,  Inc.  (lessee), 
for  Tisdale  Lumber  Co.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  change  of 
occupancy  of  an  existing  building  to  a  sales  room, 
motor  vehicle  repair  shop  and  service  station  (pre¬ 
viously  granted  on  March  3,  1933). 

PREMISES  AFFECTED— East  side  of  130th  street,  330 
ft.  south  of  Jamaica  avenue  (Block  No.  234,  Lot 
No.  79),  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  H.  Vogt  and  Robert  C. 
Weissmantel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  0 

Absent  .  0 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(541-32-BZ) 


Whereas,  this  application,  affecting  premises  east  side  of 
130th  street,  330  ft.  south  of  Jamaica  avenue  (Block  No. 
234,  Lot  No.  79),  Richmond  Hill,  Borough  of  Queens,  was 
granted  by  the  board  March  3,  1933,  on  certain  conditions, 
and  applicant  requests  a  modification  of  these  conditions  as  to 
the  sprinkler  system. 

Resolved,  that  the  resolution  of  the  board  adopted  on 
March  3,  1933,  be  modified  so  as  to  eliminate  therefrom  the 
clause  “that  a  one-source  sprinkler  system  in  accordance  with 
the  rules  of  the  board  shall  be  installed  in  building,  protect¬ 
ing  all  parts  thereof’’  and  substitute  therefor  the  following: 
“that  there  shall  be  constructed  from  a  suitable  foundation 
on  the  ground  floor,  through  the  second  floor  and  to  the 
underneath  side  of  the  roof  boarding  a  partition,  located  ap¬ 
proximately  in  the  center  of  the  building  and  running  from 
130th  street  to  the  rear  wall ;  this  partition  to  be  constructed 
of  6-inch  terra  cotta  blocks  laid  up  in  cement  mortar;  that 
there  shall  be  no  openings  in  this  partition  except  one  open¬ 
ing  on  each  floor,  each  opening  not  over  10  ft.  in  width,  each 
opening  to  be  equipped  with  steel  buck  and  a  fireproof  sliding 
door  so  arranged  as  to  close  automatically  with  a  fusible 
link  and  so  protected  by  proper  guards  that  the  door  will  be 
left  free  to  operate  at  all  times,”  and  that  the  resolution 
shall  be  complied  with  in  all  respects  other  than  as  herein 
modified. 


184-29-BZ. 

APPLICANT — Francis  J.  MacIntyre,  for  Arenal  Realty 
Co.,  owner,  and  23  West  65th  Street  Corp.,  lessee. 

SUBJECT — Application  for  reopening — extension  of  time  to 
complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7e  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 42-46  West  66th  street  (Block 
No.  1118,  Lot  Nos.  48,  49  and  50),  Manhattan. 
APPEARANCES— 

For  Applicant:  B.  C.  Bloch. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell.  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(184-29-BZ) 


Whereas,  this  application,  affecting  premises  42-46  West 
66th  street  (Block  No.  1118,  Lot  Nos.  48,  49  and  50),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  board  July  16,  1929, 
on  certain  conditions,  and  time  extended  March  8,  1932,  and 
applicant  requests  a  further  extension. 

Resolved,  that  the  resolution  of  the  board  adopted  March 
8,  1932,  be  modified,  only  so  far  as  it  relates  to  obtaining 
permits  and  completion  of  work,  so  as  amended  this  last 
clause  of  the  resolution  will  read :  “that  in  view  of  all  permits 
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having  been  obtained,  that  all  work  involved  shall  be  com¬ 
pleted  within  eighteen  months  from  the  date  of  this  amended 
resolution.” 


APPROVAL  OF  PLANS. 


17-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Falk  &  Orleans, 
owners. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  May  2,  1933. 

PREMISES  AFFECTED — 1314-1338  Sedgwick  avenue, 
southwest  corner  of  West  169th  street  (Block  No. 
2530,  Lot  No.  39),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
report  of  engineer  of  the  board. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


107-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Benjamin  Green¬ 
berg,  owner. 

SUBJECT — Approval  of  plans  in  accordance  with  resolution 
adopted  by  the  board  on  June  27,  1933. 

PREMISES  AFFECTED — 436-446  Hegeman  avenue, 
southwest  corner  of  Malta  street  (Block  No.  4318, 
Lot  Nos.  6  and  10),  Brooklyn. 
APPEARANCES— 


For  Applicant:  Joseph  M.  Lonergan. 

ACTION  OF  BOARD — Plans  approved  in  accordance  with 
the  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

384-32-A. 

APPELLANT — Board  of  Transportation  of  the  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 3875-4015  10th  avenue  (Block 
No.  2189,  Lot  No.  1),  Manhattan. 
APPEARANCES— 

For  Appellant :  Nelson  Lallathin. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  juris¬ 
diction. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(384-32-A) 

Whereas,  Board  of  Transportation  of  the  City  of  New 
York,  owner,  filed,  June  30,  1932.  an  appeal  from  a  decision 
of  the  fire  commissioner,  affecting  premises  3875-4015  10th 
avenue  (Block  No.  2189,  Lot  No.  1),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  20,  1932  (re  App.  No.  1312-1932),  reads: 


riie  above  plans  and  applications  disapproved  with 
the  following  objections: 

Standpipe  and  Yard  Hydrant. 

"1.  Provide  a  separate  and  distinct  system  for  stand¬ 
pipe  and  yard  hydrant  with  source  of  supply  consisting 
of  elevated  gravity  tanks  (20,000  gal.  minimum),  or  a 
fire  pump  connected  to  a  30,000  gal.  suction  tank  as  per 
Rule  85. 


SPRINKLER 


"1.  The  sprinkler  system  must  be  separate  from 
standpipe,  yard  hydrant  and  domestic  service  with  a 
distinct  source  of  supply  extending  throughout  the  entire 
premises. 

“NOTE: — If  the  street  main  is  insufficient  to  pro¬ 
tect  the  number  of  heads,  in  the  average  fire  area,  pro¬ 
vision  must  be  made  for  a  tank  of  adequate  capacity 
elevated  >ft)  ft.  above  the  highest  line  of  sprinklers.  Rule 
1,  5,  12,  28. 

“2.  Provide  a  post  indicator  valve  for  street  main 
connection  manually  controlled  at  sidewalk  near  main 
entrance  with  sign  ‘sprinkler  control  to  city  main’. 
Rule  9d. 

“3.  The  fire  pump  for  system  must  be  directly  con¬ 
nected  to  street  main  with  an  acceptable  source  of  elec¬ 
trical  power  located  in  a  fireproof  enclosure  as  oer 
Rule  10. 

“4.  The  Siamese  connection  to  each  system  must  be 
properly  labeled  and  located  as  per  Rule  13.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  about 
forty-nine  acres,  upon  which  is  erected  a  group  of  fireproof 
buildings;  OCCUPIED  for  car  repair  shops,  blacksmith 
shop,  machine  and  electric  shops,  storehouse,  inspection  shed, 
etc.,  known  as  the  207th  Street  Railroad  Yard  for  the  Inde¬ 
pendent  City  Owned  Rapid  Transit  System;  and 

Whereas,  under  date  of  October  22,  1932,  the  board  re¬ 
quested  an  opinion  from  the  corporation  counsel  relative  to 
the  legal  right  of  the  fire  commissioner  to  issue  the  above 
quoted  order  and  the  power  of  the  board  to  pass  on  same- 
and 

Whereas,  the  opinion  rendered  by  the  corporation  counsel 
June  28,  1933,  reads: 

‘‘As  this  property  is  an  integral  part  of  the  subway 
and  are  appurtenances  thereto,  under  the  provisions  of 
the  Rapid  Transit  Act  as  amended  there  is  no  juris¬ 
diction  of  the  Fire  Department  or  the  Board  of  Stand¬ 
ards  and  Appeals  over  the  part  of  the  subway  structure 
involved  in  your  communication.” 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  jurisdiction. 


252-33-A. 

APPELLANT  Richard  Donopria,  for  Madison  Square 
Garden  Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — 311-333  West  49th  street  and 
308-348  West  50th  street  (Block  No.  1040,  Lot  No 
14),  Manhattan. 

APPEARANCES— 

For  Appellant :  Richard  Donopria. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

TH^VOT^  B0ARD~Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  .  n 

THE  RESOLUTION—  . 

(252-33-A) 

Whereas,  Richard  Donopria,  for  Madison  Square  Garden 
Corp.,  owner,  filed,  July  11,  1933,  an  appeal  from  a  decision 
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of  the  commissioner  of  buildings,  affecting  premises  311-333 
West  49th  street  and  308-348  West  50th  street  (Block  No. 
1040,  Lot  No.  14),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  14,  1933  (B.  D.  Alt.  881-33),  reads: 

“This  amendment  is  disapproved  with  the  following 
objections  repeated: 

“3.  Provide  enclosure  about  boilers  to  comply  with 
Rule  20  of  the  Fuel  Oil  Rules.  Reconsideration  denied. 

“5.  Provide  chimney  flues  for  each  boiler  so  that  the 
products  of  combustion  of  the  oil  burner  can  be  properly 
transmitted.  Sec.  390  of  Building  ^  Code.  Chimney 
should  comply  with  Sec.  392  of  Bldg.  Code.  Reconsider¬ 
ation  denied. 

“6.  Show  methods  of  supporting  ducts  and  material 
of  same.  Supports  for  ducts  by  means  of  expansion 
belts  to  cinder  concrete  slab  is  unsatisfactory.  Gauge 
of  metal  in  stack  should  comply  with  Sec.  394,  sub.  1  of 
Building  Code.” ; 

and  - 

Whereas,  the  building  is  fireproof,  three  stories  in  height, 
375  ft.  2)4  in.  by  200  ft.  10  in.  in  area;  OCCUPIED  as  a 
place  of  public  assembly  (known  as  the  New  Madison  Square 
Garden),  located  within  a  business  use  district;  and 

Whereas,  the  appellant  proposes  to  install  about  fifteen 
units  of  approved  fuel  oil  burners  in  the  basement  for  ex¬ 
hibition  purposes,  igniting  fuel  oil  in  a  closed  vessel  or  boiler 
as  part  of  the  Electric  Exposition  to  be  held  from  September 
20th  to  30th,  inclusive,  1933.  fuel  oil  (Grade  No.  1-30  degrees 
Baume)  to  be  used;  a  550-gallon  storage  tank  will  be  prop¬ 
erly  encased  in  concrete,  located  in  vault  under  the  49th  street 
sidewalk,  a  positive  supply  of  fuel  oil  will  be  provided  by 
means  of  a  pump  through  a  system  of  oil  piping,  a  system 
of  exhaust  (induced  draft)  ventilation  is  also  provided  for 
the  products  of  combustion  from  all  burners ;  as  to  Item  3, 
the  enclosure  of  the  burners  will  meet  the  requirements  of 
rule  20  of  the  fuel  oil  rules;  as  to  Items  5  and  6,  consider¬ 
ation  is  hereby  requested  as  this  is  a  temporary  installation 
which  does  not  involve  the  burning  of  fuels  of  different 
character  or  content;  the  construction  will  be  safe  and  sub¬ 
stantial  as  per  drawings  filed  with  this  appeal ;  furthermore, 
an  attendant  having  a  certificate  of  fitness  issued  by  the 
fire  commissioner  will  be  in  charge  during  the  operation  of 
the  burners;  the  entire  fuel  oil  installation  will  be  dis¬ 
mantled  immediately  after  the  expiration  of  the  show. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  there  shall  be  installed 
not  more  than  eight  oil  burners  of  makes  approved  by  the 
board  of  standards  and  appeals  for  domestic  purposes  and 
using  not  heavier  than  No.  1  fuel  oil;  that  these  may  be 
installed  in  the  basement  toward  the  49th  street  side  in  the 
space  between  Stair  No.  E  and  the  switchboard  room  and 
extending  out  to  the  second  row  of  columns  from  the  49th 
street  building  line;  that  this  area  as  described  shall  be  en¬ 
closed  from  floor  to  ceiling  with  a  fire-retarding  partition 
of  not  less  than  3-inch  gypsum  blocks  laid  in  cement  mortar 
with  fireproof,  self-closing  double  doors  at  either  end;  that 
these  burners  shall  be  supplied  with  oil  from  a  tank  not 
exceeding  550  gallons  capacity,  protected  in  accordance  with 
the  fuel  oil  rules  and  installed  in  the  vault  under  the  side¬ 
walk  on  the  49th  street  side ;  that  the  oil  from  the  tank  to 
the  burner  shall  be  fed  to  the  burners  by  means  of  an  ap¬ 
proved  pump  with  a  manifold  connection  and  the  flow  of  the 
oil  at  the  manifold  shall  be  controlled  in  an  approved  man¬ 
ner;  that  there  shall  be  a  quick-closing  gate  valve  provided 
in  the  tank  supply  inside  the  vault ;  that  all  piping  from 
tank  to  burners  shall  be  thoroughly  tested  and  approved ;  that 
such  subdivided  partitions  as  may  be  installed  between  the 
burners  and  the  boilers  shall  be  of  asbestos  or  other  fire- 
resisting  material;  that  the  steam  from  the  boilers  shall  be 
discharged  either  into  a  condenser  or  into  the  heating  system 
of  the  building;  that  this  space  in  which  the  burners  are 
exhibited  shall  be  adequately  connected  to  the  general  ven¬ 
tilation  system  of  the  building;  that  each  burner  shall  be  at 


all  times  during  exhibition  hours  in  charge  of  a  certified 
operator  who  has  a  license  issued  by  the  fire  commissioner ; 
that  this  permit  is  limited  to  business  days  during  the  period 
from  September  20th  to  September  30th,  1933,  inclusive,  and 
during  the  hours  each  day  from  10  a.  m.  to  11  p.  m. ;  that 
other  than  as  modified  herein  the  fuel  oil  rules  shall  be 
complied  with  and  that  where  the  fuel  oil  rules  require  fire 
extinguishers,  such  extinguishers  shall  be  of  carbon  dioxide. 


151-33-A. 


APPELLANT — Ida  Lebenthal  Estate.  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 133  Mercer  street  (Block  No. 

499,  Lot  No.  22),  Manhattan. 

APPEARANCES— 

For  Appellant:  Louis  S.  Lebenthal. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(151-33-A) 

Whereas,  Ida  Lebenthal  Estate,  Inc.,  owner,  filed,  April 
20,  1933,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  133  Mercer  street  (Block 
No.  499,  Lot  No.  22),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  19,  1933  (Order  No.  89667-F),  reads: 

“1.  Arrange  the  standpipe  system  to  conform  to  the 
requirements  of  the  rules  of  the  Bd.  of  Standards  and 
Appeals  and  comply  with  the  following  orders : 

“A.  Provide  adequate  heating  apparatus  for  standpipe 
tank,  to  prevent  water  in  same  from  freezing. 

“B.  Provide  an  O-S  &  Y  gate  valve  on  the  down 
stream  side  of  tank  check. 

“C.  Provide  a  high  and  low  water  closed  circuit 
electric  alarm  for  standpipe  supply  tank  (or  arrange 
pump  to  be  automatic). 

“D.  Extend  the  standpipe  riser  to  the  sub-basement 
and  provide  an  outlet  with  50  ft.  of  hose. 

“E.  Provide  a  i/\"  open  or  automatic  ball  drip  for 
standpipe  line,  inside  of  building  at  level  between  check 
valve  and  outside  siamese  connection. 

“H.  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof  above 
the  3,500  gallon  mark  only. 

“I.  Place  the  present  siamese  connections  for  stand¬ 
pipe  system  at  least  24"  and  not  more  than  3'  above  the 
sidewalk  in  a  horizontal  position  accessible  to  the  Fire 
Dept. 

“J.  Provide  approved  pressure  reducing  valves  for  all 
standpipe  hose  outlets  on  and  below  the  1st  story,  to 
reduce  the  pressure  to  not  more  than  50  lbs.  per  sq.  in. 

“Sec.  560-1,  Art.  28,  Ch.  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  18,  1933,  reads: 

“This  will  reply  to  your  letter  of  March  23,  relative 
to  order  89667-F,  affecting  the  above  premises,  in  which 
you  state  you  desire  to  appeal  to  the  Board  of  Stand¬ 
ards  and  Appeals  for  relief  from  the  requirements  of 
the  order,  but  cannot  do  so  due  to  the  fact  that  more 
than  twenty  days  have  elapsed  since  the  date  of  issue  of 
the  order,  and  request  that  the  order  be  rescinded  and 
reissued  so  that  the  appeal  may  be  properly  before  the 
board. 

“Please  be  advised  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  (108  ft.) 
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in  height,  29.5  ft.  by  73  ft.  in  area;  OCCUPIED:  sub¬ 
cellar,  not  in  use ;  cellar,  storage,  no  occupancy ;  upper 
stories,  printing,  paper  splitting  and  manufacture  of  cur¬ 
tains  and  pocketbooks,  not  more  than  five  persons  per  story ; 
and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1901,  equipped  with  a  standpipe  system  consisting  of  one 
4-inch  rising  line  with  header  at  cellar  ceiling  leading  to 
Siamese  connection  at  street  front,  fed  from  5,000-gallon 
house  supply  tank,  3,000  gallons  reserved  for  standpipe  pur¬ 
poses,  bottom  of  which  is  26  ft.  above  the  roof ;  the  appellant 
intends  that  the  existing  standpipe  system  conformed  with 
the  rules  at  the  time  of  installation;  as  to  Item  D,  the  sub¬ 
cellar  is  not  used  for  any  purpose,  the  extension  of  stand¬ 
pipe  line  is  unnecessary;  as  to  Item  I,  the  height  of  Siamese 
connection  above  sidewalk  is  22 y2  in.  to  center  of  hose  con¬ 
nection  and  faces  downward ;  as  to  Item  J,  the  water  pressure 
at  foot  of  rising  line  is  only  about  sixty  pounds ;  further¬ 
more,  that  due  to  the  present  economic  conditions  the  owner 
would  suffer  an  unnecessary  hardship  if  compelled  to  comply 
with  the  order. 

Resolved,  that  the  decision  and  order  of  the  fire  commis¬ 
sioner,  No.  89667-F,  be  and  they  hereby  are  modified  and  the 
appeal  be  and  it:  hereby  is  granted,  as  to  Item  A,  inasmuch 
as  the  water  in  the  roof  tank  is  used  for  standpipe  service 
and  also  for  house  service ;  granted,  as  to  Item  D ;  granted ,  as 
to  Item  H,  on  condition  that  there  shall  be  at  all  times  not 
less  than  3,300  gallons  in  the  bottom  of  the  tank  available 
for  standpipe  service  only;  granted,  as  to  Item  I,  on  condi¬ 
tion  that  the  present  siamese  connections  are  not  less  24  in. 
and  not  more  than  3  ft.  above  sidewalk  and  accessible  to  the 
fire  department;  denied  as  to  Items  B,  C,  E  and  J,  and  said 
modification  is  granted  on  further  condition  that  rule  91  of 
standpipe-fire  line  rules  shall  be  complied  with  in  all  respects 
other  than  as  modified  herein. 


246-33-A. 

APPELLANT — Rosenthal  Brothers  Amusements,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — West  Island,  4,000  ft.  off  bulk¬ 
head  line,  foot  of  Rockaway  avenue,  Jamaica  Bay, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Jack  Rosenthal. 

For  Administration :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott . 5 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(246-33-A) 


Whereas,  Rosenthal  Brothers  Amusements,  Inc.,  owner, 
filed,  July  7,  1933,  an  appeal  from  a  decision  of  the  fire 
commissioner,  affecting  premises  West  Island,  4,000  ft.  off 
bulkhead  line,  foot  of  Rockaway  avenue,  Jamaica  Bay,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  7,  1933,  reads: 

“With  reference  to  your  application  dated  June  28th 
for  a  permit  to  conduct  a  fireworks  display  on  West 
Island  in  Jamaica  Bay,  on  Thursdays  for  the  next  ten 
weeks,  I  regret  to  inform  you  that  for  many  years  this 
Department  has  not  issued  such  permits,  in  view  of  the 
fact  that  the  interests  of  public  safety  demand  that  no 
permit  be  issued  for  the  display  of  fireworks.”; 

and 

Whereas,  the  premises  consist  of  vacant  land,  known  as 
West  Island,  located  in  Jamaica  Bay,  4,000  ft.  outside  the 
bulkhead  line  at  foot  of  Rockaway  avenue,  within  an  unde¬ 
termined  use  district;  and 


Whereas,  the  appellant  proposes  to  make  a  display  of 
fireworks  on  W est  Island  every  Thursday  during  the  next 
ten  weeks  consuming  about  one  and  one-half  hours  at  each 
occasion  and  employing  four  men,  for  the  entertainment  of 
visitors  and  the  patrons  of  Golden  City  Amusement  Park 
on  the  Canarsie  Shore  owned  and  operated  by  the  appellant ; 
furthermore,  the  appellant  contends  there  are  no  buildings 
on  the  Island,  the  display  will  be  conducted  in  an  orderly 
and  sate  manner ;  that  there  will  be  no  possible  danger  to 
life  or  property. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  fireworks  display  shall  be  lim¬ 
ited  to  Thursdays  for  one,  one- half  hour  period  each 
day  between  the  hours  of  9.00  p.  m.  and  10.00  p.  m.  and 
limited  to  ten  (10)  consecutive  weeks  commencing  July  27 
1933;  that  the  display  of  fireworks  shall  be  limited  to  the 
westerly  end  of  West  Island  within  an  area  not  exceeding 
vOO  ft.  square,  directly  in  line  with  the  center  line  of  the 
concrete  pier  of  the  City  of  New  York  at  the  foot  of  Rock¬ 
away  parkway,  the  distance  from  same  to  West  Island  being 
approximately  4,000  ft. ;  that  the  discharge  and  display  of  the 
reworks  shall  at  all  times  be  under  the  supervision  of  a 
person  holding  a  certificate  of  fitness  who  has  passed  an 
examination  conducted  by  the  fire  department  as  a  pyro¬ 
technist  ;  that  no  fireworks  of  a  prohibited  nature  shall  be 
used,  and  that  all  the  regulations  of  the  fire  department  shall 
be  complied  with  by  the  applicant  relative  to  the  storage  and 
display  of  fireworks. 


PETITIONS  FOR  VARIATIONS 

74-32-S. 

PETITIONER— Albert  J.  Courtney,  for  15-17  West  46th 
Street  Corp.,  owner. 

SUBJECT— Application  for  reopening — modification  —  re 
Petition  for  a  variation  of  the  labor  law  as  cited  in  a 
decision  of  the  superintendent  of  buildings 
PREMISES  AFFECTED — 15-17  West  46th  street  (Block 

APPEARANCES-®  N°'  2?)’  Manhattan' 

For  Petitioner:  Charles  Ferris. 

For  Administration:  None. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott  4 

Negative  .  '  Q 

Absent:  Commissioner  Guilfoyle.' .  i 

THE  VOTE  TO  MODIFY  RESOLUTION— . 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  , 

Negative  . *  * "  . .  n 

Absent  . „ 

THE  RESOLUTION—  .  0 

(74-32-S) 

Whereas  this  petition,  affecting  premises  15-17  West  46th 
street  (Block  No  1262,  Lot  No.  27),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board  at  its  meeting  July  22  1932 

of  thefe ‘SndilfonT8’  ^  reqUests  a 

J:s?hed’  resolutfion  adopted  by  the  board  July  22, 

1932,  be  modified,  only  so  far  as  it  refers  to  floors  on  which 
fireproof  passageway  shall  be  installed,  so  that  as  mexfified 
this  portion  of  the  resolution  shall  read:  “  ...  on  condition 
that  on  the  second,  third,  eighth  and  ninth  floors  there  shall 
be  installed  a  fireproof  passageway  ...”  and  that  the  reso- 

in  a°lT  respects61"  m°dM  sha11  comp,y  with  the  Jabor  law 

279-32-S.  *  ’ 

PETITIONER— David  J.  Comyns,  for  Sulken  Block  Realty 
Eorp.,  owner.  J 


656 


MINUTES 


SUB  JECT— Application  for  reopening— amendment— re  Peti¬ 
tion  for  a  variation  of  the  labor  law  as  cited  in  a 
decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 117  West  33rd  street  (Block 
No.  809,  Lot  No.  27),  Manhattan. 
APPEARANCES— 

For  Petitioner:  David  J.  Comyns. 

For  Administration:  None. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(279-32-S) 

Whereas,  this  petition,  affecting  premises  117  West  33rd 
street  (Block  No.  809,  Lot  No.  27),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board  September  20,  1932,  on  certain 
conditions,  and  petitioner  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  board  of  standards  does  hereby  make  a 
variation  in  the  requirements  of  the  labor  law.  and  that  the 
petition  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  comply  in  all  respects  with  section  271  and 
such  other  sections  of  the  labor  law  and  the  rules  and  regu¬ 
lations  of  the  board  of  standards  and  appeals  that  apply  to 
buildings  erected  prior  to  1913.  and  that  the  construction 
indicated  on  plans  filed  with  the  board  of  standards  and 
appeals  marked  “Received  July  17,  1933,”  showing  the  rear 
fire  escape  balconies  and  bridges  to  the  building  at  122  West 
34th  street  as  now  existing  on  the  third,  fourth  and  fifth 
floors  to  be  constructed  on  the  second  floor,  shall  be  deemed 
as  complying  with  the  requirements  of  section  271  of  the 
labor  law  and  the  rules  of  the  board  of  standards  and  ap¬ 
peals  in  this  case;  that  the  bridge  at.  the  lowest  or  second 
floor  level,  over  the  first  story  extension,  shall  be  protected 
with  }4-inch  diamond  or  other  approved  flame  plate. 


370-32-S 

PETITIONER — David  J.  Comyns,  for  Sulken-Block  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — amendment  —  re 

Petition  for  a  variation  of  the  labor  law  as  cited  in  a 
decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 119  West  33rd  street  (Block 
No.  809,  Lot  No.  26),  Manhattan. 

APPEARANCES— 

For  Petitioner :  David  J.  Comyns. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(370-32-S) 


Whereas,  this  petition,  affecting  premises  119  West  33rd 


street  (Block  No.  809,  Lot  No.  26),  Borough  of  Manhattan, 
was  granted  by  the  board  at  its  meeting  October  11,  1932, 
on  certain  conditions,  and  petitioner  requested  an  amendment 
of  the  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  building  shall  comply  in  all  respects  with  sec¬ 
tion  271  and  such  other  -sections  of  the  labor  law  and  the 
rules  and  regulations  of  the  board  of  standards  and  appeals 
that  apply  to  buildings  erected  prior  to  1913,  and  that  the 
construction  indicated  on  plans  filed  with  the  board  of  stand¬ 
ards  and  appeals  marked  “Received  July  17,  1933,”  showing 
the  rear  fire  escape  balconies  and  bridges  to  the  building  at 
122  West  34th  street,  as  now  existing  on  the  third,  fourth 
and  fifth  floors  and  as  to  be  constructed  on  the  second  floor, 
shall  be  deemed  as  complying  with  the  requirements  of  sec¬ 
tion  271  of  the  labor  law  and  the  rules  of  the  board  of 
standards  and  appeals  in  this  case;  that  the  bridge  at  the 
lowest  or  second  floor  level,  over  the  first  story  extension, 
shall  be  protected  with  J^-inch  diamond  or  other  approved 
plate. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

181-33-SA 

PETITIONER — Wizard  Oil  Heating  Co.,  for  Wizard  Oil 
Burner  Co.,  owner. 

SUBTECT — Wizard  Automatic  Oil  Burner,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  fire  department  and  the  engineer  of 
the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  . —  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(181-33-SA) 

Whereas,  Wizard  Oil  Heating  Co.,  for  Wizard  Oil  Burner 
Co.,  owner,  filed,  May  12,  1933,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known  as 
the  Wizard  Automatic  Oil  Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department  and  the  engineer 
of  the  board  dated  July  11,  1933,  recommends  the  approval 
of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Wizard  Automatic 
Oil  Burner  for  use  in  domestic,  commercial  and  industrial 
installations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  assistant  chief  of  the  bureau  of  combustibles,  fire  de¬ 
partment  and  the  engineer  of  the  board. 


197-33-SA. 

PETITIONER — Magna  Oil  Burner  Corp.,  owner;  A.  W. 
Dovel,  agent. 

SUBJECT — Magna  Fuel  Oil  Burner,  approval  of. 

APPEARANCES— 

For  Petitioner :  A.  W.  Dovel. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  fire  department  and  the  engi¬ 
neer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . . 
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THE  RESOLUTION— 

(197-33-SA) 

Whereas,  Magna  Oil  Burner  Corp.,  owner,  filed,  May 
29,  1933,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Magna  Fuel  Oil 
Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  Bureau  of  Com¬ 
bustibles,  fire  department  and  the  engineer  of  the  board 
dated  July  13,  1933,  recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Magna  Fuel  Oil 
Burner  for  use  in  domestic,  commercial  and  industrial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  Bureau  of  Combustibles,  fire  department  and  the 
engineer  of  the  board. 


237-33-SA 

PETITIONER — H.  Vander  Ven,  for  Kelly  Oil  Sales  Corp., 
owner. 

SUBJECT — Kelco  Oil  Burner,  approval  of 
APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 

with  the  report  of  the  fire  department  and  the 

engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . q 

Absent  . 0 

THE  RESOLUTION— 

(237-33-SA) 

Whereas,  H.  Vander  Ven,  for  Kelly  Oil  Sales  Corp 
owner,  filed,  June  26,  1933,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Kelco  Oil  Burner ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  Bureau  of  Com¬ 
bustibles,  fire  department  and  the  engineer  of  the  board  dated 
July  17,  1933.  recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Kelco  Oil  Burner 
for  use  in  domestic  and  commercial  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  the  report  of  the  Bureau  of  Com¬ 
bustibles,  fire  department  and  the  engineer  of  the  board. 

226-33-SA. 

PETITIONER— Herman  Reintsema,  for  Laco  Oil  Burner 
Co.,  owner. 

SUBJECT — Laco  Oil  Burner,  Models  F,  JF,  BF  and  D. 

approval  of. 

APPEARANCES— 

For  Petitioner:  I.  Huppert. 

■ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  fire  department  and  the  en- 
gineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  * 


Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 


(226-33-SA) 

Whereas.  Herman  Reintsema,  for  Laco  Oil  Burner  Co., 
owner,  filed  June  19,  1933,  ■  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Laco  Oil  Burner,  Models  F,  JF,  BF  and  D ;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  a  report  of  the  assistant  chief 
of  the  Bureau  of  Combustibles,  fire  department,  and  the 
engineer  of  the  board,  dated  July  18,  1933,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Laco  Oil  Burner, 
Models  F,  JF,  BF.  and  D,  for  use  in  domestic,  commercial 
and  industrial  installations  when  installed  in  accordance  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals  and 
the  report  of  the  Bureau  of  Combustibles,  fire  department, 
and  the  engineer  of  the  board. 


15-33-SA. 

PETITIONER— Enterprise  Engineering  Co.,  for  Enter¬ 
prise  Oil  Burner  Co.,  owner. 

SUBJECT — Enterprise  Steam  Atomizing  Burner,  approval 
of. 

APPEARANCES— 

For  Petitioner:  H.  M.  Fricken. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  engineer  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . ; . ■ .  5 

Negative  . . .. .. .  o 

Absent . . . ■ .  q 

THE  RESOLUTION— 

(15-33-SA) 

Whereas,  Enterprise  Engineering  Co.,  for  Enterprise  Oil 
Burner  Co.,  owner,  filed  January  13,  1933,  a  petition  with 
the  board  of  standards  and  appeals  for  approval  of  their 
device  known  as  the  Enterprise  Steam  Atomizing  Burner; 
and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  due  to  a  change  in  the  law, 
the  bureau  of  fire  prevention  has  been  transferred  to  the 
department  of  buildings  and  a  report  of  the  engineer  of  the 
board,  dated  July  18,  1933,  supplementing  a  report  of  the 
chief  of  the  bureau  of  fire  prevention,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Enterprise  Steam 
Atomizing  Burner,  for  use  in  commercial  and  industrial  in¬ 
stallations,  when  installed  in  accordance  with  the  fuel  oil 
i  ules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  engineer  of  the  board. 


Adjourned,  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  'Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail.  .  •  -  -  '  -  "  -  1  '  5  Sr*:  ‘ ' 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A— 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA— Elkhart  Flush  Type  Siamese,  approval  oL 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA— A  Diamond  “S”  250  lbs.  254-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2 54-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-S A— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

11-31-SA — Quaker  Burnoil  Stove,  approval  of. 

32-31- S A— Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  254-Inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  254-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use.  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32- S A — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32- S A— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA— Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32- S  A — Diard  Oil  Burner,  approval  of. 

528-32-SA— Weldon  Extinguisher,  approval  of. 


534-32-SA— Tate-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-154, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA— Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

146-33-SA — Stephens  Oil  Burner,  Models  No.  1  and  No. 
2,  approval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA— Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA— Gold  Star  Oil  Burner,  approval  of. 

178-33-SA — Acme  Interior  Fire  Alarm  Station,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA— Mohawk  Oil  Burner,  approval  of. 

208-33-SA — Lonergan  Automatic  Oil  Burner,  approval  of. 
218-33-S A — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

227-33-SA — Oronoque  Oil  Burner,  Models  S-l  and  S-2, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-  S A — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.^ 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement : 


1-154-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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DOCKET. 


DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  July  19,  1933 . . .  255 

Restored  to  Calendar .  64 

Miscellaneous  Applications. 

Requests  to  reopen .  182 

Requests  to  amend .  9 

Requests  for  modification .  35 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  44 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total .  870 

Disposed  of  .  656 


Withdrawn  .  36 

Dismissed  .  17 

Denied  . ge 

Granted  .  4 

Granted  on  condition . .  166 

Appliances  approved  .  34 

Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted..., .  44 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted.. .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  jg 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . c 

Requests  withdrawn  or  dismissed .  15 

Total  .  656 


Cases  pending  July  19,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  ore  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  m  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  bv  anv 
other  method  of  delay.  .  y 

Sixth  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


^Tuesa^^ijt  10  a.  m.  and  2  p.  m. 
''^Special  meetings  as  published  in 


_ „  _ r . . . this  Bulletin. 

call  cjf  Clerk's  Calendar,  Mondays,  at  2  p.  m. 


HARRIS  H.  MURDOCK,  Chairman 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calettdar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  o>rder  given — 
Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Burners  for  Industrial  Use. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Progress  Report.  ^ 


No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  July  26,  1933. 

Cal.  No.  Department.  Premises  Affected. 

260-33-BZ . D.B.B - 91  Clark  st.  (Block  232,  Lot 

10),  Bklyn., 

-  Applic.  3744-1933 

259-33-BZ . D.B.Bx. .  .4515  Bronx  blvd.  (Block  5074, 

-  Lot  13),  Bx.,  N.  B.  238-1933 

258-33-A . D.B.M. .  .122-124  E.  25th  st.  (Block  880, 

Lot  78),  Man., 

-  F-2657  and  Decision 

257-33-BZ . D.B.Q . 43-33  46th  st.  (Block  156,  Lot 

5  and  part  of  Lot  9  and  Lot 
31),  Woodside,  Q., 

-  N.  B.  867-1933 

256-33-BZ . D.B.R....902  Huguenot  ave.  (Block  6815, 

Lot  58),  Huguenot,  Rich., 

-  N.  B.  291-1933 


CODE 


F.D . 

HD . 

D.B.B . 

D.B.M . 

D.B.Q . 

D.B.R . 

D.B.Bx . 

. Department  of  Buildings,  Brooklyn 

. Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

. Department  of  Buildings,  Richmond 

T.H.D . 

RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved  Aug.  2,  1932 — Vol.  17  No.  31 
forms  . 

Concrete  Flat  Slabs,  Rules . June  6,  1933 — Vol.  18  No.  23 

Concrete  Rules  (Hydrated  Lime) . .  July  25,  1933— Vol.  18  No.  30 

Elevator  Rules  ..................  Mar.  28,  1933— Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors) -  Qct.  18,  1932— Vol.  17  No.  42 

Factory  Exit  Rules.. . jan.  3,  I933_y0l.  18  No.  1 

Fire  Alarm  Rules  (Interior) .  Dec.  27,  1932— Vol.  17  No.  62 

£re  £riU  Rutes.. . . . May  30.  1933— Vol.  18  No.  22 

Fire  Retarding  Rules  for  Garages, 

XT-  '  A  ■ '  V  :•"•••  i . Julv  18<  1933— Vol.  18  No.  29 

Fireproof  Wood,  Testing  of . July  11,  1933— Vol.  18  No.  28 

Frame  Garages,  Ruling  for . jan.  21.  1919— Vol.  4  No.  3 

£uel  PP  ?vUriesL-  •, . May  23’  1933— Vol.  18  No.  21 

Gas  Shut-Off  Rules .  Apr.  7,  1925— Vol.  10  No.  14 

Hatchway  Protection  . .  JUne  5,  1928-Vol.  13  No.  23 

Paint,  Varnish  and  Lacquer  Spray- 

R“,e?  . June  I3*  1933— Vol.  18  No.  24 

Plumbing  Rules  . . Apr.  25,  1933— Vol.  18  No.  17 

Procedure,  Rules  of ......... .... •  •  June  20.  1933— Vol.  18  No.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933— Vol.  18  No.  16 

Smoking  in  Factories,  Rules  for...juiv  n,  1933— Vol.  18  No.  28 

Sprinkler  Rules  . .  Dec.  6.  1932— Vol.  17  No.  49 

Standpipe — Fire  Line  Rules .  Nov.  22,  1932 — Vol.  17  No  47 

Structural  Alterations,  Reporting..  june  7,  1932 — Vol.  17  No  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . . .  Apr.  10,  1923 — Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Feline  Hose  Valves . July  18,  1933— Vol.  18  No.  29 

Fuel  Oil  Burners  for  Domestic  and 

X*  ,C^I?,ercial  ^se  V  •; . July  n-  1933— Vol.  18  No.  28 

Fuel  Oil  Burners  for  Industral  Use.  May  16,  1933 — Vol.  18  No  20 

Fuel  Oil  Pumps . July  18,  1933— Vol.  18  No.  29 


'-ai.l  UF  CLERK'S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hdl  bouleyard  (Block  No.  2342,  Lot  Nos.  6  and 

a  t^txt  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 


214-33-BZ. 

APPLICANT  Charles  P.  Cannella,  for  Lora  Peragine 
owner.  ’ 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 


197-19-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Sadie  Wohlberg 
owner. 

PREMISES— 950-954  Fulton  street  (Block  No.  2014  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by.  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 


180-33-BZ. 

APPLICANT— William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No  8) 

_ _ _  ,  Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden). 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
rxl  a?Peals  of  a  Public  hearing  under  the  provisions 
?  1n„ul™g  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  ivill  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  ivill  be  held  on  Tuesday,  September  12,  1933,  at  10 
a.  m..  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 
on  Monday,  September  11.  1933,  at  2  p.  m. 

During  the  month  of  August  the  office  ivill  be  open  as 
usual  for  the  filing  of  appeals ,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for’  con¬ 
sultation  are  from  10  a.  m.  to  1  p.  m.— Saturdays  excepted 


CAL.  NO.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No  1) 
Brooklyn. 

CAL.  NO.  118-33-BZ— Application,  May  10,  1933,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ— -Application,  March  7,  1927;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33- A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A — 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A— 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 

139-33- A — 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 
Lot  No.  6).  Long  Island  City,  Borough  of 
Queens. 

Petition  for  V ariation. 

47-33-S—  South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,' SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

i 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 
owner. 

PREMISES — 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ. 

APPLICANT — Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES— Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares, _  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  ; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Rot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ— Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT— James  P.  Boyland,  for  Michael  Beirne, 
owner. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 
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PREMISES— Southeast  corner  of  East  233rd  street  and 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58  59 
and  60) ,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

No.  190-33-BZ. 

APPLICANT — Harry  E.  Bahr,  owner. 

PREMISES — 72  Middagh  street,  south  side,  114  ft  west 
of  Henry  street  (Block  No.  216,  Lot  No.  21) 
Brooklyn.  ’ 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 


No.  384-20- BZ. 

APPLICANT  Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES  754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANT— Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  148-33-BZ— Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 


APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Air-Blast  Oil  Burner .  579-32-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner _  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  .  485-32-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner . 111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-3 1-S  A 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” . 232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  .  1278-21-SA 

Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oilbilt  Burner .  85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-2 1-S  A 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun- Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner _  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


665 


APPROVED  APPLIANCES 


Burners  for  Domestic 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D....  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS -  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner... .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . ;...  608-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l . 45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

EVenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 


and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner . 715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner . 373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 . .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26-SA 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner . 852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D _  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nii-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . - .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner . .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner . 187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 
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Name  of  Burner  Calendar  No. 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner . . .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-SK  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner.. .  106-33-SA 

Sunway  Oil  Burner. . 624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater.. ^ .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20. .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner . 396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B . . .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  July  26,  1933 . . .  260 

Restored  to  Calendar .  64 

Miscellaneous  Applications. 

Requests  to  reopen . .  182 

Requests  to  amend .  9 

Requests  for  modification .  35 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  44 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 


Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  . 875 

Disposed  of  .  656 

Cases  pending  July  26,  1933 .  219 


DISPOSITION  OF  CASES. 

Withdrawn  .  36 

Dismissed  .  17 

Denied  .  86 

Granted  .  4 

Granted  on  condition .  166 

Appliances  approved  .  34 

Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  44 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  12 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  C 

Requests  withdrawn  or  dismissed .  15 

Total  .  656 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  oni  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUi  - 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


My  Subscription  is  to  begin  with  the  issue  for 


Street. 
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,  3933. 
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Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
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Telephone — WOrth  2-0184. 
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All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  o.rder  given— 
Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Burners  for  Industrial  Use. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of,  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


Cal.  No. 
264-33- A. 

DOCKET. 

New  Cases  Filed  up  to  August  2,  1933. 

Department.  Premises  Affected. 

. F.D . 4265  E.  177th  st.  (Block  5519, 

Lots  157,  159,  160,  162,  18,  9, 

263-33-BZ 

. D.B.Q 

A‘/v  A 

_ S.  W.  corner  of  Hillside  ave.  and 

Cross  Island  blvd.  (Block 
1481,  Lot  54),  Hollis,  Q. 

N.  B.  1412-1933 
....125-02  Merrick  blvd.  (Block 
3208,  Lots  122.  124  and  126), 
South  Jamaica,  Q. 

N.  B.  1364-1933 
...93-95  Clark  st.  (Block  232,  Lot 
8),  Bklyn.  Applic.  3634-1933 

262-33-BZ 

. D.B.Q 

261-33-BZ 

. D.B.B 

F  D 

CODE 

H  D 

D.B.B - 

D.B.M. . . 

D.B.Q - 

D.B.R - 

D  B  Bx. . 

. 

.Department  of  Buildings,  Brooklyn 
Department  of  Buildings,  Manhattan 
....Department  of  Buildings,  Queens 
Department  of  Buildings,  Richmond 
....Department  of  Buildings,  Bronx 

T.H.D. . . 

RULES 


Certificate  of  Occupancy,  approved 

forms  . Aug’. 

Concrete  Flat  Slabs.  Rules.... 

Concrete  Rules  (Hydrated  Lime)  .  .  July 

Elevator  Rules  . -Mar. 

Exit  Rules  (Revolving  Doors) ...  Oct. 

Factory  Exit  Rules . Tan. 

Fire  Alarm  Rules  (Interior) . .Dec 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages 

etc . 

Fireproof  Wood,  Testing  of . Tuly 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . May 

Gas  Shut-Off  Rules . Apr. 

Hatchwav  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray 

ing  Rules . June 

Plumbing  Rules . Apr. 

Procedure.  Rules  of . Tune 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  fo 

Sprinkler  Rules . Dec. 

Standpipe — Fire  Fine  Rules . Nov. 

Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr. 


Fireline  Hose  Valves . July 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . July 

Fuel  Oil  Burners  for  Industrial  Use.May 
Fuel  Oil  Pumps . July 


Last 

Publication  in 

Bulletin 

Aug-. 

2 

1932— Vol. 

17 

No. 

31 

•Tune 

6. 

1933— Vol. 

18 

No. 

23 

•July 

25. 

1933— Vol. 

18 

No. 

30 

•Mar. 

28. 

1933— Vol. 

18 

No. 

13 

Oct. 

18, 

1932— Vol. 

17 

No. 

42 

•Tan. 

3, 

1933— Vol. 

18 

No. 

1 

•Dec. 

27. 

1932— Vol. 

17 

No. 

52 

May 

30, 

1933— Vol. 

18 

No. 

22 

•Tulv 

18, 

1933— Vol. 

18 

No. 

29 

Tuly 

11. 

1933— Vol. 

18 

No. 

28 

•Tan. 

21. 

1919— Vol. 

4 

No. 

3 

■May 

23. 

1933— Vol. 

18 

No. 

21 

Apr. 

7. 

1925 — Vol. 

10 

No. 

14 

June 

5, 

1928— Vol. 

13 

No. 

23 

•  Tune 

13. 

1933— Vol. 

18 

No. 

24 

.  Apr. 

25. 

1933— Vol. 

18 

No. 

17 

Tune 

20. 

1933— Vol. 

IS 

No. 

25 

•  Apr. 

18, 

1933— Vol. 

18 

No. 

16 

.  Tulv 

11. 

1933— Vol. 

18 

No. 

28 

■  Dec. 

6. 

1932— Vol. 

17 

No. 

49 

•  Nov. 

22. 

1932— Vol. 

17 

No. 

47 

•June 

7. 

1932— Vol. 

17 

No. 

23 

Apr. 

10, 

1923— Vol. 

8 

No. 

15 

ED  APPLIANCES 

July 

18, 

1933— Vol. 

18 

No. 

29 

.Tuly 

11, 

1933— Vol. 

18 

No. 

28 

•  May 

16. 

1933— Vol. 

18 

No. 

20 

July 

18, 

1933— Vol. 

18 

No. 

29 

CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ. 

APPLICANT — Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES — East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot  Nos.  6  and 
8),  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 

214-33-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Lora  Peragine, 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 

197-19-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Sadie  Wohlberg, 
owner. 

PREMISES — 950-954  Fulton  street  (Block  No.  2014,  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 

180-33-BZ.  ; 

APPLICANT — William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner.' 

PREMISES — Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No.  8), 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden) . 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 


ADJOURNMENT. 

Notice  is  hereby )  given  that  the  board  of  standards  and 
abbeals  will  hold  no  meetinas  dvrinn  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday) .  September  12.  1933.  at  10 
a.  m..  and  that  the  next  Clerk's  Calendar  Call  will  be  held 
on  Monday  September  11  1933.  at  2  p.  m. 

J-  Darina  'h*  month  of  August  the  office  will  be  open  as 
usual  foe  fPe  flina  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  arc  from.  10  a,  m.  fo  1  .p.m.-^Safurdays  excepted.- 


cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone,  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot:  No.  l), 
Brooklyn. 

CAL.  NO.  118-33-BZ — Application,  May  1(T,  1933,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ — Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dowey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  194-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33-A— 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A— 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A — 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 

139-33-A — 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 
Lot  No.  6),  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

47-33-S—  South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 

owner. 

PREMISES — 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ. 

APPLICANT — Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
■resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion  ;  denied  October  2,  1928 ;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ— Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Michael  Beirne, 
owner. 


PREMISES — Southeast  corner  of  East  233rd  street  and 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58,  59 
and  60),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

No.  190-33-BZ. 

APPLICANT — Harry  E.  Bahr,  owner. 

PREMISES — 72  Middagh  street,  south  side,  114  ft.  west 
of  Henry  street  (Block  No.  216,  Lot  No.  21), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
'  resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 

No.  384-20-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES — 754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 

Burners  for  Industrial  Use 


Air-Blast  Oil  Burner . 

Anthony  Nebuiyte  Uil  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner - 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  . 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  A  A . 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . 

DeWalt  Oil  Burner . 

Doe  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner.. 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Steam  Atomizing  Burner . 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set 

Frankfort  Type  P  Oil  Burner . 

Gem  Fuel  Oil  Burner . 

General  Electric  Fuel  Oil  Burner,  Model  D-l.. 

General  Electric  Oil  Burner,  Type  DA-2 . 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

Grant  Oil  Burner,  Model  “C” . 

GRD  Fuel  Oil  Atomizer . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . 

Hart  Oil  Burner,  Model  “H” . 

Hauck  Venturi  Low  Pressure  Oil  Burner . 

Hayward  Oil  Burner . 

Hobeco  Oil  Burner  . 

Holby  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D.. 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 

Magna  Fuel  Oil  Burner . 

Mahrvel  Low  Pressure  Burner . 

Maxon  Oil  Burner  (New  Style) . 


579-32-SA 

lU2ti-22-SA 

45-21-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

485-32-SA 

957-22-SA 

1361-24-SA 

608-32-SA 
942-21-SA 
397-23-SA 
13-21-SA 
155-31-SA 
541-31-SA 
317-31-SA 
1414-23-SA;* 
509-30-SA 
1149-27-SA 
15-33-SA 
26- 22- S  A 
1046-23-SA 
111-26-SA 
434-32-SA 
228-33-SA 
348-31-SA 
1636-21-SA 
232-32-SA 

128- 27-SA 
72-31-SA 

690-30-SA 
221-33-SA 
88-27-SA 
69 6-30- S  A 
1278-21-SA 
328-27-SA 
689-29-SA 
5-24-SA 
367-30-SA 
226-33-SA 
314-30-SA 

129- 28-SA 
155-20-SA 
197-33-SA 
859-26-SA 

1036-22-SA 


May  Oil  Burner . 

Mid- West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner . . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner - 

Oilbilt  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . 

Petro  Mechanical  Burner  and  Air  Register.... 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH . 

|  Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner.... 

Quinn  Oil  Burning  Equipment . 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . . 
Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Rockwell  Fuel  Oil  Burner . . . . 

Rohr  Schanck  Fuel  Oil  Burner . 

S.  &  K.  Mechanical  Fuel  Oil  Burner . 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  . 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  . 

Simplex  Turbine  Fuel  Oil  Burner . 

Steam  Oil  Burner . 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate- Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Spiro  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Todd  Rotary  Fuel  Oil  Burner . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Vaporoil  Burner . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
Wizard  Automatic  Oil  Burner . 


68-24-SA 

327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
548-31-SA 
255-31-SA 
792-26-SA 

85-33-SA 

394-30-SA 

617-30-SA 

644-21-SA 

452-3H-SA 

735-24-SA 

40-31-SA 

614-32-SA 
660-30-SA 
438-31-SA 
367-21-SA 
504-23-SA 
667-28- S  A 
341-21-SA 
583-21-SA 
1115-22-SA 
10-33-SA 

197- 32-SA 

198- 32-SA 
1203-22-SA 

183-22-SA 

603-29-SA 

106-33-SA 

624-30-SA 

92-23-SA 

1254-24-SA 

1444-23-SA 

297-29-SA 

1525-22-SA 

470-31-SA 

94-32-SA 

454-25-SA 

123-23-SA 

44-32-SA 

19-25-SA 

181-33-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NC,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7JNU, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  2P8-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner . 764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-3 1-S A 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner . 571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-C8-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-3 A 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 


Name  of  Burner  '  Calendar  No. 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

-  /'’n^30 .  97-33-SA 

ruelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

filbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner . . .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 . 444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil'  Burner .  382-26-SA 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner . *’  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  1'ype  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 


International  Mechanical  Draft  Oil  Burner _ 

International  Oil  Burner . 

Johnson  Improved  Rotary  Fuel  Oil  Burner... 

Joyce  Oil  Burner . 

K.  F.  C.  Oil  Burner . 

Kelco  Oil  Burner . 

KeWaNee  Oil  Burner,  Model  “C” . 

Kleen  Heet  Oil  Burner . 

Kleen  Heet  Oil  Burner,  Type  “R” . 

Kreager  Oil  Burner . 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D. . . . 

Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . * 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25 

26,  65,  66,  307,  308,  309,  400  and  800 . 

M.  W.  Oil  Burning  Water  Heater . 

Magna  Fuel  Oil  Burner . 

Majestic  Oil  Burner . 

Marr  Oil  Heat  Machine . 

Master  Fuel  Oil  Burner . . 

Master-Kraft  Oil  Burner . .  .  .  .  .  .  .  . 

May  Oil  Burner . 


1305-24-SA 

938-22-SA 

852-26-SA 

846-25-SA 

237-33-SA 

518-32-SA 

62-24-SA 

49-33-SA 

367-30-SA 

443-28-SA 

670-30-SA 

226-33-SA 

1034-27-SA 

425-31-SA 

314-30-SA 

129-28-SA 

341-32-SA 

737-29-SA 

197-33-SA 

693-30-SA 

765-26-SA 

350-32-SA 

83-33-SA 

68-24-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea;  Oil  Burner .  195-32 -S  A 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-S  A 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nn-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner . . .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C -  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7  .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner . . .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner . 745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32- S  A 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32-SA 


Name  of  Burner  Calendar  No. 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent- Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner -  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models.  A -2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5IC  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner... .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner . 115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  August  2,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 


Administrative  requests  . . 

Requests  for  interpretation 

Total  .  S79 

Disposed  of  .  656 

Cases  pending  August  2,  1933 .  223 


DISPOSITION  OF  CASES. 

261  Withdrawn  . . .  36 

Dismissed  .  17 

Denied  .  35 

264  Granted  .  4 

Granted  on  condition .  166 

Appliances  approved  .  34 

64  Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved .  j 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

182  Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

9  Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

35  Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

2  Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

44  Requests  for  extension  of  time  granted .  44 

Requests  for  extension  of  time  denied .  0 

6  Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 


0  Requests  to  install  granted 
Requests  to  install  denied 

12  Plans  approved . 

Plans  disapproved  _ ... 


Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  9 

Requests  withdrawn  or  dismissed .  15 

Total  .  656 


— — -  :  ’  -  .  .  .Wh 

WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  om  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


r  uurin, 


i-nat  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
aal  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  bv  anv 
other  method  of  delay.  y 

Sixth  That  no  appeal,  application  or  petition  will  be  ac- 
cepted  for  filing  unless  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  tn  T mi- 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  Vo 


Name 


Street. 
P.  O 


My  Subscription  is  to  begin  with  the  issue  for 
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,  1933. 
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Subscription 
$2.50  a  year 


AUGUST  15,  1933 


Single  Copies,  5  cents  qo 

By  mail,  7  cents  l^°*  °° 


DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — WOrth  2-0184.  • 

Dffice  Hours — 9  a.  m,  to  4  p.  m.  Saturdays  9  a.  m.  to 
12  noon.  . ; 

411  communications  should  be  addressed,  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

•  ./ 

Approved  Burners  for  Industrial  Use. 

.  .. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Progress  Report.  . 


Oa 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p. 

All  hearings  are  held  in  Room  1013,  MunicipalL|J*filding,  J 
Manhattan. 

- 
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s 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Of 


A? 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Oj 


% 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

•  HARRIS  H.  MURDOCK,  Chairmen. 
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DOCKET. 

Neiv  Cases  Filed  up  to  August  9,  1933. 

Cal.  No.  Department.  Premises  Affected. 

266-33-BZ . D.B.Bx. . .  .750  Sound  View  ave.  &  727  St. 

Lawrence  ave.  (Block  3596, 
Lot  1),  The  Bronx, 

-  N.  B.  311-1933 

265-33-BZ . D.B.Bx.... 2350  Boston  rd.  and  2449  Hol¬ 

land  ave.  (Block  4431,  Lot  22), 
-  The  Bronx,  N.  B.  248-1933 


CODE 


F.D . Fire  Department 

H.D . Health  Department 


D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings.  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 


D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 

Last 

Certificate  of  Occupancy,  approved 

forms  . Aug’. 

Concrete  Flat  Slabs,  Rules . Tune 

Concrete  Rules  (Hydrated  Lime)  . .  July 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) ...  Oct. 

Factory  Exit  Rules . Tan. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages. 

etc . Tulv 

Fireproof  Wood,  Testing  of . Tuly 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . Mav 

Gas  Shut-Off  Rules . Aor. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . June 

Plumbing  Rules . Apr. 

Procedure.  Rules  of . Tune 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for... Tulv 

Sprinkler  Rules . . . Dec. 

Standpipe — Fire  Fine  Rules . Nov. 

Structural  Alterations.  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


Publication  in  Bulletin 


2. 

1932— Vol. 

17 

No. 

3T 

6. 

1933— Vol. 

18 

No. 

23 

25. 

1933— Vol. 

18 

No. 

30 

28. 

1933— Vol. 

18 

No. 

13 

18. 

1932— Vol. 

17 

No. 

42 

3. 

1933— Vol. 

18 

No. 

1 

27, 

1932— Vol. 

17 

No. 

52 

30, 

1933— Vol. 

18 

No. 

22 

18. 

1933— Vol. 

18 

No. 

29 

11. 

1933— Vol. 

18 

No. 

28 

21. 

1919— Vol. 

4 

No. 

3 

23. 

1933— Vol. 

18 

No. 

21 

7. 

1925 — Vol. 

10 

No. 

14 

5. 

1928— Vol. 

13 

No. 

23 

13. 

1933— Vol. 

18 

No. 

24 

25. 

1933— Vol. 

18 

No. 

17 

20. 

1933— Vol. 

18 

No. 

25 

18. 

T  933— Vol. 

18 

No. 

IB 

11. 

1933— Vol. 

18 

No. 

28 

B. 

1932— Vol. 

17 

No. 

49 

22. 

1932— Vol. 

17 

No. 

47 

7, 

1932— Vol. 

17 

No. 

23 

10, 

1923— Vol. 

8 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves . July  18.  1933 — Vol.  18  No.  29 

Fuel  Oil  Burners  for  Domestic  and  - - 

Commercial  Use . July  11,  1933— Vol.  18  No.  28 

Fuel  Oil  Burners  for  Industrial  Use.Mav  IB.  1933— Vol.  18  No  20 

Fuel  Oil  Pumps . July  18.  1933— Vol.  18  No.  29 


ADJOURNMENT. 

Notice  is  hereby  (liven  that  the  board  of  standards  and 
obbeals  will  hold  no  meetinas  dnrina  the  month  of  August. 
The  next  regular  rneetina  of  the  board  of  standards  and 
appeals  •’"fll.be  held  on  Tuesday.  September  12.  1033  nt  10 
a.  m.  and  that  the  next  Clerk’s  Calendar  Call  will  be  held 
on  Monday  September  11  1933.  at  2  P  in. 

During  Ft  month  of  August  the  office  will  be  oben  a* 
usual  fo'< ■  ' l'  ”  ft  find  of  apbeals.  applications  and  Petitions,  also 
for  cou'utfntinn  and  other  business.  The  hours  for  con¬ 
sultation  arc  hom  W-g.-m.  to  1  p.  m, —Saturdays  excepted 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ.  • 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarkt 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laure 
Hill  boulevard  (Block  No.  2342,  Lot  Nos.  6  ant 
8),  W oodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zont 
resolution, 

1  O  PERMIT,  partly  in  a  business  district  and  partly  in  ; 
residence  district,  the  erection  and  maintenance  of  ; 
garage  for  more  than  five  (5)  motor  vehicles  and 
also,  a  motor  vehicle  repair  shop. 

214-33-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Lora  Peragine 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lol 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zom 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 

197-19-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Sadie  Wohlberg 
owner. 

PREMISES — 950-954  Fulton  street  (Block  No.  2014,  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 

180-33-BZ. 

APPLICANT— William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No  8) 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden). 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  lb  HEREBY  GIVEN  by  the  board  of  stand¬ 
's  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
*«???’  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

CAL.  NO.  597-32-BZ— Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a.  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  33-41  Stone  ave- 
1  nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1). 
Brooklyn. 


CAL.  NO.  118-33-BZ— Application,  May  10,  1933,  under  sec 
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tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district ;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

al.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

al.  no.  238-27-BZ — Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

al.  no.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33- A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33-A— 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A— 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A — 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 

Manhattan. 

139-33-A — 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 
Lot  No.  6),  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

47-33-S—  South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 

owner. 

PREMISES — 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ. 

APPLICANT— Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
■resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion  ;  denied  October  2,  1928 ;  reopened 
June  9,  1933,  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Rot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1),  The  Bronx. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Michael  Beirne, 
owner. 


PREMISES— Southeast  corner  of  East  233rd  street  anc 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58.  5£ 
and  60),  'The  Bronx. 

APPLICAT ION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

No.  190-33-BZ. 

APPLICAN  1- — Harry  E.  Bahr,  owner. 

PREMISES  72  Middagh  street,  south  side,  114  ft  west 
of  Henry  street  (Block  No.  216,  Lot  No".  21) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  -  ■ 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an 'existing  dwelling  to  business 
use  (store). 

No.  384-20-BZ. 

APPLICANT  Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner, 

I  REMISES  754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion,  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES— 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matter :  8’ 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 

Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 

Broadway.  Price  $1.25;  by  mail  $1.35.  Broadway.  Price  30c;  by  mail  35c. 

184 


APPROVED  APPLIANCES 

Burners  for  Industrial  Use 


Air-Blast  Oil  Burner . 

Antnony  NeDulyte  Uil  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  . 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  AA . 

Chalmers  Automatic  Oil  Burner,  Models  Dl 


and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner . . .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-iSA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-3 1-S A 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  .  1278-21-SA 

Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  ...  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24- S A 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann- Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oilbilt  Burner .  85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31.-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH.. .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment . .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner . • .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22- S A 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd,  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 


579-32-SA 

1026-22-SA 

45-21-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

485-32-SA 

957-22-SA 

1361-24-SA 


NOTICE 


If  applicants,  under .  the  building  zone  resolution,  desire 
copies  of  Form  7NC,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic 

Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner . .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H . .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner., . 579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine . .. .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l.. .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner . . .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA.. . . .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner . —  . .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-C8-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  420-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burnet .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner... .  102-33-SA 


and  Commercial  Use 

Name  of  Burner  Calendar  No, 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner . . .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner . 47-30-SA 

Gar  Wood  Oil  Burner . . .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -SA 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner....  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D _  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner . .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 


682 


APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25- S A 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nolcol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner . 161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-1'5 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32- S  A 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oil 

Burner .  197-32- S-\ 


Name  of  Burner  Calendar  No. 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30 -SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0 .  463-31-S/ 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner., .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 


Victor  Oil  Burner .  012-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

Wizard  Automatic  Oil  Burner . 181-33-SA 

York  Automatic  Oil  Burner - - -  .  44-29-SA 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  August  9,  1933 .  266 

Restored  to  Calendar .  64 

Miscellaneous  Applications. 

Requests  to  reopen .  182 

Requests  to  amend . 9 

Requests  for  modification . 35 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  44 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans . 12 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  . 881 

Disposed  of  .  656 

Cases  pending  August  9,  1933 .  225 


DISPOSITION  OF  CASES. 

Withdrawn  .  36 

Dismissed  .  17 

Denied  .  86 

Granted  .  4 

Granted  on  condition .  166 

Appliances  approved  .  34 

Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved . 1 

Rules  disapproved,  rescinded  or  withdrawn . . .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  44 

Requests  for  extension  of  time  denied .  C 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  12 

Plans  disapproved  . 0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  e 

Requests  withdrawn  or  dismissed .  15 

Total  .  656 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  oni  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001 ,  Municipal  Building-, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vear  to  THF  'RTTT 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name.  . . 
Street. 
P.  O 


My  Subscription  is  to  begin  with  the  issue  for 


,  1933. 
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John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
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Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  4  p.  m.  Saturdays  9  a.  m.  to 
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All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  o.rder  given _ 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Burners  for  Industrial  Use. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


Progress  Report. 


HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  August  16,  1933. 

Cal.  No.  Department  Premises  Affected. 

271-33-SA . F.D . Perfect-Pantex  Oil  Burner, 

-  Appliance. 

270-33-A . D.B.Bx _ 2534  Eastern  blvd.  (Block  5541, 

Lots  8,  31,  42  &  150),  Bronx, 

-  F.  P.  26-1933 

269-33-SA . F.D . Thoroburn  Oil  Burner,  Models 

A-1-16-E  &  A-1-16-G, 

-  Appliance. 

268-33-BZ _ D.B.B . 535  Rutland  rd.  (Block  4803,  Lot 

43),  Brooklyn, 

-  Applic.  7855-1933 

267-33-BZ....  D.B.B . 1729-1735  Flatbush  ave.  (Block 

7599,  Lots  6,  7,  8  &  9), 
-  Brooklyn,  Applic.  8159-1933 


CODE 


F.D . 

HD . 

D.B.B.... 
D.B.M. . . 

D.B.Q - 

D.B.R. . . . 

. Department  of  Buildings,  Brooklyn 

. Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

D.B.Bx. . 

T.H.D. . . 

. Tenement  House  Department 

RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved 

forms  . Aug.  2,  1932— Vol.  17  No.  31 

Concrete  Flat  Slabs,  Rules . .June  6,  1933 — Vol.  18  Wo.  23 

Concrete  Rules  (Hydrated  Lime) ..  .July  25,  1933 — Vol.  18  Wo.  30 

Elevator  Rules  . Mar.  28,  1933 — Vol.  18  Wo.  13 

Exit  Rules  (Revolving  Doors) - Oct.  18,  1932 — Vol.  17  Wo.  42 

Factory  Exit  Rules . .Jan.  3,  1933— Vol.  18  Wo.  1 

Fire  Alarm  Rules  (Interior) . Dec.  27,  1932 — Vol.  17  Wo  52 

Fire  Drill  Rules . May  30,  1933— Vol.  18  Wo.  22 

Fire  Retarding  Rules  for  Garages, 

etc.  . . .July  18,  1933— Vol.  18  Wo.  29 

Fireproof  Wood,  Testing  of . Tuly  11,  1933 — Vol.  18  Wo.  28 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4  Wo.  3 

£uel  oPn  May  23.  1933— Vol.  18  Wo.  21 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10  Wo.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13  Wo.  23 

Paint,  Varnish  and  L,acquer  Spray- 

ing  Rules . June  13,  1933— Vol.  18  Wo.  24 

Plumbing  Rules . Apr.  25,  1933— Vol.  18  No.  17 

Procedure,  Rules  of . June  20,  1933— Vol.  18  Wo.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933 — Vol.  18  No  16 
Smoking  in  Factories,  Rules  for. .  .July  11,  1933— Vol.  18  No.  28 

Sprinkler  Rules . Dec.  6,  1932— Vol.  17  No.  49 

Standpipe — Fire  Fine  Rules . Nov.  22,  1932 — Vol.  17  No  47 

Structural  Alterations,  Reporting.  ..June  7,  1932— Vol.  17  No.  23 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

^’'^Hose  Valves... . July  18,  1933— Vol.  18  No.  29 

Fuel  Oil  Burners  for  Domestic  and 

-  ,C^«ercial  Vtse--\ . July  11.  1933— Vol.  18  No.  28 

Fue  n;  P,™S  for  Tndustnal  Use. May  16,  1933- Vol.  18  No.  20 

Fuel  Oil  Pumps . July  18,  1933 — yol  No 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot  Nos.  6  and 
8),  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 


214-33-BZ. 

APPLICANT  Charles  P.  Cannella,  for  Lora  Peragine 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 


197-19-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Sadie  Wohlberg 
owner.  6’ 

PREMISES — 950-954  Fulton  street  (Block  No  2014  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 


APPLICANT— William  J.  Shea,  for  Estate  of  Mary  Busto 
owner.  ’ 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No  8) 
Rockaway  Beach,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden). 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
a™s,  a™  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


ADJOURNMENT. 

Notice  is  hereby  given  that  the%  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August 

°l  ,h‘ioard  standards  and 
appeals  will  be  held  on  Tuesday.  September  12,  1933  at  10 

a.  m  and  that  the  next  Clerk's  Calendar  Call  will  be  held 
on  Monday.  September  11.  1933,  at  2  p  m 
During  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions  also 
for  consultation  and  other  business.  The  hours  for' con 
sulfation  are  from  10  a.  m,  to  1  p.  m.— Saturdays  excepted 


cal.  no.  597-32-BZ— Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDouga! 
street  (Block  No.  1535,  Lot  No.  1) 
Brooklyn. 

CAL.  nq,  j  18-33-BZ  Application,  May  10,  1933,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ — Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33-A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A — 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A — 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 

139-33-A — 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 
Lot  No.  6).  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

i 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 
owner. 

PREMISES — 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ. 

APPLICANT — Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT— James  P.  Boyland.  for  Michael  Beirne, 
owner. 


PREMISES— Southeast  corner  of  East  233rd  street  and 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58,  59 
and  60),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

10  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

No.  190-33-BZ. 

APPLICANI — Harry  E.  Bahr,  owner. 

PREMISES — 72  Middagh  street,  south  side,  114  ft.  west 
of  Henry  street  (Block  No.  216,  Lot  No.  21) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 

No.  384-20-BZ. 

APPLICANT  Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES  754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANI— Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter  : 

CAL.  NO.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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Burners  for  Industrial  Use 


Air-Blast  Oil  Burner . 

Anthony  Mebulyte  Oil  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  . 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  AA . 

Chalmers  Automatic  Oil  Burner,  Models  Dl 


and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner . . .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner . ; .  696-30-SA 

Hobeco  Oil  Burner . .  1278-21-SA 

Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner . .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23- S A 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oilbilt  Burner .  85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30- SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-ai-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 


579-32-SA 

1026-22-SA 

45-21-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

485-32-SA 

957-22-SA 

1361-24-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NG,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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Burners  for  Domestic 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner. .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner . 731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner . . .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C.....' .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS....  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner . .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Combustion  Fuel  Oil  Burner .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-C8-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner.. .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner . 663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB . .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . 225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner.... .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 


and  Commercial  Use 

Name  of  Burner  Calendar  No. 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-i,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-28 -S A 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner....  372-30-SA 
International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D _  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner . . .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 
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Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea;  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . 1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner . 452-3H-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-1'5 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oP 

Burner .  197-32-SA 


Name  of  Burner 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 
Burner . 

Schulse  Home  Oil  Burner . 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  . 

Security  Oil  Burner . .  .  .  .  .  .  .  .  . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A 

B,  C  and  O . ’ 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  "B” . 

Silent  Automatic  Burner,  Model  “E” . 

Silent  Flash  Oil  Burner,  Model  Cl . 

Silent  Glow  Oil  Burner,  ModelG . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P.A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _ 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 

Standard  Automatic  Oil  Burner,  Type  11-G _ 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner _ 


Calendar  No. 

198-32-SA 

1487-23-SA 

436-32-SA 

56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

709- 30-SA 

710- 80-SA 
38-33-SA 
600-30-SA 
345-31-SA 
446-30-SA 
145-31-SA 

.  1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 
581-26-SA 
755-26-SA 


Sundstrand  Purmaco  Automatic  Oil  Burner, 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 


B-SK  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29- S A 

Sun-Ray  Fuel-  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 


Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spi'.o  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner . . .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner . 612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner . . . .  .  . .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

.  “KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

,  .and  B .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner . 44-29-SA 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  August  16,  1933 .  271 

Restored  to  Calendar .  64 

Miscellaneous  Applications. 

Requests  to  reopen .  182 

Requests  to  amend .  9 

Requests  for  modification .  35 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  44 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  886 

Disposed  of  . 656 

Cases  pending  August  16,  1933 .  230 


DISPOSITION  OF  CASES. 

Withdrawn  .  36 

Dismissed  .  17 

Denied  .  86 

Granted  .  4 

Granted  on  condition .  166 

Appliances  approved  .  34 

Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  44 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied . 0 

Plans  approved .  12 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  c 

Requests  withdrawn  or  dismissed .  15 

Total  .  656 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — - 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
bearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  RTTT 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name. . . 

Street. 

P.  O 

My  Subscription  is  to  begin  with  the  issue  for 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Burners  for  Industrial  Use. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 


Progress  Report. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  August  23,  1933. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 


Cal.  No.  Department.  Premises  Affected. 

275-33-S . D.B.M _ 126  Chambers  st.  (Block  136, 

Lot  19),  Man., 

_  Viol.  No.  4888-32 

274-33-BZ . D.B.Q. ..  .215-232  Northern  blvd.  (Block 

3177,  Lot  1),  Bayside,  Q., 

-  Plan  No.  1626-33 

273-33-BZ . D.B.Bx . .  .West  side  of  Boscobel  ave.,  40 

ft.  south  of  Boscobel  pi. 
(Block  2522,  part  of  Lot  72), 

-  Bx.,  N.  B.  170-33 

272-33-S . D.B.M... .543  Eighth  ave.  (Block  761, 

Lot  32),  Man., 

-  L.  D.  99892  &  Decision 


F.D . 

HD . 

CODE 

D.B.B . 

. Department  of  Buildings,  Brooklyn 

D.B.M . 

. Department  of  Buildings,  Manhattan 

D.B.Q . 

. Department  of  Buildings,  Queens 

D.B.R . 

. Department  of  Buildings,  Richmond 

D.B.Bx . 

. Department  of  Buildings,  Bronx 

T.H.D . 

RULES 

Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved 

forms  . Aug-.  2,  1932 — Vol.  17  No.  31 

Concrete  Flat  Slabs,  Rules . June  6,  1933 — Vol.  18  No.  23 

Concrete  Rules  (Hydrated  Lime) . .  .July  25,  1933 — Vol.  18  No.  30 

Elevator  Rules  . .‘Mar.  28,  1933 — Vol.  18  No.  13 

Exit  Rules  (Revolving  Doors) ...  Oct.  18,  1932 — Vol.  17  No.  42 

Factory  Exit  Rules . .Jan.  3,  1933 — Vol.  18  No.  1 

Fire  Alarm  Rules  (Interior) . .Dec.  27,  1932 — Vol.  17  No.  52 

Fire  Drill  Rules . May  30,  1933 — Vol.  18  No.  22 

Fire  Retarding  Rules  for  Garages. 

etc . .July  18,  1933— Vol.  18  No.  29 

Fireproof  Wood,  Testing  of . July  11,  1933 — Vol.  18  No.  28 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4  No.  3 

Fuel  Oil  Rules . .‘May  23,  1933— Vol.  18  No.  21 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10  No.  14 

Hatchway  Protection  . . June  5,  1928 — Vol.  13  No.  23 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . June  13,  1933— Vol.  18  No.  24 

Plumbing  Rules . Apr.  25,  1933— Vol.  18  No.  17 

Procedure,  Rules  of . June  20,  1933 — Vol.  18  No.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933 — Vol.  18  No.  10 

Smoking  in  Factories,  Rules  for...Tuly  11,  1933 — Vol.  18  No.  28 

Sprinkler  Rules . Dec.  6,  1932— Vol.  17  No.  49 

Standpipe — Fire  Fine  Rules . Nov.  22,  1932 — Vol.  17  No.  47 

Structural  Alterations,  Reporting.  ..June  7,  1932 — Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves . July  18,  1933 — Vol.  18  No.  29 

Fuel  Oil  Burners  for  Domestic  and 

«erCial  Use.......... .....Aug,  29,  1933-Vol.  18  No.  35 

S  I  XU  5urners  for  Industrial  Use-Aug.  29.  1933-Vol.  18  No  35 

Fuel  Oil  Pumps . july  18,  1933— Vol.  18  No.  29 


Building  Zone  Cases. 

138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot  Nos.  6  and 
8),  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  m  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 

214-33-BZ. 

APPLICANT— Charles  P.  Cannella,  for  Lora  Peragine 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 


197-19-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Sadie  Wohlberg 
owner. 

PREMISES — 950-954  Fulton  street  (Block  No.  2014  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by.  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 


-William  J.  Shea,  for  Estate  of  Mary  Busto 


APPLICANT- 
owner. 

PREMISES— Southwest  corner  of  Beach  Channel  drive  anc 
Beach  117th  street  (Block  No.  662,  Lot  No  8) 

4  T  Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden). 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stanc 
ards  and  appeals  of  a  public  hearing  under  the  provisior 
inoo  i ’fn  zone  resolution,  Tuesday  morning,  Septembt 
12,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building,  o 
the  following  matters: 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August. 
The  next  regular  meeting  of  the  board  of  standards  and 
appeals  will  be  held  on  Tuesday,  September  12,  1933.  at  10 
a.  m..  and  that  the  next  Clerk’s  Calendar  Call' will  be  held 
on  Monday  September  11.  1933,  at  2  p.  m. 

During  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  in.  to  1  p.  in. — Saturdays  excepted. 


cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu- 
tion  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

cal.  no.  118-33-BZ— Application,  May  10,  1933,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

CAL.  NO.  172-33-BZ— Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ— Application,  March  7,  1927;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33-A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

182-33-A — 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 

186-33-A— 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 

139-33-A — 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 
Lot  No.  6),  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

47-33-S—  South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 
owner. 

PREMISES — 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No,  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ.  I** 

APPLICANT — Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ— Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Michael  Beime, 
owner. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


PREMISES— Southeast  corner  of  East  233rd  street  and 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58,  59 
and  60),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

No.  190-33-BZ. 

APPLICANT — Harry  E.  Bahr,  owner. 

1  REMISES  72  Middagh  street,  south  side,  114  ft.  west 
of  Henry  street  (Block  No.  216,  Lot  No.  21). 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 

No.  384-20-BZ. 

APPLICAN I — Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES — 754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter  : 

CAL.  NO.  148-33-BZ— Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 


Burners  for  Industrial  Use 


Air-Blast  Oil  Burner .  579-32-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-BA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  .  485-32-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  A  A .  1361-24-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner . 1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  .  1278-21-SA 

Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner .  689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D . .  226-33-S A 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24- S A 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols- McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner....  792-26-SA 

Oilbilt  Burner .  85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register....  735-24-SA 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-81-SA 

Todd  Spiro  Burner  (pump  type) .  94-32- S A 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7 NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner . —  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner . . .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS -  16-3 1-S A 

Carboradiant  Oil  Burner,  Model  VSS .  49-32- S  A 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Combustion  Fuel  Oil  Burner . 1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-88-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

Crescent  Oil  Burner . 222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner . .  ...  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner . .  541-31-S  A 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . 600-31-SA 

Economy  Oil  Burner,  Type  A-l . 45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . . ,  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner . 554-32-SA 

Everedy  Oil  Burner .  102-33-SA 


Name  of  Burner  Calendar  No. 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner . . .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner... . 1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 . . . .. .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner . .  382-26 -S A 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner . .  1 . . .  846-25-SA 

Kelco  Oil  Burner . .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R”.. .  49-33-SA 

Kreager  Oil  Burner...,. .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D _  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner . 425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner . . .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

Master-Kraft  Oil  Burner . 83-33-SA 

May  Oil  Burner . 68-24-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  ]24-29-SA 

Mcllvane  Oil  Burner . .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner... .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner.. .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nil-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . 1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 . 73'5-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner . 1011-27-SA 

Right  way  Oil  Burner.. . .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  6i> 

Bu™?r . .  197-32- SA 


Name  of  Burner 

S.  T  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 
Burner . 

Schulse  Home  Oil  Burner . 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  . . . . 

Security  Oil  Burner .  '  *  *  '  *  *  ‘  ’ 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A 

B,  C  and  O . ’ 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  “B” . 

Silent  Automatic  Burner,  Model  “E” . 

Silent  Flash  Oil  Burner,  Model  Cl . 

Silent  Glow  Oil  Burner,  ModelG . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P.A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner.... 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 
Standard  Automatic  Oil  Burner,  Type  11-G. 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner 
Models  A -2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U . 

Sunflower  Model  S-l  Oil  Burner. . . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air . 


Calendar  No. 

198-32-SA 

1487-23-SA 

436-32-SA 

56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

709- 80-SA 

710- 30- SA 
38-33-SA 
600-30-SA 
345-31-SA 
448-30-SA 
145-31-SA 

1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 
581-26-SA 
755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

106-33-SA 

624-30-SA 

715-29-SA 

491-31-SA 


Furnaces  . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  "D” 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spivo  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner.... 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 


Vaporoil  Burner 
Vesta  Oil  Burner 


Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Volcano  Automatic  Oil  Burner 


Wayne  Oil  Burner . 

Wayne  S-2  Domestic  Oil  Burner 


Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA” 

“KB”  and  Model  “JJ” . . . . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B . 

Wizard  Automatic  Oil  Burner . 

York  Automatic  Oil  Burner . . . 


400-32-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 
470-31-SA 
94-32-SA 
63-28-SA 
129-27-SA 
498-29-SA 
620-28-SA 
6-24-SA 

44-32-SA 

451-26-SA 

612-30-SA 

320-30-SA 

396-32-SA 

556-29-SA 

1155-25-SA 

115-32-SA 


918-22-SA 

19-25-SA 

32-33-SA 
181-33-SA 
..  44-29-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  August  23,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 


Requests  for  approval  of  plans 

Administrative  requests  . 

Requests  for  interpretation.... 

Total  . 890 

Disposed  of  .  056 

Cases  pending  August  23,  1933 .  234 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed  . 

Denied  . 

275  Granted  . 

Granted  on  condition . 

Appliances  approved  . 

64  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn.... 

Miscellaneous  Actions. 

182  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

9  Requests  to  amend  granted . 

Requests  to  amend  denied . 

35  Requests  for  modification  granted . 

Requests  for  modification  denied . 

2  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

44  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

6  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

12  Plans  approved . 

Plans  disapproved  . . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.. 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


------  .  --  - . — '  .  "--zi...-.  ■  .  - — r 

WARNING 


36 

17 

86 

4 

166 

34 

22 

1 

0 

150 

17 

9 

0 

34 
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2 

0 

44 
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6 

0 

0 

0 

12 

0 

0 

0 

C 

15 
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Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Burners  for  Industrial  Use. 

Approved  Burners  for  Domestic  and  Commercial 

Use. 


PUBLIC  HEARINGS 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan.  TUt 

SUSlCf 


HOURS  FOR  Cirt 


10  A.  M.  to  1  P.  5L  ^33 

Any  person  desiring  to  consult  tl^hmairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will,  be;^een‘ 
only  between  the  hours  of  ten  in  the  morning  and  one'  in 
the  afternoon — Saturdays  excepted.  ' 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HARRIS  H.  MURDOCK,  Chairman, 


Progress  Report. 
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DOCKET 

Nezv  Cases  Filed  up  to  August  30,  1933. 

Cal.  No.  Department.  Premises  Affected, 

280-33-BZ . D.B.Bx....S.  E.  cor.  Van  Cortlandt  st.  & 

Eastchester  rd.  (Block  4534, 
part  of  Lot  29),  Bronx, 

-  N.  B.  321-33 

279-33-BZ . D.B.Q . S.  W.  cor.  Baisley  blvd.  &  New 

York  blvd.  (Block  3045,  part 
of  Lot  29),  Jamaica  South, 

-  Queens,  Plan  No.  1449-33 

278-33-BZ . D.B.M . 2401-2407  Broadway  (Block 

1236,  Lot  10),  Manhattan, 

-  Alt.  1434-33 

277-33-BZ . D.B.B . 89-91  Withers  st.  (Block  2737, 

Lots  27  and  28),  Brooklyn, 

-  Applic.  7800-33 

276-33-BZ . D.B.Bx....N.  E.  cor.  Grand  concourse  & 

E.  203rd  st.  (Block  3309,  Lot 
-  42),  Bronx,  Alt.  359-33 


F.D _ 

H.D. . . 
D.B.B. 
D.B.M. 
D.B.Q. 
D.B.R. 
D.B.Bx 
T.H.D. 


CODE 

. Fire  Department 

. Health  Department 

.Department  of  Buildings,  Brooklyn 
Department  of  Buildings,  Manhattan 

- Department  of  Buildings,  Queens 

.Department  of  Buildings,  Richmond 

- Department  of  Buildings,  Bronx 

. Tenement  House  Department 


RULES 

,  .  Last  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved 

forms  ....  . Aug.  2,  1932— Vol.  17  Mo.  31 

Concrete  Flat  Slabs,  Rules . .June  6,  1933 — Vol.  18  Mo  23 

Concrete  Rules  (Hydrated  Lime)... July  25,  1933 — Vol.  18  Mo  30 

Elevator  Rules  . Mar.  28,  1933— Vol.  18  Mo.  13 

Exit  Rules  (Revolving  Doors) ...  Oct.  18,  1932 — Vol.  17  Mo  42 

Factory  Exit  Rules . .Jan.  3,  1933— Vol.  18  Mo.  1 

Fire  Alarm  Rules  (Interior) . Dec.  27,  1932 — Vol.  17  Mo  52 

Fire  Drill  Rules . May  80,  1933— Vol.  18  Mo.  22 

Fire  Retarding  Rules  for  Garages. 

etc.  .  . . . . -July  18,  1933— Vol.  18  Mo.  29 

Fireproof  Wood,  Testing  of . July  11,  1933— Vol.  18  Mo.  28 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4  Mo  3 

£lieI  oP'l  May  23'  1933— Vol.  18  Mo.  21 

Gas  Shut-CTff  Rules . Apr.  7,  1925— Vol.  10  Mo.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13  Mo.  23 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . June  13,  1933— Vol.  18  Mo.  24 

Plumbing  Rules . Apr.  25,  1933— Vol.  18  Mo.  17 

Procedure.  Rules  of . June  20,  1983— Vol.  18  Mo.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933— Vol.  18  Mo  10 

Smoking  in  Factories,  Rules  for... July  11,  1933— Vol.  18  Mo.  28 

Sprinkler  Rules . Dec.  6,  1932— Vol.  17  Mo  49 

Standpipe — Fire  Fme  Rules . Nov.  22,  1932 — Vol.  17  Mo  47 

Structural  Alterations,  Reporting.  ..June  7,  1932— Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8  Mo.  15 

LIST  OF  APPROVED  APPLIANCES 

«  re,1"£,TLose  Va,ves . July  18.  1933— Vol.  18  Mo.  29 

Fuel  Oil  Burners  for  Domestic  and 

v  ,.,C^Trda1  Use- •••••••  •••••••Sept.  5.  1933— Vol.  18  No.  36 

Fuel  O;  Burners  for  Industrial  Use-Sent.  5.  1933— Vol.  18  No.  36 

Fuel  Oil  Pumps . July  18,  1933— Vol.  18  No.  29 


CALL  OF  CLERK'S  CALENDAR 
MONDAY,  SEPTEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot  Nos.  6  and 
8),  Woodside,  Borough  of  Queens. 

APPLICA1  ION,  under  section  21  of  the  building  zone 
resolution, 

IO  PERMIT,  partly  jn  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 

214-33-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Lora  Peragine, 
owner. 

PREMISES — 10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  an  ice  manufacturing  plant. 

197-19-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Sadie  Wohlberg 
owner. 

PREMISES — 950-954  Fulton  street  (Block  No.  2014  Lot 
No.  20),  Brooklyn. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  gasoline 
service  station  (reopened  June  13,  1933). 

180-33-BZ. 

APPLICANT— William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No  8) 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden). 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

N  01  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  September 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


ADJOURNMENT. 

Notice  is  hereby  given  that  the  board  of  standards  and 
appeals  will  hold  no  meetings  during  the  month  of  August 
The  next  regular  meeting  of  the  board  of  standards'  and 
appeals  will  be  held  on  Tuesday.  September  12,  1933.  at  10 
a.  m..  and  that  the  next  Clerk’s  Calendar  Call' will  be  held 
on  Monday.  September  11.  1933,  at  2  p.  m. 

During  the  month  of  August  the  office  will  be  open  as 
usual  for  the  filing  of  appeals,  applications  and  petitions,  also 
for .  consultation  and  other  business.  The  hours  for  con¬ 
sultation  are  from  10  a.  in.  to  1  p.  m.— Saturdays  excelled 


cal.  no.  597-32-BZ— Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a.  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  i), 
Brooklyn. 

cal.  no.  118-33-BZ— Application,  May  10,  1933,  under  sec- 
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tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  238-27-BZ — Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

169-33- A — 701-709  11th  avenue  and  601-613  West  50th 
street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 


182-33-A— 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 


186-33-A— 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 


139-33- A _ 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 

Lot  No.  6).  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

47-33-S— South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

...  .  >  **  '■**■**'  ■  a**'1  I 

177-33-BZ.  *  *i! 

APPLICANT— Gilbert  I.  Prowler,  for  Joseph  Gross, 

owner. 

PREMISES— 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ.  A* 

APPLICANT— Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES— Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
.  corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT — James  P.  Boyland.  for  Michael  Beirne, 
owner. 


PREMISES— Southeast  corner  of  East  233rd  street  and 

ai£Hlue  (Bl°ck  No.  4946,  Lot  Nos.  58,  59 
and  60),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


No.  190-33-BZ. 

p p  £ ^5T~Harry  Bahr>  owner. 

PREMISES— 72  Middagh  street,  south  side,  114  ft.  west 
of  Henry  street  (Block  No.  216,  Lot  No'  21) 
Brooklyn.  ' ’ 

APPLICATION,  under  section  21  of  the  building  zone 
^  resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 


No.  384-20-BZ. 

APPLICANT— Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES — 754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
i  esidence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 


192-33-BZ. 

APPLICANT-  Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES  9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  148-33-BZ— Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  earner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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Burners  for  Industrial  Use 


Air-Blast  Oil  Burner . 

Anthony  Nebulyte  Oil  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner.. 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner.. . 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  . 

Burnwell  Mechanical  Burner . 

Caloroil  Burner,  Type  A  A . 

Chalmers  Automatic  Oil  Burner,  Models  Dl 


and  D2 . . .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

f£nco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  .  1278-21-SA 

Hol.by  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner . 689-29-SA 

Indusl«  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24-SA 

Mid- West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols- McCann- Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oilbilt  Burner .  85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30- S A 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun- Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner....  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner . : .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 


579-32-SA 

1026-22-SA 

45-21-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

485-32-SA 

957-22-SA 

1361-24-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NG,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Name  of  Burner 


A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H . . .  684-29-SA 

Aetna  Automatic  Oil  Burner . . .  1547-23-SA 

Air-Blast  Oil  Burner . .  579-32-SA 

Aladdin  Oil-  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner . »•••  764-26-Sa 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  . 485-32-SA 

Bettendorf  High  Pressure  Oil  Burner. .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D -  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner.. .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C . . .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS....  16-3 1-S A 

Carboradiant  Oil  Burner,  Model  VSS .  49-32- S A 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner . 157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . 608-32-SA 

Combustion  Fuel  Oil  Burner.....* .  1105-22-SA 

Combustion  Fuel  Oil  Burner,  Type  B...- .  295-29-SA 

Commonwealth  Automatic  Oil  Burner .  348-88-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner -  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  ...  423-29-SA 

Dahl  Vaporizing  Oil  Burnet .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner. . 541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . .  600-3 1-S  A 

Economy  Oil  Burner,  Type  A-l .  45-31-dA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner...  . . 1431-23-SA 

Evenheet  Oil  Burner...... . 554-32-SA 

Everedy  Oil  Burner .  102-33-SA 


Calendar  No. 


Fairfield  Oil  Burner .  584-31-SA 

Paultless  Uil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner . ~ _ _ _  361-32-SA 

Foster  Oil  Burner . 715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner . 47-30-SA 

Gar  Wood  Oil  Burner . 373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -S A 

Haidinge  Oil  Burner. .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 . ;  33-33-SA 

Harris  F'uel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner . 510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

IveWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner . . .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D....  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 


Burners  for  Domestic  and  Commercial  Use 

Calendar  No.  Name  of  Burner 
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Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner . .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-S.A 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners. .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nit-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7 .  411-32-S  A 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32- S  A 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oV 

Burner . '. .  197-32- S  A 


Name  of  Burner  Calendar  No. 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  . 436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0  .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stuhler  Oil  Burner .  618-27-SA 

Sumnierheat  Oil  Burner . 581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner . .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner . 106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . ........  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20..' .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  . .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner.. . .............  44-29-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  August  30,  1933 .  280 

Restored  to  Calendar .  64 

Miscellaneous  Applications. 

Requests  to  reopen .  182 

Requests  to  amend .  9 

Requests  for  modification .  35 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  44 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  895 

Disposed  of  . 656 

Cases  pending  August  30,  1933 .  239 


DISPOSITION  OF  CASES. 

Withdrawn  .  36 

Dismissed  .  17 

Denied  .  86 

Granted  .  4 

Granted  on  condition .  166 

Appliances  approved  .  34 

Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  44 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  jg 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn.. .  0 

Interpretations  .  c 

Requests  withdrawn  or  dismissed .  15 

T°fal  .  656 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners'  or  lessees  in  proceedings  before  the 
board — 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


t  ourth,  lhat  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  bv  anv 
other  method  of  delay. 

Sixth  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  vpar  tut?  tjttt 
I.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS,  please  maH  THE  BULLED  to 

Name . 

Street . 

P.  O . 

My  Subscription  is  to  begin  with  the  issue  for . 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


Saturdays  9  a.  m.  t°3HJ.T$© 

calendar  o 


CALL  OF  CLERK’S  CALENDAR 

The  Cork’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
.  w$$fettlbrqrartv  Awpprs,  opportunity  to  file  objections,  if  any, 
and  will  De  cafleaMfi'HR/oohi  1013,  Monday,  September  11,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 

sd&iUjuent  Call  of  the  Calendar  will  be  on 
Monday,  September  18,  1933,  at  2  o’clock. 


cases  t 

on  fixed  days 


r  is  not  to  be  confused  with  the 
have  been  definitely  set  for  hearing 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 


Docket. 


Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Approved  Burners  for  Industrial  Use. 

Approved  Burners  for  Domestic  and  Commercial 

Use. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


Progress  Report. 


HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  September  6,  1933. 

Cal.  No.  Department.  Premises  Affected. 

285-33-A . D.B.B . 165-207  Melrose  st.  (Block3156, 

Lots  12,  13,  14,  15,  48,  49,  50 
&  51),  Brooklyn, 

'  Applic.  8303-33 

284-33-SA . F.D . Auto-Heat  Oil  Burner, 

'  Appliance. 

283-33-BZ . D.B.B . 4601  10th  ave.  (Block  5620,  Lot 

11),  Brooklyn,  Applic.  8591-33 
282-33-SA . F.D . Gilbert  &  Barker  Oil  Burner, 

~  Appliance. 

281-33-A . D.B.M . 67-89  E.  45th  st.  &  230  Park 

ave.  (Block  1300,  Lot  1), 

Manhattan,  5709-F 


„  ^  CODE 

U1 

HP . t  t-  •  Fire  Department 

D  r  . tV  ■  '  ■  . . .  -  Health  Department 

. -Department  of  Buildings,  Brooklyn 

DR  n . Department  of  Buildings,  Manhattan 

DBR . •• -Department  of  Buildings,  Queens 

Dr  S; . Department  of  Buildings,  Richmond 

TH'n  . Department  of  Buildings,  Bronx 

. Tenement  House  Department 

RULES 

Certificate  of  Occupancy,  approved  .  ^  PubHcation  B«"etin 

ConcretTViat ‘siabsV  Kules\\\\\\\\juUrfe  l’  Wo-  81 

Ccmcrete  Rules  (Hydrated  Rime) . .  July  25  .  t  S°-  23 

Elevator  Rules  . ...Mar  28  iuw  u°'  18  No-  89 

Exit  Rules  (Revolving  Doors) ...  Oct  18  iw"v° '  Wo'  13 

Factory  Exit  Rules.? . .  .  .  Tan  a  '  17  No-  42 

Fire  Alarm  Rules  (Interior) . Dec  27  1W  v° '  1 

Fire  Drill  Rules . .  .  v-v  vA’  X0  '  17  No.  52 

Fire  ^Retarding  Rules  for  Garage,  ’  1988~Vol.  18  No.  22 

Fireproof  Wo  Ad,' '  Testing  '  of! ! ! ! ! !  July  11  38  No'  29 

Frame  Garages,  Ruling  for .  Tan  21  ’  '  18  No-  28 

Fuel  Oil  Rules . S .  .  Mav  oo’  V°  •  4  IVo.  3 

Gas  Shut-Off  Rules .  '  ^7  18  No-  21 

Hatchway  Protection  . !!"junA  5  1928^°'  2°'  14 

Pain^j?v^-msh  and  Lacquer  Spray-  S’  1928~  v°l-  78  No.  23 

Plumbing  Rules..’.’.’!!!.'!! . a”"6  7988 — X0'-  18  J\o.  24 

Procedure,  Rules  of .  . Jo™ — Xo1'  18  No.  17 

Refrigerating  Systems,  Extract  C.'o.Apr  18  SijZv0}'  m°‘  23 

Smoking  m  Factories,  Rules  for  T,ii,  7?’  iovvX0!-  18  No.  38 

Sprinkler  Rules . ..  .  !  «  K°'  38  No.  *8 

Standpipe— Fire  Fine  Rules...  Nov  29  ‘  17  No.  49 

Structural  Alterations.  Reporting'. '.'.Tune  7  1932~~v°  '  S0'  47 

Wl%  ?  al»rRu,es  (Amendment  to  198— Vo1-  77  No.  23 

Rule  505  of  Industrial  Code).. Apr.  10,  1923-Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves .  julv  18  inw  . 

Fuel  Oil  Burners  for  Domestic  and  18’  1988~ Vo1-  18  No.  29 

Commercial  Use  0 

?»”i  8!!  §  >11=™: !!  £»■  g 

adjournment. 

MflotZiZ’  °f  r,dr*  — 

The  net,  regular  „"eZ„Zf  Z  ltd  T  t  1 
appeals  zmll  be  held  on  Tuesday.  September  if  mf 
a.  in.,  and  that  the  nerf  Ch>vhfo  r  1  j  ^  -^33,  at  10 

on  Monday.  September  11  1933  at  ^p^m  C°  wUl  he  held 

^suoUor  tkf  nZfof  fke  Xfl  - 

for  consultation  and  other  business  l°TkTh  pehho.ns’  also 
sullaUcn  are  from  ,0  ,  STZJ3Lj!SSi  IZefZ 
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CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  11.  1933,  AT  2  P.  M. 

138-33-BZ.  BUildiUg  Z°ne  CaSeS- 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 

PREMISES— East  side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot  Nos.  6  and 

APPT  TrATTn°x0TdS,d^  Borou?h  of  Queens. 

reAohSon  SeCt‘°n  21  °f  tHe  buildinS  zone 

1  O  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  motor  vehicle  repair  shop. 

214-33-BZ. 

APPLICANT— Charles  P.  Cannella,  for  Lora  Peragine 
owner.  6 

PREMISES— 10-12  Prescott  place  (Block  No.  1556  Lot 
Nos.  20  and  21),  Brooklyn 

rATION,  under  section  sT  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
tenance  of  an  ice  manufacturing  plant. 

197-19-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Sadie  Wohlberg, 
PRE5nNoS7o)!°Broo k™‘°"  S,ree'  (B'°ck  No'  20'4’  Lot 
APPLICzo«“e&„U,?odn,r  SeC,i0"S  73  a"d  21  °f  ll,e  building 

IO  PERMIT,  partly  in  a  residence  district  and  partly  in 
a  business  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  include  a  glsohne 
seivice  station  (reopened  June  13,  1933). 

180-33-BZ. 

APPLICANT— William  J.  Shea,  for  Estate  of  Mary  Busto 
owner.  *  U5lu> 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  1 1 7th  street  (Block  No.  662,  Lot  No  8) 

application7  d  ’  Bor-oufi:h  of  Queras-  ' 
reJE,  “  SeC"0n  81  °f  the  bt,ildi»S 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  thP 
garden).  ^  maintenance  of  a  business  use  (beer 


SEPTEMBER  12,  1933,  10  A.  M. 

Building  Tone  Applications 

A  T',esday 

the  ^olfowlng0 matters': m  R°°m  ’°13'  M“"idPal  Building, 

cal.  no.  597-32-BZ— Application,  December  2,  1932,  und 

tfnntl0nf  w  ^  ^  ZOne  res°l 

tion  of  Henry  A.  Urquhart,  applicai 

on  behalf  of  John  Wischerth,  owner 

permit  in  a  business  district  the  ere 

tion  and  maintenance  of  a  gasoline  ser 

ice  station  ;  premises  33-41  Stone  av 

nue,  southeast  corner  of  McDoue 

M'°Ck  N°  Lot  N?oOU? 

CAL.  NO.  118-33-BZ  Application,  May  10,  1933,  under  se 


CALENDAR 


CAL.  NO. 


CAL.  NO. 


CAL.  NO. 


56-33- 


169-33 


182-33 


186-33 


139-33 


47-33 


tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

172-33-BZ— Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

238-27-BZ— Application,  March  7,  1927;  extension 
to  existing  laundry  building  granted 
June  7,  1927;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 

194-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

A _ 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

A 701-709  11th  avenue  and  601-613  West  50th 

street  (Block  No.  1098,  Lot  No.  29),  Man¬ 
hattan. 

■A— 226-232  West  56th  street,  237-241  West  55th 
street  and  1739,  1743-1745  Broadway 

(Block  No.  1027,  Lot  No.  51),  Manhattan. 


A— 386  Lafayette  street,  692-694  Broadway  and  2-20 
East  4th  street  (Block  No.  531,  Lot  No.  6), 
Manhattan. 

.A _ 32-04  Laurel  Hill  boulevard  (Block  No.  2305, 

Lot  No.  6).  Long  Island  City,  Borough  of 
Queens. 

Petition  for  Variation. 

-S-  South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES — Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

177-33-BZ. 

APPLICANT— Gilbert  I.  Prowler,  for  Joseph  Gross, 

owner. 

PREMISES— 9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


330-28-BZ. 

APPLICANT— Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES— Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos. 
275,  276,  278,  280  and  283),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only- 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 

cal  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal  no  144-33-BZ— Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 
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CALENDAR 


CAL.  NO.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 
HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOIIlE  IS  HEREB1  GIVEN  by  the  board  of  stand¬ 
's  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ— Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ— Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ— Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 
HARRIS  H.  MURDOCK,  Chairman. 


MONDAY.  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases 

No.  1S3-33-BZ. 

APPLICANT— James  P.  Boy  land,  for  Michael  Beirne 
owner. 

PREMISES— Southeast  corner  of  East  233rd  street  and 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58  59 
and  60),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


No.  190-33-BZ. 

Harry  E.  Bahr,  owner. 

I  REMISES— 72  Middagh  street,  south  side,  114  ft  west 
of  Henry  street  (Block  No.  216,  Lot  No  21) 
Brooklyn.  '* 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 

No.  384-20-BZ. 

APPLICANT  Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES  754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

lO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
i  esidence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board-  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANT— Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES  9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74) 
Brooklyn.  ’ 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

239-33-BZ. 

APPLICANT— Victor  Mayper,  for  David  F.  Kemp,  owner. 

PREMISES — North  side  of  New  Hyde  Park,  1,185  ft. 
east  of  Little  Neck  road  (Block  No.  4126,  Lot  No. 
46),  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  from 
residence  to  business  use  (restaurant). 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
ot  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matter: 

cal.  no.  148-33-BZ— Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard.  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the .  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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APPROVED  APPLIANCES 

Burners  for  Industrial  Use 


Air-Blast  Oil  Burner .  579-32-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-i>A 

Babcock  &  Wilcox  Mechanical  Oil  Burner _  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-2 1-S A 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  .  485-32-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30- S A 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  .  1278-21-SA 

Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner . 689-29-SA 

Indusk)  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24-SA 

Mid- West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oilbilt  Burner .  85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Mechanical  Burner  and  Air  Register _  735-24-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner  .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30- S A 

Surface  Combustion  Low  Pressure  Burner _  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner .  44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner . 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Air-Blast  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Autocrat  Oil  Burner,  Model  B-l . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Baby  Grand  Oil  Burner . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  . 

Bettendorf  High  Pressure  Oil  Burner . 

Bettendorf  Oil  Burner . 

Bock  Oil  Burner,  Models  A,  B,  C  and  D - 

Braden  Automatic  Fuel  Oil  Burner . 

Branford  Oil  Burner . 

Branford  Oil  Burner,  Model  “A” . 

Caloroil  Burner — Type  AA . 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C . 

Carboradiant  Oil  Burner,  Models  V  &  VS.... 

Carboradiant  Oil  Burner,  Model  VSS . 

Carborundum  Burner . 

Carter-Korth  Oil  Burner,  Model  “P” . 

Carter-Korth  Oil  Burner . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 
Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . . 

Combustion  Fuel  Oil  Burner . 

Combustion  Fuel  Oil  Burner,  Type  B . 

Commonwealth  Automatic  Oil  Burner . 

Cook’s  Automatic  Oil  Burner . 

Cope-Swift  Safety  Automatic  Oil  Burner.... 

Crescent  Oil  Burner . 

Crescent  Type  M  Size  1  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner .  ... 

Dahl  Vaporizing  Oil  Burner . 

D’Elia  Oil  Burner . 

Delco  Heat  Oil  Burner . 

DeWalt  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner . 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . 

Economy  Oil  Burner,  Type  A-l . 

Eisler  Automatic  Oil  Burner . 

Elec-tro-matic  Oil  Burner,  Type  151 . 

Electrol  Automatic  Oil  Burner  and  Model  BB. . 

Ember-Glo  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Steam  Atomizing  Burner . 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . 

Espo  Oil  Gas  Burner . 

Evenheet  Oil  Burner . 

Everedy  Oil  Burner . 


Name  of  Burner  Calendar  No. 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -SA 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner _  938-22-SA 

Joyce  Oil  Burner. . .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner . 62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” . 49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D....  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner . .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 


1295-24-SA 
684-29-SA 
1547-23-SA 
579-32-SA 
298-26-SA 
65-28-SA 
632-26-SA 
297-31-SA 
1323-22-SA 
404-29-SA 
447-32-SA 
939-24-SA 
1184-22-SA 
764-26-S A 

485-32-SA 

479-31-SA 

731-28-SA 

123-31-SA 

322-30-SA 

36-31-SA 

461- 32-SA 
1361-24-SA 

229-32-SA 
16-31-SA 
49-32-SA 
571-29-S A 
389-32-SA 
54-30-SA 
157-28-SA 
813-28-SA 

608-32-SA 

1105-22-SA 

295-29-SA 

348-28-SA 

955-27-SA 

354-31-SA 

222-29-SA 

592-31-SA 

426-29-SA 

423-29-SA 

915-26-SA 

155-31-SA 

420-31-SA 

541-31-SA 

663-28-SA 

317-31-SA 

943-26-SA 

600-31-SA 

45-31-SA 

481-27-SA 

125-33-SA 

259-25-SA 

462- 32-SA 
1149-27-SA 

15-33-SA 

225-32-SA 

1431-23-SA 

554-32-SA 

102-33-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner . 568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31  S A 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nii-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner . . .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . ...  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G? .  411-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  .  304-32  5  A 

S.  &  K.  Mechanical  Fuel  Oil  Burner  .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10  33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oi> 

Burner .  197-32-SA 


Name  of  Burner 

S.  T  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 
Burner . 

Schulse  Home  Oil  Burner . 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  . 

Security  Oil  Burner . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A 

B,  C  and  O . ’ 

Silent  Automatic  Oil  Burner . 

Silent  Automatic  Burner,  Model  "B” . 

Silent  Automatic  Burner,  Model  “E” . 

Silent  Flash  Oil  Burner,  Model  Cl . 

Silent  Glow  Oil  Burner,  ModelG . . 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P. A . 

Simplex  Domestic  Type  “S.P.”  Oil  Burner.... 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 
Standard  Automatic  Oil  Burner,  Type  11-G. 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . 

Sundstrand  Automatic  Oil  Burner . 

Sundstrand  Purmaco  Automatic  Oil  Burner 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-SK  and  C-6U . 

Sunflower  Model  S-l  Oil  Burner . . 

Sunflower  Oil  Burner,  Model  S-2 . 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . 

Super  Automatic  Oil  Heater  Model  SSH . 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D” . 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . 

Todd  Spivo  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twin  City-on-the-Door  Oil  Burner . 

Uni-Lec-Tric  Oil  Burner . 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . 

Vaporoil  Burner  . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner.  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” . . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B . 

Wizard  Automatic  Oil  Burner . 

York  Automatic  Oil  Burner . . . 


Calendar  No. 

198-32-S A 
1487-23-SA 

436-32-SA 

56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

709- 30-SA 

710- 30-SA 
38-33-SA 
600-30-SA 
345-31-SA 
446-30-SA 
145-31-SA 

1191-24-SA 

536- 31-SA 

537- 31-SA 
618-27-SA 
581-26-SA 
755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

106-33-SA 

624-30-SA 

715-29-SA 

491-31-SA 

400-32-SA 
951-25-SA 
778-28-S A 
287-28-SA 
297-29-SA 
470-31-SA 
94-32-SA 
63-28-SA 
129-27-SA 
498-29-SA 
620-28-SA 
6-24-SA 

44-32-SA 

451-26-SA 

612-30-SA 
320-30-SA 
396-32-SA 
556-29-SA 
1155-25-S A 
115-32-SA 

918-22-SA 

19-25-SA 


32-33-SA 

181-33-SA 

44-29-SA 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  September  6,  1933 . 

Restored  to  Calendar . . . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . . . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 


Requests  for  approval  of  plans. .  12 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  900 

Disposed  of  .  656 

Cases  pending  September  6,  1933 .  244 


DISPOSITION  OF  CASES. 

Withdrawn  .  36 

Dismissed  .  17 

Denied  .  86 

Granted  .  4 

Granted  on  condition .  166 

Appliances  approved  .  34 

Appliances  dismissed,  disapproved  or  withdrawn .  22 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  150 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  34 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  44 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted... .  0 

Requests  to  install  denied .  0 

Plans  approved .  12 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . C 

Requests  withdrawn  or  dismissed .  15 

Total  . 656 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects,  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building-, 

New  York  City, 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth.  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


My  Subscription  is  to  begin  with  the  issue  for 


Street. 

P.  O 


,  1933. 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

Of 


CITY  OF  NEW  YORK 


Laws  of  1916,  and 


Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  aWepde^i  by  Chap. 

the  Municipal  Assembly,  Local  Lavp.No.  13,  of  1985.9  ^ 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office.  Rooms  1001  to  ioi5,  Municioal  Building, 

New  York  City.  ' 
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Subscription 
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DIRECTORY 

- #- - 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  September  12,  1933, 
10  A.  M. 

Minutes  of  Regular  Meeting,  September  12,  1933, 
2  P.  M. 

Approved  Fireline  Hose  Valves. 

Fire  Retarding  Rules  for  Garages,  etc. 

Fuel  Oil  Rules. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  18,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  September  25,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  <rf  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  September  13,  1933. 

Cal.  No.  Department.  Premises  Affected. 

297-33-BZ . D.B.Bx . .  .East  side  of  Sedgwick  ave., 

150.19  ft.  north  of  Undercliff 
ave.  (Block  2538,  Lot  3),  Bx., 
-  N.  B.  344-1933 


CODE 

F-D . Fire  Department 

H. D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D-B.M . Department  of  Buildings,  Manhattan 

D.B.Q . .Department  of  Buildings,  Queens 

DB.R . Department  of  Buildings,  Richmond 

D-B-Bx . Department  of  Buildings,  Bronx 

T-H  D . Tenement  House  Department 


296-33-BZ . D.B.R....92  Brook  st.  (Block  34,  Lots 

12,  45,  52,  1  &  22),  Tonip- 
kinsville,  Rich., 

- - -  N.  B.  462-1933 

295-33-BZ . D.B.Bx ..  .West  side  of  Jerome  ave., 

193.47  ft.  north  of  Cromwell 
ave.  (Block  2855,  Lot  12), 

-  Bx.,  N.  B.  287-1933 

294-33-BZ. ....  ..D.B.Q. ..  .189-21  Linden  blvd.  (Block 

1955,  Lot  28),  St.  Albans,  Q., 

-  N.  B.  4893-1930 

293-33-BZ . D.B.B ...  .758-766  Utica  ave.  (Block  4655, 

Lot  16),  Bklyn., 

- —  N.  B.  9580-1933 

292-33-BZ . D.B.B.... 2729-2755  Shell  rd.  (Block  7250, 

part  of  Lot  33),  Bklyn., 

-  Applic.  9097-1933 

291-33-A . D.B.M. .  ..38-42  W.  45th  st.  (Block  1260, 

-  Lot  56),  Man.,  P-2922 

290-33-A . D.B.M. .  ..1270  Broadway  (Block  834,  Lot 

-  80),  Man.,  F-97670 

289-33-BZ . D.B.Bx.  .  .3609-3621  -Bailey  ave.  (Block 

3270A,  part  of  Lot  125), 


RULES 

/->  _  Last  Publication'  in  Bulletin 

Certificate  of  Occupancy,  approved 

„  forms  . Aug. 

Concrete  Flat  Slabs,  Rules . .June 

Concrete  Rules  (Hydrated  Lime)  ..  July 

Elevator  Rules  . Mar. 

Exit  Rules  ( Revolving  Doors )  . . .  Oct. 

Factory  Exit  Rules . .Jan. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Sept. 

Fireproof  Wood,  Testing  of . Tuly 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . Sent. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . June 

Plumbing  Rules . Apr. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 

Smoking  in  Factories,  Rules  lor... July 

Sprinkler  Rules . Dec. 

Standpipe — Fire  Fine  Rules . Nov. 

Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


2,  1932— Vol.  17  No.  31 

6,  1933 — Vol.  18  Wo.  23 
25,  1933— Vol.  18  Wo.  30 
28,  1933 — Vol.  18  Wo.  13 

18,  1932 — V ol.  17  W  o.  42 

3,  1933— Vol.  18  Wo.  1 
27,  1932— Vol.  17  Wo.  52 
30,  1933— Vol.  18  Wo.  22 

19,  1933— Vol.  18  No.  38 

11,  1933 — Vol.  18  Wo.  28 

21,  1919- Vol.  4  Wo.  3 

19.  1933— Vol.  18  No.  38 

7,  1925— Vol.  10  Wo.  14 

5,  1928 — Vol.  13  Wo.  23 

13,  1933 — Vol.  18  Wo.  24 
25,  1933— Vol.  18  Wo.  17 

20,  1933— Vol.  18  Wo.  25 
18,  1933— Vol.  18  Wo.  10 
11,  1933 — Vol.  18  Wo.  28 

6,  1932 — Vol.  17  Wo.  49 

22,  1932— Vol.  17  Wo.  47 

7,  1932 — Vol.  17  Wo.  23 


10,  1923 — Vol.  8  Wo.  15 

LIST  OF  APPROVED  APPLIANCES 

19,  1933— Vol.  18  No.  38 


Fireline  Hose  Valves . Sept. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Sept. 

Fuel  Oil  Burners  for  Industrial  Use.Sent 
Fuel  Oil  Pumps . July 


12,  1933— Vol.  18  No.  37 

12,  1933— Vol.  18  No.  37 

18,  1933— Vol.  18  Wo.  29 


-  Bx.,  N.  B.  347-1933 

288-33-A . D.B.B .... 20-40  Jay  st.  (Block  19,  Lot  1), 

-  Bklyn.,  F-01661 

287-33-BZ . D.B.Q. ..  .42-11  Jamaica  ave.  (Block  695, 

Lots  1  &  1)4),  Astoria,  Q., 

-  N.  B.  1527-1933 

286-33- A . D.B.B ...  .328-346  Henry  st.  (Block  290, 

Lot  14),  Bklyn., 

- F-5354  &  F-5355 

Restored  to  Calendar. 

74-33-BZ . D.B.M  ... .4650-4664  Broadway  &  2-16 

Sherman  ave.  (Block  2175, 

Lot  1),  Man.,  Decision 

128-32-BZ.  ..D.B.B. ..  .664-690  Coney  Island  ave., 

southeast  corner  of  Avenue  C 
(Block  5378,  Lot  5),  Bklyn., 

-  Applic.  1086-1932 

457-30-BZ . D.B.R. ..  .Southwest  corner  of  Hylan 

blvd.  &  Barclay  ave.  (Block 
6398,  Lot  9),  Annadale,  Rich., 

-  N.  B.  557-1930 

1323-25-BZ . D.B.Q ....  7023  73rd  pi.  (formerly  4621 

Proctor  st.)  (Block  3792, 
Lot  44),  Glendale,  Q., 

-  Plan  No.  1519-1933 

454-25-SA . ....  ..F,D . Todd  Rotary  Burner,  Models  A, 

,  B  &  C,  Appliance 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

174-33-BZ. 

APPLICANT— M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

PREMISES— Northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot  No.  1),  Ridge¬ 
wood,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 
owner. 

PREMISES  9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No. 
42),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

330-28-BZ. 

APPLICANT — Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

PREMISES — Northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos 
275,  276,  278,  280  and  283),  The  Bronx. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  a  modification  of  the  resolution  adopted  by 
the  board  on  July  24,  1928,  to  permit  in  lieu  of  the 
erection  of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the  resolution,  a 
one-story  building  occupied  for  store  use  only — 
residence  district  (previously  dismissed  for  lack  of 
prosecution;  reopened  and  restored  to  Calendar  July 
11,  1933). 


SEPTEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

cal.  no.  144-33-BZ — Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No.  1),  Dunton,  Borough  of  Queens. 

cal.  no.  116-28-BZ — Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion  ;  denied  October  2,  1928 ;  reopened 
June  9,  1933.  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 

cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37).  Flushing,  Borough  of  Queens. 

cal.  no.  194-33-BZ — Application,  May  26,  1933,  under  sec¬ 
tion  21-  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen- O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 


91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  59-33-BZ — Application,  February  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Charles  A.  Mulligan,  Jr.,  appli¬ 
cant,  on  behalf  of  Antonio  Pavin,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  motor 
vehicle  repair  shop ;  premises  110  Alaska 
street,  southwest  corner  of  Henderson 
avenue  (Block  No.  197,  Lot  No.  90), 
West  New  Brighton,  Borough  of  Rich¬ 
mond. 

cal.  no.  153-33-BZ — Application,  April  21,  1933,  under  sec¬ 
tion  7f  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Niccola  Grassi,  owner,  to  permit 
in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of 
Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1).  The  Bronx. 

cal.  no.  191-33-BZ — Application,  May  24,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Samuel  Rosenblum,  applicant,  on  be¬ 
half  of  Queensboro  Savings  Bank, 
owner,  to  permit  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  west 
side  of  Sutphin  boulevard,  Lakewood  to 
Shore  avenues  (Block  No.  1144,  Lot 
No.  12),  Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  183-33-BZ. 

APPLICANT — James  P.  Boyland.  for  Michael  Beirne, 
owner. 

PREMISES — Southeast  corner  of  East  233rd  street  and 
Harper  avenue  (Block  No.  4946,  Lot  Nos.  58,  59 
and  60),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

No.  190-33-BZ. 

APPLICANT — Harry  E.  Bahr,  owner. 

PREMISES — 72  Middagh  street,  south  side,  114  ft.  west 
of  Henry  street  (Block  No.  216,  Lot  No.  21), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  i- • 


719 


CALENDAR 


TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 

No.  384-20-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES — 754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  Nos.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  re¬ 
opened  June  20,  1933). 

192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

239-33-BZ. 

APPLICANT — Victor  Mayper,  for  David  F.  Kemp,  owner. 

PREMISES— North  side  of  New  Hyde  Park,  1,185  ft. 
east  of  Little  Neck  road  (Block  No.  4126,  Lot  No. 
46),  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  from 
residence  to  business  use  (restaurant). 

180-33-BZ. 

APPLICANT — William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES— Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No.  8), 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden) . 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

CAL.  NO.  138-33-BZ — Application,  April  13,  1933,  under  sec¬ 


tion  21  of  the  building  zone  resolution, 
of  Morris  F.  Jones,  applicant,  on  behalf 
of  George  R.  Clarke,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop ;  premises  east 
side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  bouevard  (Block  No.  2342,  Lot 
Nos.  6  and  8),  Woodside,  Borough  of 
Queens. 

cal.  no.  214-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  P.  Cannella,  applicant,  on  be¬ 
half  of  Lora  Peragine,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  an  ice  manufacturing 
plant;  premises  10-12  Prescott  place 
(Block  No.  1556,  Lot  Nos.  20  and  21), 
Brooklyn. 

cal.  no.  197-19-BZ — Application,  April  3,  1919;  granted  for 
a  garage  May  7,  1919;  reopened  June 
13,  1933,  under  sections  7a  and  21  of 
the  building  zone  resolution,  of  Fer¬ 
dinand  Savignano,  applicant,  on  behalf 
of  Sadie  Wohlberg,  owner,  to  permit, 
partly  in  a  residence  district,  and  partly 
in  a  business  district,  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board)  so  as  to  include  a  gasoline  serv¬ 
ice  station;  premises  950-954  Fulton 
street  (Block  No.  2014.  Lot  No.  20), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  September 
26,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  118-33-BZ — Application,  May  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  238-27-BZ — Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927 ;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82). 
Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  2,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

200-33-BZ. 

APPLICANT — William  Sliary,  for  Consolidated  Gas  Com¬ 
pany  of  New  York,  owner. 

PREMISES — 2153-2159  First  avenue,  northwest  corner  of 
East  111th  street  (Block  No.  1683,  part  of  Lot  No. 
18),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

« 

216-33-BZ. 

APPLICANT — William  F.  Doyle,  for  M.  M.  L.  Realty 
Association,  owner. 

PREMISES — 2414-2420  Flatbush  avenue,  southwest  corner 
of  Avenue  I  (Block  No.  8542,  Lot  No.  41),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

219-33-BZ. 

APPLICANT — Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

PREMISES — Northwest  corner  of  192nd  street  and  35th 
avenue  (Block  No.  922,  Lot  No.  39),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

596-32-BZ. 

APPLICANT — Larry  Meltzer,  for  Vincent  Esposito,  owner. 

PREMISES — 619  East  Fordham  road,  northwest  corner  of 
Hughes  avenue  (Block  No.  3273,  Lot  No.  252),  The 

Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  June  20,  1933). 

•  .  ,  v  . 

249-33-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 

owner. 

PREMISES — 1312-1314  Fifth  avenue,  northwest  corner  of 
West  110th  street  (Block  No.  1594.  Lot  No.  36), 
Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


259  33-BZ. 

APPLICANT — James  P.  Boyland,  for  Frank  H.  Beck, 
owner. 

PREMISES — West  side  of  Bronx  boulevard,  103.24  ft. 
north  of  East  239th  street  (Block  No.  5074,  Lot  No. 
13),  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  factory  building. 


OCTOBER  3,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
3,  1933.  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

CAL.  NO.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  3,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56- 33-A — 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699.  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 
212-33-A — Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  6, 
Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57- 33-S— 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive).  Manhattan. 

Appliances  Submitted  for  Approval. 

254-33-SA — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
282-33-SA — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

284-33-SA — Auto-Heat  Oil  Burner,  approval  of. 


NOTICE 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO, 
properly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail.  _ 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  12,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

.v.The  minutes-  of  the  special  meeting  of  the  board  held  on 
Friday  morning,  July  14,  1933;  the  minutes  of  the  special 
meeting  of  the  board  held  on  Friday  afternoon,  July  14,  1933; 
the  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  July  18,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
July  18,  1933,  were  approved  as  printed  in  Bulletin  No.  30, 
Vol.  XVIII. 


BUILDING  ZONE  CASES. 

59^32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  John  Wischerth, 
"  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
.  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 33-41  Stone  avenue,  southeast 
corner  of  McDougal  street  (Block  No.’ 1535,  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition:  George  E.  Reilly,  William  M. 
Brady,  James  I.  Reynolds  and  Max  Stern. 
ACTION  OF  BOARD — Laid  over  to  October  3,  1933,  at 
10  a.  m.,  on  request  of  new  applicant. 


118-33-BZ. 

APPLICANT— Joseph  A.  Marck,  Inc.,  for  W.  R.  Sains- 
bury,  owner. 

EL  BJECT  -Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence  district. 

PREMISES  AFFECTED — North  side  of  Northern  boule¬ 
vard,  81.28  ft.  west  of  Marathon  parkway  (Block 
No.  39/7,  Lot  No.  36),  Litte  Neck,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Marck  and  K.  Sainsbury. 
For  Opposition:  Elizabeth  McCarthy. 

ACTION  OF  BOARD — Laid  over  to  September  26,  1933, 
at  2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


172-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Allan  J.  Lee 
owner. 

SUBJECT  Application  (re  decision  of  the  superintenden 
of  buildings),  under  section  21  of  the  building  zon< 
resolution,  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED— 46-20  to  46-22  Kissena  boule 
vard,  west  side,  75  ft.  north  of  Kalmia  avenu< 
(Block  No.  1089,  Lot  No.  37),  Flushing,  Borougl 
of  Queens. 

APPEARANCES— 

For  Applicant:  Calvin  Kenneth. 

For  Opposition:  Charles  P.  Kramer  and  Mrs 
Lyons. 

AC  TION  OF  BOARD — Laid  over  to  September  19,  1933 
at  10  a.  m.,  on  request  of  applicant’s  representative 

238-27-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Seacrest  Laundry 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 


of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension  to  an  existing 
Dor,,r  rr/iulldl5  (reopened  June  20,  1933). 
x  *  k  -S  AFFECTED  East  side  of  Dewey  street,  315 
\f  S°oUot  l  °T1Q,ueens  boulevard  (Block  No.  1577,  Lot 

appkarances-  u,rst'  Borough  of  Queens- 

For  Applicant:  Alfred  H.  Eccles  and  Vic'or 
Kramer. 

For  Opposition:  Benjamin  Plange,  A.  Rovegno 
Tyson  A’  Gr°SS’  Thomas  J-  Hayes  and  Mrs! 
ACTION  Oh  BOARD— Laid  over  to  September  26,  1933, 
of  the  board  mSpeCt‘°n  and  reP°rt  by  a  committee 

194-33-BZ.  * 

A P P L 1 C AN'T— F e  1  i  x  Cizmowski,  for  Helen  O’Sullivan, 

GJ  hi^£fon  ,(re  decision  of  the  commissioner 

nue  and  209th  street  (Block  No.  1503,  Lot  No  3) 

appeaHance^8'’  ugh  of  Queens- 

For  Applicant :  Felix  J.  Cizmowski. 
hor  Opposition:  James  A  Dnp-an 
ACTION  OF  BOARD— Laid  over  September  19,  1933, 
at  10  a.  m.,  on  request  of  applicant. 

53-30-BZ. 

SUPTECT^ T-Morris  Whinston,  for  Harry  Geier,  owner, 
c  L  BJ  EC I  —Application  for  reopening— restoration  to  Cal¬ 
endar  previously  withdrawn— re  Application  (deci- 

5”  o  fep,!UIierun,tendeilt  of  holdings),  under  sec¬ 
tion  21  oi  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of 
a  gasoline  service  station. 

PREMISES  AFFECTED  97-107  Kenmare  street  and  15 
Cleveland  place,  northeast  corner  (Block  No  481 

APPEA^NC°EsLN*“,a,tan'  ' 

THE  VOTE  TO  mSMSS-Cati0n  '0  re0PC"  dismissed' 

Affirmative:  Chairman  Murdock,  Commissioners 
Connel1’  Holland  and  Guilfoyle  and  Chief 

McElligott  .  - 

Negative  .  ’  / .  „ 

Absent  .  .  ^ 

538-32-BZ. 

SUPTFrTN  A~retC+-  GI  Schreiner’  for  Anna  Kalb,  owner, 
b  U  bj  EC  1  Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a  garage  for 
more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED — Southwest  corner  of  120th 
street  and  14th  road  (Block  No.  115,  Lot  No  5) 

APPEARANCES—1’’  B°r°Ug:h  °'  Q“eenS’  '  ' 

.  For  Applicant:  George  Bahr. 

ACTION  OF  BOARD— Application  reopened  and  laid  over 
to  September  19,  1933,  at  10  a.  m.,  special  order  of 
Tur  bm>me^  pending  insPectl°n  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . '  ’  ”  . .  q 

Absent  . ’  ’  ] .  q 
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457-30-BZ. 

APPLICANT — Frank  Caraccia,  owner;  request  for  reopen¬ 
ing  made  by  Joseph  R.  Schiraldi,  attorney. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Hylan 

boulevard  and  Barclay  avenue  (Block  No.  6398, 

Lot  No.  9),  Annadale,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  John  P.  Walsh. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  (5)  motor  vehicles  and, 
also,  a  gasoline  service  station;  extension  of  a  busi¬ 
ness  use  from  a  business  district  into  a  residence 
district  (showroom)  granted  under  Cal.  No.  681- 
25-BZ  (withdrawn  April  25,  1933). 

PREMISES  AFFECTED — 1650-4664  Broadway  and  2-16 
Sherman  avenue  (Block  No.  2175,  Lot  No.  1), 
Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott . ^. . . .  5 

Negative  . . .  0 

Absent  .  0 


128-32-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  alteration 
of  a,  garage  for  more  than  five  (5)  motor  vehicles 
(granted  by  the  board)  under  Cal.  No.  1162-17-BZ) 
to  permit  the  inclusion  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 664-690  Coney  Island  avenue, 
southwest  corner  of  Avenue  C  (Block  No.  5378, 
Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  Kitzler. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioners  Connell,  Holland 

and  Guilfoyle  and  Chief  McElligott .  4 

Negative:  Chairman  Murdock .  1 

Absent  .  ® 


1420-23-BZ.  ^ 

APPLICANT— Arch.  H.  Kurland,  for  Guardian  Garage, 
Inc.,  owner. 

SUBJECT— Application  for  reopening  (modification  of  orig¬ 
inal  resolution,  on  decision  of  superintendent  of 
buildings)  of  original  application  (re  order  of  the 
fire  commissioner),  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 224-240  Clarkson  avenue,  south 
side,  135  ft.  4*4  in.  east  of  Rogers  avenue  (Block 
No.’ 5066,  part  of  Lot  No.  21),  Brooklyn. 

APPEARANCES— 

For  Applicant:  C.  Bernard  Niponmch. 

ACTION  OF  BOARD — Application  reopened,  laid  over  to 
September  19,  1933,  at  10  a.  m„  special  order  of 
business,  pending  inspection  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  •’ 

Negative  .  ® 

Absent  .  0 


74-33-BZ. 

APPLICANT— Martin  J.  Ort,  for  Packard  Motor  Car  Com¬ 
pany  of  New  York,  owner. 

SUBJECT— Application  for  reopening— restoration— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 


1 09-33-BZ. 


APPLICANT— William  F.  Regan,  for  Marie  Bausmann, 
owner. 

SUBJECT — Application  for  reopening — restoration — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station  (pre¬ 
viously  denied). 

PREMISES  AFFECTED— 7023  73rd  place  (Block  No. 
3792,  Lot  No.  44),  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  F.  Regan. 

ACTION  OF  BOARD — Application  withdrawn  by  appli¬ 
cant. 

THE  VOTE  TO  WITHDRAW— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . 


5 

0 

0 


1323-25-BZ.  '  ^ 

APPLICANT — William  R.  Regan,  for  Marie  Bausmann, 
owner. 

SUBJECT — Application  for  reopening — reconsideration,  pre¬ 
viously  denied— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
selling  station. 

PREMISES  AFFECTED — 7023  73rd  place  (formerly  4621 
Proctor  street),  (Block  No.  3792,  Lot  No.  44), 
Glendale,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant :  William  F.  Regan. 

ACTION  OF  BOARD — Application  reopened,  subject 
usual  procedure. 

THE  VOTE  T<3  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


to 


5 

0 

0 


320-31-BZ. 

APPLICANT — LeRoy  P.  Ward,  for  Big  Four  Realty  Corp., 
lessee,  for  Estate  of  John  R.  Slattery,  owner. 

SUBJECT — Application  for  reopening — extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  6,  7a,  7c,  7e  and  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
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and  residence  use  district  the  alteration  and  ex¬ 
tension  in  height  of  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 252-262  West  87th  street,  south 
side,  95  ft.  9  in.  west  of  Broadway  (Block  No. 
! .  1234,  Lot  No.  56),  Manhattan. 

Appearances— 

For  Applicant :  LeRoy  P.  Ward. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

The  vote  to  reopen— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(320-31-BZ) 

Whereas,  this  application,  affecting  premises  252-262  West 
87th  street,  south  side,  95  ft.  9  in.  west  of  Broadway  (Block 
No.  1234,  Lot  No.  56),  Borough  of  Manhattan,  was  granted 
by  the  board  at  its  meeting  September  15,  1931,  on  certain 
conditions ;  modified  April  12,  1932,  and  time  extended  De¬ 
cember  20,  1932,  and  applicant  requests  a  further  extension 
of  time;  and 

Whereas,  applicant  states  that  the  permits  have  been 
obtained. 

Resolved,  that  the  resolution  of  the  board  adopted  on  April 
12,  1932,  be  amended,  only  so  far  as  it  refers  to  require¬ 
ments  for  completing  the  work,  in  as  much  as  permits  have 
already  been  obtained,  so  that  the  work  comprehended  by 
the  resolution  shall  be  completed  within  six  months  from 
the  date  of  this  amended  resolution. 


717-29-BZ. 

APPLICANT — Henry  C.  Brucker,  architect,  for  Metz 
Auto  Sales  &  Laundry  Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 84-94  129th  street  and  127-15 
Metropolitan  avenue,  northwest  corner  (Block  No. 
156,  Lot  No.  52),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Adam  Metz,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . . . .  5 


Negative  .  q 

Absent  .  .  q 

THE  RESOLUTION—  . ' . 

...  .  ;  (717-29-BZ) 

Whereas,  tins  application,  affecting  premises  84-94  129th 
street  and  127-15  Metropolitan  avenue,  northwest  corner 
(Block  No.  156,  Lot  No.  52),  Richmond  Hill,  Borough  of 
Queens,  was  granted  by  the  board  at  its  meeting  September 
23,  1932,  on  certain  conditions,  and  owner,  through  his  at¬ 
torney,  requests  an  extension  of  time. 

Resolved,  that  the  resolution  of  the  board  adopted  on  Sep¬ 
tember  23,  1932,  only  so  far  as  it  relates  to  the  time  for 
completion,  be  modified  in  view  of  the  statement  made  by 
the  representative  of  the  applicant  that  all  permits  from  the 
city  departments  have  been  obtained,  so  that  as  modified  the 
last  clause  of  the  resolution  will  read:  “and  all  work  in¬ 
volved  thereby  completed  within  one  year  from  the  date  of 
this  amended  resolution.” 


968-24-BZ. 

APPLICANI  Larry  Meltzer,  for  J.  Dubins,  lessee  of 
premises  1926  Kings  highway,  Brooklyn. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  "in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  buildings  to  be  used  for 
store  purposes  on  first  story  and  for  dwelling  use 
above. 

PREMISES  AFFECTED— 1922-1926  and  1930-1932  Kings 
highway  and  2110  Ocean  avenue  (Block  No.  6782, 
Lot  No.  19),  Brooklvn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott . 5 

Negative  .  o 

Absent  .  o 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION— 

(968-24-BZ) 

Whereas,  this  application,  affecting  premises  1922-1926 
and  1930-1932  Kings  highway  and  2110  Ocean  avenue  (Block 
No.  6782,  Lot  No.  19),  Borough  of  Brooklyn,  was  granted 
by  the  board  at  its  meeting  February  2,  1932,  on  certain 
conditions;  modified  July  26,  1932,  and  applicant  now  re¬ 
quests  an  extension  of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  2,  1932;  as  modified  July  26,  1932,  be  further 
modified  so  that  as  modified  the  last  paragraph  will  read: 
“that  all  permits  necessary  for  the  prosecution  of  the  work 
shall  be  obtained  within  nine  months  and  the  building  com¬ 
pleted  within  eighteen  months  from  the  date  of  this  amended 
resolution.” 


Adjourned  1.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadwav.  Price  30c;  by  mail  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

'TUESDAY  AFTERNOON,  SEPTEMBER  12,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

56-33-A.  . 

APPELLANT— Croker  Fire  Prevention  Corp.,  for  Nathan 
Manufacturing  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 417-423  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Lot 
Nos.  5  to  11,  inclusive,  and  Lot  No.  39),  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1933,  at  2 
p.  m. ;  to  be  heard  with  Cal.  No.  57-33-S  on  the 
same  premises. 


169-33- A. 

APPELLANT— John  J.  Gilmartin,  for  Vincent 


Astor, 


owner.  , 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 701-709  11th  avenue  and  601- 
613  West  50th  street  (Block  No.  1098,  Lot  No.  29), 
Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

Negative  . .  ® 

Absent  .  0 


THE  RESOLUTION— 

(169-33- A) 

Whereas,  John  J.  Gilmartin,  for  Vincent  Astor,  owner, 
filed  May  2,  1933,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  701-709  11th  avenue  and  601- 
613  West  50th  street  (Block  No.  1098,  Lot  No.  29),  Bor¬ 
ough  of  Manhatttan ;  and  .  .. 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

25,  1933  (Order  No.  3261-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  and  Sections  580-1,  Chapter  5,  Code  of  Or¬ 
dinances.”  ; 

and  ... 

Whereas,  the  building  is  non-fireproof,  six  stories  (  <3 
ft.)  in  height,  100  ft.  5  in.  by  175  ft.  in  area;  OCCUPIED 
as  a  tenant  factory :  cellar,  storage,  4  persons ;  upper  stones, 
mostly  vacant,  but  will  not  exceed  the  number  of  persons 
legally  permitted  by  the  exits;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1902 ;  equipped  throughout  with  an  adequate  sprinkler  sys¬ 
tem  ;  the  building  is  divided  by  fireproof  walls  into  separate 
floor  areas,  approximately  1,468  sq.  ft.,  2,232  sq.  ft.,  5,475 
sq.  ft.  and  10,510  sq.  ft.,  provided  with  automatic  sliding 
fire  doors  at  communicating  openings,  except  on  second 
story,  where  there  is  a  long  corrugating  paper  machine 
which  extends  through  two  dividing  walls ;  the  building  faces 
on  two  streets  and  is  provided  with  four  adequate  means  of 
exits;  furthermore,  the  appellant  contends  that  under  Cal. 
No.  1158-22-A  the  board  granted  the  omission  of  a  standpipe 
system  from  a  similar  order  issued  by  the  fire  commissioner, 


and  since  such  action  the  two  interior  stairways  have  been 
enclosed  from  cellar  to  roof  and  a  new  45-degree  fire  escape 
has  been  erected  on  the  11th  avenue  front. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  all  openings  in  the  wall  between  the  6th 
story  sections  and  into  the  3rd  story  section  of  the  building  on 
all  floors  shall  be  protected  with  approved  self-closing  "fire- 
doors,  not  including,  however,  the  two  openings  for  conveying 
machines  located  on  the  2nd  floor ;  that  for  these  two  openings 
there  shall  be  installed  on  either  side  of  each  opening  three 
sprinkler  heads,  spaced  not  over  4  ft.  apart  and  not  over  1  ft. 
away  from  the  wall  line,  making  a  total  of  twelve  heads  to 
he  so  installed ;  that  all  other  doors  to  stairways  and  elevator 
shafts  shall  be  fireproof  and  self-closing,  and  that  this  varia¬ 
tion  shall  continue  only  as  long  as  the  building  shall  remain 
with  its  present  occupancy. 


182-33-A. 

APPELLANT — Alfred  A.  Tearle,  for  Putnam  Properties, 
Inc.,  owner  and  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 226-232  West  56th  street,  1739, 
1743-1745  Broadway  and  237-241  West  55th  street 
(Block  No.  1027,  Lot  No.  51),  Manhattan. 
APPEARANCES— 

For  Appellant:  Alfred  A.  Tearle. 

For  Administration:  Inspector  Maher  of  depart¬ 

ment  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 5 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION— 

(182-33-A) 

Whereas,  Alfred  A.  Tearle,  for  Putnam  Properties,  Inc., 
owner  and  lessee, .  filed.  May  10.  1933,  an  appeal  from  ap 

order  and  a  decision  of  the  fire  commissioner,  affectirig 

premises  226-232  West  56th  street,  1739,  1743-1745  Broad¬ 
way  and  237-241  West  55th  street  (Block  No.  1027,  Lot 
No.  51),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
21,  1932  (Order  No.  96026-F),  reads: 

"1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Secs.  580-581,  Art.  28,  Ch.  5,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  1,  1933,  reads: 

“This  will  reply  to  your  letter  of  the  27th  inst.,  rela¬ 
tive  to  Order  No.  96026-F,  affecting  the  above  premises, 
in  which  you  state  you  are  preparing  the  necessary  plans 
for  appeal  to  the  Board  of  Standards  and  Appeals,  from 
the  requirements  of  the  order  and  request  that  court 
action  be  deferred  in  the  matter  pending  appeal. 
“Please  be  advised  your  request  is  denied.”; 

and 

Whereas,  the  group  of  buildings  are  non-fireproof,  one, 
three  and  four  stories  (14  ft.  to  58  ft.)  in  heisrht.  119  ft. 
in.  bv  200  ft.  10  in.,  irregular,  in  area :  OCCUPIED :  cellar 
to  third  story,  auto  showrooms,  4  persons  ner  story;  ,4th 
story,  commercial  photographer,  35  persons :  and 
M^ttttpt*  as  die  appellant  claims  the  original .  budding  was 
erected  in  1905  as  a  two-story  fireproof  garage:  in  1913  two 
stories  were  added  and  communicating  openings  were  made 
leading  to  two  smaller  adjoining  buildings  at  east;  the  total 
area  at  first  story  is  about  18,850  sq.  ft.,  at  cellar,  second 
and  third  stories  about  17,205  sq.  ft.  each  and  abotit  1L635 
sq.  ft.  at  fourth  story;  the  total  areas  are  divided.' irdn 
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arate  floor  areas  of  less  than  10,000  sq.  ft.  by  6-inch  terra 
cotta  block  partitions,  wtih  a  sliding  automatic  fire  door  at 
each  communicating  opening;  furthermore,  the  appellant  con¬ 
tends  the  building  is  providing  with  a  fire  alarm  signal  sys¬ 
tem;  fire  drills  are  maintained,  and  the  occupancy  is  non- 
hazardous. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  be 
sub-divided  on  the  floor  areas  as  indicated  on  plans  filed 
with  this  appeal,  received  June  16,  1933;  that  the  division 
walls  between  fire  areas  shall  extend  from  floor  to  ceiling  and 
be  constructed  either  of  8  inches  of  brick  or  6  inches  of  terra 
cotta ;  that  all  openings  in  walls  between  areas  shall  be  pro¬ 
tected  with  approved  automatic  fire  doors  as  shown  on  plans ; 
that  all  doors  to  stairways  and  toilets,  where  toilets  are 
located  between  fire  areas,  shall  be  protected  with  fireproof, 
self-closing  doors ;  that  such  fire-fighting  appliances  as  shall 
be  required  shall  be  installed  and  maintained. 


gallon  house  supply  tank,  3,500  gallons  reserved  for  stand¬ 
pipe  lines,  the  bottom  of  which  is  about  5  ft.  above  the  hose 
out!et  of  highest  story ;  furthermore,  the  appellant  contends 
that  the  building  is  provided  with  a  sprinkler  system  through¬ 
out  ,  that  the  existing  standpipe  system  was  accepted  by  the 
department  having  jurisdiction  at  the  time  of  installation. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  bottom  of  the 
standpipe  tank  shall  be  at  least  5  ft.  above  the  hose  outlet 
oil  the  southerly  standpipe  line  and  at  least  12  ft.  above  the 
outlet  in  the  standpipe  line  in  the  northerly  stairway;  that 
there  shall  be  at  all  times  a  reserve  for  standpipe  service 
of  3,500  gallons  in  the  existing  tank;  that  the  nozzles  on 
the  top  floor  shall  be  one-half  inch  in  diameter ;  that  such 
auxiliary  fire  fighting  appliances  shall  be  installed  and  main¬ 
tained  on  the  top  floor  as  the  commissioner  shall  direct,  and 
that  the  requirements  of  rule  91  of  the  standpipe  rules  shall 
be  complied  with  in  all  other  respects. 


186-33-A. 

APPELLANT — John  J.  Gilmartin,  for  692  Broadway  Corp., 
owner. 

SUEJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 386  Lafayette  street,  692-694 
Broadway  and  2-20  East  4th  street  (Block  No.  531, 
Lot  No.  6),  Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Gilmartin. 

For  Administration :  Inspector  Maher  of  depart¬ 

ment  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION— 

(186-33-A) 

Whereas.  John  J.  Gilmartin.  for  692  Broadway  Corp., 
owner,  filed.  May  16,  1933,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  386 

I^afayette  street,  692-694  Broadway  and  2-20  East  4th  street 
(Block  No.  531,  Lot  No.  6).  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  March 
29,  1933  (Order  No.  2522-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20  ft.  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 

and 

W hereas,  the  decision  of  the  fire  commissioner,  rendered 
May  9,  1933,  reads: 

“This  will  reply  to  your  letter  of  April  26th  relative 
to  Order  No.  2522-F,  affecting  the  above  premises  in 
which  you  request  reconsideration  of  Item  1  for  the 
reason  that  the  standpipe  was  installed  at  the  time  of 
erection  of  the  building  and  approved  by  the  department 
having  jurisdiction  and  that  the  building  is  sprinklered, 
etc. 

“Please  be  advised  the  above  order  was  issued  under 
the  mandatory  requirements  of  the  Code  of  Ordinances 
and  _  that  this  department  has  no  power  to  waive  or 
modify  such  requirements,  we  therefore  regret  your  re¬ 
quest  must  be  denied.” ; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  (140 
ft.)  jn  height.  275  ft.  3  in.  by  45  ft.  4  in.  and  74  ft.,  irregu¬ 
lar,  in  depth:  OCCUPIED  for  manufacturing  purposes;  not 
more  than  sixty  persons  per  story ;  and 
Whereas,  the  appellant  claims  the  building  was  erected 
in 4 909;  equipped. with  a  standpipe  system. fedTrom  a  6,000- 
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139-33-A. 

APPELLANT — Morris  Taub,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 32-04  Laurel  Hill  boulevard 
(Block  No.  2305,  Lot  No.  6),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Morris  Taub. 

For  Administration :  Inspector  Meyer  of  fire  depart¬ 
ment. 

TurIvn-£F  BOARD— Appeal  granted  on  condition. 

THE  VOTE —  — 

Affirmative :  Chairman  Mrdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 5 

Negative  . o 

Absent  .  g 

THE  RESOLUTION— 

(139-33-A) 

Whereas,  Morris  Taub,  owner,  filed,  April  13,  1933  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  32-04  Laurel  Hill  boulevard  (Block  No.  2305,  Lot  No. 
(i)  Long  Island  City,  Borough  of  Queens;  and 

ofi  loofm’]'16  °rder  of  the  fire  commissioner,  dated  June 
28,  1932  (Order  No.  53199-LC),  reads: 

You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  for  the  storage  of  chlorine  gas, 
s  tows  that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

9.  That  a  tank  containing  a  caustic  solution  to  be 
placed  in  the  storage  room  arranged  in  such  a  manner 
that  it  will  discharge  into  the  pit  where  the  one-ton' 
cylinders  are  stored.  A  control  valve  to  this  caustic 
solution  tank  be  provided  on  the  outside  of  the  building 
properly  labeled  so  that  in  case  of  an  emergency  the 
caustic  solution  may  be  emptied  directly  into  the  pit  to 
absorb  the  chlorine  gas  that  may  escape  from  these 
cylinders.  ; 
and 

Whereas  the  premises  consist  of  a  large  plot  of  ground, 
about  1,000  ft.  by  200  ft.,  upon  which  is  erected  two  one- 
story  frame  buildings  at  the  front  of  the  lot;  OCCUPIED 
for  the  manufacture  of  a  bleaching  liquid  compound  by  the 
use  of  chlorine  gas  as  an  ingredient;  and 

\V  hf.reas,  the  appellant  proposes  to  construct  a  concrete 
10f  «  «•>.»»  «  in.  by  6  ft.  6  in.,  buried  to  a 

depth  of  6  ft  3  in.  in  the  ground  and  at  least  80  ft  from 
any  other  building,  provided  with  an  overflow  to  Newtown 
Creek  with  pts  terminal  about  6  in.  above  mean  high  water 
niark;  two  iron  tanks  for  water  and  a  caustic  solution  u«ed 
in  case  of  emergency  with  controlling  valves  at  the  bottom  • 
for  discharging  to  be  constructed  in  the  cover  directly  over 
the  buried  tank ;  fifteen  one-ton  cylinders  of  liquefied  chlorine 
gas_  will  be  stored  m  the  concrete  tank  and  connected  bv  a 
K-inch  underground  discharge  line,  which  is  enclosed  in  a 
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1^2 -inch  pipe  conduit  leading  to  the  one-story  factory  build¬ 
ing  with  a  cut-off  valve  at  each  end;  the  appellant  claims 
the  chlorine  storage  tank  will  also  be  equipped  with  a 
sprinkler  system,  located  within  an  unrestricted  district  ad¬ 
jacent  to  the  Long  Island  Railroad  tracks,  with  more  than 
800  ft.  of  vacant  land  at  north,  east  and  west ;  the  railroad 
and  Newtown  Creek  are  at  the  south  of  the  premises ;  fur¬ 
thermore,  the  appellant  contends  that  this  appeal  is  mainly 
to  erect  the  caustic  tank  in  the  open  and  be  relieved  by  the 
order  to  place  it  in  a  storage  room,  otherwise  all  require¬ 
ments  of  the  fire  commissioner  will  be  complied  with  ;  that 
the  proposed  chlorine  storage  system  is  entirely  safe  and 
adequately  protected  against  any  emergency  which  may 
happen. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  the  interpretation  of  Item  9,  on  condition  that 
the  tanks  for  caustic  soda  and  water,  as  shown  on  the  plans 
filed  with  this  appeal  dated  April  30,  1933,  shall  be  enclosed 
on  all  four  sides  and  on  the  top  with  masonry  carried  up 
on  the  enclosure  walls  of  the  tank  pit ;  that  any  windows 
installed  therein  and  all  access  doors  thereto  shall  be  fire¬ 
proof  material  and  shall  be  made  as  nearly  as  possible  vapor- 
proof  ;  that  the  construction  and  equipment  shall  comply  in 
all  other  respects  with  the  recommendations  in  the  report 
of  the  Board  of  Hazardous  Trades  dated  February  20,  1932, 
addressed  to  the  fire  commissioner. 


110-31-A. 

APPELLANT — Croker  National  Fire  Prev.  Eng.  Co.,  for 
Gulistan  Rug  Cleaning  Co.,  Inc.,  lessee. 

SUBJECT — Application  for  reopening — reconsideration — re 
(appeal  from  an  order  of  the  fire  commissioner). 
PREMISES  AFFECTED — 36-01  37th  avenue  (Block  No. 

636,  Lot  No.  1),  Long  Island  Citv,  Queens. 
APPEARANCES— 

For  Appellant — Sidney  L.  Strauss. 

For  Administration — None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commission¬ 


ers  Connell,  Holland  and  Guilfoyle .  4 

Negative:  Chief  McElligott .  1 

Absent  . 0 

THE  RESOLUTION— 

(110-31-A) 


Whereas,  the  Croker  National  Fire  Prev.  Eng.  Co.,  for 
Gulistan  Rug  Cleaning  Co.,  Inc.,  filed,  March  5,  1931,  an 
appeal  from  an  order  of  the  fire  commissioner  affecting 
premises  3601  37th  avenue  (Block  No.  636,  Lot  No.  1),  Long 
Island  City  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  16,  1931  (Order  No.  82078-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals  and  Section  580-1,  Chapter  5,  Code  of  Ordi¬ 
nances.”;  and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
having  a  frontage  of  137  ft.  10  in.  on  37th  street,  200  ft. 
10  in.  on  37th  avenue  and  125  ft.  7  in.  on  36th  street,  an 
area  of  approximately  26,000  sq.  ft. ;  OCCUPIED :  first 
story,  washing  and  drying  rugs,  50  persons ;  second  story, 
drying  and  finishing  rugs,  65  persons ;  and 
Whereas,  appellant  contends  that  the  building  is  open  on 
all  sides ;  that  it  is  adequately  provided  with  fireproof  stair¬ 
ways;  that  the  exterior  walls  have  about  80  per  cent  glass 
area;  that  the  use  on  the  first  story  is  a  wet  process  and 
that  the  use  throughout  is  non-hazardous ;  and 

Whereas,  this  building  was  erected  in  1913,  change  of 
occupancy  occurred  in  1926,  at  which  time  the  appellant 
claims  there  was  no  violation  against  the  premises,  the  pres¬ 
ent  use  being  that  of  washing  and  drying  of  rugs,  all  done 
on  the  first  story,  and  drying  and  finishing  of  rugs  done 
on  thr  second  story;  the  first  story  being  the  washing 
process :  and 


W  hereas,  the  order  is  placed  on  the  building  because  of 
the  area  only. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  such  additional  fire-fighting  ap¬ 
pliances  as  shall  be  required  by  the  commissioner  shall  be 
installed;  that  the  use  and  occupancy  of  the  building  shall 
remain  unchanged  and  that  the  building  shall  be  not  increased 
in  height  or  area. 


PETITIONS  FOR  VARIATIONS 

47-33-S. 

PETITIONER— Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — South  side  of  East  166th  street, 
196.23  ft.  west  of  Washington  avenue  (Block  No. 
2387,  Lot  No.  27),  The  Bronx. 
APPEARANCES— 

For  Petitioner:  Bernard  J.  Sheftman. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1933,  at 
2  p.  m.  to  obtain  records  from  the  department  of 
buildings,  on  condition  that  no  factory  work,  in  the 
meantime,  shall  be  carried  on  above  the  first  or 
ground  floors  and  no  occupancy  above  the  first  floor 
except  a  small  office  in  the  easterly  front  of  the 
second  floor  with  an  occupancy  thereof  of  not  over 
two  persons. 


81-27-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Inter-Regional  Properties,  Inc.,  present 
owner. 

SUBJECT— -Application  for  reopening — modification — re 

petition  for  variation  of  the  labor  law  as  cited  in 
a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 48-56  West  48th  street  (Block 
No.  1263,  Lot  No.  61),  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  o 

Absent:  Chief  McElligott... .  l 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle .  4 

Negative  . o 

Absent:  Chief  McElligott .  i 

THE  RESOLUTION— 

(81-27-S) 


Whereas,  this  petition  affecting  premises  48-56  West  48th 
street  (Block  No.  1263,  Lot  No.  61),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board  at  its  meeting  November  7, 
1928,  on  certain  conditions,  for  a  temporary  period  not  to 
extend  beyond  1931, _  and  owner,  through  his  agent,  the  An¬ 
sonia  Fire  Prevention  Engineering  Co.,  Inc.,  requested  a 
restoration  of  the  case  to  the  calendar  and  a  modification  of 
tht  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  and  reaffirm  its  action  of  November  7,  1928,  and  that 
the  petition  be  and  it  hereby  is  granted  for  a  period  not  to 
extend  beyond  the  termination  of  the  existing  leases,  but  in 
no  event  beyond  three  years  from  the  date  of  this  resolu¬ 
tion,  on  condition  that  any  manufacturing  work  on  the  several 
floors  of  this  building  shall  be  restricted  exclusively  to  the 


MINUTES 


craftmanship  of  the  jewelry  trade,  such  as  setting  and  re¬ 
setting  of  jewels  and  adjustment  of  watch  works  to  watch 
cases,  etc. ;  that  the  space  occupied  for  manufacturing  pur¬ 
poses  shall  not  exceed  5  per  cent  of  the  total  floor  area  of 
the  building ;  that  the  total  number  of  people  engaged  in  the 
building  (at  factory  work)  shall  not  exceed  50;  that  there 
shall  be  not  over  5  so  engaged  in  manufacturing  on  any 
one  floor ;  that  the  floors  shall  be  posted  for  a  carrying 
capacity  not  exceeding  60  pounds  per  superficial  foot;  that 
this  variation  be  granted  only  so  long  as  the  requirements 
of  the  certificate  of  occupancy  as  issued  by  the  superintend¬ 
ent  of  buildings  at  the  time  of  the  completion  of  the  building 
shall  be  maintained  in  all  respects  other  than  as  modified 
herein;  that  all  fire-fighting  equipment  shall  be  maintained 
in  good  working  order  and  in  accordance  with  the  rules 
adopted  by  the  board  of  standards  and  appeals ;  and  that  in 
all  areas  where  there  is  manufacturing  carried  on  there 
shall  be  no  combustible  partitions. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 


454-25-SA. 


PETITIONER — Todd  Oil  Burner  and  Engineering  Corp. 
SUBJECT — Application  for  reopening — amendment  of  reso¬ 
lution— re  approval  of  Todd  Fuel  Oil  Burner, 
Models  A,  B  and  C. 

APPEARANCES— 


For  Petitioner :  J.  A.  Flynn. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  reopened,  placed  on  Re- 
Reserve  Calendar  and  referred  to  engineer  of  board 
and  the  bureau  of  combustibles,  fire  department,  for 
test  and  report. 

THE  VOTE  T9  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


227-33-SA. 

PETITIONER — David  Kaufman,  for  Holmes  Burner 
Company,  owner. 

SUBJECT — Oronoque  Oil  Burner,  Models  S-l  and  S-2,  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  request  of 
petitioner. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commission- 


Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  i 


534-32-SA. 


PETITIONER — J.  M.  Tate,  Jr.,  receiver,  for  Tate-Jones  & 
Co.,  Inc.,  owner;  H.  N.  Schreuder,  agent. 
SUBJECT — -late-Jones  B-81  Type  High  Pressure  Oil 
Burner,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Dismissed  for  lack  of  prosecution. 
THE  VOTE  TO  DISMISS— 


Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle.... 

Negative  . 

Absent :  Chief  McElligott  . 


1 


THE  RESOLUTION— 

(534-32-SA) 

Whereas,  H.  N.  Schreuder,  agent  for  J.  M.  Tate,  re¬ 
ceiver  of  Tate-Jones  &  Co.,  Inc.,  owner,  filed,  October  20, 
1932,  a  petition  for  approval  of  their  device  known  as  Tate- 
Jones  B-81  Type  High  Pressure  Oil  Burner;  and 

Whereas,  this  device  was  referred  to  the  fire  department 
for  test  and  report,  but  no  installation  for  test  has  been  made 
and  no  reply  made  to  communication  of  the  board. 

Resolved ,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1 1-31-SA. 

PETITIONER — Preferred  Utilities  Co.,  for  Quaker  Manu- 
^  factoring  Co.,  owner. 

SUBJECT — 'Quaker  Burnoil  Stove,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  o 

Absent:  Chief  McElligott .  1 


THE  RESOLUTION— 

(11-31-SA) 

Whereas,  Preferred  Utilities  Co.,  for  Quaker  Manufac¬ 
turing  Co.,  owner,  filed,  January  8,  1931,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Quaker  Burnoil  Stove;  and 

Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report,  and  due  to  a  change  in  the  law, 
'be  bureau  of  fire  prevention  has  been  transferred  to  the 
department  of  buildings  and  a  report  of  the  engineer  of  the 
board,  dated  September  11,  1933,  Supplementing  a  report  of 
the  chief  of  the  bureau  of  fire  prevention  dated  June  12,  1933, 
recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve .  the  device  known  as  the  Quaker  Burnoil 
Stove  for  use  in  installations  under  rule  22  of  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  when  installed 
in  accordance  therewith  and  in  conformity  with  the  report 
of  the  engineer  of  the  board. 


Adjourned  4.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


approved  fireline  hose  valves 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 

Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D.  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co . 1 .  209.99.5  A 

Grinnell  . ‘ .  651-30-SA 

^!kha«  . .  . .  14-31- SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 

New  York  Brass  Foundry  Co.  (Stillbech) . . . . 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc . 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co........ 

Fairbanks  Company . 

Pratt  &  Cadv . 

Elkhart  .  . 


53-2 1-S  A 
900-27-SA 
1151-27-S A 
1307-27-SA 
780-28-SA 
970-28-SA 
268-29-SA 
231-30-SA 
15-31-SA 
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RULES 


FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 

and  weather  conditions.  .  ... 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 

&  Dt.nn,  nr  nil  sellinflr  8ta- 


—  —  - —  , - —  - 

strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (54)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  any  of 
the  materials  accepted  in  fireproof  construction;  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 


tarding  construction  in  non-fireproof  buildings  u  a  jn  these  ruieS(  or  with  any  of  the  materials  acceptable 
garages,  motor  vehicle  repair  shops  or  oi  g  jn  fireproof  construction;  except  that  an  air  space  need 

tions  when  the  beams  are  protected  on  P® '  .  not  be  provided  around  steel  girders, 

under  sides  with  the  fire-retarding  materia  s  p  Rule  9.  Shaft  Enclosures.  Existing  stairways  and 

in  rules  for  floor  and  ceiling  coverings.  vertical  shafts  in  non-fireproof  business  buildings  here- 

Rule  3.  Floor  Covering.  Any  one  of  the  following  after  converteci  to  be  used  as  garages,  motor  vehicle 
forms  of  construction  shall  be  accepted  as  fire-retarding  repajr  shops  or  oil  selling  stations  shall  be  enclosed  in 
for  the  covering  pf  the  upper  sides  of  wood  floor  beams  fire-retarding  partitions  continued  through  the  non-fire- 
in  joisted  floor  construction  in  non-fireproof  buildings  proo{  floor  construction,  and  when  unfilled  wood  stud 
used  as  garages,  motor  vehicle  repait  shops  or  oil  sell-  partitions  are  used,  the  space  between  the  floor  beams 
ing  stations  .  shall  be  fire-stopped  with  incombustible  materials.  All 

(a)  Seven-eighths  (?4)  inch  wood  underflooring  openings  in  such  partitions  shall  be  protected  with  ac- 
orotected  with  a  membrane  of  two-ply  waterproof-  cepted  metal-covered  fire  doors  or  windows  Wherever 
intr  covered  with  not  less  than  two  and  one-half  necessary  for  protection  against  mechanical  injury,  the 
(iL)  inches  of  1:2^  :5  concrete  or  better,  reinforced  partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
with  not  less  than  one-fourth  (*4)  of  one  (1)  per  the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 


Ce(b)°Two  and  one-half  (2j4)  inches  of  1:2:4.  J0"' 
Crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1, 

1917.)  ,  .  .  „  . 

Rule  4.  Ceiling  Covering.  Anj  one  of  the  following 

forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  pf  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell- 

inR  sta(t>°n^ne  hal{  (I/j)  5nch  piaster  boards  or  three- 
eighths  (54)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
the  floor  beams  are  spaced  more  than  sixteen  (  ) 

inches  on  centers;  ri/x  .  . 

(b)  Two  thicknesses  of  one-quarter  .(54)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not 

sixteen  (1«)  inches  on  centers,  or  nailed  to  furring 


of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  t.16)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (54)  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (54)  inch  wood  sheathing, 
one-half  (J4)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (54)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 

to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No. 
26  U.  S.  gauge  metal; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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RULES 


FUEL  OIL  RULES 

CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE 
AND  USE  OF  FUEL  OILS 

(217-21-SR) 

Adopted  by  the  Board  of  Standards  and  Appeals  No¬ 
vember  6,  1919;  Admended  January  6,  1922;  January  18, 
1924;  October  19,  1926;  September  11,  1928;  January 
11,  1929;  March  20,  1931;  May  12,  1931;  November  24, 
1931;  May  10,  1932;  June  24,  1932,  and  November 
4,  1932. 

Rule  1.  Definitions. 

For  the  purpose  of  these  rules  the  following  terms  shall 
be  interpreted  in  accordance  with  these  definitions : 
DEVICES: 

No  person,  firm,  company  or  corporation  shall  within 
the  limits  of  the  City  of  New  York  use  any  device  or 
apparatus  for  burning  fuel  oil  within  the  meaning  of  these 
rules  unless  such  device  or  apparatus  shall  have  been  ap¬ 
proved  by  the  Board  of  Standards  and  Appeals. 

DISCHARGE  LINE  shall  be  the  line  between  the  dis¬ 
charge  outlet  of  the  pump  and  the  burner  oil  inlet  con¬ 
nection. 

DWELLINGS  are  buildings  used  exclusively  for  dwelling 
purposes  and  occupied  by  one  or  two  families,  including  con¬ 
vents,  rectories  and  monasteries. 

FILL  LINE  is  the  line  between  the  fill  box  and  the  fill 
pipe  connection  in  the  storage  tank. 

FIRE  RETARDING  MATERIALS;. 

(a)  One-half  (J4)  inch  plaster  boards,  or  asbestos  boards, 
or  three-eighths  (34)  inch  gypsum  wall  boards  weighing 
not  less  than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
not  more  than  sixteen  (16)  inches  on  centers,  or  nailed  to 
furring  strips  when  the  floor  beams  are  spaced  more  than 
sixteen  (16)  inches  on  centers,  or 

(b)  Two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams  are 
more  than  sixteen  (16)  inches  on  centers,  or. 

(c)  Metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered  with 
Portland  cement  mortar  at  least  three-quarters  (34)  inch 
thick. 

Note — All  fire  retarding  material  to  be  applied  as  required 
in  rules  for  fire  retarding  material  of  the  Board  of  Stand¬ 
ards  and  Appeals. 

FIRM  FOUNDATION:  A  firm  foundation  is  one  which 
will  carry  the  maximum  load  to  which  it  shall  be  subjected 
without  exceeding  the  safe  bearing  capacity  of  the  soil. 

FUEL  OIL:  Any  liquid  mixture,  substance  or  compound, 
derived  from  petroleum,  which  does  not  emit  an  inflammable 
vapor  below  a  temperature  of  125°  F.  when  tested  in  a 
Tagliabue  open  cup  tester  (Chapter  X  Article  I  Code  of 
Ordinances). 

The  use  of  crankcase  refuse  oil  as  fuel  oil  is  strictly 
prohibited. 

GAUGING  DEVICE:  A  means  by  which  the  level  of 
the  oil  in  a  storage  tank  may  be  indicated. 

HEATERS :  A  device  for  heating  fuel  oil  for  the  purpose 
of  decreasing  the  viscosity. 

OIL  BURNER:  A  device  designed  for  the  purpose  of 
burning  fuel  oil. 

OVERFLOW  PIPE:  A  pipe  which  conveys  by  gravity 
the  oil  from  the  maximum  level  of  an  auxiliary  tank  to  the 
storage  tank  or  from  the  pump  to  the  storage  tank. 


RELIEF  VALVE:  A  valve  held  shut  by  a  spring  or  other 
setting  t0  automatlcally  relieve  pressure  in  excess  of  its 

on?Et^°7E-  CONTROL :  A  hand,  electric,  or  mechanically 
device  to  shut  off  the  oil  supply. 

E  l  URN  LINE :  A  line  for  the  purpose  of  conveying  by¬ 
passed  oil  to  a  storage  tank.  8  y 

SCAVENGING  LINE:  A  line  installed  to  permit  the  re- 

m0SHIJ°T  SrvrA/v^g,\matter  fr0m  a  stor^e  ^nlc 
nrevent  a*  ^  ^ V  E-'j  ^  dev.lce  that  can  be  actuated  to 
dow  b(luid  in  a  line  of  pipe. 

SUPPLY  LINE:  That  portion  of  the  line  between  the 
storage  tank  and  the  oil  pump  inlet  connection.  Where  a 
pump  is  not  used  it  shall  be  that  portion  of  the  line  between 
Storage  Tank  and  the  burner  oil  inlet  connection. 

SWING  JOINT A  connection  made  in  a  pipe  line  by 
means  of  a  combination  of  fittings  so  that  the  tank  can  settle 

"f  “he  conSon  g  °r  im'>airing  "K 

Rule  2  (a).  Manner  of  Storage  for  Fuel  Oil. 

=nfuCi  0l!’  u°  •be  Used  for  heatinS  and  P°wer  purposes, 
shall  be  at  all  times  stored  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks.  P  * 

(b).  Oils  Not  Permitted. 

Oils  derived  from  or  including  petroleum  that  have  a 
flashpoint  below  a  temperature  of  125  degrees  Fahrenheit 

testCf  I.n  a  laSiabue  open  cup  tester,  shall  not  be 
used  as  a  fuel  to  produce  heat  or  power. 

(c)  Fuel  Oil,  within  the  meaning  of  these  rules,  having  a 
flashpoint  between  125  degrees  and  150  degrees  F  may  be 
used  for  heating  when  the  quantity  stored  is  limited  as  pre¬ 
scribed  in  rule  4,  section  1,  subdivision  i.  If  used  in  tenement 
houses,  commercial  or  industrial  plants,  a  certificate  of  fitness 
for  the  operator  of  the  plant  shall  be  required  as  per  Rule  15. 

Rule  3.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

f.a^  ^  aJ*  buildings  fuel  oil  storage  tanks  over  273 
gallons  shall  be  buried  below  the  floor  of  the  lowest  story  or. 
if  m  the  judgment  of  the  Superintendent  of  Buildings  the 
burial  of  tanks  is  not  practicable  by  reason  of  soil,  founda¬ 
tion  or  structural  conditions,  the  tanks  may  be  placed  in  the 
forth1  St°ry’  subject  t0  tbe  requirements  hereinafter  set 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  any  wall  separating  a  building 
from  the  subway,  and,  if  practicable,  tanks  shall  be  placed 
in  a  lower  position  than  the  roadbed  of  the  subway. 

Rule  4.  Location,  Protection  and  Capacity  of 
Tanks  for  the  Storage  of  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Tanks  having  a  capacity  of  275  gallons  or  less  may 
be  installed  in  lowest  story  of  dwellings  as  outlined  in  these 
Rules  when  located  at  least  ten  (10)  feet,  measured  horizon¬ 
tally  from  any  fire  or  flame,  provided  such  tank  shall  be 
mounted  on  substantial  incombustible  supports  and  firmly 
anchored  to  floor  and  ceiling  or  floor  and  wall,  or  to  a 
weight  greater  than  the  buoyancy  of  tank  when  empty  to  pre¬ 
vent  floating;  such  support  to  meet  the  approval  of  the  Fire 
Department.  When  this  type  of  installation  is  used,  the 
provisions  of  subdivisions  b  to  j  shall  not  apply.  This  sub¬ 
division  shall  apply  only  to  one  and  two-family  dwellings. 

(b)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 
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(c)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hundred 
(300)  pounds  per  square  foot. 

(d)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not  fastened, 
placed  immediately  above  the  manhole  in  the  top  of  the 
tank. 

(e)  A  space  of  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(f)  The  space  between  the  tank  and  the  walls  and 
roof  of  the  enclosure  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(g)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(h)  In  frame  buildings  the  total  storage  capacity  of 
tanks  shall  not  exceed  five  thousand  (5,000)  gallons. 

(i)  In  non-fireproof  and  fireproof  buildings,  if  tanks 
properly  enclosed  or  covered  as  above  required  are  located 
in  a  fireproof  or  detached  room  which  is  cut  off  from  the 
rest  of  the  building  vertically  and  horizontally  in  an  ap¬ 
proved  manner  and  if  such  room  is  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  capacity 
of  not  exceeding  twenty  thousand  (20,000)  gallons. 

(j)  In  dwellings  as  defined  in  these  rules  the  total  storage 
capacity  of  fuel  oil  with  flashpoint  between  125  degrees 
and  150  degrees  F.  shall  not  exceed  1,100  gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  beneath  a  building  its  capacity 
may  be  increased  one  hundred  (100)  per  cent  above  that 
allowed  for  an  inside  tank  as  established  in  connection  with 
buildings  of  such  construction  as  specified  in  Rule  4,  Section 
1  (h)  and  (i). 

(b)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  covered  by  at  least  six  (6)  inches  of 
concrete  which  shall  extend  at  least  one  (l)  foot  beyond  the 
horizontal  outline  of  tanks  in  all  directions.  Where  neces¬ 
sary  to  prevent  floating,  tanks  shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with  soft 
earth  or  sand.  Tanks  shall  be  completely  encased  with  six 
(6)  inches  of  concrete  when  buried  in  soil  the  nature  of 
which  would  make  additional  protection  necessary. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  one-quarter  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  of  one  hundred  and  fifty  thou¬ 
sand  (150,000)  gallons  or  less  capacity  aie  located  outside  of 
buildings  and  placed  above  ground,  the  tanks  shall  be 
not  less  than  one  and  one  quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  budding  or  adja¬ 
cent  tank. 

(c)  Where  existing  outside  above  ground  storage  tanks 
of  one  hundred  and  fifty  thousand  (150,000)  gallons 
capacity  or  less  have  been  placed  closer  together  than  one 
and  one-quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be 


built  to  a  height  of  at  least  two  (2)  feet  above  the  height 
of  the  highest  tank  completely  separating  the  tanks  for 
their  full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elcc- 
•rically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the  level 
of  any  piping  to  which  they  may  be  connected,  with  the 
tops  of  the  tanks  not  less  than  two  (2)  feet  below  the 
surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  firm  soil  and  surrounded  with 
soft  earth  or  sand  well  tamped.  Tanks  shall  be  completely 
encased  with  six  (6)  inches  of  concrete  when  buried  in 
soil  the  nature  of  which  would  make  additional  protec¬ 
tion  necessary. 

Section  5.  Common  Fill  and  Header  Line. 

Where  a  battery  of  tanks  is  installed  containing  the  same 
degree  of  oil  a  common  fill  and  header  line  may  be  installed 
provided  the  area  of  the  fill  or  header  line  is  equal  in  sum 
total  to  the  area  of  the  branch  fill  lines,  and  each  branch  line 
is  provided  with  a  shut-off  valve,  not  more  than  four  (4) 
tanks  will  be  permitted  in  any  one  battery. 

Section  6.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected  by 
an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1)4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
quarter  04)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or  dikes 
shall  be  made  of  earth-work  with  clay  core;  of,  masonry 
or  of  impervious  reinforced  concrete.  Earth-work  embank¬ 
ments  shall  be  firmly  and  compactly  built  of  good  earth 
from  which  stones,  vegetable  matter,  etc.,  have  been  re¬ 
moved,  and  shall  have  a  flat  section  at  top  of  not  less  than 
three  (3)  feet  and  a  slope  of  at  least  one  and  one-half 
(1)4)  to  one  (1)  on  both  sides.  Concrete  or  masonry  dikes 
shall  be  so  designed  as  to  safely  carry  the  entire  volume  of 
the  oil  in  the  tank  so  surrounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and  un¬ 
pierced.  Piping  shall  be  carried  either  over  or  under  em¬ 
bankments  or  dikes  in  such  a  manner  as  not  to  interfere  with 
the  efficiency  of  the  enclosure. 

Rule  5.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of  fire, 
so  arranged  and  installed  as  to  adequately  protect  the 
buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  or  furnace  of  fuel  oil  burning  unit 
there  shall  be  kept  ready  for  use  two  portable  fire  extin¬ 
guishers  of  not  less  than  one  (l)  quart  capacity  each  or  other 
equivalent  fire  extinguishers  for  extinguishing  oil  fires. 
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Rule  6.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Fuel  Oil. 


develop  the  full  net  sections  of  the  bars  so  that  the  bar 
will  break  before  the  connection  will  let  go. 


Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  buildings  above  ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  open  hearth  process  and 
known  to  the  trade  as  “tank  steel.”  Such  plates  shall 
be  free  from  physical  imperfections,  such  as  laminations 
cracks,  etc.  All  steel  must  be  new,  in  good  condition  and 
free  from  rust.  The  thickness  of  steel  required  and  the 
size  and  spacing  of  rivets  shall  be  as  stated  in  the  table 
given  below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked,  or 
riveted  and  welded.  Flanges  or  other  pipe  connections  may 
be  welded.  All  caulking  shall  be  done  with  round  nose 
tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks: 

Tanks  36  in.  in  diameter  and  less — 34  in.  shell,  J4  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — )4  in.  shell,  5/16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  34  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  34  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built  with 
dished  heads.  Should  flat  heads  be  used  they  must  be  braced 
in  the  same  manner  as  described  for  the  bracing  of  flat 
vides  of  rectangular  tanks. 

(e)  Diameter  and  spacing  of  rivets: 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch  as 
follows : 

In  shell  34  in.  thick,  s/8  jn.  diameter  rivets  2%  in.  pitch. 
In  shell  5/16  in.  thick,  34  in.  diameter  rivets  234  in. 
pitch. 

In  shell  34  in.  thick,  34  in.  diameter  rivets  2 lA  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 

of  the  quality  required  for  cylindrical  tanks,  and  of  a 

thickness  of  not  less  than  5/16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 

or  by  the  use  of  angles. 

(c)  Rivets  in  seams  shall  be  $4  of  an  inch  in  diameter 
and  spaced  not  more  than  2%  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 

braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as  angles, 
channels  or  beams,  etc.,  the  distance  from  center  to  center 
of  the  rivet  lines  on  these  members  must  not  be  in  excess 
of  twenty-four  inches,  and  the  rivet  spacing  must  be  such 
that  it  will  develop  the  full  strength  of  the  member.  In  no 
case  shall  the  rivets  be  in  excess  of  six  (6)  inches  center 
to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied  to¬ 
gether  with  braces,  in  order  to  reduce  the  effective  length, 
the  braces  shall  not  be  stressed  higher  than  nine  thousand 
(9,000)  pounds  per  square  inch  taken  on  the  minimum 
net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  by  means  of  rods  or  bars,  these 
members  should  not  be  spaced  farther  apart  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
on  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 


Section  3.  Oval  or  Obround  Tanks. 

Oval  or  obround  tanks  not  exceeding  a  capacity  of  275 
gallons  may  be  used  in  dwellings  as  defined  in  these  rules 
when  constructed  of  No.  10  gauge  open  hearth  steel  free 
x  rom  laminations  or  cracks.  The  tanks  to  be  equipped  with 
flanged  and  dished  heads,  ihe  radius  of  dishing  of  heads 
to  be  equivalent  to  the  small  diameter  of  tank,  a  V2- inch 
flange  is  to  be  used. 

Section  4.  Vertical  Storage  Tanks  Over  1,000  Gallons 
Capacity  Located  Outside  of  Building  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  required 
for  cylindrical  tanks. 

(J?)  The  minimum  thickness  of  shell  or  bottom  platei 
shall  be  34  inch  and  the  minimum  thickness  of  roof 

plates  34  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  accord¬ 
ance  with  the  following  formula: 

P  xr  x  F 

t  equals  — - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

•  T  tensile  strength  of  plate  in  pounds  per  square 

inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  watertight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed  with  proper  efficiency  to  meet 
requirements  of  above  formula  for  shell  plates 
.(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
on  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

(e)  Tanks  for  storage  of  oil  shall  be  constructed  in 
accordance  with  the  requirements  of  this  rule,  except  that 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  may  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

(O  Auxiliary  supply  tanks  of  60  gallons  or  less  capacity 
may  be  constructed  of  brass,  copper,  steel  or  wrought  iron 
of  not  less  than  No.  14  U.  S.  Gauge. 


Section  5.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  6,  Section  1. 

butted  A11  WClded  seams  of  pIates  sha11  be  laPPed  or 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be  lapped 
not  less  than  two  inches  and  welded  both  inside  and  out¬ 
side.  The  plates  shall  be  pulled  up  tight,  metal  to  metal, 
before  welding  and  kept  tight  together  during  welding! 
filkt  mSlde  and  outside  welds  shall  be  of  full  45  degree 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

,,  A1  u  *?eads  sbaI1  ^  flanSed«  the  straight  part  of 
the  flange  being  not  less  than  as  follows : 

For  3/16  inch  heads,  1)4  inch  flange 
For  34  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  )4  inch  heads,  234  inch  flange. 
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For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet.  t  . 

Where  heads  are  set  into  the  shell,  they  shall  be  a  driving 
fit  and  the  shell  shall  fit  the  head  closely  all  around.  If 
of  over  1,100  gallon  capacity  they  shall  be  welded  inside 
and  outside  with  full  fillet  welds.  If  of  1,100  gallon 
capacity  or  less  and  not  over  48  inches  in  diameter,  welding 
on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than'  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein¬ 
forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  they  may  be  of 
the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  welding 
shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces ;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  6.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  ouside 
with  tar,  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the  tank 
enclosure.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and  made 
gas  tight.  All  tanks  over  1,100  gallons  capacity  shall  be 
provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  7.  Tests  of  Tanks  and  Piping  for  the 
Storage  of  Fuel  Oil. 

Tanks  and  piping  to  burner  shall  be  tested  hydrostatically 
or  with  oil  at  a  pressure  of  not  less  than  10  pounds  per 
square  inch.  Those  parts  subjected  to  a  pressure  exceeding 
10  pounds  per  square  inch  shall  be  tested  at  pressure  of  not 
less  than  V/2  times  the  maximum  pressure  to  which  it  is 
subjected.  The  hydrostatic  pressure  on  a  tank  shall  be  deter¬ 
mined  by  measuring  in  feet  the  height  from  the  lowst  point 
in  the  tank  to  the  highest  oil  reservoir  from  which  the 
tank  may  be  filled.  This  distance  divided  by  2.3  for  water 
or  its  equivalent  for  oil  will  give  the  equivalent  pressure  in 
pounds  per  square  inch  at  the  bottom  of  the  tank.  Tanks 
and  piping  may  be  tested  with  oil  provided  the  installation 
is  complete  and  the  pressure  applied  at  the  burner  end  of 
the  supply  line.  There  shall  be  no  fire  or  flame  in  the  room 
or  rooms  in  which  the  test  is  being  conducted  or  when 
repairs  are  being  made  to  defective  tanks.  All  tests  shall 
be  conducted  in  the  presence  of  a  representative  of  the  Fire 
Commissioner  and  shall  be  continued  for  thirty  minutes. 
No  repairs  shall  be  made  to  defective  tanks  within  twenty- 
four  hours  of  removal  of  oil  from  tank  and  purging  of  same 
of  all  explosive  gases  by.  steam,  air  or  water. 

The  contractor  shall  furnish  all  the  necessary  equipment 
for  conducting  the  tests. 

Rule  8.  Piping  for  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  in  a  substantial  and  workmanlike 


manner  and  provision  made  for  expansion,  contraction  and 
settlement.  Exposed  piping  shall  be  protected  against  me¬ 
chanical  injury  and  shall  be  securely  supported  with  rigid 
metal  fasteners  or  hangers.  Where  the  top  of  the  tank  is 
below  the  level  of  the  burner  oil  inlet  connection,  the  supply 
line  from  the  tank  shall  be  run  above  the  level  of  the  bottom 
of  the  tank  so  as  to  prevent  syphoning.  Cross  connections 
permitting  gravity  flow  from  one  tank  to  another  are  pro¬ 
hibited.  All  pipes  connected  to  tank  except  measuring  well 
or  gauge  pipe  shall  be  provided  with  double  swing  joints  at 
tank.  All  threaded  joints  shall  be  made  tight  with  litharge 
and  glycerine  or  equivalent  suitable  pipe  compound. 

(b)  All  piping  shall  be  of  standard  full  weight  brass, 
copper,  wrought  iron  or  steel  for  working  pressures  less 
than  one  hundred  (100)  pounds  per  sq.  in.  for  working  pres¬ 
sures  in  excess  of  one  hundred  (100)  pounds  per  sq.  in., 
extra  heavy  seamless  drawn  tubing  and  drop  forged  fittings 
shall  be  used.  No  pipe  less  than  one-half  (J4)  inch  inside 
diameter  shall  be  permitted. 

(c)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(d)  Tubing  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  materials. 
No  soldered  connection  shall  be  used.  The  length  of  tubing 
shall  not  exceed  that  required  for  direct  connections  to 
coupling. 

(e)  Overflow  pipes,  when  required,  shall  be  not  less  than 
one  size  larger  than  supply  pipe. 

Section  2.  Relief  Valves. 

(a)  Where  a  shut-off  valve  is  installed  in  the  discharge 
line  from  an  oil  pump  a  relief  valve  shall  be  installed  in  the 
discharge  line  between  the  pump  and  the  first  shut-off  valve. 
The  relief  line  shall  be  returned  to  storage  tank  or  to  supply 
line  near  pump.  There  shall  be  no  shut-off  valves  in  the  re¬ 
lief  line. 

(b)  All  heaters  shall  be  provided  with  a  relief  valve  to 
prevent  excessive  oil  pressure. 

(c)  Relief  valves  shall  be  set  to  discharge  at  not  more 
than  ll/2  times  the  maximum  working  pressure  of  the 
system. 

Section  3.  Fill  Pipes. 

(a)  Each  tank  shall  be  provided  with  a  separate  fill  pipe, 
except  as  otherwise  stated  in  these  rules,  which  shall  be 
carried  below  the  supply  line  in  the  tank  or  otherwise 
trapped  to  prevent  escape  of  oil  vapor.  The  fill  pipe  shall 
be  made  up  with  screwed  or  flanged  fittings  securely  held 
in  place  and  shall  be  oil  tight.  Each  fill  pipe  shall  be  provided 
with  means  for  locking  and  located  at  or  above  grade  outside 
of  the  building  within  thirty  (30)  feet  from  curb  or  private 
right-of-way  and  located  as  remote  as  practicable  from  any 
building  opening,  subway  gratings  or  elevated  column,  but 
not  less  than  three  (3)  feet  therefrom. 

(b)  Where  the  top  of  the  tank  is  above  the  fill  box  the 
fill  pipe  shall  be  connected  to  the  top  of  the  tank  and  be  pro¬ 
vided  with  a  gate  valve  sealed  closed  when  not  in  use  and 
a  swing  check  valve,  both  gate  and  check  valve  to  be  located 
at  the  fill  box. 

(c)  Where  there  is  a  storage  system  of  volatile  inflam¬ 
mable  oil,  and  a  storage  system  for  fuel  oil  to  be  used  in  the 
same  premises,  the  fill  boxes  shall  terminate  as  far  as  possible 
from  each  other,  and  the  cover  of  the  fuel  oil  fill  box  shall  be 
painted  green  and  cover  of  gasoline  fill  box  red,  or  covers  of 
fill  boxes  to  have  one  inch  (l")  raised  letters  stamped  there¬ 
on  reading — Fuel  Oil,  Gasoline. 

(d)  The  terminal  of  fuel  oil  fill  pipe  shall  be  provided 
with  a  left  handed  thread,  and  the  fill  pipe  fitting  to  be  of  a 
different  size  than  that  required  for  the  fill  pipes  to  gasoline 
tanks. 

Section  4.  Vent  Pipes. 

(a)  An  open  vent  pipe  of  standard  wrought  iron  or 
steel  without  trap  and  draining  to  the  tank  shall  be  pro¬ 
vided  for  each  tank.  The  lower  end  of  the  vent  pipe  shall 
not  extend  through  the  top  of  the  tank  more  than  1  inch. 
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Cross  connection  Detween  vent  pipe  and  fill  pipe  is  pro¬ 
hibited. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  degree  of  oil  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall  not 
be  less  than  one  foot  above  the  level  of  the  top  of  the 
highest  reservoir  from  which  the  tanks  may  be  filled.  The 
main  vent  pipe  and  header  shall  be  of  an  area  equal  to  the 
aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  in  tanks  shall  be  screened  by  40 
mesh  non-corrodible  wire  screen,  and  shall  be  of  sufficient 
area  to  adequately  vent  the  tank  during  the  filling  opera¬ 
tion.  Vents  shall  be  not  less  than  two  (2)  inches  in 
diameter  for  tanks  over  1,100  gallons  capacity,  and  in  no 
case  less  than  one  and  one-quarter  (1%)  inches  in 
diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather¬ 
proof  hoods  and  terminate  outside  the  building  above  the 
street  surface,  not  less  than  six  (6)  feet  nor  more  than 
twelve  (12)  feet  above  the  fill  pipe.  Such  vent  outlet 
shall  not  be  located  within  two  (2)  feet  in  any  direction  of 
a  window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or  dumb¬ 
waiter  shafts,  or  in  a  closed  court. 

(e)  If  compelled,  because  of  structural  conditions  to 
carry  the  vent  outlet  higher  than  twelve  (12)  feet  above 
the  fill  box,  and  if  the  fill  lines  are  connected  to  tank 
trucks  by  tight  connections  and  filled  by  pressure,  a  one 
u  jnch.  line  sha11  be  connected  to  tank  and  shall  parallel 
the  fill  line  and  terminate  in  the  fill  box  with  unthreaded 
end.  A  check  valve  shall  be  installed  in  the  line  so  as  to 
permit  excess  oil  in  the  tank  to  flow  to  the  fill  box  and 
shall  be  so  set  as  to  prevent  the  passage  of  vapor  to  the 
street. 

Section  5.  Return  Line  from  Burners. 

Return  lines  from  burners,  where  used,  shall  not  be 
smaller  in  diameter  than  the  discharge  outlet  from  the 
pump.  They  shall  be  connected  into  the  supply  line  near 
the  pump  or  into  the  storage  tank  without  shut-off  valve  in 
the  return  line.  No  oil  shall  be  returned  to  the  storage 
tank  at  a  temperature  higher  than  one  hundred  and  forty 
(140)  degretes  Fahrenheit. 

Section  6.  Heating  Coils  in  Tanks. 

.  A11  heating  to  reduce  viscosity  of  fuel  oils  in  storage  tanks 
in  any  building  shall  be  only  by  means  of  hot  water  coils 
thermostatically  controlled  and  the  oil  shall  not  be  heated 
above  one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  7. 

Scavenging  Line.  When  a  scavenging  line  is  installed  it 
shall  terminate  outside  of  the  building  and  shall  be  capped 
oiltight  when  not  in  use. 

Rule  9.  Valves  and  Control  of  Flow  for  Fuel 
Oil. 


(a)  In  all  installations  a  shut-off  valve  shall  be  provided 
at  or  on  each  burner.  Where  the  top  of  the  storage  tank 
is  located  above  the  oil  inlet  connection  to  the  burner,  a 
shut-off  valve  shall  be  provided  in  the  supply  line  inside  the 
building  as  near  the  tank  as  practicable. 

Cb)  .  In  systems  where  either  steam  or  air  is  used  for 
atomizing  the  oil,  the  oil  and  atomizing  supply  shall  be 
interlocked  so  that  in  case  of  interruption  of  the  atomizing 
supply,  the  supply  of  oil  will  immediately  be  cut  off 
(c)  Automatic  by-pass  valves  shall  be  set  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working  pres- 
sure.  This  rule  shall  not  apply  to  burners  and  pumps  ap¬ 
proved  as  a  unit  when  provided  with  a  pressure  relief 
device. 


Rule  10.  Oil  Level  Indicating  Device  for  Fuel 
Oil. 


Oil  level  indicating  devices  shall  be  constructed  of 
substantial  materials  so  designed  that  there  can  be  no  leak- 
age  of  fuel  oil  or  vapor.  Test  well?  shall  not  be  permitted 


in  tames  located  inside  the  building.  Test  wells  when  located 
outside  the  building  shall  be  capped  oil  tight  and  kept  closed 
when  not  in  use. 

Rule  11.  Pumps  for  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards  and 
Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire  pro¬ 
tection  equipment  is  dependent  on  the  use  of  fuel  oil  for 
heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above  ground 
storage  tanks  shall  be  located  outside  embankment  walls, 
and  at  such  a  point  that  they  will  be  accessible  at  all  times, 
even  if  the  oil  in  the  tank  or  reservoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil 
storage  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Baume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

(f)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secured  against  leaks. 

(g)  Where  a  pump  is  part  of  a  burner  unit  and  is  used 
for  atomizing  purposes  only,  an  additional  approved  pump 
may  be  used  without  the  disconnection  of  the  unit. 

Rule  12.  Burners  for  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals.  In 
dwellings  the  burner  shall  be  equipped  with  an  overflow  at¬ 
tachment  or  an  automatic  control  to  prevent  flooding. 

Where  an  approved  burner  unit  includes  a  pump  as  part 
of  the  unit,  said  pump  or  burner  may  be  disconnected  and 
used  in  conjunction  with  any  other  approved  burner  or 
pump. 

A  remote  control  shall  be  provided  whereby  the  flow  of 
oil  to  any  burner  can  be  stopped  and  such  control  shall  be 
located  either  inside  or  outside  the  entrance  to  the  room 
in  which,  the  burner  is  located  and  as  close  to  such  entrance 
as  practicable. 

The  damper  shall  be  so  constructed  that  it  cannot  com¬ 
pletely  cut  off  the  passage  of  the  flue  gases  at  any  time. 

Adequate  ventilation  at  least  equivalent  to  area  of  the 
smoke  pipe  at  the  point  where  it  enters  the  flue  shall  be 
provided  in  all  rooms  in  which  burners  are  installed. 

Rule  13.  General  Devices  for  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  When  preheaters  are  used  thermometers  with  large 
clear  reading  scales,  placed  in  thermometer  wells  with 
screwed  top  connections,  shall  be  installed  at  convenient  and 
prominent  positions  in  the  oil  supply  lines  between  the  ser¬ 
vice  tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable  con¬ 
dition. 

Rule  15.  Operation  of  Plant,  Other  Than  in 
Dwellings,  Using  Fuel  Oil. 

No  fuel  oil  burning  plant,  other  than  in  dwellings  a? 
defined  in  these  rules,  shall  be  operated  unless  in  charge  of 
a  person  holding  a  certificate  of  fitness  as  issued  by  the 
fire  department.  A  certificate  of  fitness  will  be  required 
for  each  person  who  is  directly  rn  charge  of  the  operation 
of  the  plant  at  any  and  all  times. 

Rule  16.  Installation. 

No  fuel  oil  installation  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
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Fire  Commissioner.  Plans  for  each  fuel  oil  installation, 
except  in  dwellings  as  defined  in  these  rules,  shall  be  sub¬ 
mitted  to  the  Fire  Commissioner  for  approval,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings  indi¬ 
cating  that  the  proposed  construction  of  the  enclosure  and 
the  location  of  the  tanks  are  in  accordance  with  the  require¬ 
ments  of  the  Building  Code  and  these  Rules. 

Rule  17.  Auxiliary  Tanks  for  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  type 
if  suitable  automatic  safeguards  to  prevent  abnormal  dis¬ 
charge  of  oil  at  the  burner  are  provided.  The  total  capacity 
of  such  tank  or  tanks  in  any  building  shall  not  exceed  60 
gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks,  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frames  or  cradles  and  secured 
by  2x)4-inch  straps  riveted  or  bolted  to  frame  and  se- 
curely  fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Where  only  an  auxiliary  tank  as  prescribed  in 
these  rules  is  used  it  shall  in  addition  to  complying  with 
the  requirements  for  auxiliary  tanks  comply  with  all  re¬ 
quirements  for  the  protection  of  a  storage  tank  other  than 
the  enclosure. 

(e)  Auxiliary  supply  tanks  or  storage  tanks  not  exceed¬ 
ing  275  gallons  may  be  of  the  gravity  type  if  suitable  auto¬ 
matic  safeguards  to  prevent  abormal  discharge  of  oil  at  the 
burner  are  provided.  When  this  method  of  installation  is 
used  the  connection  for  discharge  of  tank  may  be  made  at 
bottom  of  tank.  The  total  capacity  of  such  auxiliary  supply 
tank  or  tanks  in  any  building  shall  not  exceed  275  gallons. 
This  rule  applies  only  to  one  and  two-family  dwellings. 

Rule  18.  Pilot  Light. 

Automatic  systems,  unless  electrically  ignited,  shall  be  so 
designed  that  the  flame  cannot  be  extinguished  by  operation 
of  the  automatic  control  valve  and  a  pilot  light  of  ade¬ 
quate  intensity  shall  be  provided  in  each  combustion  cham¬ 
ber,  so  arranged  as  not  to  be  easily  extinguished. 

Rule  19.  Furnaces  and  Ranges. 

Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented,  and 
if  used  shall  be  of  such  construction  as  to  withstand  the 
maximum  temperature  which  the  oil  burning  device  to  be 
installed  may  generate. 

Rule  20.  Fire  Protection. 

(a)  In  dwellings,  as  defined  in  these  rules,  any  wood¬ 
work,  wooden  lath  and  plaster  partition  or  other  combustible 
material  within  four  (4)  feet  of  the  sides  or  back  or 
eight  (8)  feet  from  the  front  of  the  heating  apparatus 
shall  be  covered  with  fire  retarding  material.  Above  the 
heating  apparatus  there  shall  be  constructed  a  ceiling  of 
fire  retarding  material  (unless  it  be  of  fireproof  construc¬ 
tion)  said  ceiling  shall  extend  at  least  four  (4)  feet  beyond 
the  sides  and  back  and  eight  (8)  feet  from  the  front. 

(b)  In  all  buildings,  other  than  in  dwellings  as  Jefined 
in  these  rules,  and  garages  the  fire  protection  shall  consist 
of  either  a  heating  apparatus  room  constructed  of  fire¬ 
proof  partitions  of  not  less  than  four  (4)  inches  in  thick¬ 
ness  with  all  openings  protected  by  fireproof  self-closing 
doors  and  ceilings  protected  by  fire  retarding  material :  or 
the  entire  ceiling,  if  not  of  fireproof  construction,  shall  be 
protected  by  fire  retarding  material,  and  all  vertical  open¬ 
ings  leading  from  the  elevation  on  which  the  heating  ap¬ 


paratus  is  located  shall  be  enclosed  by  fire  retarding  mate¬ 
rials  with  openings  protected  by  fireproof  self-closing  doors. 

(c)  No  combustible  material  shall  be  maintained  within 
ten  (10)  feet  of  a  heating  apparatus,  unless  protected  or 
separated  by  fire  retarding  or  fireproof  material. 

(d)  The  ceiling,  unless  of  fireproof  construction,  directly 
over  and  for  a  space  of  two  (2)  feet  beyond  each  side  of 
any  smoke  pipe,  shall  be  protected  with  fire  retarding 
material,  and  in  addition  any  smoke  pipe,  if  within  9  inches 
of  any  combustible  ceiling,  shall  be  protected  with  a  covering 
of  1-inch  air  cell  asbestos,  or  its  equivalent. 

(e)  The  floor  of  all  boiler  rooms  must  be  of  fireproof 
construction. 

Rule  21.  Systems  Prohibited. 

The  use  of  auxiliary  tanks  of  the  pressure  type  between 
pump  and  burner  unit  is  prohibited.  Pressure  in  storage 
tanks  for  the  purpose  of  discharging  oil  is  prohibited. 

Rule  22.  Use  of  Fuel  Oil. 

(a)  These  Rules  shall  not  apply  to  gas  companies  stor¬ 
ing  or  using  fuel  oil  in  the  manufacture  of  illuminating  gas 
for  public  use. 

(b)  The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  prohibited; 
or  shall  the  use  of  such  oil  be  prohibited  when  used  in  a 
plumber’s  torch  or  similar  apparatus. 

(c)  The  use  of  oil  burning  heaters  using  38  to  42  Baume 
oil  not  employing  a  wick  and  when  feed  tanks  of  heaters  do 
not  exceed  a  total  capacity  of  six  gallons  and  when  heater  is 
not  used  for  cooking  purposes  will  not  be  prohibited  when 
burners  are  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals  and  meet  with  the  following  requirements : 

1.  Heaters  shall  be  firmly  anchored  to  the  floor,  set  level, 
with  the  floor  beneath  heater  protected  by  an  asbestos  or 
equivalent  shield. 

This  shield  to  extend  in  all  directions  at  least  12"  beyond 
the  outside  of  complete  unit. 

2.  The  heater  shall  be  directly  connected  to  a  smoke  flue, 
the  area  of  any  damper  not  to  exceed  86%  of  the  area  of 
smoke  flue. 

3.  The  oil  tank  of  the  heater  shall  be  filled  from  storage 
located  outside  room  in  which  heater  is  installed. 

4.  This-  subdivision  of  Rule  22  shall  not  in  any  way  set 
aside  or  waive  provisions  in  these  rules  governing  storage 
tanks,  except  as  follows : 

First — Outside  Buildings. 

Permit  storage  of  not  more  than  fifty-five  gallons  main¬ 
tained  in  metal  shipping  container  equipped  with  ap¬ 
proved  hand  pump. 

Second — Inside  Buildings. 

Permit  storage  of  not  more  than  275  gallons  if  installed 
and  maintained  in  compliance  with  Rule  17  of  these 
rules  and  equipped  with  an  approved  hand  pump. 

5.  This  subdivision  applies  only  to  dwellings  as  defined  in 
these  rules  and  prohibits  the  use  of  more  than  one  heater  in 
any  one  room. 

6.  Heater  installation  shall  comply  with  the  requirements 
of  the  building  code  and  heater  shall  not  be  connected  in  any 
manner  to  hot  water,  steam,  or  hot  air  furnace  flues. 

Rule  23.  Modification. 

When  for  any  reason  it  may  be  impracticable  to  comply 
strictly  w'th  the  foregoing  rules  the  fire  commissioner  shall 
have  power  to  modify  their  provisions  so  that  the  spirit  and 
substance  thereof  shall  be  complied  with.  Such  modification 
shall  be  endorsed  upon  the  permit  over  the  signature  of  the 
fire  commissioner  or  designated  representative  of  the  fire 
commissioner. 
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Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  September  13,  1933 .  297 

Restored  to  Calendar .  69 

Miscellaneous  Applications. 

Requests  to  reopen .  195 

Requests  to  amend .  9 

Requests  for  modification .  36 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  47 

Requests  for  extension  of  permit .  6 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  934 

Disposed  of .  681 

Cases  pending  September  13,  1933 .  253 


DISPOSITION  OF  CASES. 

Withdrawn  .  3g 

Dismissed  .  17 

Denied  .  35 

Granted  . 4 

Granted  on  condition .  174 

Appliances  approved  .  35 

Appliances  dismissed,  disapproved  or  withdrawn .  24 

Rules  approved .  4 
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Requests  to  reopen  granted .  161 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  9 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  35 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  47 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  6 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  42 

Plans  disapproved  .  q 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  . ' .  p 

Requests  withdrawn  or  dismissed .  47 

Total  .  681 


WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and  offices  of  the  board  and  of  the  further  publication  of  the 

applicants,  and  to  all  lawyers,  architects  and  engineers  calendars  in  the  daily  press  P  01  tne 

representing  owners  or  lessees  in  proceedings  before  the  p  mirth  ™  ... 

board—  ,  Fourth,  that  no  one  is  entitled  to  written  notice  of  the 

r"‘  /  tv.  •(  ,i  j  *  .  .  ?  fo.r  the  \ear,n?  ,n.  his  case>  and  that  the  plea  of  failure 

First,  lhat  if  they  do  not  appear  in  person  or  by  rep-  to  receive  such  notice  is  no  excuse  for  neglect  to  appear 

resentative  at  the  hearing  of  their  case,  dismissal  for  lack  Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
of  prosecution  is  likely  to  result.  cases  promptly,  for  the  reason  that  the  pendancy  of  an 

Second,  That  due  and  ample  notice  of  the  date  set  for  aPPeal  or  petition  ties  the  hands  of  the  administrative  offi- 

hearing  is  provided  in  the  publication  in  this  Bulletin  of  c,al  enforcing  his  order,  therefore,  no  appeal  or  petition 

the  calendars  of  the  board,  each  case  being  set  down  by  w,1!  °e  avowed  to  be  hung  up  by  reason  of  failure  of  the 

Calendar  Number  and  premises  under  the  date  of  the  aPPelIant  or  petitioner  to  file  necessary  data  or  bv  anv 

hearing.  other  method  of  delay.  ’  y 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  ceSfforlltog wl"  be,ac- 
hearing  can  be  entertained  in  view  of  this  publication  and  and  data  required  bv  ’law  p  J  r  5  Ing’  3  P4pe,rS’  p!ans 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the  blank  °n  th' 
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DIRECTORY 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guxlfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk  CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
-  Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  September  25,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  October  2,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 

- 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

^9  appeal',,  application  or  petition  will  be  entertained  in 

_ 2 _ conniption  with  which  court  proceedings  are  pending  or  in 

''■^progress,  nofi^ccepted  that  are  not  filed  within  twenty  days 

This  issue  of  the  Bulletin  contains,  in  the  order  given-  t^date'BUhe  action  of  the  Administrative  Official 

'  'Any  feommumcation  purporting  to  be  an  appeal,  apph- 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 
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Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  September  19,  1933, 
10  A.  M. 

Minutes  of  Regular  Meeting,  September  19,  1933, 
2  P.  M. 

Exit  Rules  (Revolving  Doors). 

Rules  for  Interior  Fire  Alarm  Signal  Systems. 
Standpipe-Fireline  Rules. 

Progress  Report. 


cation  orA^tition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  toVseek  relief  until  it  is  filed  on  the  form  required 
by  the  rule^of  this' board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions.  -  '-r 

HARRIS  H.  MURDOCK,  Chairman, 
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DOCKET. 

New  Cases  Filed  up  to  September  20,  1933. 

Cal.  No.  Department.  Premises  Affected. 

305-33-BZ . D.B.B. .. .104-106  Fourth  ave.  (Block  401, 

Lots  38  &  40),  Bklyn., 

-  Applic.  9611-33 

304-33-BZ . D.B.B. . .  .838  Washington  ave.  ( Block 

1176,  Lot  97),  Bklyn., 

-  Applic.  9623-33 

303-33-A . D.B.M - 7-11  E.  40th  st.  (Block  1275, 

Lots  8  &  9),  Man., 

-  F-3189 

302-33-BZ . D.B.Q - Northeast  corner  of  Queens 

blvd.  &  76th  rd.  (Block  2266, 
Lot  88),  Forest  Hills,  Q., 

-  N.  B.  1747-33 

301-33-A . D.B.M - 100-104  Lafayette  st.  (Block 

209,  Lot  19),  Man., 

F-5705 

300-33-BZ . D.B.Q. ..  .Southwest  corner  of  Queens 

blvd.  &  Simonson  pi.  (Block 
2474,  Lot  44),  Elmhurst,  Q„ 

-  N.  B.  1766-33 

299-33-BZ . D.B.B. ..  .90-100  Hegeman  ave.  (Block 

3633,  Lot  27),  Bklyn., 

-  Applic.  9251-33 

298-33-SA . F.D . American  Blue  Flame  and  Sun 

Flame  Oil  Burning  Heaters, 
—  Appliance 

Restored  to  Calendar. 

191-33-BZ . D.B.Q ...  .West  side  of  Sutphin  blvd., 

Lakewood  to  Shore  aves. 
(Block  1144,  Lot  12),  Ja- 

-  maica,  Q.,  Plan  No.  720-1933 

68-33-BZ . D.B.B. .  .  .243-247  Rockaway  pkwy.  (Block 

4633,  part  of  Lot  44),  Bklyn., 
Applic.  864-1933 

97-30-BZ . D.B.B - 5613  18th  ave.  (Block  5493,  Lot 

40),  Bklyn., 

Report  No.  418-1930 

/2-30-BZ . D.B.B. ..  .3491-3507  Fort  Hamilton  pkwy. 

(Block  5302,  part  of  Lot  21 
and  part  of  Lot  27),  Bklyn., 
Applic.  671-1930 

205-29-BZ . D.B.Q....  157-30  Willets  Point  blvd., 

southeast  corner  of  Cross 

Island  blvd.  (Block  619,  part 
of  Lot  15),  Whitestone,  Q., 

7 —  Plan  No.  1323-1929 


CODE 


r.u . 

H.D . 

D.B.B . 

D.B.M . 

D.B.Q . 

D.B.R . 

D.B.Bx . 

T.H.D . 

..Department  of  Buildings,  Brooklyn 
.Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

..Department  of  Buildings,  Richmond 
. Department  of  Buildings,  Bronx 

RULES 

_  ...  _  ,  ^  Cast  Publication  in  Bulletin 

Certificate  of  Occupancy,  approved 

f orms  ••;•:•••••••• . Aug:-  2,  1932— Vol.  17  W o.  31 

Concrete  Flat  Slabs,  Rules . .June  6,  1933— Vol.  18  Wo  23 

Concrete  Rules  (Hydrated  Dime) . .  .July  25,  1933— Vol.  18  Wo.  30 

Elevator  Rules  ........  Mar.  28,  1933— Vol.  18  Wo.  13 

Fxit  Rules  (Revoving  Doors) ...  Sept.  26,  1933— Vol.  18  No.  39 

Factory  Exit  Rules  ...  . .jan.  3,  1933-Vol.  18  Wo.  1 

Fire  Alarm  Rules  (Interior) . Sept.  26,  1933— Vol.  18  No.  39 

Fire  Drill  Rules . May  30,  1933 — Vol.  18  Wo.  22 

Fire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Testing  of . .Jufy'  H,  1933— Vol!  18  Wo.'  28 

brame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4  Wo.  3 

pUe  c?'l  i . Sept.  19>  1933— Vol.  18  No.  38 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10  Wo.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13  Wo.  23 

Paint,  Varnish  and  Eacquer  Spray- 

t>i  Ru‘es, . June  13,  1933— Vol.  18  Wo.  24 

Plumbing  Rules.... . Apr.  25,  1933-Vol.  18  Wo.  17 

Procedure,  Rides  of--.. . June  20,  1933— Vol.  18  Wo.  20 

Refrigerating  Systems,  Extract  C\  O.Apr.  18,  1933— Vol.  18  Wo  16 
Smoking  in  Factories,  Rules  for... July  11,  1933— Vol.  18  Wo!  28 

Sprinkler  Rules . Dec.  6,  1932— Vol.  17  Wo.  49 

Standpipe — Fireline  Rules  . Sept.  26,  1933 _ Vol  18  No  30 

Structura1  Alterations,  Reporting.  ..June  7,  1932— Vol!  17  Wo  23 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8  Wo.  15 

LIST  OF  APPROVED  APPLIANCES 

“•  1933-™-  18  N°-  88 

S-  Jy{  Buratrs  for  Industrial  mlAo!.'  if  No  37 

Fuel  Oil  Pumps . July  X8,  1933 — Vol.  18  Wo.  29 


MONDAY,  SEPTEMBER  25,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

No.  1 90-33-BZ. 

(^PPEJCANT — Harfy  E.  Bahr,  owner. 

PREMISES— 72  Middagh  street,  south  side,  114  ft.  west 
oi  Henry  street  (Block  No.  216,  Lot  No  21) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  part  of  an  existing  dwelling  to  business 
use  (store). 


APPLICANT— Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  owner. 

PREMISES— 754-764  Jamaica  avenue,  southeast  corner  of 
Chestnut  street  (Block  No.  4104,  Lot  N»s.  24  and 
25),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

1  0  PERMIT,  partly  in  a  business  district  and  partly  in  a 
i  esidence  district,  the  inclusion  of  a  gasoline  service 
station  in  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board-  re¬ 
opened  June  20,  1933). 


1 92-33-BZ. 

APPLICANI  Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


239-33-BZ. 

^ICANT-Victor  Mayper,  for  David  F.  Kemp,  owner. 
PREMISES — North  side  of  New  Hyde  Park,  1,185  ft. 
east  of  Little  Neck  road  (Block  No.  4126,  Lot  No. 
46),  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  from 
residence  to  business  use  (restaurant). 

180-33-BZ. 

APPLICANT — William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

PREMISES — Southwest  corner  of  Beach  Channel  drive  and 
Beach  117th  street  (Block  No.  662,  Lot  No.  8), 
Rockaway  Beach,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
erection  and  maintenance  of  a  business  use  (beer 
garden) . 


ice  station;  premises  950-954  Fulton 
street  (Block  No.  2014.  Lot  No.  20), 
Brooklyn. 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1933,  2  P.  M. 


SEPTEMBER  26,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  September 
26,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

cal.  no.  138-33-BZ — Application,  April  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Morris  F.  Jones,  applicant,  on  behalf 
of  George  R.  Clarke,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop;  premises  east 
side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  bouevard  (Block  No.  2342,  Lot 
Nos.  6  and  8),  Woodside,  Borough  of 
Queens. 

cal.  no.  214-33-BZ— Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  P.  Cannella,  applicant,  on  be¬ 
half  of  Lora  Peragine,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  an  ice  manufacturing 
plant;  premises  10-12  Prescott  place 
(Block  No.  1556,  Lot  Nos.  20  and  21), 
Brooklyn. 

cal.  no.  197-19-BZ — Application,  April  3,  1919 ;  granted  for 
a  garage  May  7,  1919;  reopened  June 
13,  1933.  under  sections  7a  and  21  of 
the  building  zone  resolution,  of  Fer¬ 
dinand  Savignano,  applicant,  on  behalf 
of  Sadie  Wohlberg,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board)  so  as  to  include  a  gasoline  serv- 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon ,  September 
26,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters: 


cal.  no.  118-33-BZ — Application,  May  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  A.  Marck,  Inc.,  applicant,  on 
behalf  of  W.  R.  Sainsbury,  owner,  to 
permit  the  extension  of  a  business  use 
from  a  business  district  into  a  residence 
district;  premises  north  side  of  Northern 
boulevard,  81.28  ft.  west  of  Marathon 
parkway  (Block  No.  3977,  Lot  No.  36), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  238-27-BZ — Application,  March  7,  1927 ;  extension 
to  existing  laundry  building  granted 
June  7,  1927 ;  reopened  June  20,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Alfred  H.  Eccles,  appli¬ 
cant,  on  behalf  of  Seacrest  Laundry, 
Inc.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  extension  to  an  existing  laundry 
building;  premises  east  side  of  Dewey 
street,  315  ft.  south  of  Queens  boule¬ 
vard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens. 


cal.  no.  144- 


33-BZ— Application,  April  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  Business  Thoroughfares,.  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  111th  avenue  and  Lakewood 
avenue  (Block  No.  2473,  part  of  Lot 
No,  1),  Dunton,  Borough  of  Queens. 


cal.  no. 


116-28-BZ— Application,  February  7,  1928,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  denied  October  2,  1928;  reopened 
June  9,  1933,  under  section  7f  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Clifbert 
Realty  Corp.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner 
(Block  No.  4686,  Lot  No.  1),  Brooklyn. 
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cal.  no.  172-33-BZ — Application,  May  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  D.  Nunan,  Jr.,  applicant,  on 
behalf  of  Allan  J.  Lee,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  46-20  to  46-22  Kissena 
boulevard,  west  side,  75  ft.  north  of 
Kalmia  avenue  (Block  No.  1089,  Lot 
No.  37),  Flushing,  Borough  of  Queens. 

cal.  no.  194-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Felix  J.  Cizmowski,  applicant,  on  be¬ 
half  of  Helen  O’Sullivan,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building 
(stores)  ;  premises  northeast  corner  of 
91st  avenue  and  209th  street  (Block  No. 
1503,  Lot  No.  3),  Queens  Village,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MLTRDOCK,  Chairman. 


249-33-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 
owner. 

PREMISES — 1312-1314  Fifth  avenue,  northwest  corner  of 
West  110th  street  (Block  No.  1594  Lot  No  36) 
Manhattan. 

API  LICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

259-33-BZ. 

APPLICANT— James  P.  Boyland,  for  Frank  H.  Beck 
owner. 

PREMISES — West  side  of  Bronx  boulevard,  103  24  ft 
north  of  East  239th  street  (Block  No.  5074,  Lot  No’ 
13),  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  factory  building. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  2,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

200-33-BZ. 

APPLICANT— William  Shary,  for  Consolidated  Gas  Com¬ 
pany  of  New  York,  owner. 

PREMISES  2153-2159  First  avenue,  northwest  corner  of 
East  111th  street  (Block  No.  1683,  part  of  Lot  No. 
18),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

216-33-BZ. 

APPLICANT— William  F.  Doyle,  for  M.  M.  L.  Realty 
Association,  owner. 

PREAHSES  2414-2420  Flatbush  avenue,  southwest  corner 
of  Avenue  I  (Block  No.  8542,  Lot  No.  41),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

219-33-BZ. 

APPLICANT — Milton  AL  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

PREMISES— Northwest  corner  of  192nd  street  and  35th 
avenue  (Block  No.  922,  Lot  No.  39),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

596-32-BZ. 

APPLICANT — Larry  Aleltzer,  for  Vincent  Esposito,  owner. 

PREMISES — 619  East  Fordham  road,  northwest  corner  of 
Hughes  avenue  (Block  No.  3273,  Lot  No.  252),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
.  shop  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  June  20,  1933). 


Building  Zone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
aids  and  appeals  of  a  public  hearing  under  the  provisions 
of  jhe  building  zone  resolution,  Tuesday  morning,  October 

,933I  ft  10  ° clock>  in  Room  1013>  Municipal  Building, 
on  the  following  matters:  s 


cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  AIcDougal 
street  (Block  No.  1535,  Lot  No.  1). 
Brooklyn. 


cal.  no.  174-33-BZ— -Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  AL  Bernard  Brownstein,  applicant, 
on  behalf  of  Louis  Padolsky  and  John 
Sheridan,  owners,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Gates  avenue  and  St. 
Nichols  street  (Block  No.  2460,  Lot 
No.  1),  Ridgewood,  Borough  of  Queens. 

cal.  no.  177-33-BZ— Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Gilbert  I.  Prowler,  applicant,  on  be¬ 
half  of  Joseph  Gross,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  9614-9626  Flatlands  ave¬ 
nue,  southwest  corner  of  Rockaway 
parkway  (Block  No.  8204,  Lot  No  42) 
Brooklyn.  ’ 

cal.  no.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930 ;  withdrawn  Novem- 
ber  11,  1930 ;  reopened  January  4,  1933 ; 
dismissed  for  lack  of  prosecution  June 
27  1933;  reopened  and  restored  to  Cal- 

fu  ai.r  n>  1933,  under  section  21  of 
the  building  zone  resolution,  of  Kenneth 
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O’Brien,  applicant,  on  behalf  of  New 
York  Title  &  Mortgage  Co.,  equitable 
owner,  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24, 
1928,  to  permit  in  lieu  of  the  erection 
of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district; 
premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue 
(Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  3,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56- 33- A — 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699.  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 
212-33-A— Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  6, 
Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

205-33-A— 52-55  to  52-65  74th  street  (Decker  street), 
northeast  corner  of  Grand  avenue  (Block 
No.  2492,  Lot  No.  8),  Elmhurst,  Borough 
of  Queens. 

209-33-A— 2-4  East  56th  street  and  717-719  Fifth  avenue 
(Block  No.  1291,  Lot  No.  69),  Manhattan. 
285-33-A — 165-207  Melrose  street  and  16-44  George  street 
(Block  No.  3156,  Lot  Nos.  12,  13,  14,  15, 
48,  49,  50  and  51),  Brooklyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57- 33- S — 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 
211-33-S — 262-264  West  35th  street  (Block  No.  784,  Lot 
Nos.  76,  77  and  78),  Manhattan. 

Appliances  Submitted  for  Approval. 

254-33- S A — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
282-33-SA — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

284-33- S A — Auto-Heat  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  9,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

201-33-BZ. 

APPLICANT— Ross  &  Ross,  for  Alpine  Service  Corp., 
owner. 

PREMISES— 18-20  Flushing  avenue,  southeast  corner  of 
North  Elliot  place  (Block  No.  2027,  Lot  Nos.  23 
and  24),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 


203-33-BZ. 

APPLICANT — Borden’s  Farm  Products  Co.,  Inc.,  owner. 

PREMISES — 363-381  Fourth  avenue,  east  side,  northeast 
corner  of  6th  street  and  southeast  corner  of  5th 
street  (Block  No.  987,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

241-33-iBZ. 

APPLICANT — Edward  L.  Kelly,  for  The  New  York  Asso¬ 
ciation  for  the  Blind,  owner. 

PREMISES — 875-881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

595-30-BZ. 

APPLICANT — Diamond  Evangelista,  owner. 

PREMISES — 2478-2488  Coney  Island  avenue,  northwest 
corner  of  Avenue  V  (Block  No.  7136,  part  of  Lot 
Nos.  35  and  39),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  under  new  state  of  facts  June  13, 
1933). 

277-33-BZ. 

APPLICANT — Casper  P.  Colla,  for  Anna  Rocco,  owner. 

PREMISES — 89-91  Withers  street,  north  side,  80  ft.  west 
of  Leonard  street  (Block  No.  2737,  Lot  Nos.  27  and 
28),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  an  unrestricted  use  district 
into  a  business  use  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles. 


OCTOBER  10,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
10,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter  : 

cal.  no.  72-30-iBZ — Application,  January  30,  1930;  granted 
for  a  garage  April  22,  1930;  reopened 
December  23,  1930;  installation  of  a 
gasoline  service  station  granted  March 
31,  1931 ;  reopened  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  The  Connelly  Con¬ 
struction  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  omission  of  a  proposed 
garage  and  gasoline  service  station 
granted  by  the  board  and  the  substitu¬ 
tion  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
3491-3507  Fort  Hamilton  parkway,  south 
side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21 
and  part  of  Lot  No.  27),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  APPEARANCE 

TUESDAY  MORNING,  SEPTEMBER  19,  1933.  For  T  .  ^  XT 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hoi-  Lee  ‘  ‘  Josep  1  D-  Nunan>  J^,  and  Allan  J. 

land  and  Guilfoyle  and  Chief  McElligott.  For  Onoosition  •  riinfrm  m  Air  ,  TT  T  . 

The  minutes  of  the  regular  meeting  of  the  board  held  on  and  William  E  Lotz  C’  ^  H'  ^ohnson 

Tuesday  morning,  September  12,  1933,  and  the  minutes  of  the  ACTION  OF  BOARD— Laid  owr  tn  k 

regular  meeting  of  the  board  held  on  Tuesday  afternoon,  at  2  p.  m  for  an  impeSn' and  Sr  of^  2* 

September  12,  1933,  were  approved  as  printed  in  Bulletin  mittee  of  the  board  ^  COm 

No.  38,  Vol.  XVIII. 

-  194-33-BZ. 

G31-32-BZ  BUILDING  ZONE  CASES.  APPLICANT— Felix  J.  Cizmowski,  for  Helen  O’Sullivan, 

rRich,ter-.  for  Minnie  Stone,  owner.  SUBJECT— Application  (re  decision  of  the  commissioner 
bUBJFCl  Application  (re  decision  of  the  superintendent  °*  buildings),  under  section  21  of  the  building'  zone 

of  buildings),  under  section  21  of  the  building  zone  resolution,  to  permit  in  a  residence  district  the  erec 

resolution,  to  permit  in  a  residence  district  the  erec-  of  a  business  building  (stores') 

PRTTA/rTcn'e  of  a  &asoline  .service  station.  PREMISES  AFFECTED— Northeast  corner  of  91st  avenue 

DEMISES  AFFECTED — 4602-4614  Kings  highway,  209th  street  (Block  No.  1503  Lot  No  3") 

southeast  corner  of  East  46th  street  and  1257  East  *  Ql?eens  Village,  Borough  of  Queens  * 

46th  street,  northeast  corner  of  Avenue  I  (Block  APPEARANCES— 

APPPAPiMri?^01  RT°'  Brooklyn-  Eor  Applicant:  Felix  J.  Cizmowski. 

APPEARANCES-  For  Opposition:  M.  W.  Sametz,  James  A.  Du-gan 

For  Applicant:  William  Richter.  U.  A.  Brown  and  John  T.  Spengler  ’ 

T„RoI.  Opposition :  A.  M.  Dreyer.  ACTION  OF  BOARD — Laid  over  to  September  26  1933 

ACTION  OF  BOARD— Laid  over  to  September  26,  1933,  at.  2  P-  m->  for  an  inspection  and  report  by  a  com¬ 
at  10  a.  m.,  on  request  of  representative  for  oppo-  mittee  of  the  board. 

sition.  _ 

_ _  1613-17-BZ. 

144-33-BZ.  APPLICANT — Continental  Garacrp  Tnr.  r 

A  P  P  LI  CAN  T— Lama  &  Proskauer,  for  Business  Thorough-  SIJ  ^opening  made  by  Herman  Lenitz,  Attorney  f°r 
fajes,  Inc.,  owner.  SUBJECT— Request  for  reopening-modification  to  permit 

SUBJECT— Application  (re  decision  of  the  superintendent  a  ™?tor  vehicle  repair  shop— re  application  (decision 

of  buildings),  under  section  21  of  the  building  zone  ?f  the  superintendent  of  buildings),  under  the  build- 

resolution,  to  permit  in  a  business  district  the  erec-  zollQ  resolution,  to  permit  in  a  business  district 

and  maintenance  of  a  gasoline  service  station  the  erection  of  a  public  STaraor 

PREMISES  AFFECTED  Southwest  cor'nefoLnAavt  PREMI?ES AFFE  CTElJ-Solth  ^'of  Queens  boulevard 
nue  and  Lakewood  avenue  (Block  No.  2473,  part  of  }3P  fk  wes.t  of  Continental  avenue  (Block  No  2049’ 

APPEARANCES^-  ’t0n'  B°r0Ugh  °f  Q“eenS'  APPEARANCES^  **  Hi"S'  Borougl1  of  ' 

For  Applicant:  Samuel  A.  Morrison.  a r'mTrM^'°^-^P^^cant :  Edward  Lenitz 

ACT.oloF^BttLSS  overCfo°September  20,  1933 

at  2  p.  m.  for  an  inspection  and  report  by  a  com-  Affirmative:  Chairman  Murdock,  Commissioners 

mittee  of  the  board.  McElH^ ^Holland  and  Guilfoyle  and  Chief 

116-28-BZ.  Negative .  .  ** 

APPLICANT— Martin  J.  Ort,  for  Clifbert  Realty  Corp  Absent  . • .’ ! ! ! !  ] ! ! ! !  i  |  ] .  ° 

owner.  J  .  u 

SUBJECT— Application  (re  decision  of  commissioner  of  APPUfAMT 

lntinn”8^  ’  unc^e.^  s.ectl°u  7f  of  the  building  zone  reso-  ‘  '  p  J:  Ce°rge  Silberstein,  for  5612  18th  Ave- 

lution,  to  permit  in  a  business  district  the  erection  STTR tp/t6  ?ea,t.y  C°rP.,  owner. 

and  maintenance  of  a  gasoline  service  station  (pre-  ,JECT— Application^  _  for  reopening— amendment— re 

section  7f  eoTju  “e  o!ri9S33C)t,0n  3‘  :  re0pCTed  u,,der  in|s)%“der(fmion  2?  of' LeT ’•  T'dM  °f  build- 

PREMISES  AFFECTED— 865-877  Ralph  avenue  and  538-  t0  Pe™«  in  a  business  dirtriaTheTonvSon 

.SS  aVC"“-  southeast  corner  (Block  No  ,of  0.ccuPancy  of  a  building  occupied  as  an  a  no 

APPEaSc^'  1K  Br00k,y"'  PMMI^kVFVcTEDA^'^r"  ^ 

For  Applicant:  William  F.  Doyle  ft-  in.  north  of' 57th  sLetTairk' N  S'd^o8,° 

ACTION^F^r^rl^r  Member  26  1933  APPEA&M  ^  ^ 

AC™fE5 ~P^Xned  to  be  set  for 

172-33-BZ.  THE  VOTE  TO  REOPEN— 

APPLICotnJrJ°SePh  D-  Nunan’  Jr”  for  Allan  J-  Lee,  ^Conndi  H0&  Commissi  oners 

SUBJECT— Application  (re  decision  of  the  superintendent  N  McE11»g°tt . °yle  a"d  Chief 

resolution,  to  permit  in  a  business  district  the  erec-  Absent  . .  n 

PREMISES  ^FB^CT^rSe^O3 10*46  22  St  T7'  205-^  . .  . ’ . 

S:s::  r corp- 

a  permanent  permit)  £ 

/I* 
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superintendent  of  buildings),  under  section  al  of  the 
building  zone  resolution  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline  ser¬ 
vice  station.  „  .  ,  .  , 

PREMISES  AFFECTED— 157-30  Willets  Point  boulevard, 
southeast  corner  of  Cross  Island  boulevard  (Block 
No.  619,  part  of  Lot  No.  15),  Whitestone,  Borough 
of  Queens. 

APPEARANCES—  r  .. 

For  Applicant:  Edward  L.  Kelly. 

ACTION  OF  BOARD— Application  reopened  to  be  set  for 
calendar  call. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative . 

Absent  . 


72-30hBZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  for  The  Connelly 
Construction  Co.,  owner. 

SUBJECT— Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  alteration 
of  a  garage  and  the  installation  of  a  gasoline  service 

station.  „  . ,  . 

PREMISES  AFFECTED— 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21  and  part  of 
Lot  No.  27),  Brooklyn. 

APPEARANCES—  .  .  ^ .  ,  _  ,  „  , 

For  Applicant:  Benjamin  Driesler,  Jr.,  and  Paul 

W.  Connelly. 

ACTION  OF  BOARD— Application  reopened,  calendar  call 
waived,  and  set  for  hearing  October  10,  1933,  at 


10  a.  m. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative . 

Absent  . . . 


68-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Hold¬ 
ing  Corp.,  owner.  . 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Appli¬ 
cation  (decision  of  the  superintendent  of  buildings), 
under  section  21.  of  the  building  zone  resolution,  to 
permit  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED— 243-247  Rockaway  parkway. 

1155-1159  Clarkson  avenue,  northeast  corner,  and 
9707-9719  Kings  highway,  northwest  corner  of 
Clarkson  avenue  (Block  No.  4633,  part  of  Lot  No. 
44),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr. 

ACTION  OF  BOARD — Application  reopened  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . . . 

Negative . .  0 

Absent  .  0 


183-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Michael  Beirne, 
owner. 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southeast  corner  of  East  183rd 
street  and  Harper  avenue  (Block  No.  4936,  Lot  Nos. 
58,  59  and  60),  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent .  0 


533-32-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Carl  E.  Anderson 
and  Johanna  Anderson,  owners. 

SUBJECT — Application  for  reopening— extension  of  time 
to  complete  work — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— Northwest  corner  of  West¬ 
chester  avenue  and  Hobart  avenue  (Block  No.  4195, 
Lots  Nos.  1  and  4),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Application  reopened  and  time 

pvtpnrlpcl 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative .  0 

Absent .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(533-32-BZ) 

Whereas,  this  application,  affecting  premises  northwest 
corner  of  Westchester  avenue  and  Hobart  avenue  (Block  No. 
4195,  Lot  Nos.  1  and  4),  The  Bronx,  was  granted  by  the 
board  at  its  meeting  February  28,  1933,  on  certain  conditions ; 
and  applicant  now  requests  an  extension  of  time. 

Resolved ,  that  the  resolution  adopted  by  the  board  on 
February  28,  1933,  be  modified  so  that  as  modified  the  last 
paragraph  will  read :  “that  in  view  of  the  statement  made 
by  the  applicant  that  all  necessary  permits  have  been  obtained, 
all  work  shall  be  completed  within  one  year  from  the' date 
of  this  amended  resolution.” 


477-28-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Grandside  Realty 
Corp.,  owner ;  request  for  reopening  made  by  Philip 
J.  Dunn,  for  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection 
and  maintenance  of  a  business  use  (stores). 

PREMISES  AFFECTED — Southwest  corner  of  Burnside 
avenue  and  Grand  concourse  (Block  No.  2808,  Lot 
No.  82),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  O’Leary. 
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AC  I  ION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent .  0 

THE  RESOLUTION— 

(477-28-BZ) 

YY  hereas,  this  application,  affecting  premises  southwest 
corner  of  Burnside  avenue  and  Grand  concourse  (Block  No. 
2808,  Rot  No.  82),  Borough  of  The  Bronx,  was  granted 
by  the  board  at  its  meeting  February  5,  1929,  and  time  ex¬ 
tended  from  time  to  time,  and  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 


v  UBJECI  Application  for  modification  (re  decision  of  the 
superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  change  of  occupancy  of  an  existing  build¬ 
ing  to  a  garage  for  more  than  five  (5)  motor 
vehicles.  (Reopened  September  12  1933  ) 
PREMISES  AFFECTED — Southwest  corner  of  120th  street 
and  14th  road  (Block  No.  115,  Rot  No.  5),  College 
Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  George  Bahr. 

AC  I  ION  OF  BOARD — Application  for  modification  of 
resolution  granted. 

THE  VOTE  TO  MODIFY— 

Affirmative  .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative . o 

Absent  . q 

the  RESOLUTION— 


ruary 

reters  to  the  time  to  obtain  permits  and  to  _ 

work,  so  that  as  amended  that  portion  of  the  resolution  will 
read :  that  all  permits  required  shall  be  obtained  within  one 
year  and  all  work  involved  shall  be  completed  within  two 
years  from  the  date  of  this  amended  resolution.” 


(538-32-BZ) 

Whereas,  this  application,  affecting  premises  southwest 
Resolved,  that  the  resolution  adopted  by  the  board  on  Feb-  corner  of  120tli  street  and  14th  road  (Block  No  115  Lot 

ary  5,  1929,  be  and  it  hereby  is  amended,  only  so  far  as  it  No.  5),  College  Point,  Borough  of  Queens,  was  granted  bv 

tf>r<  tn  tmio  r,K+o,n  complete  the  the  board  at  its  meeting  February  17,  1933’,  on  certain  con¬ 

ditions,  and  applicant  requests  a  modification  of  -these  con¬ 
ditions  as  to  heating  plant. 

Resolved,  that  the  resolution  of  the  board  adopted  on  Feb- 
ruary  17  1933,  only  so  far  as  it  relates  to  the  heating  plant 

be  modified  so  that  as  modified  the  clause  of  the  resolution 

relating  thereto  will  read :  “that  such  heating  plant  may  be 
installed  below  grade  level  on  condition  that  the  space  in 
\\  Inch  the  equipment  is  installed  be  entirely  separated  from 
the  balance  of  the  garage  with  at  least  six  inches  of  masonry 
and  with  access  thereto  from  the  exterior  only  and  with 
no  openings  of  any  kind  between  the  heating  room  and  the 
baffince  of  the  garage  except  openings  for  steam  mains,  which 
shall  be  through  tight-fitting  sleeves ;  and  that  the  resolution 
other  than  as  modified  herein  shall  be  complied  with  in  all 
other  respects. 


31-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Denis  P.  Healy, 
owner;  request  for  reopening  made  by  Martin  J. 
Ort,  for  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 610-622  Utica  avenue,  north¬ 
west  corner  of  Winthrop  street  (Block  No.  4603, 
Lot  Nos.  40  and  43),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . "  ’  ’  [  q 

Absent .  *  *  q 

THE  VOTE  TO  EXTEND  TIME-^' ' 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott.  4 

Negative:  Commissioner  Connell .  i 

Absent  . o 

THE  RESOLUTION— 

(31-33-BZ) 

Whereas,  this  application,  affecting  premises  610-622 
Utica  avenue,  northwest  corner  of  Winthrop  street  (Block 
No.  4603,  Lot  Nos.  40  and  43),  Brooklyn,  was  granted  by 
the  board  at  its  meeting  June  9,  1933,  on  certain  conditions, 
and  applicant  requests  an  extension  of  time;  and 
Resolved,  that  the  resolution  of  the  board  adopted  on  June 
9,  1933,  be  modified  so  that  as  modified  the  last  clause  of 
the  resolution  will  read:  “that  all  permits  shall  be  obtained 
within  two  months  and  the  work  completed  within  four 
months  from  the  date  of  this  amended  resolution.” 


H.  Kurland,  for  Guardian  Garage, 


538-32-BZ. 

APPLICANT- 


-Peter  G.  Schreiner,  for  Anna  Kalb,  owner. 


1420-23-BZ. 

APPLICANT— Arch. 

Inc.,  owner. 

SUBJECT— Application  for  modification  of  original  reso- 
. utl.0.n'  re  Application  (decision  of  superintendent  of 
buildings  and  order  of  the  fire  commissioner),  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles. 

PREMISES  AFFECTED— S24-240  Clarkson  avenue,  south 
side,  135  ft.  4 1/2  in.  east  of  Rogers  avenue  (Block 

APPEARANCES—0*  N°'  ^  B '°°k^ 

actionFoo 

resolution  granted. 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  . 

Negative . ..!!!!!. .  ~ 

Absent .  .  j: 

THE  RESOLUTION-  . 

(1420-23-BZ) 

Whereas,  this  application  affecting  premises  224-240 
Clarkson  avenue  (Block  No.  5066,  Lot  No.  21),  Brooklyn 
was  granted  by  the  board  at  its  meeting  March  25  1924  on 
certain  conditions  and  applicant  requested  a  modification  of 
these  conditions  as  to  grass-plots. 

Resolved,  that  the  resolution  adopted  by  the  board  nn 
March  25,  1924,  be  modified  only  so  far  as  it  refers  to  the 
intervening  space  between  the  front  wall  of  the  garage  and 
the  street  line,  so  that  as  modified  this  portion  of  the  resnfi, 
t,o„  will  read :  “that  the  front  wall  shall  bTset  back  40  ft 
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from  the  building  line  of  Clarkson  avenue  and  that  the  inter¬ 
vening  space  between  the  front  wall  and  the  street  shall  be 
cemented  and  left  unbuilt  upon  on  condition  that  there  shall 
he  no  gasoline  pumps  installed  on  this  area  and  that  the  gaso¬ 
line  tanks  shall  be  either  removed  or  filled  with  concrete; 
further  on  condition  that  the  resolution  as  adopted  by  the 


board  on  March  25,  1924,  other  than  as  amended  herein,  shall 
be  complied  with  in  all  other  respects.” 


Adjourned  1 :40  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING  - 

TUESDAY  AFTERNOON,  SEPTEMBER  19,  1933. 
Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

BUILDING  ZONE  CASES. 

59  33  3Z  • 

APPLICANT— Charles  A.  Mulligan,  Jr.,  for  Antonio  Pavin, 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

and,  also,  the  change  of  occupancy  of  an  existing 

building  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 110  Alaska  street,  southwest 
corner  of  Henderson  avenue  (Block  No.  197,  Lot 

No.  90),  West  New  Brighton,  Borough  of  Rich¬ 

mond. 

APPEARANCES—  XT  , 

For  Applicant:  Thomas  Nunley. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted — on  condition. 

THE  VOTE—  ,  ,  _ 

Affirmative  :  Chairman  Murdock,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  ® 

Negative .  n 

Absent . 

THE  RESOLUTION— 

(59-33-BZ) 

Whereas,  Charles  A.  Mulligan,  Jr.,  for  Antonio  Pavin, 
owner,  filed,  February  14,  1933,  an  application  under  the 
building  zone  application  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station  and, 
also,  the  change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop;  premises :  110  Alaska  street,  sout 
west  corner  of  Henderson  avenue  (Block  No.  197,  Lot  No. 
90)  West  New  Brighton,  Borough  of  Richmond,  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  September  19,  1933,  after  due  notice  by  pub hcation  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Henderson  avenue  is  in  a  business 
and  unrestricted  district,  Alaska  street  is  in  a  business  and 
unrestricted  district  and  Barker  street  is  in  a  business  and 

unrestricted  district;  and  .  .  ,  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  20,  1933  (re  Alt.  31,  1933),  reads: 

“Your  application  (Alteration  No.  31,  1933)  to  alter 
an  existing  three  (3)  car  cement  block  garage  on  prem¬ 
ises  No.  110  Alaska  street,  west  side,  at^  south  corner 
of  Henderson  avenue  extension,  West  New  Brighton, 
Borough  of  Richmond,  is  hereby  disapproved;  it  being 
contrary  to  the  zoning  resolution  to  conduct  an  auto 
repair  shop  and  gasoline  station  in  a  business  use  zone.  , 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  94  ft.  on  Alaska  street  and  103  ft.  along  the 
south  lot  line,  irregular  in  area ;  upon  which  a  one-story  con¬ 


crete  block  building  26  ft.  by  31  ft.  is  located,  which  is  pro¬ 
posed  to  be  used  as  a  motor  vehicle  repair  shop.  It  is 
proposed,  also,  to  install  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board  and  a  report  of  said  inspection 
was  read  at  this  hearing;  and 
Whereas,  after  the  reading  of  the  report  at  this  hearing 
there  was  further  discussion  as  to  the  merits  of  the  applica¬ 
tion,  and  the  board  deemed  that  the  applicant  was  entitled 
to  relief  under  section  21  on  certain  conditions. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  21  on 
condition  that  the  present  building,  which  is  proposed  to  be 
used  for  minor  repairs  to  automobiles,  shall  be  torn  down ; 
that  a  building  of  concrete  block  be  constructed  at  the  rear  of 
plot,  near  the  intersection  of  the  two  side  lot  lines,  this  build¬ 
ing  to  be  not  over  25  by  30  ft.  in  area  and  not  over  one 
story  in  height,  with  no  cellar  underneath,  and  the  roof  con¬ 
structed  of  non-combustible  materials ;  that  the  balance,  of 
the  plot  shall  be  concreted ;  that  no  additional  accessory  build¬ 
ings  shall  be  built  on  plot  other  than  the  building  referred 
to  as  automobile  repair  shop ;  that  all  windows  in  the  exterior 
walls  of  the  automobile  repair  shop  shall  be  fireproof,  self¬ 
closing;  that  only,  three  (3)  gas  pumps  shall  be  installed, 
none  of  which  shall  be  nearer  than  10  ft.  to  the  street  line 
of  Alaska  street  and  Hendereson  avenue ;  that  there  shall  be 
erected  on  the  interior  lot  lines  where  not  occupied  by  the 
proposed  building  for  automobile  repairs,  a  heavy  woven-wire 
fence  not  less  than  6  ft.  in  height ;  that  there  shall  be  a  curb 
(of  reinforced  concrete  at  least  12  in.  wide  and  12  in.  high) 
constructed  along  the  street  building  lines  of  Alaska  street  and 
Henderson  ave.  with  not  over  (3)  openings  therein,  each 
opening  not  to  exceed  12  ft.  in  width  and  with  curb  cuts 
opposite  these  openings  on  Alaska  street  and  Henerson  ave¬ 
nue,  not  over  14  ft.  in  width ;  that  any  grease  pit  erected  shall 
be  toward  the  rear  of  the  lot ;  that  the  automobile  repair  work 
shall  be  conducted  inside  the  building  only;  that  there  shall 
be  no  motor-driven  tool  installed,  requiring  a  motor  greater 
than  h.p. ;  that  there  shall  be  no  acetylene  torch  or  other 
open  flame  permitted  on  the  premises;  that  there,  shall  be 
no  portable  gasoline  tanks  used  on  or  from  the  premises.;  that 
such  signs  as  are  erected  shall  be  confined  to  the  illuminated 
globes  of  the  gasoline  pumps  and  to  one  flat  wall  sign 
attached  to  the  building ;  that  before  plans  are  filed  with  the 
commissioner  of  buildings  for  approval  they  shall  be  sub¬ 
mitted  to  the  chairman  in  behalf  of  the  board  for  approval: 
and  that  all  permits  shall  be  obtained  within  six  months  and 
any  work  involved  shall  be  completed  within  one  year  from 
the  date  of  this  resolution. 


153-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Niccola  Grassi, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f.  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 
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PREMISES  AFFECTED — Northeast  corner  of  Boston 
road  and  Adee  avenue  (Block  No.  4556,  Lot  No. 


1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(153-33-BZ) 


V  hereas,  John  J.  Dunnigan,  for  Niccola  Grassi,  owner, 
filed  April  21,  1933,  an  application  under  the  building  zone 
application  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station ;  premises : 
northeast  corner  of  Boston  road  and  Adee  avenue  (Block 
No.  4556,  Lot  No.  1),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
September  19,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is  in  a  business  dis¬ 
trict;  Adee  avenue  is  in  residence  and  business  districts  and 
Lurting  avenue  is  in  residence  and  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  7,  1933  (re  NB  99,  1933),  reads: 

.  "L  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  contrary 
to  provisions  of  building  zone  resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  132  ft.  on  Boston  road,  91  ft.  on  Adee  avenue 
and  108  ft.  on  Lurting  avenue— upon  which  it  is  proposed  to 
erect  a  one-story  office  and  grease  pit  structure,  and  to  install 
the  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and  which  report 
follows : 


REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  153-33-BZ. 

Premises  northeast  corner  of  Boston  road  and  Adee  ave¬ 
nue  (Block  No.  4556,  Lot  No.  1),  The  Bronx 
On  Thursday,  September  14,  1933,  a  committee  of  the 
board,  consisting  of  Chairman  Murdock,  Commissioners  Hol¬ 
land  and  Guilfoyle,  visited  and  inspected  the  premises,  located 
northeast  corner  of  Boston  road  and  Adee  avenue  (Block 
^0t  ^°-  1^-’  Borough  °f  The  Bronx. 

This  is  an  application  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station. 
1  he  case  is  before  the  board  under  section  7,  subdivision  “f.” 

Under  another  Calendar  number,  namely,  1224-27-BZ  a 
variation  to  permit  under  section  21  of  the  building  zone 
^solution  a  gasoline  selling  station  was  denied  on  May  15 
1928.  After  this  denial  there  was  filed  with  the  Board  of 
estimate  and  Apportionment  a  petition  for  a  change  in  zone 
for  this  triangular  plot  from  a  business  area  to  unrestricted 
area,  which  petition  was  denied. 

“The  committee  of  the  board,  consisting  of  Chairman  Mur¬ 
dock.  Commissioners  Holland  and  Guilfoyle.  visited  the  site 
on  September  14th  solely  with  the  view  of  judging  whether 
this  present  appeal  under  section  7,  subdivision  “f,”  could  be 
justified  within  the  provisions  of  the  subdivision  which  is 
limited  to  undeveloped  sections  only. 

“At  the  time  of  the  passage  of  zoning  resolution,  an  explana¬ 
tory  note  with  section  7,  subdivision  “f,”  stated : 

.  . .  “  ‘This  would  allow  a  man  in  an.  outlying  part  of  the 
city  in  the  midst  of  what  is  showif  on  the  map  as  a 
future  residence  section  to  locate  a  cement  block  making 


plant  or  a  public  garage,  provided  that  he  would  remove 
lus  plant  at  the  end  of  two  years  if  the  Board  of  Appeals 
thought  it  was  becoming  a  nuisance.  If  there  seemed 
to  be  any  doubt  about  being  able  to  force  the  owner  to 
remove  the  building  later  the  Board  of  Appeals  could 
<(  demand  that  he  give  a  bond.’ 

I  here  is  no  doubt  that  the  section  is  developed,  although 
not  fully  built  upon.  The  streets  are  laid  out  and  curbs  and 
road  surfacing  exist  in  most  of  the  streets.  The  Boston  Post 
road  which  passes  the  property  under  appeal,  is  a  wide 
paved  thoroughfare  with  a  great  deal  of  traffic.  The  property 
under  appeal  is  now  being  used  for  a  conforming  use. 

“In  the  opinion  of  the  committee  this  plot  cannot  be  con¬ 
sidered  as  being  in  an  undeveloped  section,  and  the  com¬ 
mittee,  therefore,  recommends  that  the  appeal  be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Whereas,  the  board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  7f  of  the  building  zone  resolution;  and 
KesoLved  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


1 91-33-BZ. 

APPLICANT  Samuel  Rosenblum,  for  Queensboro  Savings 
Bank,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

ppp'MTcrc  aiACl'S^1^^ce-  °r  a  £as°h'ne  service  station. 
REMISES  AFFECTED— West  side  of  Sutphin  boule¬ 
vard,  Lakewood  to  Shore  avenues  (Block  No.  1144 

APPEARANCES—*’  Jama,'Ca’  Borough  of  Queens. 

a  rmmv  '  Samuel  Rosenblum. 

THF  °vnTE  B?nRCDAAviication  granted— on  condition. 

™WdE  op°fiGvReA  yea^E  A  temporar" 

Affirmative:  Chairman  Murdock,  Commissioners 

Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell  and  Chief 

Absent  ....  ...  I 

THE  VOTE  TO  RECONSIDER— .  ° 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  - 

Negative . . . 

Absent .  . 

THE  VOTE  TO  GRANT  '  FOR' '  A  ’  TFMPOR  ARV 
PERIOD  OF  TWO  YEARS- 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Negative:  Commissioner  Connell  .  1 

Absent .  j. 

THE  RESOLUTION-  . 

(191-33-BZ) 

P'mkIEnEf’  mTv.  Rosenblum,  for  Queensboro  Savings 
1  m  r  wner’  ^  ed  24,  1933,  an  application  under  the 

"ld‘ng.?one  application  to  permit  in  a  business  use  district 

premises  :  West  side^of  ^Sutphffi3  b^ouTeva^d^Lakew'ood0^ 

N°-  “«■  L°*  “Bo? 

1  Whereas  a  public  hearing  was  held  on  this  application 

sVtXr  19  l93dfd?,andH  APe'?'V‘  its  regular  meet- 
p  it  4?ptemoer  W  1933,  after  due  notice  by  publication  in  thP 

Bulletm  of  the  Board,  of  .Standards  and  Appeals  and  1 
hereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Sutphin  boulevard  is  in  a  businesf 
and  unrestricted  district,  Lakewood  avenue  is  in  a  business 

dfstn-ct  ;aand  'e  aVe"Ue  *S  in  a  residence  a"d  unrestricted 
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Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  5,  1933  (re  Plan  No.  720,  1933),  reads: 

“1  The  erection  of  a  gasoline  service  station,  in  a 
business  district  is  contrary  to  article  2,  section  4,  sub 
section  4G  of  the  BZR.  ; 


Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  69  ft.  on  Sutphin  boulevard,  98  ft.  on  Lakewood 
avenue  and  97  ft.  6  in.  on  Shore  avenue— upon  which  it  is 
proposed  to  erect  a  one-story  structure  57  ft.  by  approxi¬ 
mately  20  ft.,  to  be  used  as  grease  racks  and  office  and  to 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 

station;  and  ,  ,  .  ,  ,  .  .. 

Whereas,  this  application  was  the  subject  of  an  inspection 

by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled 
to  relief  for  a  temporary  period  under  section  21. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  for  a  temporary  period  of 
two  (2)  years  under  section  21  on  condition  that  the  layout 
of  the  gasoline  station  shall  be  substantially  as  shown  on 
plans  filed  with  this  appeal ;  that  walls  at  least  8  ft.  high 
shall  be  constructed  in  line  with  the  rear  wall  of  the  acces¬ 
sory  building  to  the  street  lines,  but  that  at  the  street  lines 
it  may  be  racked  back  starting  with  a  height  of  4  ft.,  at  the 
rate  of  1  ft.  in  every  4  ft.;  that  the  balance  of  the  plot  not 
occupied  by  accessory  buildings  shall  be  eithei  cement-paved 
or  covered  with  bluestone  or  similar  surfacing ,  that  such 
pumps  as  are  erected  shall  be  not  nearer  than  10  ft.  from  any 
building  line;  that  the  accessory  building  and  rear  lot  line 
wall  shall  be  constructed  of  face  brick  and  that  there  shall 
be  no  excavation  under  any  portion  of  the  accessory  building 
except  for  grease  rack;  that  any  windows  in  the  rear  wall 
of  accessory  building  shall  be  fire-proof,  self-closing ,  that 
access  to  gasoline  selling  area  shall  not  exceed  two  openings 
from  Sutphin  boulevard,  two  from  Lakewood  avenue  and 
two  from  Shore  avenue,  said  openings  to  be  not  over  12  ft. 
in  width,  with  curb  cuts  opposite  same  not  over  14  ft.  in 
width;  that  no  part  of  any  opening  shall  be  nearer  to  the 
intersection  of  any  two  of  the  streets  than  10  ft. ;  that  except 
where  these  openings  occur  there  shall  be  erected  on  the 
entire  street  building  line  a  concrete  curb  not  less  than  12  in. 
in  height,  12  in.  in  width ;  that  there  shall  be  no  signs  erected 
on  the  property  other  than  a  neat  sign  on  the  facade  of  the 
accessory  building  and  the  illuminated  globes  of  the  pumps, 
excluding  all  temporary  signs ;  that  no  portable  gasoline 
pumps  shall  be  operated  on  or  from  the  premises;  that  any 
illumination  on  the  property  shall  be  by  means  of  lamps 
installed  on  uprights  with  metal  reflectors,  arranged  so  that 
lights  will  shine  downwardly  to  avoid  a  nuisance  to  adjoin¬ 
ing  owners;  and  that  all  permits  shall  be  obtained  within 
six  months  and  all  work  involved  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


Negative 
Absent  . 


220-33-A.  . 

APPELLANT — Ansonia  Fire  Prevention  Eng.  Co.,  Inc.,  for 
F.  W.  Woolworth  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 741  Eighth  avenue  (Block  No. 
1037,  Lot  No.  33),  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  written  re¬ 
quest,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent . 0 


88-33-A. 

APPELLANT — Eugene  H.  Carroll,  lessee. 

SUBJECT — Application  for  reopening — extension  of  time 
— re  Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— North  side  of  Second  avenue, 
2,311.7  ft.  north  from  the  corner  of  Second  avenue 
and  36th  street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Thomas  J.  Carroll. 

ACTION  OF  BOARD — Appeal  reopened  and  extension  of 
time  granted. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 


Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative .  0 

Absent  .  0 

THE  RESOLUTION— 

(88-33-A) 

Whereas,  this  appeal  affecting  premises  north  side  of 


Second  avenue,  2,311.7  ft.  north  from  the  corner  of  Second 
avenue  and  36th  street  (Block  No.  662,  part  of  Lot  No.  1), 
Brooklyn,  was  granted  by  the  board  June  6,  1933,  on  certain 
conditions  and  appellant  requests  a  modification  of  the  time 
limit  imposed. 

Resolved,  that  the  resolution  of  the  board  adopted  on  June 
6,  1933,  only  so  far  as  it  has  to  do  with  the  last  clause 
thereof  with  reference  to  obtaining  permits  and  completion 
of  work,  be  modified  so  that  as  modified  it  shall  read:  “.  .  . 
that  all  permits  shall  be  obtained  within  three  months  and 
all  work  shall  be  completed  within  nine  months  from  the 
date  of  this  modified  resolution.” 


285-33-A. 

APPELLANT— Interboro  Beverage  Corp.,  owner. 
SUBJECT— Request  for  preferential  hearing— re  Appeal 
from  an  order  of  the  commissioner  of  buildings. 
PREMISES  AFFECTED — 165-207  Melrose  street  (Block 
No.  3156,  Lot  Nos.  12,  13,  14,  15,  48,  49,  50  and  51), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  George  Rosling. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
granted,  and  set  for  hearing  October  3,  1933,  at 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  .  5 


PETITION  FOR  VARIATION. 

84-31-S. 

PETITIONER — Van  F.  Pruitt,  for  29  West  47th  Street 
Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re 
Variation  of  the  labor  law  as  cited  in  an  order  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED— 29-31  West  47th  street  (Block 
No.  1263,  Lot  Nos.  18  and  19),  Manhattan. 
APPEARANCES— 

For  Petitioner :  Seaton  Scott  and  Eugene  P.  Hig- 
gins.  _ 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 
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THE  VOTE  TO  REOPEN—  .  .  .  .  — 

Affirmative:  Chairman  Murdock,  Commissioners  Snditffins  $  ^  requests  a  modification  of  these 

and  Chief  5  that  'Voard  -f  standards  and  appea.s  does 

Negative .  .  n  e  tby  make  a  variation  in  the  requirements  of  the  labor  law 

Absent . .  £ndLthf  Petition  be  and  it  hereby  is  granted  only  so  far  as 

THE  VOTE  TO  MODIFY—  .  °  iL.ff.e£ts  tho  windows  on  first  and  second  stories  on  condition 

Affirmative:  Chairman  Murdock,  Commissioners  on  the  sermS LoT*  +ta??e  any  manufacturing  carried  on 
Connell,  Holland  and  Guilfoyle...  4  second  iSS?  ,hSPh  that-thef  wlundows  on  both  first  and 

Absent'6.".  *  ££  ™  Si 

the  RESOLUTION-  .  Plans  «ed\S  this  3 

(84-31-S)  ab°r  aw  sha11  be  complied  with  in  all  other  respects. 

\\  hereas  this  petition  affecting  premises  29-31  W.  47th 
SJr7nL  M 0C5LNk  12 a3,  L?t  N°S'  18  and  19)>  Ma«hattan,  was  Adjourned  3:45  p.  m 

g  by  the  board  a,  t.s  meet.ng  Apri!  n,  1931,  „„  cer-  WnxiAM  J.  O’Gokmam,  Secrecy. 
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EXIT  RULES — REV  OLVING  DOORS 


Adopted  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
^al  ,No-  41-19-S,  Feb.  11,  1919;  under  Cal.  No. 
412-20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan  8 
1924.  J 

Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

•  i?).. Type. A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

.  Rule,3-  Revoking  Doors.  Prohibitions.  Revolving 
doors  sha  1  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress.  g  '  ' 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 


aggregating  at  least  fifty  (50)  per  cent  of  th» 
quired  width  with  swinging  doors  are  installed  and 
on®,  or  such  outwardly  swinging  doors  a^e  To 

cated  immediately  adjacent  to  each  revolving  door  Sudi 

oSe^andTha.r^  ^  be  .equipped  with  hand^  on  tS 
feet  d  ’  d  h  haVC  3  mmimum  c,ear  width  of  three  (3) 

ottwrwis^* prohibited  ^exEting^VT^e^°n;voIv^rCT  Wher' 
as  — 

Except  where  otherwise  prohibited  existing  t 

ttsx  I'AsSS— ?  =* 

adjacent  to  the  revolving  door  as IS  irfl-',  W,.dc  lo21,ed 
may  direct.  **  ’  s  tbe  administrative  official 

hereafter  be  equipped  with  Type  A  rpvil  •  e?lts  may 

noth  exceeding 'three^in^a'tjniS'shan  °  S^aors^ 

dHt€!« 

swiping  doors  are  to 

shaij’preven^'he^installation^on  ™'“ 

voted  toTstsfZidrui'V':?  ?  “/ 

nay  be  operated  by  electriciw  or Mt1'  deV,ce  which 

:hn,uitr  of 
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rules  for  interior  fire  alarm  signal  systems,  adopted  by  the  board  of 

STANDARDS  AND  APPEALS,  SEPTEMBER  27,  1917,  AS  AMENDED  DECEMBER  6,  1917,  AND 
FEBRUARY  7,  1918. 


Rule  1.  Sending  Stations.  Except  as  hereinafter 
otherwise  provided,  there  shall  be  at  least  one  fire,  alarm 
sending  station  in  each  story  of  any  building  reouiring  a 
manual  fire  alarm  signal  system,  located  in  a.  natural  path 
of  escape  from  fire  at  a  readily  accessible  point  designated 
by  the  fire  commissioner,  which  always  shall  be  kept  clear. 
Additional  sending  stations  shall  be  installed  so  that  no 
point  on  any  floor  shall  be  more  than  one  hundred  feet 
distant  from  the  nearest  sending  station  in  that  story.  Such 
stations  shall  be  so  located  and  constructed  that  whoever 
discovers  a  fire  can  cause  an .  alarm  to  be  sounded  im¬ 
mediately  by  operating  the  station. 

In  factory  buildings,  as  defined  in  the  labor  law,  not 
exceeding  five  stories  in  height  and  2,500  square  feet  in 
area  in  any  story  above  the  first  in  which  not  more  than 
fifty  persons  are  employed  at  any  time  above  the  first 
story  and  in  which  closed  circuit  fire  alarm  systems  are 
installed,  the  number  of  sending  station  may  be  reduced 
with  the  approval  of  the  fire  commissioner  when  the  oc¬ 
cupancy  is  not  especially  hazardous  and  the  arrangement 
of  exit  facilities  is  such  as  to  permit  the  alarm  box  or 
boxes  to  be  located  in  the  main  exit  path  from  the  build¬ 
ing. 

Rule  2.  Signaling  Devices.  There  shall  be  installed 
in  each  story  of  any  building  requiring  a  manual  fire  alarm 
signal  system  one  or  more  signaling  or  alarm  devices 
placed  at  accessible  points,  with  the  lowest  part  at  least 
eight  feet  above  the  floor  where  practicable.  They  shall 
not  be  placed  on,  the  extrior  of  a  buildieng.  except  by 
special  written  permission  of  the  fire  commissioner. 

Such  devices  may  consist  of  bells,  gongs,  whistles,  or 
horns,  or  other  approved  devices.,  and  shall  be  of.  the 
same  type  throughout  any  one  installation.  Permission 
may  be  granted  to  install  special  signaling  ,  devices  in  a 
particular  section  of  a  factory  plant  differing  from  the 
devices  in  other  sections,  where  necessary  for  audibility  and 
effectiveness. 

Rule  3.  Classification.  For  the  purpose  of  the  fire 
alarm  rules,  interior  manual  fire  alarm  signal  systems  shall 
be  classified  with  respect  to  operation  and  use.  as:  me¬ 
chanical  systems,  non-coded  closed  circuit  systems  and  coded 

closed  circuit  systems.  . 

Rule  4.  Mechanical  System.  .  Mechanical  fire  alarm 
signal  systems  are  systems  consisting  of  signaling  devices, 
operated  mechanically,  automatically,  manually  or  by  open 
electric  circuits.  When  mechanically  operated,  the 
mechanism  shall  be  enclosed  in  substantial  cabinets ;  shall 
be  of  metal  thoroughly  protected  against  corrosion  and 
injurv  and  all  mechanical  parts  shall  be  designed  to  have 
a  factor  of  safety  of  not  less  than  ten,  based  upon  the 
maximum  stress  to  which  any  part  of  the  mechanism  may 
be  subjected.  When  pull  wires  or  chains  are  used  they 
shall  be  enclosed  in  rigid  conduits,  and  all  pulleys,  springs, 
cranks,  expansion  joints,  and  other  vital  parts,  of  the 
system  shal  be  placed  in  readily  accessible,  positions  for 
inspection.  The  pull  required  at  any  sending  station  to 
operate  the  system  shall  not  exceed  twenty-five  pounds. 

Rule  5.  Non-Coded  Closed  Circuit  Systems.  Non- 
coded  closed  circuit  fire  alarm  signal  systems  are  systems 
consituting  of  sending  stations  and  signaling  devices,  oper¬ 
ated  on  supervised  closed  electric  circuits  which  send  con¬ 
tinuous  or  non-coded  signals.  ..... 

When  such  systems  are  installed  in  buildings,  the.  sig¬ 
naling  devices  shall  be  capable  of  giving  a  signal  consisting 
of  not  less  than  forty  taps  or  blows,  or  an  alarm  of  at 
least  four  minutes’  duration,  either  continuous  or  inter¬ 
mittent,  for  one  to  one-and-a-half  seconds,  at  intervals  of 
not  less  than  one-half  nor  more  than  one  second. 


Rule  6.  Coded  Closed  Circuit  Systems.  C  aded  closed 
circuit  fire  alarm  signal  systems  are  systems  consisting 
of  sending  stations  and  signaling  devices,  operated  on 
supervised  closed  electric  circuits,  which  send  round  of 
coded  signals  to  indicate  the  floor  or  portion  of  the  same 
from  which  the  alarm  was  sent. 

When  coded  systems  are  installed  in  buildings,  the  code 
numbers  to  be  used  shall  be  designated  by  the  fire  com¬ 
missioner  and  shall  be  sounded  at  least  four  times  for  each 
operation  of  an  alarm  box. 

Rule  7.  Five-Story  Factories.  In  factory  bnildings, 
as  defined  in  the  labor  law,  not  exceeding  five  stories  in 
height  nor  2,500  square  feet  in  area  in  any  story  above 
the  first,  occupied  by  not  more  than  one  tenant,  in  which 
not  more  than  one  hundred  persons  are  employed  at  any 
time  above  the  first  story,  or  occupied  as  a  tenant  factory 
in  which  not  more  than  fifty  persons  are  employed  at  any 
time  above  the  first  story,  the  fire  commissioner  shall 
accept  either  mechanical,  non-coded  closed  circuit  or  coded 
closed  circuit  fire  alarm  signal  systems.  (Amended  Feb¬ 
ruary  7,  1918.) 

Rule  8.  Six-Story  Factories.  In  npn-fireproof  fac¬ 

tory  buildings,  as  defined  in  the  labor  law,  not  exceeding 
six  stories  in  height  nor  5,000  square  feet  in  area  in  any 
story  above  the  first,  occupied  by  not  more  than  one 
tenant,  in  which  not  more  than  one  hundred  and  fifty 

persons  are  employed  at  any  time  above  the  first  story, 
or  occupied  as  a  tenant  factory  in  which  not  more  than  one 
hundred  persons  are  employed  at  .  any  time  above  the  first 
In  non-fireproof  factory  buildings,  as  defined  in  the  labor 
story,  the  fire  commissioner  shall  accept  either  non-coded 
or  coded  closed  circuit  fire  alarm  signal  svstems. 
law,  exceeding  six  stories  in  height  or  5,000  square  feet  in 
area  in  any  story  above  the  first,  the  fire  commissioner  shall 
accept  coded  closed  circuit  fire  alarm  signal  systems.-  - 

Rule  9.  Eight-Story  Factories.  In  fireproof  fac¬ 
tory  buildings,  as  defined  in  the  labor  law,  not  exceeding 

eight  stories  in  height  nor  5.000  square  feet  in  area  in  any 
story  above  the  first,  in  which  not  more  than  one  hundred 
and  fifty  persons  are  employed  at  any  time  above  the  first 
story,  the  fire  commissioner  shall  accept  either  non-coded 
or  coded  closed  circuit  fire  alarm  signal  systems. 

In  fireproof  factory  buildings,  as  defined  in  the  labor 
law,  exceeding  eight  stories  in  height  or  5,000  square  feet 
in  area  in  any  story  above  the  first,  the  fire  commissioner 
shall  accept  coded  closed  circuit  fire  alarm  signal  systems. 

Rule  10.  Sub-Divided  Buildings.  Where  a  building  is 
sub-divided  by  fire  walls,  each  section  shall  be  deemed  a 
separate  building  for  the  purpose  of  fire  alarm  signal  sys¬ 
tem  installations.  One  control  board  may  be  used,  if  so 
arranged  as  to  operate  the  signaling  devices  in  each  sec¬ 
tion  of  the  building  independently. 

Rule  11.  Mixed  Occupancy.  In  building:s  requiring' 
fire  alarm  signal  systems,  of  which  parts  are  occupied  by 
other  than  factory  tenants,  and  in  which  the  conditions  of 
construction  and  occupancy  warrant  the  establishment  of 
a  local  fire  brigade,  the  fire  commissioner  shall  accept  dual' 
operation  systems. 

When  dual  operation  systems  are  installed,  they  shall 
be  so  designed  that  the  operation  of  any  station  shall- 
cause  the  sounding  of  the  signal  only  on  the  signaling  de-. 
vices  located  in  the  engine  room,  basement  or  other  places, 
in  the  building  where  the  members  of  the  fire  brigade, 
work  or  assemble.  Approved  means  shall  be  provided  at., 
each  station,  so  arranged  that  a  subsequent  operation  of  any 
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station  shall  cause  the  sounding  of  the  signals  on  all  the 
gongs  throughout  the  building.  Such  systems  shall  be  of 
the  coded  closed  circuit  type. 

Rule  12.  Existing  Installations.  Fire  alarm  signal 
systems  heretofore  installed  in  buildings  in  the  City  of  New 
York  and  approved  in  writing  by  the  fire  commissioner  shall 
be  accepted  as  long  as  they  are  maintained. 

Rule  13.  Sources  of  Electrical  Energy.  Sources  of 
electrical  energy  used  in  operating  fire  alarm  signal  sys¬ 
tems  shall  be:  electric  light  and  power  systems,  storage  bat¬ 
teries  and  primary  batteries.  Such  sources  of  energy  shall 
be  used  under  conditions  and  limitations  specified  by  the 
board  of  standards  and  appeals. 

In  electric  fire  alarm  signal  systems  one  source  of  energy 
shall  be  connected  to  the  system  at  all  times.  All  auxiliary 
sources  of  energy  shall  be  so  arranged  and  controlled  by 
automatic  switch  that  when  the  primary  source  of  energy 
fails,  the  second  source  will  be  automatically  connected  to 
the  fire  alarm  signal  system. 

Rule  14.  Isolated  Plants.  Energy  from  isolated  elec¬ 
tric  light  or  power  plants  may  be  used  for  fire  alarm  signal 
systems  only  when  there  is  more  than  one  generating  unit 
and  the  plant  is  always  in  operation  when  the  building  is 
occupied.  When  only  one  generator  unit  is  employed,  the 
source  of  energy  shall  be  supplemented  by  storage  battery 
or  other  auxiliary  service. 

Rule  15.  Public  Service.  When  the  energy  for  a  fire 
alarm  signal  system  is  supplied  by  a  public  service  light 
or  power  system,  connection  shall  be  made  on  the  street 
side  of  the  service  switch,  except  that  permission  shall  be 
given  by  the  fire  commissioner  to  connect  on  the  house 
side  of  the  meter  in  new  buildings,  when  all  electric  wiring 
and  appliances  in  the  building  have  been  approved  by  the 
administrative  authorities  having  jurisdiction.  When  a 
house  side  connection  is  made  in  existing  buildings,  a  cer¬ 
tificate  shall  be  furnished  from  an  accepted  authority  cer¬ 
tifying  that  all  electric  wiring  and  appliances  in  the  build¬ 
ing  are  properly  installed  and  in  good  condition.  The 
fire  alarm  cutout  in  house-side  connections  shall  be  the 
first  connection  on  the  house  side  of  and  as  near  as  pos¬ 
sible  to  the  meter,  and  shall  be  enclosed  in  a  locked  or 
sealed  metal  cabinet. 

For  connection  to  outdoor  overhead  service  lines  special 
permission  in  writing  from  the  fire  commissioner  shall  be 
necessary. 

Rule  16.  Storage  Batteries.  When  a  storage  bat¬ 
tery  equipment  is  used  as  the  sole  source  of  energy  for 
a  fire  alarm  signal  system,  the  storage  batteries  shall  be 
provided  in  duplicate.  Such  installations  shall  be  equipped 
with  a  switchboard  or  panel  of  approved  material  on 
which  are  mounted  volt  meters,  ammeters,  circuit  breakers, 
fuses,  resistances,  switches,  starting  devices  for  motors,  field 
rheostats  for  generator  and  other  apparatus  required  for 
charging  and  operating  the  batteries. 

Rule  17.  Primary  Batteries.  When  primary  batteries 
are  used  to  supply  the  energy  for  the  fire  alarm  signal  sys¬ 
tems,  the  batteries  shall  be  ample  in  size  to  satisfactorily 
operate  the  system. 

When  such  batteries  supply  the  energy  for  open  circuit 
systems,  there  shall  be  provided  two  sets  of  cells  connected 
in  multiple-series,  having  not  less  than  six  cells  in  each 
series,  coupled  together  by  means  of  approved  battery 
connectors. 

When  caustic  soda  batteries  are  employed  approved  heat 
resisting  jars  shall  be  used  and  at  least  one  transparent 
jar  shall  be  provided  in  each  series  for  the  purpose  of 
observing  the  condition  of  the  elements. 

Rule  18.  Acceptance  Test.  Upon  completion  of  a 
fire  alarm  signal  system  and  as  a  condition  of  acceptance, 
a  test  of  the  entire  installation  shall  be  made  under  the 
direction  of  the  fire  commissioner.  All  electrical  systems 
shall  show  an  insulation  resistance  of  not  less  than  ten 
megohms. 

The  owner  or  contractor  shall  furnish  all  the  necessary 
tools,  instruments  and  labor  to  conduct  this  test  when  re¬ 
quired  by  the  fire  commissioner. 


Rule  19.  Daily  and  Monthly  Test.  In  factory  build¬ 
ings,  as  defined  in  the  labor  law,  every  fire  alarm  sys¬ 
tem  shall  be  tested  each  morning  immediately  after  the 
hour  of  starting  work  in  the  building  to  make  sure  that 
the  system  is  maintained  in  an  operative  condition.  No 
such  system  shall  be  used  for  any  other  purpose,  except 
that  daily  dismissal  signals  may  be  given  if  authorized  by 
the  fire  commissioner.  The  use  of  the  system  for  fire 
dnll  purposes  may  be  considered  a  test  of  those  parts  of 
the  system  actually  used.  Each  sending  station  shall  be 
tested  at  least  once  every  month.  All  apparatus  requiring 
winding  shall  be  rewound  after  each  operation  and  kept 
in  normal  condition. 

A  complete  record  shall  be  kept  of  the  monthly  tests 
and  of  all  fire  drills,  which  record  shall  be  subject  to  in¬ 
spection  by  the  fire  commissioner. 

Rule  20.  Maintenance.  Interior  fire  alarm  systems 
shall  be  maintained  in  operating  condition  at  all'  times, 
unless  the  buildings  are  vacated  for  a  period  longer  than 
one  week.  If  the  system  becomes  inoperative  at  any 
time,  it  shall  be  the  duty  of  the  owner  or  the  persons  desig¬ 
nated  by  him  to  be  in  charge  of  the  system  to  notify  all 
the  occupants  of  the  building  and  to  take  immediate  steps 
to  have  the  system  restored  to  working  order.  If,  for  any 
reason,  it  becomes  necessary  to  disconnect  the  source  of 
energy  or  the  operating  medium  of  any  system,  the  owner 
or  other  responsible  person  shall  notify  the  fire  commissioner 
at  least  forty-eight  hours  in  advance  of  such  disconnection 
stating  the  reason  therefor. 

Rule  21.  Alarm  Boxes.  In  fire  alarm  signal  systems 
the  metal  case  enclosing  exposed  or  surface  alarm  boxes 
shall  be  of  cast  iron  and  drilled  to  receive  the  conduit. 
When  exposed  to  moisture  the  box  shall  be  enclosed  in  a 
suitable  weather-proof  outer  shell.  In  new  buildings,  ap¬ 
proved  back-boxes  imbedded  in  the  wall  may  be  used  and 
the  conduit  shall  be  properly  secured  by  lock  nuts  and 
bushings.  All  current-carrying  parts  shall  be  insulated 
from  parts  of  opposite  or  lower  polarities  with  approved 
insulating  material. 

All  pull  box  cases  shall  be  fitted  with  a  glass  panel 
or  a  door  to  protect  the  pull  lever  against  accidental  in¬ 
jury.  Such  door  shall  have  a  handle  rigidly  secured  there¬ 
on  and  be  so  constructed  as  to  open  readily.  The  wording 
‘In  case  of  fire  open  door  and  pull  down  lever  as  far  as 
it  will  go,”  or  equivalent  instructions,  shall  appear  on 
the  door. 

All  break-glass  type  fire  alarm  boxes  shall  be  provided 
with  suitable  hammers  on  chains  attached  to  or  near  the 
boxes  with  which  the  glass  can  readily  be  broken.  All 
break-glass  boxes  shall  have  lettered  on  the  fronts  the 
words,  “Fire  Alarm— In  case  of  fire  break  glass”  and 
such  additional  instructions  as  may  be  necessary  to  send  in 
an  alarm. 

On  open  circuit  systems,  alarm  boxes  shall  have  scraping 
type  contacts  with  surfaces  ample  in  size  and  mechanical 
strength  and  of  sufficient  capacity  to  carry  the  maximum 
current  which  may  flow  for  at  least  one  hour  without  ap¬ 
preciable  heating. 

On  closed  circuit  systems,  contact  points  operated  by 
a  break  wheel  and  contact  points  on  testing  devices  shall 
be  of  the  scraping  type.  Such  contact  points  shall  be  se¬ 
cured  in  a  substantial  manner  to  phosphor  bronze  springs 
and  be  so  constructed  as  to  positively  break  a  circuit 
carrying  one-tenth  amperes  at  250  volts  under  actual  work¬ 
ing  conditions.  Lever  boxes  shall  be  so  designed  as  to 
automatically  wind  when  the  lever  is  pulled  for  alarm. 
Boxes  requiring  glass  replacements  shall  be  so  arranged 
that  replacements  cannot  be  made  until  the  mechanism  is 
reset  for  another  alarm. 

Rule  22.  Station  Testing  Devices.  When  electrical 
operated  fire  alarm  systems  are  installed,  at  least  one 
station  in  each  system  shall  be  provided  with  an  auxiliary 
switch  or  other  device  to  test  the  signaling  devices,  located 
in  one  of  the  alarm  boxes  or  mounted  on  the  control  board 
In  closed  circuit  systems,  such  testing  device  shall  be  ar¬ 
ranged  to  make  the  test  without  operating  the  break  wheel 
of  the  box. 
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Provision  shall  also  be  made  for  a  silent  test  of  closed 
circuit  fire  alarm  box  mechanisms  without  operating  the 
signaling  devices.  Such  device  shall  be  designed  to  pre¬ 
vent  any  persons  except  those  in  authority  from  operating 
the  same  and  to  prevent  the  possibility  of  the  box  being 
left  inoperative  after  the  test. 

Rule  23.  Supervising  Current.  When  closed  circuit 
fire  alarm  systems  are  used,  a  small  current  flow  to  con¬ 
stantly  supervise  each  circuit  shall  be  maintained.  A  miliam- 
meter,  or  other  approved  current  indicator  shall  be  provided 
and  so  connected  as  to  indicate  the  supervising  current. 

Such  supervising  circuit  shall  be  provided  with  a  trouble 
bell  arranged  to  ring  continuously  in  case  of  any  disar¬ 
rangement  of  the  system.  The  trouble  bell  shall  be  placed 
in  the  engine  room  or  other  approved  location,  free  from 
moisture,  dust  and  possibility  of  mechanical  injury,  under 
frequent  view  and  in  audible  range  of  some  responsible  per¬ 
son  in  the  building  and  shall  be  connected  to  the  electric 
light  or  power  service  in  the  building.  Permission  may  be 
granted  by  the  fire  commissioner  to  conect  the  trouble  bell 
to  a  battery  of  at  least  four  cells  of  approved  type. 

Rule  24.  Protection  of  Sending  and  Signaling  De¬ 
vices.  In  fire  alarm  signal  systems  all  moving  parts  of 
sending  stations  and  signaling  devices  shall  be  enclosed  in 
metal  casings,  made  dust-proof  and  damp-proof  when  neces¬ 
sary.  and  clearly  marked  with  instructions  for  use. 

Whenever  necessary,  hammer  rods  of  gongs  shall  be  suit¬ 
ably  protected  against  mechanical  injury  or  derangement 
by  the  use  of  a  guard  or  other  suitable  means.  If  subject 
to  mechanical  injury,  the  entire  device  shall  also  be  en¬ 
closed  in  a  protecting  case  made  of  approved  wire  netting 
or  perforated  metal.  All  casings  shall  be  insulated  from 
current-carrying  parts,  but  shall  be  grounded  to  the.  conduit 
in  electrically-driven  systems. 

Rule  25.  Electric  Apparatus.  In  electrically  oper¬ 
ated  interior  fire  alarm  signal  systems,  not  more  than 
twenty  alarm  boxes  nor  more  than  fourteen  gongs  shall 
be  placed  on  one  circuit.  All  electrically  actuated  ap¬ 
paratus  shall  be  so  designed  and  constructed  that  it  will 
operate  satisfactorily  at  a  current  flow  of  25  per  cent  above 
or  below  the  normal  operating  current.  In  battery  sys¬ 
tems,  the  normal  operating  current  shall  be  indicated  on  all 

relavs  and  gongs.  ...  .  ,  . 

Magnet  windings  shall  be  impregnated  with  an  insulat¬ 
ing  moisture-repelling  compound  or  shall  be  of  enameled 

W  All  connections  shall  be  properly  protected,  securely  made 
and  where  subject  to  motion,  shall  be  approved  flexible  wire. 

Binding  posts  shall  be  of  such  a  character  that  wire  is 
held  between  two  flat  surfaces. 

Adjustments  must  be  of  such  a  character  that  they  can 

be  securely  locked. 

Contact  points  shall  be  ample  in  area,  not  only  to  take 
care  of  the  current  used  in  operation,  but  to  insure  long 
life  and  shall  be  of  pure  silver,  platinum,  or  other  approved 


The  armatures  of  all  relays  shall  primarily  depend  on 
gravity  for  their  operation,  but  this  action  may  be  as¬ 
sisted  by  springs  when  approved  by  the  fire  commissioner. 

Rule  26.  Control  Boards.  All  relavs,  current  indi¬ 
cators,  resistances,  time  limit  devices,  and  other  apparatus 
used  in  connection  with  the  operation  and  supervision  of 
closed  circuit  fire  alarm  signal  systems  shall  be  properly 
mounted  on  a  panel  of  approved  material,  in  a  metal  cabinet 
provided  with  lock  and  key.  The  control  board  shall  be 
located  in  a  place  subject  to  the  least  vibration, ,  free  from 
moisture,  inflammable  gases,  dust  and  mechanical  injury, 
and  under  frequent  view  of  a  responsible  occupant  of  the 
building  delegated  by  the  owner  to  be  in  charge. 

Rule  27.  Battery  Cabinets.  All  batteries  for  fire 
alarm  signal  systems  shall  be.  placed  in  substantial  pro¬ 
tecting  cabinets' thoroughly  ventilated,  elevated  not  less  than 
one  nor  more  than  five  feet  above  the  floor,  and  located  in 
clean,  dry  and  cool  places  where  the  temperature  will  not 
be  less  than  40  nor  more  than  100  degrees  Fahrenheit.  Main 
battery  cabinets  shall  be  so  constructed  that  the  condition  of 


the  elements  may  be  observed  without  disturbing  the  cells. 

Metal  battery  cabinets  shall  be  constructed  of  sheet  iron 
or  steel,  not  less  than  No.  14  U.  S.  Gauge  in  thickness, 
properly  reinforced  by  angle  irons,  with  self-closing  doors 
provided  with  lock  and  key  and  wood  shelves  not  less  than 
seven-eighths  of  an  inch  thick,  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  interior  and  the  exterior  of 
the  cabinet  shall  be  protected  with  three  coats  of  asphaltum 
compound,  each  coat  to  be  thoroughly  dry  before  the 
next  is  applied,  or  with -baked  enamed.  ,  Where  dry  cells 
are  housed  in  metal  battery  cabinets,  the  supports  shall 
be  so  constructed  as  to  prevent  the  cartons  from  coming 
in  contact  with  the  metal  of  the  cabinet  and  with  each 
other. 

Wood  battery  cabinets  shall  be  constructed  of  the  first 
grade  of  kiln  dried  wood  not  less  than  seven-eighths  of 
an  inch  thick  and  shall  be  provided  with  self-closing  door 
and  approved  lock.  The  shelves  shall  be  not  less  than 
seven-eighths  of  an  inch  thick  properly  fastened  and  se¬ 
cured  to  prevent  sagging.  The  cabinet  shall  be  of  sub¬ 
stantial  construction,  painted  on  the  interior  with  three 
coats  of  asphaltum  compound  and  on  the  exterior  with 
three  coats  of  lead  paint  or  two  coats  of  varnish.  Where 
dry  cells  are  housed  in  wood  battery  cabinets,  the  supports 
shall  be  so  constructed  as  to  prevent  the  cartons  from 
coming  in  contact  with  each  other. 

Rule  28.  Attachment  to  Walls.  All  material  and 
devices  used  in  fire  alarm  signal  systems  shall  be  rigidly 
secured  in  position  and  when  attached  to  masonry  walls, 
shall  be  fastened  by  through  bolts,  metal  expansion  shields 
or  toggle  bolts.  Wooden  plugs  shall  not  be  used. 

When  the  fire  alarm  apparatus  is  mounted  upon  a  back 
board,  such  back  board  shall  be  not  less  than  seven-eighths 
of  an  inch  thick,  filled  with  a  non-absorptive.  compound 
with  an  air  space  of  at  least  one-quarter  of  an  inch  behind 
the  back  board  for  the  free  circulation  of  air. 

Rule  29.  Painting  of  Equipment.  All  enclosing  cases 
for  fire  alarm  apparartus  shall  be  finished  in  red,  except 
where  special  permission  is  given  by  the  fire  commissioner 
to  deviate  from  this  requirement. 

Rule  30.  Wiring.  Except  as  may  be  otherwise  spe¬ 
cifically  prescribed  by  the  board  of  standards  and  appeals, 
the  wiring  shall  conform  to  the  requirements  of  Chapter  9 
of  the  Code  of  Ordinances  for  light  and  power  installations. 
Conduits  shall  contain  only  conductors  used  in  the  fire  alarm 
system.  All  conductors  shall  be  run  in  approved  rigid  iron 
conduit.  Armored  cable  may  only  be  used  by  special  ap¬ 
proval  of  the  fire  commissioner.  When  special,  care  is 
taken  to  insure  the  wires  against  injury,  four,  wires  may 
be  placed  in  half-inch  rigid  iron  conduits.  Splices  shall  be 
permitted  only  where  absolutely  necessary  .  Conductors  shall 
consist  of  not  less  than  No.  14  B.  &  S.  gauge  Conner  wire, 
having  rubber  insulation  wall  not  less  than  3/64  inches  thick. 

Where  necessary  to  assure  reliable  service,  connections 
of  conductors  to  terminals  or  binding  posts  shall  be  sol¬ 
dered.  The  use  of  a  blow  torch  for  soldering  connections 
to  terminals  shall  not  be  permitted. 

Where  wires  pass  underground  from  one  building  to 
another,  they  shall  be  enclosed  in  conduits  and  shall  be 
lead  encased.  Wires  between  buildings,  when  not  run  in 
conduit,  shall  be  at  least  equivalent  in  conductivity  and 
tensile  strength  to  No.  8  B.  &  S.  gauge  copper  wire  for 
box  and  signaling  circuits  and  shall  be  supported  at  least 
every  seventy-five  feet  on  approved  glass  insulators  and 
brackets.  As  far  as  possible  they  shall  be  run  under, 
rather  than  over,  electric  light  or  power  wires. 

Rule  31.  Sprinklered  Buildings,  Sources  of  Water 
Supply.  In  the  enforcement  of  the  provisions  of  §83-a, 
labor  law,  with  respect  to  fire  alarm  signal  systems  and 
fire  drills,  automatic  sprinkler  systems  shall  be  deemed  to 
have  two  adequate  sources  of  water  supply  within  the 
meaning  of  said  section,  if  the  system  is  a  two-source  sys¬ 
tem  as  defined  in  the  Rules  of  the  Board  of  Standards 
and  Appeals  for  Fire  Extinguishing  Appliances,  or  when 
the  system  is  equipped  with  and  supplied  by  either  a 
gravity  tank  or  a  pressure  tank  and  a  fire  department  con¬ 
nection.  (Amendment,  Dec.  6,  1917.) 
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STANDPIPE”-“FIRELINE”  RULES  ADOPTED  JUNE  27,  1922;  AMENDED  MAY  18,  1928; 
JUNE  13,  1930;  DECEMBER  2,  1930,  and  JANUARY  9,  1931. 


[281-22-SR] 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  sections,  drawn  clearly  and  distinctly,  to  a  scale  of 
^4 -inch  or,  by  permission  of  the  Fire  Commissioner,  %-inch 
to  the  loot,  for  each  proposed  standpipe  (fire  line)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
•  .  .  re  Commissioner  before  the  work  in  connection 

with  the  installation  is  started.  Such  preliminary  plans  shall 
show  the  size  and  location  of  the  standpipe  (fire  line)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves,' 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  From  these  approved  preliminary  plans,  three  sets 
of  plans  on  cloth,  in  clean  and  clear  detail,  shall  be  filed  for 
final  approval  by  the  Fire  Commissioner.  A  certified  copy 
of  approved  plans  shall  be  forwarded  to  the  Bureau  of 
Buildings  by  the  Bureau  of  Fire  Prevention.  Such  applica¬ 
tion  and  specification  forms  as  may  be  prescribed  by  the 
Fire  Commissioner  shall  accompany  preliminary  plans.  If  an 
automatic  sprinkler  system  is  provided  throughout  the  build¬ 
ing  or  in  any  portion  of  the  building,  the  plans  shall  include 
a  hote  to  that  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  standpipe 
(hre  lines)  shall  be  tested,  for  at  least  one  hour,  under  a 
hydrostatic  pressure  of  not  less  than  300  pounds  per  square 
inch  at  the.  street  Siamese,  and  at  each  pump  supply  level,  or 
such  additional  pressures  as  may  be  required  to  give  100 
pounds  at  the  highest  hose  outlet  supplied  by  such  pump, 
except  that  when  a  change  is  made  in  a  source  of  supply,  or 
minor  changes  are  made  in  an  existing  equipment  pre¬ 
viously  approved,  the  system  shall  be  tested  to  a  pressure 
sufficient  to  give  50  lbs.  per  sq.  in.  at  the  highest  story  hose 
outlet.  Ihese  tests  to  be  made  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Prevention  Bureau. 

No  valves,  risers,  or  other  material  portions  of  any  stand¬ 
pipe  (fire  lines)  equipment  shall  be  covered  or  permanently 
concealed  until  tested  and  approved,  in  writing,  by  the  Bu¬ 
reau  of  Fire  Prevention. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised,  in  writ¬ 
ing,  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  sec- 
tional  diagrams  of  the  standpipe  (fire  line)  equipment  in 
buildings  of  large  area  or  height,  not  more  than  three  in 
number  and  printed  on  cloth  in  size  not  less  than  8 1/2  x  11 
in.,  shall  be  filed  by  the  applicant  for  the  use  of  fire  com¬ 
panies  in  the  district  in  which  the  premises  are  located. 

Rule  3.  STANDPIPE-FIRE  LINE  CERTIFICATE. 

•  '^'^’ere  shall  be  an  engineer,  superintendent  or  other  person 
in  charge  of  the  standpipe-dire  line  system  in  all  buildings 
exceeding  eighty-five  feet  in  height  who  shall  be  registered, 
and  submit  to  an  examination  in  the  Fire  Department.  Upon 
evidence  of  fitness  to  properly  operate  and  maintain  the 
standpipe  system  ,  he  shall  be  granted  a  Certificate  to  that 
effect.  The  certificate  shall  contain  the  full  name  and  a 
small  photograph  of  the  holder. 

Day  and  night  service  shall  be  maintained  in  all  buildings 
exceeding  250  feet  in  height  in  which  there  is  a  fire  pump. 

Theatre  buildings  provided  with  fire  pumps  shall  have  at 
least  one  certified  operator  on  duty  during  every  perform¬ 
ance.  Buildings  of  large  areas,  industrial  plants,  amuse¬ 
ment  parks,  etc.,  shall  have  at  least  one  certified  operator  on 
duty  when  deemed  necessary  by  the  fire  commissioner 
Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept 


in  perfect  working  order,  and  at  least  once  a  month  the 
person  holding  certificate  of  fitness  shall  make  a  thorough 
inspection  of  all  the  fire  appliances  to  see  that  they  are  in 
perfect  working  order  and  ready  for  immediate  use  by  the 
Fire  Department.  Fire  pumps  shall  be  tested  every  30  days 
by  the  person  holding  the  certificate  of  fitness. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances  A 
detailed  record  of  each  inspection  shall  be  kept  on  the 
premises  for  examination  by  a  representative  of  the  Fire 
Department. 

All  standpipe  equipment  in  buildings  exceeding  85  feet  in 
height  shall  be  subjected,  on  order  of  the  Fire  Department 
but  at  least  once  every  two  years,  to  a  pressure  test  of 
fifty  pounds  in  excess  of  the  pressure  due  to  the  water  in 
the  standpipe.  This  test  to  be  applied  to  the  standpipe  and 
fittings  in  such  manner  as  to  prove  their  suitability  for  the 
use  of  the  Fire  Department ;  there  shall  also  be  such  flow 
tests  as  to  prove  the  standpipe,  line  valves,  check  valves 
and  Siamese  connections  are  free  from  obstruction  and  are 
workable.  These  tests  to  be  conducted  by  a  representative 
of  the  owner  of  the  premises,  at  the  owner’s  risk,  who 
shall  notify  the  Fire  Department  at  least  forty-eight  hours 
prior  to  the  time  of  conducting  the  test. 

Rule  5.  APPROVED  DEVICES.  All  devices  ap¬ 
proved  for  use  in  new  standpipe  fire  line  equipments  shall 
bear  the  manufacturer’s  name  and  the  date  of  and  the  num¬ 
ber  of  the  approval.  Certified  copies  of  the  approval,  work¬ 
ing  drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data 
Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  and  in  buildings  in  course  of  construction  a  hoist 
or  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  man  compe¬ 
tent  to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  .7.  AREA  OF  BUILDINGS.  For  the  application 
of  Section  581  of  Chapter  5  of  the  Code  of  Ordinances  the 
area  of  a  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls,  or  the  area  between  fire  walls. 

When  the  fire  walls  are  constructed  in  accordance  with 
Section  371,  Chapter  5  of  the  Code  of  Ordinances,  and  all 
openings  are  protected  on  both  sides  of  fire  wall  or  walls 
with  automatic  fireproof  self-closing  doors^  the  area  within 
such  fire  walls  or  exterior  walls  and  a  fire  wall,  shall  be  con¬ 
sidered  a  separate  building. 

Rule  8.  HEIGHT.  The  term  “height”  as  applied  to 
a  building  or  structure,  as  described  in  Chapter  5,  Code  of 
Ordinances,  means  the  vertical  distance  measured  in  a  straight 
line  from  the  curb  level,  to  the  highest  point  of  the  roof 
beams  in  the  case  of  flat  roofs,  and  to  the  average  height 
of  gable  in  case  of  roofs  having  a  pitch  of  more  than  20 
degrees  with  a  horizontal  plane. 

Rule  9.  STANDPIPE  EQUIPMENT  shall  consist 
of  a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set. 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  tha* 
where  the  1st  story  or  basement  or  both  are  occupied  as. 
stores  without  connection  or  communication  with  the  en¬ 
trance,  hall  or  stair  enclosure  to  uoper  stories,  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in.  such  stores  and.  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  mav  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above. 
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Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hay¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  a  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

Rule  10.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as: 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

Rule  11.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank 
structure  and  supports  shall  be  approved  by  the  Superintend¬ 
ent  of  Buildings.  The  covers  of  all  unenclosed  standpipe 
tanks  shall  be  conical  in  shape  and  protected  with  a  type 
of  roofing  approved  by  the  Superintendent  of  Buildings. 

Rule  12.  RESERVE  FOR  STANDPIPE.  Gravily  roof 
tanks,  except  as  otherwise  required  by  Rule  83,  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  line  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve.  This  type  of  house  and  stand¬ 
pipe  supply  tank  is  preferred  and  recommended. 

When  two  gravity  tanks  are  used,  one  for  standpipe  fire 
line  service  and  the  other  for  the  house  supply,  the  house 
supply  tank  may  be  so  arranged  that  it  can  only  be  filled  by 
an  overflow  from  the  tank  used  for  standpipe  fire  line  pur¬ 
poses. 

Rule  13.  STANDPIPE  AND  SPRINKLER  SUP¬ 
PLIES.  Standpipe  and  sprinkler  supply  shall  not  be  taken 
from  one  tank  unless  there  is  available  5,000  gallons  of  water 
for  the  standpipe  system  which  shall  be  in  excess  of  the 
amount  of  water  required  for  the  sprinkler  system.  Stand¬ 
pipe  supply  shall  be  taken  from  the  uppermost  portion,  and 
through  the  side  of  the  tank,  or  through  the  bottom,  provided 
that  portion  of  the  pipe  within  the  tank  is  of  brass  or  othei 
non-corroding  material. 

Rule  14.  BUILDINGS  IN  GROUP  UNDER  THE 
SAME  OWNERSHIP  AND  OPERATION: 

One  gravity  tank  of  at  least  5,000  gallons  water  capacity 
to  supply  the  largest  unit  of  a  group  of  separate  and  distinct 
buildings  operating  under  one  ownership,  and  located  at  such 
elevation  that  the  bottom  of  the  tank  will  be  at  least  20  feet 
above  the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down  from 
the  bottom  of  the  tank  to  an  underground  header  system 
having  a  Post  Indicator  control  valve  for  each  building 


unit,  the  P.  I.  valves  to  be  located  as  the  Fire  Commis¬ 
sioner  may  direct. 

Rule  15.  UNDERGROUND  PIPING.  All  underground 
piping  shall  be  extra  heavy  cast  iron  installed  in  accordance 
with  the  standard  specifications  of  the  American  Water 
Works  Association:  for  4-inch  lines  Class  C  requirements 
shall  be  used,  6-inch  Class  D,  8-inch  Class  E. 

Rule  16.  ADDITIONAL  TANKS.  WL.,  in  his  opin¬ 
ion,  the  area  covered  is  excessive  or  the  occupancy  is  such 
tnat  an  unusual  fire  hazard  is  introduced,  the  Fire  Commis¬ 
sioner  may  require  additional  protection  in  the  nature  of 
additional  tank  or  tanks  located  remote  from  any  other 
standpipe  tank,  or  additional  water  supply  in  the  main 
gravity  tank,  or  a  fire  pump  and  suction  tank  of  size  and 
capacity  to  be  determined  by  the  Fire  Commissioner  or  the 
Board  of  Standards  and  Appeals,  or  a  combination  of  any 
of  the  foregoing  supplies. 

Rule  17.  STANDARD  SOURCE  OF  SUPPLY. 
Gravity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  directly  connected 
with  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Rule  18.  TANK  FEED.  Tanks  shall  not  be  fed  through 
the  standpipe  fire  line,  but  shall  be  fed  through  a  separate 
line  at  least  2  inches  in  diameter,  discharging  into  the  top 
of  each  tank  above  the  overflow  level  through  the  side  or 
through  the  bottom,  that  portion  of  the  pipe  within  the 
tank  to  be  of  brass  or  bronze.  An  electric  or  steam  pump 
of  sufficient  capacity  to  deliver  at  least  65  gallons  of  water 
per  minute  at  the  tank  shall  be  provided,  or  if  the  pressure  in 
the  service  line  is  sufficient  and  the  plumbing  is  such  that  a 
minimum  of  65  gallons  of  water  per  minute  may  be  delivered 
to  the  tank,  connection  to  the  house  water  service  main  in 
the  basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  when  a  ball  (float)  valve  is  provided  for 
each  tank.  Floats  shall  be  of  copper. 

Rule  19.  OVERFLOW.  An  overflow  of  diameter  at 
teast  as  large  as  that  of  the  fill  line  shall  be  provided 
for  each  roof  standpipe  tank.  The  overflow  line  from  all 
intermediate  tanks  shall  be  at  least  6  inches  in  diameter.  It 
may  be  run  through  the  bottom  of  the  tank,  provided  it  is  of 
brass  or  bronze  and  has  no  joint  inside  of  the  tank,  other¬ 
wise  it  must  be  brought  through  the  side  of  the  tank,  3 
inches  below  the  top  (of  sides).  Overflows  shall  terminate 
in  a  90  degree  elbow  not  more  than  24  inches  above  the  roof. 

Rule  20.  EMERGENCY  DRAIN.  There  shall  be  pro¬ 
vided  for  each  tank  an  emergency  drain  not  less  than  4 
inches  in  diameter  connected  directly  to  the  bottom  of  the 
tank  or  to  the  standpipe  supply  line  above  the  tank  check 
and  terminating  not  less  than  30  inches  nor  more  than  4  feet 
above  the  roof  in  a  horizontal  run.  Emergency  drain  shall 
be  provided  with  a  4-inch  O.  S.  &  Y.  gate  valve  located  in 
a  readily  accessible  position  not  more  than  4  feet  above  the 
roof. 

Rule  21.  ELEVATION  OF  TANK.  The  bottom  of  each 
gravity  tank  used  for  standpipe  fire  line  supply  shall  be  at 
least  20  feet  above  the  level  of  the  roof.  When  the  area  of 
a  pent  house  exceeds  50%  of  the  roof  area  or  when  it 
exceeds  an  area  of  2,500  sq.  ft.,  the  bottom  of  the  tank 
shall  be  required  to  be  not  less  than  20  ft.  above  the  level 
of  the  pent  house  roof.  In  existing  standpipe  equipment 
the  bottom  of  the  gravity  standpipe  tank  shall  not  be  re¬ 
quired  to  be  more  than  20  feet  above  the  outlet  in  the  high¬ 
est  story. 

Rule  22.  PYRAMID  OR  TOWER  ROOFS.  Where 
the  roof  of  the  building  is  designed  so  as  to  finish  in  e 
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pyramid  or  tower  form,  the  gravity  tank  shall  be  elevated  as 
high  as  practicable,  within  the  pyramid  or  tower.  Provided, 
however,  that  in  all  cases,  the  gravity  tank  is  not  less  ttiau 
twenty  (20)  feet  above  the  hose  outlet  in  any  room  or  space 
occupied  other  than  for  tank  houses,  elevator  machinery  or 
machine  shop  for  repairing  elevator  machinery.  Fire  ap¬ 
pliances,  as  may  be  required  by  the  Fire  Commissioner,  shall 
be  provided  in  such  tank  houses,  elevator  machine  rooms,  etc. 

Rule  23.  ACCESS  TO  TANK.  Access  to  the  top  of 
each  standpipe  tank  shall  be  provided  by  means  of  an  iron 
gooseneck  ladder  of  substantial  construction  and  rigidly 
braced.  Access  to  the  tanks  on  theatre  building  shall  be 
from  the  stage  level  to  the  roof  by  means  of  double-rung 
ladders  set  at  an  angle  of  not  more  than  70°,  with  inter¬ 
mediate  landings  every  12  ft.  or  less. 

Rule  24.  HIGH  AND  LOW  WATER  ALARM.  Every 
gravity  tank  hereafter  installed  for  standpipe  fire  line  pur¬ 
poses  shall  be  equipped  with  an  electric  closed  circuit  high 
and  low  alarm  as  provided  under  Rule  88,  in  order  that  it 
may  be  determined  at  any  time  whether  or  not  the  required 
standpipe  reserve  is  in  the  tank,  except  when  the  house  sup¬ 
ply  is  taken  from  the  tank,  or  where  the  house  supply  tank 
can  only  be  filled  from  an  overflow  of  the  standpipe  hre  line 
reserve  tank,  a  high  and  low  alarm  need  not  be  provided 
when  an  automatic  tank  filling  pump  is  installed. 

Rule  25.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  in  the  top  story  stair  enclosure  or 
in  a  heated  enclosure  on  the  main  roof,  in  the  line  connect¬ 
ing  the  standpipe  tank  with  the  standpipe  riser,  an  approved 
type  swing  check  valve  opening  downstream  toward  riser, 
except  that  where  a  Siamese  connection  has  been  omitted, 
under  these  rules,  no  check  valve  shall  be  required.  An 
O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side  of  the 
check  valve  and  shall  be  sealed  open  in  an  approved  manner. 

Rule  26.  HEATING  OF  TANKS.  All  tanks  used 
for  standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings  and 
of  a  type  and  radiating  surface  as  prescribed  by  the  Board  of 
Standards  and  Appeals.  The  heater  shall  be  fed  through  a 
1/4 -inch  steam  line  with  a  1-inch  return,  separately  trapped. 
The  water  in  the  tank  shall  be  maintained  at  a  temperature 
above  40°  F. 

Tanks  in  hotels,  hospitals,  institutes  or  similar  buildings 
using  the  tank  supply  seven  days  a  week  supplying  both 
standpipe  and  house  service  lines  shall  not  require  heating. 
If  in  an  adequately  heated  enclosure,  interior  heating  of 
tanks  shall  not  be  required. 

Rule  27.  LOWEST  SUCTION  TANKS.  Tanks  shall 
have  at  leaist  10,000  gallon  effective  water  capacity  as  speci¬ 
fied  in  Schedule  A,  reserved  for  the  lowest  fire  pump  use 
exclusively  and  shall  be  constructed  of  steel  or  reinforced 
concrete,  located  below  the  grade,  or  lowest  story,  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure,  or 
building  provided  they  are  accessible  and  when,  in  his  judg-, 
ment,  such  location  will  be  more  practicable.  House  supply  * 
tanks  may  be  connected  to  the  fire  pump  suction  line,  pro¬ 
vided  an  O.  S.  &  Y.  gate  valve,  sealed  closed,  shall  be  pro¬ 
vided  on  such  house  supply  lines. 

Rule  28.  LOWEST  TANK  SUPPLY.  The  lowest  suc¬ 
tion  tanks  shall  be  fed  by  a  connection  at  least  4  inches 
in  diameter  taken  directly  and  independently  from  the  public 
street  main.  The  supply  shall  be  not  less  than  750  gallons  a 
minute,  and  shall  enter  the  suction  tank  above  the  top  or 
through  the  side  near  the  top  of  the  tank  and  shall  be  con¬ 
trolled  by  suitable  bronze  ball  cock  and  copper  float. 

Rule  29.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  30.  INTERMEDIATE  TANKS.  The  location 
of  intermediate  tanks  hereafter  installed  shall  be  determined 
and  directed  by  the  Fire  Commissioner  and  as  prescribed 
in  Schedule  A.  Each  such  tank  shall  have  at  least  5,000 


gallons  of  water  reserved  exclusively  for  fire  line  and  pump 
purposes.  The  bottom  of  each  tank  shall  be  at  least  20  feet 
above  the  highest  outlet  supplied  therefrom.  The  method 
of  water  supply  to  tanks,  the  overflow,  the  high  and  low 
water  alarm,  the  emergency  drain,  etc.,  shall  be  as  prescribed 
for  tanks  above  the  roof  except  that  the  overflow  and  emer¬ 
gency  drain  shall  be  connected  to  the  drainage  system  of  the 
building  or  discharge  on  intermediate  levels. 

The  connection  of  the  tank  to  the  system  shall  be  as 

hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves,  one  at 
each  side  of  the.  check  valve.  Each  tank  section  shall  be 
directly  connecteo  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
a  horizontal  connecting  line  shall  be  provided  an  ap¬ 
proved  swing  check  valve  opening  upward,  with  an  O.  S. 
&  Y.  gate  valve,  at  each  side  of  the  check  valve,  in  order 
that  water  pumped  into  the  Siamese  connection  may  enter 
the  entire  equipment  of  the  building,  and  that  each  tank  will 
supply  only  its  portion  of  the  system. 

Rule  31.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron  body 
brass  mounted,  or  cast  steel  designed  in  accordance  with 
specifications  of  the  American  Society  of  Mechanical  Engi¬ 
neers,  gate  valves  shall  be  of  Outside  Stem  &  Yoke  type, 
and  shall  be  located  in  an  accessible  position.  All  such  emer¬ 
gency  control  valves  6  inch  and  larger  shall  be  of  the  by-pass 
type,  except  that  emergency  control  valves  when  required  in 
standpipe  (fire)  line  systems  may  be  of  approved  hydrauli¬ 
cally  controlled  type. 

*  Rule  32.  PIPING,  FITTINGS  AND  VALVES.  Mate¬ 
rials  of  Construction.  All  new  piping  for  standpipe  fire 
lines  shall  be  of  genuine  full  weight  wrought  iron  or  steel 
and  properly  tested  by  the  manufacturer  to  withstand  the 
required  water  working  pressures.  All  pipes  shall  be  lap- 
welded.  Where  working  pressures  are  in  excess  of  150  lbs. 
to  the  square  inch  extra  heavy  cast  iron  body  or  cast  steel 
valves,  malleable  iron  or  cast  steel  fittings  constructed  in 
accordance  with  the  specifications  of  the  American  Society  of 
Mechanical  Engineers,  able  to  withstand  the  required  water 
working  pressure  shall  be  provided.  The  standard  weight 
fittings  and  valves  may  be  used  where  the  pressure  is  not 
more  than  150  lbs.  per  sq.  in.  Fittings  in  horizontal  runs 
shall  have  long  turns.  All  underground  piping  shall  be  of 
extra  heavy  cast  iron  as  required  by  Rule  15. 

The  water  working  pressure  on  piping,  valves  and  fittings 
shall  be  determined  by  the  total  head  of  water  plus  50  pounds 
at  the  top  floor  hose  outlet  plus  a  factor  of  safety  of  at 
least  50  per  cent.  Specifications  as  to  the  construction  and 
water  working  pressure  of  all  piping,  valves  and  fittings 
shall  be  marked  on  plans  filed  with  fire  commissioner. 

Rule  33.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  at  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  standard  heavy  wrought  or  malle¬ 
able  iron  hangers  attached  to  or  extending  around  and 
over  floor  beams  at  intervals  of  not  more  than  8  ft., 
and  at  more  frequent  intervals  if  deemed  necessary  by  the 
Fire  Commissioner  and  shall  be  securely  braced  to  withstand 
vibration.  Hangers  may  be  supported  by  straps  or  bars  ex¬ 
tending  over  and  around  bars  of  at  least  1  in.  in  diameter  and 
12  in.  in  length  embedded  in  concrete  floors  parallel  to  and 
at  least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Except  where  flange  fittings  and 
pipes  are  permitted  elsewhere  in  this  rule,  all  joints  shall  be 
screwed  joints  made  up  thoroughly  water  tight  with  red 
lead,  litharge  and  glycerine,  or  compressed  graphite  lead 
and  boiled  linseed  oil,  or  any  joint  compound  that  shall  be 
approved  hv  the  Board  of  Standards  and  Appeals. 


754 


In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  sand  holes 
or  other  imperfections.  All  joints  shall  be  provided  with 

proper  copper  gaskets.  .  ,  „  ,  .  .  „  .  . 

All  standpipe  (fire  line)  equipments  shall  be  installed  in  a 

workmanlike  manner. 

Rule  34.  PROTECTION  OF  FIRE  LINES.  Stand¬ 
pipe  lines  when  not  located  within  a  fire  protected  stair  en¬ 
closure  shall  be  protected  against  interior  fire  damage  by 
means  of  at  least  one  inch  asbestos  covering,  or  a  covering 
of  expanded  metal  lath  and  three-quarters  inch  Portland 
cement  plaster  or  by  a  2  in.  terra  cotta  block  encasement. 

Rule  35.  FROST  PROTECTION.  Standpipe  lines  shall 
be  properly  protected  from  freezing  in  the  following  man- 
ner  • 

One  wrapping  of  tar  paper  equivalent  to  Asphalt  Saturat¬ 
ed  Wool  Felt  paper  weighing  12  lbs.  per  100  sq.  ft.  > 

Three  (3)  layers  of  standard  1  in.  high  grade  “long  cows 
hair”  felt  interposed  and  covered  with  one  (1)  layer  of 
builders’  paper  equivalent  to  red  rosin  sized  sheathing  paper 
weighing  40  lbs.  per  500  sq.  ft.  .  . 

One  (1)  covering  of  8  oz.  canvas,  painted  with  two  (2) 

coats  of  waterproof  paint. 

All  wrappings  to  be  independently  applied  and  securely 
fastened  in  place  with  heavy  jute  twine.  Circumferential 
and  longitudinal  joints  to  have  at  least  a  2  in.  lap  staggered 
with  adjacent  layers  and  opposing  leakage  to  the  hair  felt. 

In  groups  of  pipes  each  water  pipe  is  to  be  wrapped  sep¬ 
arately  with  the  tar  paper,  but  subsequent  layers  of  felt  and 
paper  may  be  applied  collectively  if  space  does  not  permit  of 
individual  wrapping. 

Where  a  heating  pipe  is  one  of  the  group,  the  wrapping 
should  be  applied  so  that  the  hot  line  would  serve  all  pipes 
in  the  enclosure.  The  initial  wrapping  of  tar  paper  around 
each  water  pipe  should  be  applied  with  laps  down  and  the 
whole  group  wrapped  with  tar  paper  with  laps  up.  If  due 
to  the  position  of  the  hot  line  sufficient  air  space  would  not 
insulate  the  hair  felt,  then  protection  to  be  effected  by  suit¬ 
able  separators,  or  a  wrapping  of  asbestos  paper  instead  of 
the  tar  paper  around  the  group. 

On  vertical  pipes  particular  provision  to  be  made  to  pre¬ 
vent  slipping  and  tearing  of  insulation  due  to  its  weight. 

To  prevent  slipping  away  of  insulation  at  point  of  entrance 
of  pipes  into  a  tank,  and  to  shed  leakage  from  slip  joints,  a 
16  oz.  duck  to  be  provided,  doubled  and  securely  fastened  to 
bottom  of  the  tank  overlapping  inside  and  outside  the  insula¬ 
tion  of  the  group  for  a  distance  of  18  in.  below  the  tank. 
This  duck  to  be  well  coated  with  paint.  Loose  hair  felt  to 
be  packed  about  connection  at  tank  bottom  to  safeguard 
against  settling. 

Rule  36.  NUMBER  OF  RISERS.  Each  building  front¬ 
ing  on  more  than  one  street  shall  have  at  least  one  riser 
for  each  street  front.  For  the  application  of  this  rule  a 
corner  building  shall  not  be  considered  as  facing  on  more 
than  one  street  when  it  is  on  but  one  corner.  In  all  cases 
regardless  of  area  or  location  there  shall  be  a  sufficient 
number  of  risers,  so  that  any  portion  of  each  floor  area 
may  be  covered  by  the  stream  from  a  standpipe  hose  not 
exceeding  100  ft.  in  length. 

Rule  37.  FIRE  TOWER  RISER.  Each  standpipe  riser 
shall  be  located  within  a  stair  enclosure  and  one  riser  must 
be  located  in  main  stairway  or  fire  tower. 

Where  impracticable  to  locate  a  riser  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  it  to  be  located 
immediately  adjacent  to  a  stair  enclosure,  public  corridor  or 
other  suitable  place. 

Rule  38  HOSE  STREAM  ALLOWANCE.  Not  more 
than  10  feet  will  be  allowed  for  the  throw  of  hose  stream, 
except  where  the  static  pressure  at  the  hose  outlet  is  !•>  lbs. 
or  more,  when  20  ft.  will  be  allowed. 


Rule  39.  SIZE  OF  CROSS-CONNECTION.  Where 
there  are  two  or  more  risers  in  a  standpipe  (fire  line) 
equipment,  all  risers  shall  be  cross-connected  by  piping  of 
a  diameter  at  least  equal  to  the  diameter  of  the  largest 
riser,  but  in  no  case  shall  the  cross-connection  be  less  than 
five  inches. 

Rule  40.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  hereafter  erected  exceeding  250  ft. 
in  height,  as  described  in  Schedule  A,  an  electric  contrifugal 
fire  pump  shall  be  kept  in  readiness  for  immediate  use  of 
the  Fire  Department  during  all  hours  of  the  night  and  day, 
including  Sundays  and  holidays. 

Rule  41.  ARRANGEMENT  AND  SUPPLY  OF  FIRE 
PUMPS.  Fire  pumps  shall  be  connected  to  the  standpipe 
systems  and  have  a  capacity  of  750  gallons  of  water  per 
minute  at  a  pressure  of  from  50  to  80  lbs.  at  uppermost 
hose  outlet,  fed  from  such  pumps.  Fire  pumps  shall  draw 
from  steel  or  reinforced  concrete  suction  tanks.  For  the 
purpose  of  testing  fire  pumps  a  4  in.  diameter  branch 
shall  be  taken  from  the  discharge  line  at  the  pump  side  of 
the  check  valve  and  run  to  the  suction  tank  over  the  side  or 
through  the  side  above  the  overflow  level.  From  this  branch 
there  shall  be  taken  a  4  in.  line  with  an  approved  type  pres¬ 
sure  relief  valve,  extending  to  the  tank  in  a  manner  similar 
to  that  of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the 
4  in.  relief  branch  and  the  tank  there  shall  be  placed  an  O. 
S.  &  Y.  gate  valve,  which  shall  be  kept  closed  except  during 
a  test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po-* 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
of  same  diameter  as  the  main  riser. 

Rule  42.  NUMBER  AND  LOCATION  OF  FIRE 
PUMPS. 

SCHEDULE  A 


Approximate  Location  of  Pumps 

Height  fn 
Uppermo. 
Hose  Out 

to  grade* 

Total  No. 
of  Pumps 
Required 

l.s<  Pump 

2nd  Pump 

3rd  Pump  \ 

4th  Pump 

Above  level 
of  First 
Pump 

Above  level 
of  First 
Pump 

Above  level 

of  First 
Pump 

250'  to  400' 

1 

Below  grade 
level 

401'  to  600' 

2 

Below  grade 
level 

200'  to  250' 

501'  to  600' 

2 

Below  grade 
level 

260'  to  300' 

601'  to  700' 

3 

Below  grade 
level 

200'  to  250' 

400'  to  500' 

701'  to  800' 

3 

Beloiv  grade 
level 

260'  to  300' 

600'  to  600' 

801'  to  900' 

4 

Below  grade 
level 

200'  to  250' 

400'  to  500' 

600' to  760' 

901'  to  1000' 

4 

Below  grade 
level 

250' 

500' 

760' 

*  The  uppermost  hose  outlet  shall  not  include  pent  house 
outlet. 

Rule  43.  FIRE  PUMPS  IN  BUILDINGS  EXCEED¬ 
ING  1.000  FEET.  All  buildings  exceeding  1,000  feet  from 
grade  level  to  uppermost  hose  outlet  shall  be  provided  with 
a  fire  pump  for  every  250  feet  of  elevation  above  the  centre 
line  of  the  lowest  pump. 

Rule  44.  TANK  CAPACITIES.  Suction  tanks  supply¬ 
ing  the  first  or  lowest  pump  shall  contain  not  less  than  10,000 
gallons  reserved  for  fire  pump.  Intermediate  tanks  and 
uppermost  supply  tanks  for  buildings  between  250  and  400 
ft.  as  described  in  above  schedule  shall  contain  not  less  than 
5,000  gallons  reserved  for  fire  pump.  Uppermost  supply 
tanks  on  all  other  buildings  shall  contain  not  less  than  3,500 
gallons  reserve  for  standpipe  fire  line.  Suction  tanks  shall 
be  of  the  open  type. 
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Rule  45.  TANK  STRAINERS.  All  supply  tanks  shall 
be  provided  with  bronze  strainers  at  pump  and  riser  intake 
lines. 

Rule  46.  CEN  TRIFUGAL  FIRE  PUMPS.  Fire  pumps 
installed  under  these  rules  shall  have  a  capacity  of  750 
Cj.  P.  M.  and  shall  be  of  the  multi-stage  motor  driven  Cen¬ 
trifugal  type  designed,  constructed  and  installed  to  render 
the  highest  possible  efficient  and  reliable  fire  service. 

I  he  pump  shall  be  located  in  a  room  of  fireproof  con¬ 
struction,  properly  ventilated,  lighted  and  drained,  enclosed 
in  eight  (8)  inch  brick  or  concrete  walls  with  approved  fire 
doors  at  openings  and  with  fireproof  floor  and  ceiling  con¬ 
struction.  If  located  in  the  lowest  story  of  the  building,  the 
pump  shall  be  placed  on  a  foundation  not  less  than  one  (1) 
foot  in  height,  ihe  pump  room  shall  be  readily  accessible 
with  safe  egress  for  the  attendant. 

The  pumping  equipment  shall  be  adaptable  for  heavy  duty 
service  having  all  parts  of  ample  strength  with  liberal  water 
passage  and  all  working  parts  exposed  to  corrosion  of  phos¬ 
phor  bronze. 

The  pumps  shall  be  fitted  with  fire  fittings  consisting  of 
capacity  name  plate,  pressure  gauges,  relief  valves,  hose 
manifold  and  three  (3)  approved  in.  hose  valves  with 
Standard  Fire  Department  male  threads.  Fire  pumps  shall 
take  suction  supply  under  a  head  of  water  and  in  no  case 
shall  there  be  less  than  six  (6)  feet  between  water  level  in 
tank  and  centre  line  of  pump. 

The  pump  specifications  shall  be  within  the  uniform  re¬ 
quirements  of  “The  National  Standard”  as  adopted  by  the 
.following  associations: 

Associated  Factory  Mutual  Companies, 

National  Board  of  Fire  Underwriters, 
or  as  approved  by  the  Board  of  Standards  and  Appeals. 

Fire  pumps  to  be  designed  to  operate  at  not  less  than  five 
(5)  pre-determined  speeds  to  give  five  (5)  pre-determined 
pressures  which  will  insure  a  maximum  pressure  of  80  lbs. 
and  a  minimum  pressure  of  50  lbs.  throughout  the  building. 

Fire  pump  equipment  shall  be  so  designed  that  it  ^rn. 
operate  normally  at  least  five  (5)  speeds  to  provide  a  mini¬ 
mum  of  50  lbs.  pressure,  and  where  more  than  one  pump  is 
required  it  shall  be  capable  of  pumping  to  the  level  of  the 
next  highest  pump  station  in  case  of  breakdown  of  inter¬ 
mediate  pumping  unit. 

To  provide  for  this  standby  service  the  fire  pump  shall 
run  at  nine  (9)  pre-determined  speeds,  namely,  five  (5)  for 
continuous  service  and  four  (4)  for  standby  service 

Rule  47.  GENERAL  SPECIFICATIONS.  Pumping 
equipment  shall  be  free  from  defects  in  design,  workman¬ 
ship  and  material  and  shall  give  proper  and  continuous 
operation  under  the  conditions  of  service  specified  and  shall 
be  subject  to  approval  of  the  Board  of  Standards  and 
Appeals. 

Materials  entering  into  construction  of  this  equipment 
shall  be  the  best  quality  of  their  respective  kinds  and  all 
parts  shall  be  amply  proportioned  so  as  to  be  adaptable  k’or 
heavy  duty  service. 

CASING:  Casing  shall  be  of  close  grained  cast  iron  and 
divided  horizontally,  and  having  suction  and  discharge  con¬ 
nections  in  the  lower  half,  so  that  the  top  casing  can  be  re¬ 
moved  without  breaking  water  connections.  Casing  shall 
have  in  addition  to  flange  bolts,  additional  heavy  bolts  in¬ 
side  of  flange  to  prevent  leakage  between  stages.  Casing 
shall  be  tested  and  guaranteed  to  withstand  pressure  50% 
in  excess  of  working  pressure. 

SHAFT :  Shaft  shall  be  made  of  best  grade  nickel  steeK 
and  shall  be  ground  all  over  to  close  limits  and  a  high  finish. 

IMPELLERS:  Impellers  shall  be  of  the  enclosed  type  of 
best  grade  of  phosphor  bronze  finished  all  over. 

WEARING  RINGS:  Shall  be  of  phosphor  bronze  and 
of  renewable  labyrinth  or  other  equal  type.  Impeller  wear¬ 
ing  rings  shall  be  securely  attached  to  impeller,  and  casing 
ring  shall  be  securely  locked  in  the  casing. 

SHAFT  SLEEVES:  Shaft  sleeves  shall  be  of  bronze 
and  extend  through  stuffing  boxes  to  protect  the  shaft  from 
corrosion  and  wear  from  the  packing. 


BEARINGS:  Bearing  brackets  shall  be  of  the  best  grade 

of  close  grained  cast  iron  and  securely  bolted  to  the  lower 
half  of  the  casing. 

Bearing  brackets  shall  contain  cast  iron  bearings  lined 
with  high  grade  babbitt  and  shall  be  removable.  Each  bear¬ 
ing  shall  be  equipped  with  two  oil  rings  to  insure  proper 
lubrication. 

COUPLING:  Coupling  shall  be  of  best  grade  cai't  iron 
finished  ail  over  and  keyed  to  shaft.  The  two  halves  shall 
be  connected  by  coupling  pins,  transmitting  power  through 
rubber  bushings,  vulcanized  on  steel  sleeves. 

S1UFFING  BOXES:  Stuffing  boxes  shall  be  of  suf¬ 
ficient  depth  to  prevent  excessive  leakage  and  shall  contain 
water  seal  rings  of  bronze. 

PACKING. :  Packing  shall  be  held  in  place  by  bronze 
glands  horizontally  split  and  bolted  together. 

BED  PLATE:  Bed  plate  shall  be  of  cast  iron  of  heavy 
box  type  and  provided  with  finished  pads  to  which  the  pump 
is  bolted  and  doweled.  Foundation  bolt  rings  shall  be  drilled 
for  foundation  bolts.  Jack-screw  pads  to  be  cast  with  bed 
and  jack-screws  furnished  to  assist  in  aligning.  Bed  plate 
shall  be  provided  with  ample  drio  rims,  drilled  and  tapped 
for  piping  connections  on  both  ends. 

PAINTING:  Pumps  shall  be  painted,  filled,  rubbed  down 
to  an  even  surface  and  finished  with  a  drab  steel-color  ma¬ 
chine  paint,  and  the  inside  of  the  oil  reservoirs  in  the  bear¬ 
ing  brackets  to  be  painted  white  with  a  special  oil-resisting 
paint. 


Kiue  48.  bEEUMCATIONS  FOR  ELECTRICAL 
CONTROL  AND  OPERATION  OF  FIRE  PUMPS. 

TESTING:  Pumps  shall  be  tested  at  the  plant  of  manu¬ 
facturer  to  prove  that  they  can  fulfill  requirements  of 
specifications  and  guarantees  made. 


MOTOR:  (a)  Direct-current  motors  must  be  of  the 
shunt  or  cumulative  compound  wound  types.  The  speed  of 
the  motor  at  no  load  must  not  exceed  the  speed  at  full  load 
by  more  than  10%. 


Alternating  current  motors  shall  be  of  a  slip  ring  type 
that  will  surely  start  and  attain  full  speed  under  the  current 
supply  conditions  where  pump  is  to  be  installed.  Approval 
of  fire  pump  installations  will  be  contingent  on  proper  atten¬ 
tion  being  given  to  the  features  mentioned  herein. 

(b)  With  a  room  temperature  not  exceeding  40  deg.  C., 
motors  shall  be  designed  for  a  temperature  rise  not  exceed¬ 
ing  40  deg.  C.  when  carrying  their  rated  full  load  continu¬ 
ously  and  shall  also  be  able  to  run  continuously  with  an  over¬ 
load  of  15%  without  stress  and  without  injurious  rise  in  the 
temperature.  Motors  shall  be  able  to  withstand  under  the 
above  room  temperature  an  overload  of  25%  for  2  hours 
or  a  momentary  overload  of  50%  without  injury.  No  elec¬ 
trical  or  mechanical  weakness  should  develop  during  these 
tests.  The  rise  in  temperature  shall  be  measured  in  accord¬ 
ance  with  the  Standardization  Rules  of  the  American  In- 
•  timm  of  Electrical  Engineers. 

Motors  shall  be  of  such  capacity  that  at  rated  voltage 
115%  of  its  full  load  ampere  rating  will  not  be  exceeded 
under  any  conditions  of  pump  load. 

(c)  Motor  and  control  apparatus  must  be  protected  from 
water  coming  from  possible  leakage,  or  breakage  of  any 
connection  at  the  pump  or  other  piping  in  its  virinitv,  in- 
clnd-ne  hose  line*  which  may  be  connected  to  the  pump. 

(dt  Motor  windings  shall  be  thoroughly  impregnated  with 
an  insulating  compound  suitable  for  resisting  moisture. 

(e)  Bearing  shells  and  caps  for  motors  shall  be  of  the 
split  type  on  at  least  the  driving  end,  to  permit  removal  and 
replacement  without  disturbing  the  motor  or  shaft  after  in¬ 
stallment. 


VARIABLE  SPEED  CONTROL  OF  MOTORS  shall 
be  provided  except  for  fire  pumps  in  theatres  as  required 
under  Rule  86.  Not  less  than  five  stages  of  speed  variation 
will  be  permitted. 
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AUTOMATIC  STARTERS  will  not  be  permitted  ex¬ 
cept  as  provided  for  under  Rule  -86  (Theatres,  etc.)  of 
Standpipe  Fire  Line  Rules. 

CONTROLLING  EQUIPMENT:  The  following  speci¬ 
fications  cover  the  construction  and  installation  of  con¬ 
trolling  equipments  of  manually  operated  devices  for  the 
control  of  electric  motors  driving  fire  pumps. 

In  materials,  details  of  construction,  test  and  installation, 
except  as  modified  or  supplemented  by  these  requirements, 
all  parts  of  the  equipment  shall  comply  with  Chapter  9  of 
the  Code  of  Ordinances. 

All  equipments  shall  be  specifically  approved  for  fire 
pump  controlling  purposes. 

DESIGN:  (a)  The  design  of  all  parts  must  be  such  as 
to  secure  simplicity,  strength,  durability  and  ease  of  opera¬ 
tion. 

(ib)  All  parts  must  be  mounted  on  one  or  more  panels  of 
slate,  marble  or  other  approved  material,  supported  in  a  sub¬ 
stantial  manner  on  an  iron  frame,  and  the  entire  equipment 
must  comply  with  the  requirements  for  switchboards  in  Chap¬ 
ter  9  of  the  Code  of  Ordinances. 

(c)  All  parts,  such  as  bearings,  cams  and  latches,  the 
operation  of  which  is  liable  to  be  interfered  with  by  cor¬ 
rosion,  must  be  made  of  phosphor  bronze  or  similar  metal, 
except  where  magnetic  qualities  are  essential.  Springs  must 
be  of  phosphor  bronze  or  similar  metal,  or  protected  against 
corrosion  in  an  approved  manner. 

OPERATING  MECHANISM:  (a)  The  operation  shall 
be  such  that  the  motor  is  directly  started  by  a  single  lever, 
which  shall  be  arranged  to  move  in  one  direction  from  the 
initial  to  the  final  position. 

(b)  Electrical  actuating  devices  will  not  be  approved. 

(c)  Where  direct  current  is  used,  an  auxiliary  field  re¬ 
sistance  shall  be  provided  which  can  be  used  to  increase  the 
motor  speed  10  per  cent. 

RESISTANCES:  Starting  resistances  must  be,  unless 
inside  of  the  motor,  of  the  grid  type,  and  comply  with  the 
requirements  of  starting  duty  rheostats  as  given  in  Chapter 
9  of  the  Code  of  Ordinances. 

OVERLOAD  PROTECTION:  (a)  Each  motor  lead 
must  be  protected  by  a  circuit-breaker.  With  direct  current 
motors,  leads  must  be  protected  by  a  single-pole  circuit- 
breaker  in  each  lead,  or  by  an  approved  double  coil,  double 
pole  circuit-breaker  so  designed  that  each  pole  must  be  closed 
independently  of  the  other. 

(b)  Circuit-breakers  to  be  calibrated  to  400  per  cent,  of 
normal  motor  current. 

(c)  No  fuses  nor  other  overload  release  devices  except 
circuit-breakers  are  permitted,  except  in  instrument  and 
pilot  light  leads. 

WIRING:  All  wiring  shall  be  installed  in  rigid  iron 
conduit. 

SWITCH:  An  approved  knife  switch  for  independent 
sources  of  supply  must  be  provided,  having  one  pole  for  each 
supply  wire  in  circuit. 

PILOT  LAMP  AND  INSTRUMENTS:  (a)  A  pilot 
lamp  connected  on  the  motor  side  of  the  circuit-breaker  must 
be  provided  to  indicate  the  presence  of  voltage  on  the  line. 

(b)  A  voltmeter  and  ammeter  must  be  provided  and  suit¬ 
ably  mounted  and  connected  as  a  part  of  the  control  equip¬ 
ment.  . 

MARKING:  (a)  A  name  plate  must  be  provided  giving 
the  name  of  the  manufacturer  and  the  rating  of  the  equip¬ 
ment  in  volts  and  amperes. 

(b)  All  line  and  motor  terminal  connections  must  be  suit¬ 
ably  marked  so  that  they  can  be  readily  identified. 

CONTROL  PANEL:  The  control  panel  shall  be  con¬ 
structed  of  a  high  grade  of  electrical  slate  or  marble  or 
other  approved  material. 

The  supporting  frame  shall  be  so  arranged  that  the  bot¬ 
tom  of  the  panel  will  not  be  less  than  24  inches  above  the 

floor. 


INSTALLATION  OF  APPARATUS:  The  control 
panel  shall  fie  located  close  to  and  within  sight  of  the  motor, 
it  a  pump  room  used  for  no  other  purpose  and  containing 
no  otiier  apparatus  except  the  fire  pump,  its  motor  and  its 
accessory  appliances  is  provided,  the  controlling  equipment 
snail  be  placed  in  this  room. 

The  control  panel  shall  be  so  protected  that  it  will  not  be 
injured  by  water  escaping  from  pump  or  connections. 

Except  where  special  permission  is  granted  by  the  Fire 
Commissioner  the  controlling  equipment  shall  be  protected 
from  mechanical  injury  by  one  of  the  following  methods: 

(a)  Grille  or  lattice  partitions  so  placed  as  to  completely 
enclose  the  control  panel  and  starter. 

(b)  The  entire  equipment  of  the  panel  and  starter  may 
be  enclosed  at  the  sides,  front,  back  and  top  in  a  thoroughly 
substantial,  ventilated  sheet  iron  or  steel  cabinet  of  not  less 
than  No.  12  U.  S.  metal  gauge  in  thickness  with  hinged 
doors  with  glass  panel  in  front  of  pilot  light.  When  panei  is 
in  a  fireproof  room  and  not  subject  to  mechanical  injury  an 
enclosing  cabinet  shall  not  be  required. 

TEST  OF  EQUIPMENT:  The  entire  equipment  shall 
be  subject  to  test  and  inspection  by  representatives  of  the 
Fire  Commissioner. 

POWER  SUPPLY:  Where  the  power  supply  can  be 
obtained  from  two  separate  street  feeders,  two  separate  and 
distinct  services  shall  be  installed. 

Where  current  is  taken  from  an  underground  Edison 
three-wire  system  and  the  power  lines  are  protected  by  ap¬ 
proved  conduit  from  a  point  where  they  enter  the  building 
to  the  control  panel  in  the  pump  room,  it  will  be  considered 
an  acceptable  source  of  power  supply. 

Isolated  Plant:  Where  the  source  of  supply  is  an  isolated 
plant  located  in  the  building  an  auxiliary  service  of  suf¬ 
ficient  capacity  shall  be  obtained  from  some  outside  source. 

Transmission  Lines:  (a)  The  lines  between  the  power 
plants  and  the  pump  room  must  be  of  such  number,  so 
arranged  and  so  located  that  there  will  be  small  chance  of 
an  interruption  of  service  to  the  motor,  due  to  accident  to 
the  lines.  All  wiring  in  the  pump  room  must  be  in  approved 
conduit. 

Where  the  valves  involved  are  large  and  the  crippling  of 
this  pump  service  would  seriously  affect  the  protection  of 
the  property,  at  least  two  separate  lines  from  the  power 
plant  or  plants  to  the  pump  installation  shall  be  provided. 
The  lines  must  be  run  by  separate  routes  or  in  such  manner 
that  a  failure  of  both  at  the  same  time  will  be  only  a  re¬ 
mote  possibility. 

(b)  Each  line  between  the  power  plant  and  pump  room 
shall  be  of  such  size  that  its  safe  carrying  capacity  as  given 
in  Chapter  9  of  the  Code  of  Ordinances  will  not  be  exceeded 
by  the  load  carried. 

Where  direct  current  motors  are  used,  the  voltage  at  the 
motors  must  not  drop  more  than  5  per  cent,  below  the  volt¬ 
age  rating  of  the  motors  when  the  pumps  are  being  driven 
at  rated  output,  pressure  and  speed,  and  the  lines  between 
motors  and  power  stations  are  carrying  their  peak  loads. 

When  alternating  current  motors  are  used,  the  voltage  at 
the  motors  under  these  same  conditions  must  not  drop  more 
than  8  per  cent,  below  the  voltage  rating  of  the  motors. 

(c)  The  overload  protective  devices  at  the  power  plants, 
and  where  provided  at  various  points  on  the  lines,  must  be 
of  such  rating  and  so  set  that  they  will  open  the  circuit  only 
under  short  circuit  conditions. 

Approved  fuses  may  be  used,  if  desired,  except  for  the 
protection  of  the  pump  motor  where  circuit  breakers  are 
required.  The  fuses,  however,  must  be  of  such  size  that  an 
overload  or  short  circuit  at  the  motor  or  its  control  ap¬ 
paratus  will  not  cause  them  to  open  the  circuit,  but  instead, 
the  circuit  breaker  protecting  the  motor. 

TRANSFORMERS:  Where  it  is  necessary  to  install 
transformers  they  shall  be  installed  in  accordance  with 
Chanter  9  of  the  Code  of  Ordinances. 
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Rule  49.  oIGNALLING  DEVICES.  All  buildings  where 
variable  speed  control  of  fire  pump  motors  is  required  shall 
be  equipped  with  an  approved  coded  closed  circuit  signalling 
system.  The  signalling  stations  shall  be  located  one  on  each 
floor  at  main  riser.  This  system  shall  be  so  arranged  that 
a  coded  signal  can  be  transmitted  to  the  pump  rooms.  An 
eight-inch  gong  shall  be  provided  in  all  pump  rooms  and  at 
such  other  locations  as  the  Fire  Commissioner  may  direct. 
All  apparatus  used  in  connection  with  the  signalling  system 
shall  be  of  an  approved  type  and  installed  as  outlined  in 
rules  governing  the  installation  of  interior  fire  alarm 
jystems. 

At  alternate  signal  sending  stations  there  shall  be  provided 
an  approved  closed  circuit  strap  key  enclosed  in  a  sheet 
metal  box  equipped  with  a  paracentric  Fire  Department  lock 
and  approved  hinges. 

The  strap  key  shall  be  connected  in  series  with  the  box 
circuit  of  the  signal  sending  station. 

A  card  of  instructions  shall  be  placed  in  the  pump  room 
giving  code  numbers  of  signalling  stations,  the  pressures  ob¬ 
tainable  at  different  speeds  of  the  motor  and  such  other  in¬ 
formation  the  Fire  Commissioner  may  direct. 

Rule  50.  RELAY  STANDPIPE  SYSTEM.  All  build¬ 
ings  hereafter  erected  exceeding  400  ft.  from  grade  to  high¬ 
est  hose  outlet  shall  be  provided  with  an  intermediate  com¬ 
bination  gravity  and  suction  standpipe  supply  tank  and  a  fire 
pump  as  required  under  Schedule  A. 

Each  tank  shall  have  at  least  5,000  gallons  of  water  re¬ 
served  for  the  fire  lines  and  shall  be  connected  to  fire  line 
system  as  described  in  Rule  30  for  intermediate  tanks  except 
that  in  addition  to  the  requirements  of  Rule  30,  there  shall  be 
provided  a  long  turn  by-pass  8  inches  in  diameter  around  the 
tank  check  valve  and  the  O.  S.  &  Y.  gate  valves.  An  8-inch 
O.  S.  &  Y.  gate  valve  SEALED  CLOSED  shall  be  provided 
in  the  by-pass  line. 

Each  tank  shall  be  provided  with  overflow  and  emer¬ 
gency  drain  lines  as  required  in  Rules  19  and  20,  except  that 
such  lines  shall  drain  to  roofs  of  set  backs  on  building,  or 
into  house  drain  lines  providing  the  house  drain  line  or  lines 
are  equal  in  sum  total  to  the  sum  total  in  diameter  o'f  the 
drain  lines. 

The  fire  pump  shall  have  a  capacity  of  not  less  than  750 
gallons  of  water  per  minute  and  shall  deliver  through  the 
standpipe  main  feed  riser  at  a  pressure  not  less  than  50  lbs. 
to  the  square  inch  at  the  highest  hose  outlet  fed  by  said 
pump. 


.  All  fire  pumps  shall  be  located  on  a  raised  base  at  least  24 
inches  above  the  floor  and  on  the  floor  below  the  supply 
tank,  with  the  suction  line  as  direct  as  practicable. 

The.  pump  discharge  line  shall  be  connected  to  the  main 
feed  riser  feeding  up,  and  outside  the  horizontal  tank  check 
valve  line,  and  the  upward  swinging  check  valve  in  the  main 
riser.  An  O.  S.  &  Y.  gate  valve  shall  be  provided  at  a 
point  between  the  pump  discharge  connection  and  the  up¬ 
ward  swinging  check  valve  SEALED  OPEN. 

The  fire  pump  and  motor  shall  be  located  in  a  watertight 
room  as  close  to  fire  tower  as  practicable,  properly  drained 
by  a  3-inch  line  to  house  drain  or  scuppers  in  exterior  wall. 
The  electric  switch  controlling  the  motor  shall  be  marked 
on  panel  FIRE  PUMP  SWITCH”  in  1  inch  white  letters 
on  a  red  background. 

Rule  51.  NUMBERING  ON  VALVES.  All  gate  valves 
on  tanks,  fire  lines  and  pumps  shall  be  numbered  by  3-inch 
red  metal  disc  with  white  numbers  2  inches  high  secured  to 
wheel  of  valves. 


Rule  .52.  PUMP  ROOM  DIAGRAM.  A  white  and 
black  print  drawn  to  a  scale  of  one-quarter  inch  to  the  foot 
shall  be  provided  in  a  glass  frame  showing  the  tank,  fire 
pump,  all  pipe  lines  and  valves.  The  number  of  each  valve 
shall  be  shown  in  addition  to  purpose  of  each  water  line. 

The  print  shall  include  instructions  as  to  method  of 
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starting  and  operating  pump,  closing  main  line,  gate  valve 
and  opening  by-pass  valve. 

Rule  53.  FIRE  LINE  TELEPHONE.  In  all  buildings 
where  a  variable  speed  control  of  fire  pump  motors  is  re¬ 
quired  there  shall  be  provided  a  multiple  telephone  system 
with  a  master  telephone  in  each  pump  room,  and  in  the  main 
lobby  and  individual  telephones  located  on  alternate  floors 
near  the  main  fire  line  riser. 

The  operation  of  the  system  shall  be  such  that  any  in¬ 
dividual  telephone  may  call  and  converse  directly  with  any 
master  telephone.  The  master  telephones  may  call  and  con¬ 
verse  directly  with  each  master  telephone. 

A  six-inch  vibrating  call  bell  shall  be  located  at  the  master 

telephones. 

lbe,  master  telephones  in  pump  room  below  grade  level 
shall  be  equipped  with  a  loud  speaking  receiver  so  that  the 
voice  can  be  clearly  and  audibly  heard  at  a  distance  of  not 
less  than  fifteen  feet  from  the  receiver. 

WIRING:  The  wiring  for  the  telephone  system  shall  not 
be  smaller  than  No.  18  rubber  covered  wire  installed  in  rigid 
mon  conduit  The  Conduit  system  shall  contain  no  conductors 
other  than  fire  line  telephone  conductors. 

The  fire  line  telephone  system  shall  be  properly  maintained 
and  ready  tor  use  by  the  Fire  Department  at  all  times. 

t^ain  LINE  EMERGENCY  CONTROL 

HEIGHT  /N  QBhUJ^DIitGSA  °VER  400  FEET  IN 
HEIGHT  (per  Schedule  A).  At  the  base  of  the  main  feed 

riser  or  below  the  hose  outlet  valves  on  the  first  story  at 

fnChi  ?uUmuP  .r?om,  eIevation>  and  at  each  approximate  one- 
third  the  height  above  the  fire  pump  elevations  and  the  pump 
or  roof  tank  next  above,  there  shall  be  provided  O.  S.  &  Y. 
emergency  control  valves  in  the  main  feed  riser  properly 
numbered  and  shown  on  the  fire  pump  blue  print  hereto¬ 
fore  described. 

Rule  55.  EMERGENCY  TOOL  BOX.  Where  fire 
pumps  are  required  under  these  rules  there  shall  be  pro- 

™Tk  m  CaC\  pumP  roT  an  emergency  fire  department 
tool  box,  painted  a  fire  department  red,  with  3-inch  white 
ietters  reading,  Emergency  fire  line  tool  box.”  The  box 
shall  be  secured  to  the  wall  and  be  fitted  with  a  fire  depart- 
ment  lock  and  contain  the  following: 

1 — 3-foot  Stillson  wrench. 

4 — 2 H -inch  plugs  with  pipe  threads. 

^  2  ^ -inch  caps  with  hose  threads. 

2  Spanner  wrenches  of  Fire  Department  pattern. 

4  2/4 -inch  double  female  hose  connections,  with  Fire  De¬ 
partment  threads. 

RuIe  c56‘  EMERGENCY  AND  TESTING  HOSE. 
Where  fire  pumps  are  required  under  these  rules  there  shall' 
be  provided  in  each  pump  room  not  less  than  two  50- foot 
lengths  of  rubber  lined  2^-inch  hose,  of  Fire  Department 
quality,  and  one  lj^-inch  nozzle  of  controlling  type  All 

Hose' shaikh  ^  °f  fal  D.ePa,rtment  pattern  and  threads, 
of  pump  roomUPP°rted  ^  h°°ks  secured  to  enclosure  walls 

Rule  57.  LOCATION  OF  LOWER  FTRP'  PTTH/fP  txt 
TO  HORIZONLCE\S|EcPoUNMTPR^ 
In  a  .single  mam  riser  system  the  fire  pump 

lm^°  ns.er  s.ha11  be  as  short  as  practicable. 

In  a  two  (2)  main  riser  system  the  pump  discharge  line 
to  cross  connection  shall  be  located  between  the  two  risers 
An  emergency  gate  valve  of  the  O.  S.  &  Y.  type 

nfent’fiSh^-  btf  provided  m  the  cross-connection  on  each  side 
of  the  discharge  line  connection. 

Jn  a  three  (3)  main  riser  system  the  pump  discharge  line 
shall  be  connected  to  the  cross-connection  o?n  each  s!de  of 

ns-ej"' ,  Three  (3)  emergency  gate  valves  as  above 
sha  1  be  provided  as  follows:  One  (l)  at  the  base  of  the 

central  main  riser  and  one  (l)  on  each  side  of  the  discharge 
line  connection  on  the  riser  side.  mscnarge 

f  a  f°Ur  ^  ma!n  nser  system  the  pump  discharge  line 
to  the  cross-connection  shall  be  centrally  loc?ted  so^s  to 
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provide  two  risers  on  each  side  of  pump  cornu.  *ion.  An 
emergency  gate  valve  shall  be  provided  in  the  cross~-onnec- 
tion  on  each  side  of  the  discharge  connection. 

In  a  five  (a)  main  riser  system  the  pump  discharge  line 
shall  be  connected  on  each  side  of  the  third,  or  central  riser, 
and  shall  be  provided  with  gate  valves  located  as  described 
in  a  3  riser  system. 

In  a  six  (6)  main  riser  system  the  pump  discharge  line 
shall  be  centrally  located  so  as  to  provide  three  risers  on 
each  side  of  pump  connection  and  shall  be  provided  with 
gate  valves  located  as  described  in  a  two  and  four  riser 

system.  _  ...  . 

For  the  purpose  of  this  rule  a  main  riser  is  any  vertical 
riser  other  than  a  branch  riser  with  not  more  than  three  (3) 
hose  outlets  above  the  cross-connection. 

Rule  58.  EMERGENCY  SAFEGUARDS.  For  the 
purpose  of  prolonging  the  use  of  the  standpipe  fire  lines  in 
case  of  failure  or  break,  it  is  necessary  to  provide  and  prop¬ 
erly  locate  emergency  gate  valves  of  the  O.  S.  &  Y.  type 
as  follows : 

Rule  59.  EMERGENCY  VERTICAL  LINE  CON¬ 
TROL  VALVES.  All  standpipe  fire  line  systems  hereafter 
installed  in  buildings  over  four  (4)  stories  or  50  ft.  in 
height,  and  up  to  400  ft.,  as  described  in  Schedule  B,  shall  be 
provided  for  as  follows:  In  each  riser  an  O.  S.  &  Y.  gate 
valve  shall  be  provided  below  the  first  story  hose  outlet.  If 
the  interior  stairway  extends  from  hallway  on  first  story  to 
cellar  the  gate  valve  shall  be  located  within  the  stairway  en¬ 
closure  below  the  first  story  level. 

A  two-way  2j4-inch  hose  outlet  tee  with  two  2j4-inch  ap¬ 
proved  valves,  one  of  which  may  be  capped,  shall  be  pro¬ 
vided  in  all  main  risers  6  ft.  to  7  ft.  above  floor  or  stair 
landing  level  of  first  story  with  the  O.  S.  &  Y.  control  valve 
below  the  outlet  tee. 

Where  a  single  main  riser  system  or  a  main  riser  feed 
system  is  installed  and  the  uppermost  hose  outlet  exceeds 
150  ft.  above  grade  level  there  shall  be  provided  in  each 
riser  O.  S.  &  Y.  gate  valves,  in  addition  to  the  gate  valve 
below  the  first  story  hose  outlet  at  approximately  the  level 
above  grade  hereafter  specified. 

SCHEDULE  B 


Htight  from 
Uppermost 
Hose  Outlet 
to  Grade 

Total 
Number 
of  Valves 
Required 

Approximate  Location  of  Valves  Above  Grade 

1st 

Valve 

2nd 
Valve  | 

3rd 

Valve\ 

4th 
Valve \ 

5th 

Valve 

6th 

Valve 

150'  to  200' 

2  to  8 

Below 
the  1  sty. 
outlet 

75' 

150' 

1 

*00'  to  250' 

2  to  8 

44 

75' 

150' 

*50'  to  300' 

S  to  4 

44 

75' 

150' 

225' 

800'  to  400' 

4  to  5 

44 

75' 

150' 

225' 

300' 

Rule  60.  UPPER  CROSS-CONNECTION  EMER¬ 
GENCY  CONTROL  VALVES.  When  a  two  (2)  mam 
riser  system  is  installed  there  shall  be  provided  O.  S.  &  Y. 
emergency  gate  valves  between  the  risers  in  each  cross-sec¬ 
tion,  located  within  the  stairway  enclosure  when  practicable, 
or  as  near  the  door  to  main  stairway  of  fire  tower  as  prac¬ 
ticable,  and  where  the  uppermost  hose  outlet  exceeds  150 
ft.  above  grade,  the  risers  shall  be  provided  with  O.  S.  &  Y. 
gate  valves  as  described  in  Schedule  B.  # 

Where  a  three  (3)  main  riser  system  is  installed  there 
shall  be  provided  O.  S.  &  Y.  gate  valves  between  any  two 
of  the  risers  in  each  cross-connection  and  one  in  the  central 
riser  at  each  cross-connection.  .  .  ..... 

Where  a  four  (4)  main  riser  system  is  installed  there 
shall  be  provided  O.  S.  &  Y.  gate  valves  in  each  cross- 
connection  between  the  2  central  risers,  so  as  to  provide  3. 
risers  on  each  side  of  control  valve*. 


Where  a  five  (5)  main  riser  system  is  installed  there  shall 
be  provided  O.  S.  &  Y.  gate  valves  between  the  second  and 
third  central  riser  in  each  cross-connection  and  one  in  the 
central  riser  at  each  cross-connection  as  described  in  a  3 
riser  system. 

Where  a  six  (6)  main  riser  system  is  installed  there  shall 
be  provided  O.  S.  &  Y.  gate  valves  centrally  located  in 
each  cross-connection  so  as  to  provide  3  risers  on  each  side 
of  gate  valve — as  described  in  a  two  and  four  riser  system. 

Rule  61.  LOWEST  CROSS-CONNECTION  CON¬ 
TROL  VALVES.  When  the  building  is  provided  with  a 
fire  pump  as  required  by  the  Rules  the  gate  valves  required 
in  the  lowest  cross-connection  shall  be  located  as  described 
under  location  of  Fire  Pumps  and  Horizontal  Line  control 
valves. 

Rule  62.  FIRE  TOWER  RISER.  Where  the  building 
is  provided  with  an  exterior  enclosed  fireproof  stairway  or 
fire  tower  the  main  riser  shall  be  installed  in  such  stairway 
and  properly  protected  from  freezing  in  accordance  with 
these  rules  unless  stairway  is  adequately  heated. 

Rule  63.  VALVE  SEALED  OPEN.  All  O.  S.  &  Y. 
gate  valves  shall  be  located  in  an  accessible  position  and  be 
sealed  open  in  an  approved  manner. 

Rule  64.  LADDERS  TO  VALVES.  Where  the  gate 
valve  is  more  than  7  ft.  above  any  floor  or  stair  landing  a 
single  rung  iron  ladder  with  y2- inch  rungs  and  not  less  than 
10  inches  between  strings  shall  be  provided  at  each  gate 
valve  properly  secured  at  top  and  bottom. 

Rule  65.  VALVE  SIGNS.  Where  the  gate  valves  on 
the  upper  cross-connections  are  not  located  in  the  stair 
enclosure,  a  sign  with  red  background  and  white  letters  not 
less  than  3  inches  high  shall  be  painted  on  the  face  of  the 
wall  within  the  stairway  enclosure  on  the  story  where  the 
gate  valve  is  located,  which  shall  read  as  follows: 
“STANDPIPE  CONTROL  VALVE  NO.  0  IN  LOFT.” 

Where  a  standpipe  riser  is  located  in  a  fire  tower  a  sign 
with  red  background  and  3-inch  letters  as  above  shall  be 
painted  on  the  wall  at  fire  tower  exit  door,  which  shall 
read:  “STANDPIPE  IN  TOWER,”  except  on  that  story 
on  which  the  emergency  control  valve  is  located,  there  the 
sign  shall  read:  “STANDPIPE  CONTROL  VALVE 
NO.  0  IN  TOWER.” 

Rule  66.  VALVES  NUMBERED.  All  emergency  con¬ 
trol  valves  shall  be  numbered  by  means  of  a  metal  disc  not 
less  than  3  inches  in  diameter  painted  red  with  a  white 
number  not  less  than  2  inches  high  and  shall  be  secured  to 
wheel  of  valve  by  chain  or  metal  clamp. 

Rule  67.  FIRE  LINES  PAINTED.  All  standpipe  line* 
not  located  within  a  stairway  enclosure  or  public  corridor 
and  including  the  Siamese  connection  street  riser  wall  collars 
and  caps  shall  be  painted  a  Fire  Department  red. 

Rule  68.  SIAMESE  CONNECTIONS  FOR  FIRE 
DEPARTMENT  USE.  Each  standpipe  system  shall  be 
provided  with  one  or  more  approved  type  3  inch  x  3  inch  in¬ 
let  Siamese  connections  for  use  by  the  Fire  Department  as 
hereinafter  set  forth.  When  a  building  faces  on  but  one 
street  and  has  a  frontage  of  less  than  250  ft.  and  requires 
but  one  four  (4)  inch  diameter  standpipe  riser  one  Siamese 
connection  shall  be  provided;  where  the  street  frontage 
exceeds  200  ft.  in  length  and  requires  but  two  four  (4) 
inch  diameter  standpipe  risers  two  Siamese  connections 
shall  be  provided  for  each  200  ft.  of  street  frontage  or  frac¬ 
tion  thereof.  Buildings  exceeding  250  ft.  in  height  shall  have 
not  less  than  two  Siamese  steamer  connections  for  each  riser 
and  buildings  not  more  than  250  ft.  in  height  shall  have  at 
least  one  Siamese  connection  for  each  6  inch  riser.  Build¬ 
ings  having  frontages  on  more  than  one  street  shall  have 
a  Siamese  connection  on  each  street  front  when  the  front¬ 
age  is  not-  continuous  but  in  all  cases  where  more  than  one 
Siamese  connection  is  required  they  shall  be  properly  dis¬ 
tributed,  and  not  grouped,  as  the  Fire  Commissioner  may 
direct. 

Rule  69.  SIAMESE  HEADERS.  Siamese  header* 
shall  be  independent  of  each  other  and  lead,  as  direct  as 
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practicable,  to  riser  or  cross-connection  header.  There  shall 
be  at  least  2  Siamese  for  every  8-inch  riser  and  at  least  1 
Siamese  for  every  4  or  6  inch  riser.  Where  there  are 
more  than  one  riser,  the  Siamese  headers  shall  divide  on 
each  side  of  any  emergency  control  valve  in  the  cross-con¬ 
nection,  and  such  headers  shall  be  equal  in  sum  total  to  the 
sum  total  of  all  risers  on  either  side  of  the  emergency  con¬ 
sol  valves. 

No  Siamese  header  shall  be  larger  than  6  inches.  Siamese 
risers,  when  extending  through  sidewalk,  shall  be  of  bronze 
or  fitted  with  a  brass  sleeve,  packed  with  a  waterproof  com¬ 
pound  between  sleeve  and  riser. 

Rule  TO.  SIAMESE  OMITTED.  Any  building,  other 
*han  theatre  with  stage,  not  over  45  feet  in  height  shall 
not  be  required  to  have  a  Siamese  connection  except  when 
each  building  is  on  a  water-front  or  when  it  is  one  of  a 
group  of  buildings  and  has  a  cross-connection  to  the  stand¬ 
pipe  equipment  in  one  or  more  of  the  other  buildings. 

Rule  71.  LOCATION.  Each  Siamese  connection  placed 
on  the  street  front  of  a  building  shall  be  located  not  less 
than  18  inches  and  not  more  than  36  inches  above  the  side¬ 
walk  level  and  shall  be  set  in  a  horizontal  position  and 
shall  be  readily  accessible  for  Fire  Department  use.  Each 
Siamese  shall  have  cast  in  the  body  on  top  or  on  wall  plate, 
in  letters  at  least  1  inch  in  length  and  not  less  than  l/%  inch 
in  depth,  the  word  “STANDPIPE.” 

The  piping  connecting  the  Siamese  with  the  standpipe 
equipment  proper  shall  be  not  less  than  5  in.  in  diameter 
where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  Siamese 
may  be  4  in.  in  diameter. 

Rule  72.  SIAMESE  CHECK  AND  DRIP.  In  each 
line  between  the  Siamese  connection  and  the  standpipe  sys¬ 
tem  there  shall  be  placed  an  approved  type  swing  check 
valve  located  where  practicable  within  10  feet  from  the  build¬ 
ing  wall.  Between  the  Siamese  and  its  check  valve  there 
shall  be  placed  a  54-inch  automatic  ball  drip  of  an  approved 
type  which  will  close  under  a  pressure  of  not  more  than  7 
lbs.  per  square  inch. 

Rule  73.  SIAMESE  CONNECTIONS  FOR  FIRE- 
BOAT  USE,  EXCEPT  WHERE  THE  SOURCE 
OF  SUPPLY  IS  FROM  THE  STREET  MAIN 
DIRECT.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fireboat  use  exclusively  shall  be  354  in. 
x  3 J4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  54-in.  open  drip  without  valve 
or  cock,  or  a  54-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fireboat  and  shore  Sia¬ 
mese  the  shore  Siamese  shall  have  male  connections  and  shall 
be  without  clappers,  but  shall  have  on  each  inlet  a  3  in.  gate 
valve  with  Fire  Department  male  thread  for  hose  connection. 
Check  valve  shall  not  be  provided  for  the  land  end  Siamese. 

Rule  74.  HOSE  OUTLETS.  When  practicable  all 
hose  outlets  shall  be  placed  within  a  stair  enclosure.  They 
shall  be  254  in.  in  diameter,  set  not  less  than  5  ft.  nor  more 
than  6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  indicating  the 
location  of  the  outlet.  Where  there  is  a  4-in.  riser  system  its 
termination  above  roof  shall  be  a  254-in.  outlet  hose  valve 
properly  capped. 


Rule  75.  MAIN  ROOF  OUTLETS.  All  6  and  8-inch 
mam  riser  systems  which  extend  to  intermediate  or  the 
highest  roof  level  shall  be  provided  with  not  less  than  three 
2 54 -inch  hose  valve  manifolds  with  male  threads.  Roof 
outlets  shall  be  located  not  less  than  24  in.  nor  more  than  5 
ft.  above  the  roof  and  each  valve  shall  be  provided  with 
regulation  2‘4-in.  Fire  Department  caps.  Where  roof  out¬ 
lets  cannot  be  located  within  a  heated  stair  enclosure,  the 
control  valve  shall  be  located  below  the  roof  and  shall 
have  a  long  stem  extending  above  the  roof  with  a  wheel 
handle  at  the  upper  end.  Between  the  long  stem  valve  and 
the  roof  outlet  there  shall  be  a  54  in.  open  drip  extending  to 
a  sink  or  a  54  'n-  automatic  ball  drip  of  approved  type. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Rule  76.  SPANNER  WRENCH.  A  spanner  wrench 
may  be  provided  at  each  hose  outlet  valve,  such  wrench  shall 
be  of  the  gooseneck  Fire  Department  pattern. 

Rule  7i.  BRANCH  LINE  SIZE.  No  branch  line  may 
be  less  than  4  in.  in  diameter,  except  that  any  branch  from 
a  riser  ur  cross-connection  to  but  one  hose  outlet  may  be 
254  in.  if  not  over  four  (4)  feet  in  length,  and  may  be  3 
in.  in  diameter  if  not  more  than  twenty-five  (25)  feet  in 
length. 

Rule  78.  NOZZLES.  All  254-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1 54  in.  in  diameter. 

Rule  79.  HOSE.  Each  outlet  other  than  the  roof  out¬ 
let  shall  have  attached  thereto  2)4  in.  unlined  linen  hose, 
except  that  in  buildings  or  premises  that  do  not  contain 
occupancies  storing,  handling  or  using  inflammable  motion 
picture  films  or  nitro  cellulose  products,  and  which  are  not 
classified  as  hazardous,  the  Fire  Commissioner  may  permit 
in  addition  to  the  254-inch  outlet  and  hose  the  installation 
of  1‘4  in.  unlined  linen  ho'se  and  valve.  There  shall  not  be 
more  than  100  ft.  of  hose  at  any  outlet,  as  required  by 
Section  581,  Chapter  5,  Code  of  Ordinances.  No  single 
length  of  hose  shall  be  less  than  50  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  80.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  81.  RACKS.  All  standpipe  hose  shall  be  sus¬ 
pended  from  racks  of  stamped  steel,  malleable  iron  or  other 
metal  equal  thereto,  of  approved  swing  type,  so  designed  and 
constructed  that  they  will  permit  of  ready  and  easy  release 
of  hose  for  use.  The  racks  shall  be  supported  securely  and 
substantially  from  standpipe  risers  or  wall,  except  that  where 
a  cast  nipple  of  non-corroding  material  is  screwed  into  the 
hose  outlet  valve  the  rack  may  be  suspended  from  said 
nipple.  The  minimum  thickness  of  nipple  to  be  5/16  in. 
In  no  case  will  automatic  racks  be  permitted. 

Racks  shall  be  not  more  than  7  feet  6  inches  above  the 
floor. 

Rule  82.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicuously 
located  within  a  stair  enclosure,  and  are  of  a  size  sufficient 
to  accommodate  the  entire  equipment  and  permit  of  easy 
handling  of  hose  and  operation  of  valve. 

In  theatre-  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a  clear 
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glass  door  (one  panel  only)  without  lock  and  shall  have 
the  words  “FIRE  HOSE”  painted  on  the  glass  in  letters 
not  less  than  2%  inches  in  height. 

Rule  83.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  All  buildings  hereafter  erected  over  250  ft. 
in  height  and  which  do  not  exceed  400  ft.‘  in  height  from 
the  grade  to  highest  hose  outlet  shall  be  provided  with  a 
roof  gravity  tank  of  not  less  than  5,000  gallons. 

Where  the  above  described  height  exceeds  400  feet,  fire 
pump  and  suction  tanks  shall  be  provided  as  described  under 
Schedule  A. 

Where  the  pressure  on  any  hose  outlet  valve  exceeds  50 
lbs.  either  approved  outlet  pressure  reducers,  set  as  pre¬ 
scribed  by  the  Chief  of  the  Fire  Department,  or  the  Board 
of  Standards  and  Appeals,  shall  be  provided  at  such  outlets. 

Rule  84.  BUILDINGS  IN  COURSE  OF  EREC¬ 
TION.  In  buildings  in  course  of  erection  standpipe  fire 
lines  shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.,  and  there  shall 
be  provided  an  outside  Siamese  pumper  connection  in  a 
proper  and  accessible  place.  Regulation  hose  outlets  on 
each  story  above  the  2nd  shall  be  provided  as  the  work  pro¬ 
gresses.  Hose  outlets  shall  be  provided  with  male  threads 
of  Fire  Department  pattern,  with  hose  and  nozzle  attached, 
to  at  least  every  second  outlet.  The  top  and  bottom  of  each 
riser  and  all  cross  connections  shall  be  securely  capped  at  all 
times  during  the  progress  of  the  work  except  when  work  on 
the  standpipe  fire  line  is  in  progress  at  that  point.  Tem¬ 
porary  standpipe  risers  used  in  construction  work  and  not 
less  than  3  inches  in  diameter  for  buildings,  not  exceeding  400 
ft.  in  height,  and  of  larger  diameter,  in  buildings  exceeding 
400  ft.  in  height,  when  maintained  to  supply  water  at  all 
times,  may  be  accepted  in  lieu  of  the  regulation  standpipe, 
provided  it  is  equipped  with  hose  outlets,  hose  and  Siamese  as 
required  above. 

Elevators  or  hoists  shall  be  provided  as  required  in  Rule  6. 
Rule  85.  PLACES  COVERING  LARGE  AREAS. 
Ship  yards,  oil  storage  plants,  amusement  or  exhibition  parks 
or  other  enclosures  when  deemed  necessary  by  the  Fire 
Commissioner  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Hydrants  and 
sufficient  approved  hose  and  a  smooth  bore  lj4-inch  Under¬ 
writers  playpipe  shall  be  placed  in  an  approved  hose  house, 
painted  red,  with  words  “FIRE  HOSE”  in  6-inch  white  let¬ 
ters  on  door.  Where  the  area  exceeds  20,000  sq.  ft.  and  not 
exceeding  40,000  sq.  ft.  in  area,  a  gravity  tank  of  at  least 
20,000  gallons  capacity,  elevated  50  ft.  above  the  yard,  or 
25  ft.  above  the  highest  structure  in  the  yard,  or  a  fire 
pump  of  at  least  1,000  gallons  a  minute  capacity,  with  a 
suction  tank  of  at  least  25,000  gallons  capacity,  or  river 
suction  supply  shall  be  provided.  Plants  exceeding  40,000 
6q.  ft.  in  area  shall  be  provided  with  a  fire  pump  of  not 
less  than  1,000  gallons  per  minute  capacity,  suctioning  from 
a  tank  or  sump  of  at  least  30,000  gallons  capacity.  The 
Fire  Commissioner  may  permit  suction  from  a  river  or  well 
if  in  his  opinion  the  required  quantity  of  reasonably  clean 
water  may  be  obtained  thereby,  except  that  where  river 
suction  is  proposed  and  standpipe  primary  water  supply  is 
taken  from  street  main,  approval  of  the  proposition  shall  be 
obtained  also  from  the  Department  of  Water  Supply,  Gas 
and  Electricity.  In  addition  to  yard  hydrants,  the  Fire  Com¬ 
missioner  may  require  one  Monitor  nozzle  with  remote  con¬ 
trol  for  each  40,000  sq.  ft.  of  area  or  fraction  thereof  when 
in  his  opinion  an  unusual  hazard  exists  or  may  exist. 
Monitor  nozzles  shall  be  located  as  ordered  by  the  Fire 
Commissioner. 

Standpipe  risers  may  be  connected. to  yard  hydrant  systems 
when  such  systems  are  provided  with  gravity  tanks  in  ac¬ 
cordance  with  this  rule,  or  when  same  conforms  with  Rule 
9.  Subdivision  A  (city  main  connection). 

Yard  hydrant  systems  connected  to  city  main  shall  be  pro¬ 
vided  with  Post  Indicator  valve  located  in  an  accessible  posi¬ 


tion.  The  Post  Indicator  valve  shall  be  sealed  or  locked  open 
and  be  painted  a  Fire  Department  red. 

Yard  hydrant  systems  with  more  than  one  hydrant  shall  not 
be  connected  to  City  mains  outside  of  the  high  pressure  fir* 
service  area,  unless  approved  by  the  Board  of  Standards  and 
Appeals. 

Provision  for  steamer  connections,  fireboat  connections, 
oressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  86.  THEATRES.  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also  be  sup¬ 
plied  by  approved  electric  pump  or  pumps  having  a  capacity 
of  at  least  250  gals,  per  minute  at  100  lbs.  per  square  inch 
in  buildings  without  occupancy  above  the  roof  and  at  125 
lbs.  per  square  inch  pressure  in  buildings  having  any  oc¬ 
cupancy  above  the  auditorium  roof.  Power  for  pumps  shall 
be  supplied  by  electric  motors  of  sufficient  horsepower  to 
drive  pump  without  sign  of  overload.  Pumps  shall  be  by¬ 
passed  to  suction  tanks,  as  provided  for  elsewhere  in 
these  rules  under  FIRE  PUMPS.  Pumps  shall  suction 
from  steel  or  reinforced  concrete  tanks  of  not  less  than 
5,000  gallons  water  capacity.  Pumps  shall  deliver  initial 
supply  of  water  and  shall  be  connected  to  an  approved 
electric  device  which,  upon  a  reduction  of  pressure  below 
the  allowable  minimum,  will  automatically  start  the  pump 
and.  upon  a  restoration  of  the  required  pressure,  will  auto¬ 
matically  shut  off  the  pump.  The  automatic  starting  de¬ 
vice  shall  be  set  to  cut  in  at  60  lbs.  pressure  and  to  cut 
out  at  80  lbs.  pressure.  In  addition  to  the  automatic  start¬ 
ing  device  there  shall  be  provided  a  hand  starter  for  emer¬ 
gency  use  and  there  shall  also  be  provided  a  pressure  gauge 
on  the  panel  board. 

Rule  87.  STREET  MAIN  CONNECTIONS.  Sub¬ 
ject  to  the  requirements  of  the  Department  of  Water  Sup¬ 
ply,  Gas  and  Electricity,  the  size  of  each  standpipe  connec¬ 
tion  to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the.  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply.  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  approved 
type  allowing  free  flow  of  water.  Supply  throueh  the 
meter  shall  be  checked  against  the  Fire  Department  Siamese 
Supply  and  against  tank  supply. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a.  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  88.  HIGH  AND  LOW  WATER  ELECTRIC 
ALARMS.  The  high  and  low  water  electric  alarm  for 
Gravity  tanks  shall  be  so  constructed  and  arranged  that  a 
decrease  in  the  quantity  of  water  below  the  required  fire 
line  reserve  shall  cause  an  alarm  to  be  given,  in  either  the 
pumn  room  or  engineer’s  room.  An  annunciator  shall  .be 
provided  in  connection  with  the  alarm  system.  The  high 
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and  low  tell  tale  electric  devices  for  gravity  tanks  shall  be 
so  constructed  that  they  will  not  be  affected  by  moisture  and 
the  parts  shall  be  heavy  and  rugged.  The  level  of  the  water 
in  the  gravity  tank  shall  be  indicated  by  an  approved  device. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  vibrating  gong  of  at  least  6 
inches  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically.  The 
control  cabinet  shall  be  arranged  for  conduit  installation 
and  shall  be  located  in  the  engineer’s  room  or  pump  room 
where  it  will  be  under  supervision  of  the  person  in  charge 
of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of  Chap¬ 
ter  9  of  the  Code  of  Ordinances.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Independent  electric  generating  plants. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  a  110  volt  lighting  serv¬ 
ice  a  suitable  cut-out  is  to  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
system  shall  be  the  first  connection  on  the  house  side  of  and 
as  near  as  practicable  to  the  meter.  When  batteries  are 
used  to  operate  the  system  they  shall  be  placed  in  an  ap¬ 
proved  cabinet  provided  with  a  lock  and  key. 

Rule  89.  DRY  PIPE  VALVE.  A  dry  pipe  valve 
shall  be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be  main¬ 
tained  dry,  but  in  the  event  of  a  hose  valve  being  opened, 
the  dry  pipe  valve  automatically  releases  the  water  into  the 
standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  are  impracticable,  dry  pipe 
valves  may  be  installed. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  system  oper¬ 
ated  from  the  control  station  at  each  hose  outlet.  Dry  pipe 
valve  shall  be  located  as  near  as  practicable  to  the  standpipe 
system,  in  an  enclosed  place,  protected  from  mechanical  in¬ 
jury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall  below 
25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth  of  the 
water  pressure  in  any  case.  Not  more  than  16  hose  outlets 
shall  be  supplied  through  one  dry  pipe  valve.  The  air  com¬ 
pressor  shall  have  a  capacity  of  not  less  than  11  cu.  ft. 
per  minute,  and  the  air  supply  for  the  pump  shall  be  taken, 
if  possible  from  a  room  containing  dry  air,  or  it  shall  pass 
through  a  drying  chamber  containing  calcium  chloride  in 
order  to  avoid  the  introduction  of  moisture  into  the  system. 

A  closed  circuit  alarm  shall  be  provided  in  connection  with 
each  dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  90.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter  with 
remote  control. 

Rule  90a.  ROOF  SETBACK  HOSE  OUTLETS.  A 


two-way  hose  outlet  tee,  with  one  outlet  properly  capped, 
»hall  be  provided  in  the  standpipe  risers  on  floor  level  of  any 
intermediate  roof  setbacks  on  all  buildings  exceeding  one 
hundred  feet  in  height  when  the  following  conditions  exist: 

1.  When  the  building  has  a  frontage  of  fifty  feet  or  over. 

2.  And  there  are  adjoining  roofs,  window  openings  or 
other  exterior  exposures  within  fifty  feet  of  the  roof  parapet. 

3.  And  the  depth  of  the  setback  exceeds  ten  feet. 

4.  And  the  setback  exceeds  one  hundred  feet  above 
grade  level. 

Rule  91.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Com¬ 
missioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner,  and  ex¬ 
cept  that  all  such  fire  line  systems  shall  have  or  be  provided 
with  the  following: 

1.  Roof  gravity  tank  shall  have  a  reserve  of  approxi¬ 
mately  3,500  gallons  of  water  for  fire  line. 

2.  The  bottom  of  the  gravity  tank  shall  be  not  less  than 
20  feet  above  the  hose  outlet  in  the  highest  story. 

3.  A  4-inch  emergency  drain  with  gate  valve. 

4.  House  lines  taken  from  outside  of  tank. 

5.  Tank  properly  heated  and  provided  with  'overflow 
line. 

6.  Tank  shall  not  be  fed  through  fire  line. 

7.  Tank  to  be  fed  at  not  less  than  65  gallons  a  minute 
by  pump  or  direct  city  connection. 

8  An  iron  ladder  of  substantial  construction,  properly 
braced,  extending  to  top  of  tank. 

9.  At  least  one  gfate  valve  at  the  downstream  side  of 
tank  check  unless  a  gate  valve  has  been  installed  on  either 
side  of  check. 

10.  Hose  valves  and  hose  not  less  than  2]/2  inches  in 
good  serviceable  condition.  No  automatic  hose  valves  per¬ 
mitted. 


11.  Wheel  of  hose  valve  within  6  ft.  6  in.  of  stair  land¬ 
ing  or  of  steps  within  2  ft. 

12.  An  open  or  automatic  ball  drip  between  the  Siamese 
-'heck  and  Siamese. 

13.  Approved  3  in.  x  3  in.  Siamese,  with  approved  caps 

14.  The  words  “STANDPIPE”  cast  in  the  body  of 
the  valve,  or  on  metal  plates  secured  to  Siamese  riser,  or 
secured  to  face  of  building  behind  the  Siamese. 

15.  The  Siamese  street  riser,  wall  collars  and  caps  painted 
a  Fire  Department  red. 

16.  Outlet  pressure  reducers  on  all  hose  outlet  valves 
where  the  pressure  exceeds  50  lbs.  per  square  inch. 

1 7_  In  factory  or  other  buildings  of  hazardous  use,  where 
the  fire  lines  are  not  within  a  protected  stair  enclosure  and 
may  be  subjected  to  fire  exposure  because  of  such  location, 
they  shall  be  protected  by  asbestos  covering,  wire  lath 
and  cement,  or  terra  cotta  blocks  as  described  in  these 
rules. 


18-.  Fire  lines  shall  be  protected  from  freezing  as  speci¬ 
fied  in  these  rules. 

19.  The  tank  shall  be  provided  with  a  high  and  low 
water  electric  alarm,  except  where  there  is  an  automatic 
ruling  pump  installed. 

20.  The  bonnets  or  caps  of  all  Siamese  or  tank  check 
valves  which  have  been  in  the  fire  lines  for  at  least  ten 
years,  where  practicable,  shall  be  removed  and  the  interior  of 
valve  cleaned  of  all  rust  or  other  accumulations.  The  body 
of  the  valve  shall  then  be  given  a  good  coat  of  red  lead  and 
linseed  oil. 


Rule  92.  HOSE  OUTLET  VALVE.  Hose  outlet  valves 

shall  be  2l/2  m. 

A— All  hose  outlet  valves  hereafter  installed  in  buildings 
not  exceeding  300  feet  in  height,  or  for  the  uppermost  300 
teet  in  any  building,  shall  conform  to  the  following  speci¬ 
fications  : 
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RULES 


sq. 


1.  Valves  shall  have  a  clear  waterway  of  at  least  5 

in.  in  area.  , 

2.  They  shall  show  not  more  than  5  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  hydraulic 
pressure  under  normal  working  conditions. 

4.  They  shall  stand  a  hydrostatic  pressure  test  of  750  lbs. 
per  sq.  in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  300  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Only  angle  globe  valves  shall  be  permitted. 

B— Hose  outlet  valves  hereafter  installed  in  buildings  ex¬ 
ceeding  300  feet  in  height,  except  as  provided  for  in 
Subdivision  A,  shall  show  not  more  than  5  lbs.  fric¬ 
tion  loss  for  a  flow  of  300  gallons  per  minute;  they  shall 
close  tightly  against  500  lbs.  hydraulic  pressure  under  normal 
working  conditions;  they  shall  stand  a  hydrostatic  test  of 
1,250  lbs.  per  square  inch  for  30  minutes  and  not  distort ; 
they  shall  stand  the  operation  of  full  opening  and  closing 
300  times  under  250  lbs.  hydraulic  pressure  without  leaking 
at  stuffing  box  or  seat.  They  shall  be  of  brass  or  best  grade 
of  valve  bronze. 

Straight-way  gate  valves  may  be  submitted  for  test. 

All  hose  outlet  valves  hereafter  installed  shall  have  cast  in 
the  body  of  the  valve: 

1.  The  manufacturer’s  name  or  trade-mark. 

2.  The  working  pressure  of  the  valve. 

3.  The  approval  number  of  the  Board  of  Standards  and 

Appcnls 

Not  less  than  2  approved  hose  valves  shall  be  delivered  to 
the  office  of  the  Board  of  Standards  and  Appeals,  the 
weight  and  other  general  matter  noted,  and  valves  certified. 
One  of  the  valves  shall  then  be  delivered  to  the  office  of  the 
Fire  Commisioner,  with  certified  specifications. 

Rule  93.  SPECIFICATIONS.  Siamese  Connections. 
Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of. sufficient  strength 
to  comply  with  Item  8  of  this  specification.  All  movable 
parts,  clappers,  swivels  and  all  bolts,  washers,  nuts,  screws 
and  pin  bearings  and  all  swivel  bearings  shall  be  of  non- 

corrodible  metal.  ... 

2  Clapper  valve  seats  shall  be  made  of  non-corrodible 
metal  and  shall  be  machined  to  insure  a  tight  seat  for  clapper 
valves 

3  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  he  less 
than  the  combined  areas  of  the  waterways  through  the  two 
valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position  of 
maximum  opening. 

5  Clappers  shall  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will  be 

^  Swivels,  attached  to  the  body  of  the  Siamese  by  means 
of  a  collar  expanded  cold  or  screwed  into  the  body  of 
the  Siamese,  or  with  other  bearing  surface  extending  en¬ 
tirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  Item  8 

7  Clapper  valves  must  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8  Siamese  connections  must  stand  a  hydraulic  pressure 
test  of  500  lbs.  for  30  minutes  under  normal  working 

d*tion« 

C°9.  1  Clapper  valves  shall  be  tight  for  any  pressure  on 

standpipe  side  up  to  300  lbs.  ....  .  . 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 

the  threads  of  the  inlets. 


11.  The  inlet  swivels  to  Siamese  connection  shall  be  pro¬ 
vided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the  top 
of  the  body  of  the  Siamese  or  on  wall  plate,  in  1  in.  letters 
not  less  than  Y&  of  an  inch  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in  the 
same  system  with  a  land  end  Siamese  connection,  clapper 
valves  shall  be  omitted  from  the  land  end  Siamese. 

Rule  93a. 

Specifications  and  Performance  Requirements  for 
Adjustable  Pressure  Reducers  for  Use  At  254-Inch 
Hose  Outlets  of  Standpipe  Systems. 


These  valves  are  for  use  at  outlets  for  2 -inch  hose  on 
standpipe  systems  to  permit  securing  adjustment  of  the  water 
pressure  in  hose  and  at  nozzles  as  is  required  in  the  Standpipe 
Rules  of  the  Board. 

1.  The  body  and  working  parts  of  the  valve  shall  be  of 
brass  or  bronze  of  a  quality  and  thickness  satisfying  the 
hydrostatic  pressure  test  requirement  given  below  and  corro¬ 
sion-resisting.  A  bronze  of  not  less  than  83  per  cent  copper 
and  i5  per  cent  tin  and  of  not  more  than  7  per  cent  zinc  and 
not  more  than  3  per  cent  lead  will  be  judged  to  furnish  ac¬ 
ceptable  corrosion  resistance. 

2.  Threaded  parts  for  connection  to  hose  couplings  shall 
conform  to  the  New  York  Fire  Department  thread  for  254- 
inch  fire  hose. 

3.  The  design  shall  provide  that  the  friction  loss  shall  not 
exceed  10  lbs.  when  the  valve  is  in  the  full  open  position  and 
is  discharging  not  less  than  200  gallons  per  minute. 

4.  It  shall  be  possible  to  operate  the  adjustable  means 
through  its  full  range  by  means  of  a  regulation  Fire  Depart¬ 
ment  goose-neck  spanner  wrench  or  manually  when  subject 
to  an  upstream  hydraulic  pressure  of  500  lbs  per  square  inch. 

5.  The  valve  shall  withstand  without  fracture  or  excessive 
leakage  the  application  for  30  minutes  of  an  internal  hydro¬ 
static  pressure  of  at  least  1,250  lbs.  per  square  inch. 

6.  It  shall  be  possible  to  secure  all  movable  exterior  parts 
of  the  valve  which  affect  the  pressure  adjustment  so  that  the 
adjustment  will  be  not  altered  accidentally  or  by  tampering 
without  giving  evidence  of  the  alteration.  It  shall  be  pos¬ 
sible  to  readily  accomplish  any  desired  adjustment  within  the 
range  specified  below  by  the  use  of  a  regulation  Fire  Depart¬ 
ment  spanner  wrench. 

7.  The  adjustable  means  shall  provide  that  the  waterway 
within  the  body  of  the  valve  shall  be  not  less  than  2.5  square 
inches  in  area  when  in  full-open  position  and  at  least  0.5 
square  inch  when  in  the  fully  reduced  position..  Between 
these  positions  there  shall  be  not  less  than  13  positions  of  the 
pressure  adjusting  means  at  each  of  which  a  positive  pressure 
reduction  shall  be  obtained.  Each  such  position  shall  be  indi¬ 
cated  by  suitable  markings  or  equivalent  means. 

8.  When  necessary,  straightening  vanes  or  baffle  plates  of 
brass  or  bronze,  at  least  No.  14  B&S  gauge  in  thickness  shall 
be  placed  in  the  down-stream  or  discharge  part  of  the  valve 
to  regulate  jet  effect  of  water  and  protect  hose. 

9.  The  valve  shall  be  marked  so  that  it  may  be  identified 
after  installation  to  show  a  registered  name  or  trade-mark, 
together  with  the  Calendar  Number  assigned  to  it  by  the 
Board  of  Standards  and  Appeals  and  the  registered  symbol 
of  endorsed  approval  by  testing  agency.  These  markings 
shall  be  in  letters  and  figures  at  least  Y\  inch  high. 

10.  The  valve  shall  be  so  marked  as  to  clearly  indicate 
when  it  is  installed  the  upstream  pressure  producing  50  lbs. 
pressure  at  its  discharge  according  to  adjustment  at  which  it 
is  set  as  specified  in  paragraphs  6  of  these  Rules.  These 
markings  shall  be  in  letters  and  figures  at  least  Yi  inch  high. 

Not  less  than  two  approved  pressure  reducing  valves  shall 
be  delivered  to  the  office  of  the  Board  of  Standards  and  Ap¬ 
peals,  the  zveight  and  other  general  matter  noted,  and  valves 
certified.  One  of  the  zxdves  shall  then  be  delivered  to .  the 
office  of  the  Fire  Commissioner,  with  certified  specificatioius. 

The  Board  of  Standards  and  Appeals  hereby  serves  notice 
that  approvals  granted  hereunder  are  subject  to  amendments 
or  limitations  as  and  wherever  in  its  opinion  service  condi¬ 
tions  in  buildings  may  require.  <  . 

Saving  Clause.  All  rules  and  regulations  previously 
adopted  and  conflicting  with  these  rules  are  hereby  rescinded. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  September  20,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


261 

305 

74 


205 

9 

39 

2 

51 

6 

0 

12 

0 

0 

964. 

704 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . • . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . .  *  ’  * 

Requests  for  modification  denied . ’’’ 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved . ” 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn..., 

Interpretations  . 

Requests  withdrawn  or  dismissed . *. 

Total  . 


38 

17 

88 

4 

173 

35 

24 

1 

0 


170 

17 
9 
0 

38 

1 

2 

0 

51 

0 

6 

0 

0 

0 

12 

0 

0 

0 

C 

18 

704 


Cases  pending  September  20,  1933. 
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WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and  offices  of  the  board  and  nf  f,  ..  ,  , 

applicants,  and  to  all  lawyers,  architects  and  engineers  calendars  in  the  daily  press  publ.cat.on  of  the 

representing  owners  or  lessees  in  proceedings  before  the  pwtu  ve  «.  •  •  ,  , 

board—  ,  Fourth,  That  no  one  is  entitled  to  written  notice  of  the 

,  .  date  i0.r  the  hearing  in  his  case,  and  that  the  plea  of  failure 

First  That  if  they  do  not  appear  in  person  or  by  rep-  to  receive  such  notice  is  no  excuse  for  neglecAo  annear 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack  Fifth,  That  the  business  of  tb»  t™,  a  •  Tj  Ppear;  „ 

of  prosecution  is  likely  to  result.  cases  nmmntlv  lb  f  H  ud, ,S  t0  dlspose  of  aI1 

0  ,  .  ,  cases  promptly,  for  the  reason  that  the  pendancy  of  an 

Second,  That  due  and  ample  notice  of  the  date  set  for  a.PPeT  or  petition  ties  the  hands  of  the  administrative  offi 
hearing  is  provided  in  the  publication  in  this  Bulletin  of  cial,  'n  enforcing  his  order,  therefore,  no  appeal  or  oetition 

o?e  calendars  of  the  board,  each  case  being  set  down  by  W1  flowed  to  be  hung  up  by  reason  of  failure  of  thp 

Calendar  Number  and  premises  under  the  date  of  the  aPPeHant  or  petitioner  to  file  necessary  data  or  hv  m 

hearing.  other  method  of  delay.  y  y 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  cen^d  appljdatio"  °r  Petition  will  be  ac- 

hearing  can  be  entertained  in  view  of  this  publication  and  and  data  reiuEed  bv  law  °r  5  mg’  P.aTers’  plans 

of  the  posting  of  the  calendars  on  the  bulletin  board  in  the  blank  appeal  appHcatiin or 0"  the 

BOARD  OF  STANDARDS  AND  APPEALS  ~  _  " 

Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2  50)  for  <mWrinfin«  ^ 

LETIN  OF  THE  BOARD  OF  STANDARDS  a'nd  APPeSls^IW 

Name . 

Street . 

P.  O . 

My  Subscription  is  to  begin  with  the  issue  for. . . 

.  1933. 
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DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  he  addressed  to  the  chairman  of 

the  board 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  R^om  1013,  Municipal  Building, 


Manhattan. 


HOURS  FOR  CONSUL^T^!^ 

10  A.  M P  M.  % 

Any  person  desiring  to  consult  tfte^chqii-ipan  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board?  will  be  seen 
only  between  the  hours  of  ten  in  t|ie  morning  and  one  in 
the  afternoon — Saturdays  excepted. 

-  tty  '•> 

CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday ,  October  2,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Monday  October  9,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  September  26,  1933, 

10  A.  M. 

Minutes  of  Regular  Meeting,  September  26,  1933, 

2  P.  M. 

Approved  Fireline  Hose  Valves. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  arid 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


-< 

(I 


HARRIS  H.  MURDOCK,  Chairman.  *>  • 
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CALENDAR 


New 
Cal.  No. 
312-33-BZ. . 


311-33-BZ . D.B.B 


310-33-BZ . D.B.B. 


309-33-SA. 


308-33-BZ . D.B.B. 


307-33-BZ . D.B.B 


306-33-A . D.B.M 


DOCKET. 

Cases  Filed  up  to  September  27,  1933. 
Department.  Premises  Affected. 

- D.B.Q. . .  .Southeast  corner  of  Merrick 

blvd.  &  Linden  blvd.  (Block 
3104,  part  of  Lot  1),  St.  Al¬ 
bans,  Q.,  Plan  No.  1815-  33 
...5709-5717  Church  ave.  (Block 
4683,  Lot  36^2  &  part  of  Lots 
42  &  44),  Bklyn., 

Applic.  10069-33 
..1872-1890  Gerritsen  ave.  (Block 
6838,  Lot  1),  Bklyn., 

Applic.  9659-33 
..Hercules  Oil  Burner,  Models  H 
&  HF,  Appliance 

..195  Prospect  Park  West  (Block 
1103,  Lot  48),  Bklyn., 

Applic.  8418-33 
..1758-1766  Coney  Island  ave. 
(Block  6592,  Lot  18),  Bklyn., 
Applic.  8386-33 
..311  W.  120th  st.  (Block  1947, 
Lot  23),  Man.,  F-5072 


..F.D. 


RULES 

Certificate  of  Occupancy,  approved  ^  S*  ^>ublication  in  Bulletin 

ConcrrtT3 Fiat  'slabs,'  KVles\\\\\\\\jm£  J  SStvo!'  11  31 

Concrete  Rules  (Hydrated  Lime) . .  .Ju”y  25  luafcv.  *  It  50, 

Flevator  Rules  . .Mar  2*  JuSlIX0  ’  J8  No'  30 

Fxit  Rules  (Revolving  Doors) ...  Sept  26  19SS  v°1  io  h°' 

Factory  Exit  Rules .  |aJ,  i«!k~X  1’  No.  39 

Fire  Alarm  Rules  (Interior) . .L/t  26  1  q£tv°  '  io  xt°‘  1 

Fire  Drill  Rules .  ?u§»~X0.-  18  No.  39 

Fire^  Retarding  Rules  for  Garages,  *  ’  19di~Vo1-  13  22 

Fireproof  Wood,' '  Testing  '  ’of! '.  X  ) jfgy  Jf*  ijmZvni'  1§  N°.  38 

Frame  Garages,  Ruling  for . Jan  21  ‘  13  £°*  23 

Fuel  Oil  Rules .  .  i  ;  f9i9—Vo1-  4  Wo.  8 

Gas  Shut-Off  Rules . .  Anr  ’  1 7 ’  iu-«IlXoli‘  J8  No.  38 

Hatchway  Protection  . W  1’  Ju^~X°  •  10  No‘  14 

Paint,  Varnish  and  Eacquw  *  Spray-  5’  Vo1-  18  Wo.  23 

PlumbfngR  RuVes.  . -j,Unne  L933 — Vol.  IS  Wo.  24 

Procedure,  Rules  of . V.V.V . .'w  ^  rovtlv0!'  W°'  17 

Refrigerating  Systems,  Extract  C.  O.Apr.  18  193^1  Vol‘  IS  N°'  ik 

Smoking  in  Factories,  Rules  for  |7,i„  i?’  7,°  ’  18  No.  16 

Sprinkler  Rules . ’....!  Dec  6  i  ’  18  "°-  28 

Standpipe— Fireline  Rules  . Sept  26  1933  Vo '  m°'  o9 

Structural  Alterations,  Reporting.  ..June  7  laiaZvn  '  It  ?9 

Wire  Glass  Rules  (Amendment  to  ’  1932~ Vo1-  17  Wo.  23 

Rule  50o  of  Industrial  Code).. Apr.  10,  1923-Vol.  8  Wo.  15 

LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves  , 

Fuel  Oil  Burners  for  ' Domestic'  and  °Ct‘  3’  1933~  Vol.  18  No.  40 

Commercial  Use . 

Fuel  Oil  Burners  for  Industrial  uie.W  12  1QafZv°!‘  Jo  X°'  40 

Fuel  Oil  Pumps .  }«’  ™§§~X°J-  78  No.  37 

. 18.  1933—  Vol.  18  Wo.  29 


384-31-BZ . D.B.B 


Restored  to  Calendar. 

161-33-BZ . D.B.Q - 170-07  115th  ave.,  northeast 

corner  of  170th  st.  (Block 
3087,  Lot  250),  Jamaica,  Q., 

~  ”  Decision 

78-33-BZ . D.B.M. .  ..452-460  W.  167th  st.  (Block 

2111,  Lot  92),  Man., 

N.  B.  15-1933 
...2596-2604  Linden  blvd.,  south¬ 
west  corner  of  Crescent  st. 
(Block  4485,  Lots  6  &  9), 
Bklyn.,  Applic.  1120-1930 

..D.B.B - 261-267  Sheridan  ave.,  southeast 

corner  of  Conduit  blvd. 
(Block  4239,  Lot  9),  Bklyn., 
Applic.  2567-33 
.  .2066-2076  Pitkin  ave.,  southwest 
corner  of  Pennsylvania  ave. 
(Block  3737,  Lots  19,  20  & 
21),  Bklyn.,  Violation  367-33 
.1901-1911  10th  ave.,  southeast 
corner  of  19th  st.  (Block 
890,  Lot  1),  Bklyn., 

Applic.  9843-33 


723-29-BZ _ 


706-29-BZ . D.B.B. 


823-19-BZ . D.B.B. 


CODE 


F.D . 

H.D . 

D.B.B . 

D.B.M . 

D.B.Q . 

D.B.R . 

D.B.Bx . 

T.H.D . 


. Fire  Department 

............. .Health  Department 

•  Department  of  Buildings,  Brooklyn 
■  Department  of  Buildings,  Manhattan 
....Department  of  Buildings,  Queens 

•  Department  of  Buildings,  Richmond 
....Department  of  Buildings,  Bronx 
. Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  2,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

200-33-BZ. 

Gas  com 

PREMISES  2153-2159  First  avenue,  northwest  corner  oi 

fa?,  Manhattan^  (B'°Ck  N°'  1683'  part  of  L»‘  N° 
APPLICATION^  under  section  21  „f  lhe  building  zo„( 

10  PEte“I,Keiofaab«sol?S  d,'Slr!Cl  the  .erecti<>"  main- 
reliance  ot  a  gasoline  service  station. 

216-33-BZ. 

APPU  AAs"n‘'rnef-  D°yle'  f°r  M'  L' 

PREMISES  2414-2420  Flatbush  avenue,  southwest  corner 
of^Avenue  I  (Block  No.  8542,  Lot  No.  41),  Brook- 

APPLICATION,^  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
tenance  of  a  gasoline  service  station. 

219-33-BZ. 

APPLICANT— Milton  M.  Samuels,  for  88th  Holding  Co 
Inc.,  owner.  *»  ’ 

PREMISES— Northwest  corner  of  192nd  street  and  35th 
avenue  (Block  No.  922,  Lot  No.  39)  Pushing 
Borough  of  Queens.  g’ 

APPLICATION,  under  section  21  of  the  building  zone 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

596-32-BZ. 

P  R  E  MT^F  q o avY t!fu ’  f°r  Vincent  Esposito,  owner. 
REMISES— 619  East  Fordham  road,  northwest  corner  of 

Hughes  avenue  (Block  No.  3273,  Lot  No  252)  Th» 
Bronx.  '  ’ 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  June  20,  1933). 

249-33-BZ. 

APPLICANT— Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 
owner. 

PREMISES— 1312-1314  Fifth  avenue,  northwest  corner  of 
West  110th  street  (Block  No.  1594,  Lot  No.  36), 
Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

259-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Frank  H.  Beck, 
owner. 

PREMISES — West  side  of  Bronx  boulevard,  103.24  ft. 
north  of  East  239th  street  (Block  No.  5074,  Lot  No. 
13),  The  Bronx. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  factory  building. 


OCTOBER  3,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
3,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

cal.  no.  174-33-BZ — Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bernard  Brownstein,  applicant, 
on  behalf  of  Louis  Padolsky  and  John 
Sheridan,  owners,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
northeast  corner  of  Gates  avenue  and  St. 
Nicholas  (avenue)  street  (Block  No. 
2460,  Lot  No.  1),  Ridgewood,  Borough 
of  Queens. 

cat...  no.  177-33-BZ — Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Gilbert  I.  Prowler,  applicant,  on  be¬ 
half  of  Joseph  Gross,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  9614-9626  Flatlands  ave¬ 
nue,  southwest  corner  of  Rockaway 
parkway  (Block  No.  8204,  Lot  No.  42), 
Brooklyn. 


cal.  no.  330-28-BZ — Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  Novem¬ 
ber  11,  1930;  reopened  January  4,  1933; 
dismissed  for  lack  of  prosecution  June 
27,  1933 ;  reopened  and  restored  to  Cal¬ 
endar  July  11,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Kenneth 
O’Brien,  applicant,  on  behalf  of  New 
York  Title  &  Mortgage  Co.,  equitable 
owner,  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24, 
1928,  to  permit  in  lieu  of  the  erection 
of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district; 
premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue 
(Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  The  Bronx. 
HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  3,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56- 33-A— 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 
212-33-A — Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  6, 
Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

205-33- A— 52-55  to  52-65  74th  street  (Decker  street), 
northeast  corner  of  Grand  avenue  (Block 
No.  2492,  Lot  No.  8),  Elmhurst,  Borough 
of  Queens. 

209-33-A — 2-4  East  56th  street  and  717-719  Fifth  avenue 
(Block  No.  1291,  Lot  No.  69),  Manhattan 
285-33-A — 165-207  Melrose  street  and  16-44  George  street 
(Block  No.  3156,  Lot  Nos.  12,  13,  14,  15,. 
48,  49,  50  and  51),  Brooklyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57- 33-S— 417-423  East  105th  street  and  404-418  East  106th 

street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive).  Manhattan. 
211-33-S— 262-264  West  35th  street  (Block  No.  784,  Lot 
Nos.  76,  77  and  78),  Manhattan. 

Appliances  Submitted  for  Approval. 

254-33-SA — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
282-33-SA — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

284-33-SA — Auto-Heat  Oil  Burner,  approval  of. 
298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  9,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

201-33-BZ. 

APPLICANT — Ross  &  Ross,  for  Alpine  Service  Corp., 
owner. 
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PREMISES — 18-20  Flushing  avenue,  southeast  corner  of 
North  Elliot  place  (Block  No.  2027,  Lot  Nos.  23 
and  24),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

203-33-BZ. 

APPLICANT — Borden’s  Farm  Products  Co.,  Inc.,  owner. 

PREMISES — 363-381  Fourth  avenue,  east  side,  northeast 
corner  of  6th  street  and  southeast  corner  of  5th 
street  (Block  No.  987,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


cal.  no.  72-30-BZ — Application,  January  30,  1930;  granted 
for  a  garage  April  22,  1930;  reopened 
December  23,  1930  ;  installation  of  a 
gasoline  service  station  granted  March 
31,  1931;  reopened  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  The  Connelly  Con¬ 
struction  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  omission  of  a  proposed 
garage  and  gasoline  service  station 
granted  by  the  board  and  the  substitu¬ 
tion  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
3491-3507  Fort  Hamilton  parkway,  south 
side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21 
and  part  of  Lot  No.  27),  Brooklyn. 


241-33-BZ. 

APPLICANT — Edward  L.  Kelly,  for  The  New  York  Asso¬ 
ciation  for  the  Blind,  owner. 

PREMISES — 875-881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

595-30-BZ. 

APPLICANT — Diamond  Evangelista,  owner. 

PREMISES — 2478-2488  Coney  Island  avenue,  northwest 
corner  of  Avenue  V  (Block  No.  7136,  part  of  Lot 
Nos.  35  and  39),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  under  new  state  of  facts  June  13 
1933). 


277-33-BZ. 

APPLICANT  Casper  P.  Colla,  for  Anna  Rocco,  owner. 

PREMISES— 89-91  Withers  street,  north  side,  80  ft.  west 
of  Leonard  street  (Block  No.  2737,  Lot  Nos.  27  and 
28),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  an  unrestricted  use  district 
into  a  business  use  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles. 


192-33-BZ. 

APPLICANT— Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES  9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No  74) 
Brooklyn.  '  '  ’ 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


cal.  no.  138-33-BZ — Application,  April  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Morris  F.  Jones,  applicant,  on  behalf 
of  George  R.  Clarke,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop ;  premises  east 
side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot 
Nos.  6  and  8),  Woodside,  Borough  of 
Queens. 

CAL.  no.  239-33-BZ— Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Victor  Mayper,  applicant,  on  behalf 
of  David  F.  Kemp,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing 
building  from  residence  to  business  use 
(restaurant)  ;  premises  north  side  of 
New  Hyde  Park  road,  1,185  ft.  east  of 
Little  Neck  road  (Block  No.  4126,  Lot 
No.  46),  Great  Neck,  Borough  of 
Queens. 

CAL.  NO.  384-20-BZ— Application,  May  27,  1920;  garage 
granted  July  20,  1920 ;  reopened  June  20 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Charles  P.  Cannella 
applicant,  on  behalf  of  Catherine  Egen- 
berger  present  owner,  to  permit,  partly 
m  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a 
gasoline  service  station  in  a  garage  for 
more  than  five  (5)  motor  vehicles  (pre- 
panted  by  the  board)  ;  premises 
‘^  Jamaica  avenue,  southeast  cor- 
ner  of  Chestnut  street  (Block  No  4104 
Lot  Nos.  24  and  25),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  10,  1933,  2  P.  M. 


OCTOBER  10,  1933,  10  A.  M. 

Building  Z one  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning  October 
10,  1933  at  10  o’clock,  in  Room  1013,  Municipal’ Buildup 
on  the  following  matters: 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stan, 
Of atd '??pea  S  of  a  pVb,lc  hearinS  under  the  provisioi 
10  lh01dUatd2  nVln’l  r?s°i“,,on’  Tuesday  afternoon,  Octob, 

die  following  ottos’"  ’°13'  Mu"!cipal  ‘ 

CAL.  NO.  148-33-BZ— Application,  April  19,  1933,  under  se 
tion  21  of  the  building  zone  resolutio 
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of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

cai..  no.  214-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  P.  Cannella,  applicant,  on  be¬ 
half  of  Lora  Peragine,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  an  ice  manufacturing 
plant ;  premises  10-12  Prescott  place 
(Block  No.  1556,  Lot  Nos.  20  and  21), 
Brooklyn. 

cal.  no.  197-19-BZ — Application,  April  3,  191*,  branted  for 
a  garage  May  7,  1919;  reopened  June 
13,  1933,  under  sections  7a  and  21  of 
the  building  zone  resolution,  of  Fer¬ 
dinand  Savignano,  applicant,  on  behalf 
of  Sadie  Wohlberg,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board)  so  as  to  include  a  gasoline  serv¬ 
ice  station;  premises  950-954  Fulton 
street  (Block  No.  2014,  Lot  No.  20), 
Brooklyn. 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  16,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

155-33-BZ. 

APPLICANT — Nathan  D.  Aron,  for  Vito  Jacovino,  owner. 

PREMISES — 846-848  Shepherd  avenue,  west  side,  205  ft. 
south  of  Linden  boulevard  (Block  No.  4363,  Lot 
Nos.  17  and  18),  Brooklyn. 

APPLICATION,  under  sections  7f  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  (wrecking  automobiles  and  selling 
parts). 

196-33-BZ. 

APPLICANT— Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner. 

PREMISES — 57  St.  Marks  place  (Block  No.  450,  Lot  No. 
46),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  business  use. 


225-33-BZ. 

APPLICANT — Nat  C.  Helman,  for  Marie  V.  Hogan, 
owner. 

PREMISES — 2761-2771  86th  street,  northwest  corner  of 
West  9th  street  (Block  No.  7141,  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

256-33-BZ. 

APPLICANT — Otto  J.  Sambach,  for  Anthony  Gilmour, 
owner. 

PREMISES — 902  Huguenot  avenue,  west  side,  225  ft.  south 
of  Staten  Island  Railroad  (Block  No.  6815,  Lot  No. 
58),  Huguenot,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  coal  pocket. 

268-33-BZ. 

APPLICANT — Bly  &  Hamann,  for  Francesca  Viegal, 
owner. 

PREMISES— 535  Rutland  road,  north  side,  94  ft.  6)4  in. 
west  of  Kingston  avenue  (Block  No.  4803,  Lot  No. 
43),  Brooklyn. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  store  on  the  first  story  and 
as  dwelling  above. 

278-33-BZ. 

APPLICANT — Lloyd  E.  Mellor,  for  S.  E.  C.  and  M.  E. 
Bernheimer  Co.,  owner. 

PREMISES — 2401-2407  Broadway  and  251-255  West  88th 
street,  northwest  corner  (Block  No.  1236,  Lot  No. 
10),  Manhattan.  _  _  - 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  build¬ 
ing  from  dwelling  to  business  use. 

296-33-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Richmond  Railways, 
Inc.,  owner. 

PREMISES — 92  Brook  street,  south  side,  180  ft.  east  of 
Jersey  street  (Block  No.  34,  Lot  Nos.  12,  45,  52, 
1  and  22),  Tompkinsville,  Borough  of  Richmond. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 


OCTOBER  17,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 

cal.  no.  190-33-BZ — Application,  May  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  E.  Bahr,  applicant  and  owner, 
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to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  an  exist¬ 
ing  dwelling  to  business  use  (store)  ; 
premises  72  Middagh  street,  south  side, 
114  ft.  west  of  Henry  street  (Block 
No.  216,  Lot  No.  21),  Brooklyn. 

cal.  no.  724-29-BZ — Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 


cal.  no.  823-19-BZ— Application,  November  8,  1919;  garage 
granted  January  29,  1920;  reopened 
September  26,  1933,  for  further  con¬ 
sideration  and  modification  of  the  orig¬ 
inal  resolution,  under  sections  7e  and  21 
of  the  building  zone  resolution,  of 
Hunley  Abbott,  applicant,  on  behalf  of 
Spencer  Aldrich,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  and  additional  business  occupancy 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by 
the  board)  ;  premises  1901-1911  10th 
avenue,  southeast  corner  of  19th  street 
(Block  No.  890,  Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


REGULAR  MEETING 
TUESDAY  MORNING,  SEPTEMBER  26,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  September  19,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
September  19,  1933,  were  approved  as  printed  in  Bulletin 
No.  39,  Vol.  XVIII. 


BOARD  OF  STANDARDS  AND  APPEALS 


BUILDING  ZONE  CASES. 

148-33-BZ. 

APPLICANT— Irving  Proskauer,  for  Noviak  Holding 
Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  Hollis 
avenue  and  Cross  Island  boulevard  (Block  No.  1882 
Lot  No.  106),  Hollis,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  James  Kearney. 

For  Opposition:  B.  S.  Deutsch. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke 
owner. 

SUBJECT  -Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — East  side  of  58th  street,  75  ft. 
south  of  Laurel  Hill  boulevard  (Block  No.  2342^ 
Lot  Nos.  6  and  8),  Woodside,  Borough  of  Oueens’ 
APPEARANCES—  w 

For  Applicant:  Morris  F.  Jones  and  George  R. 

Clarke. 

For  Opposition:  Mrs.  Mary  Lemp. 


ACTION  OF  BOARD— Laid  over  to  October  10,  1933  at 
a.  m.,  to  amend  plans  in  department  of  buildings. 

214-33-BZ. 

APPLICALTT— Charles  P.  Cannella,  for  Lora  Peragine, 
SUBJECb^«f  “'“a"  (re  de.dsi<m  of  ,he  commissioner  of 

gs?'  ^sSdS? 

appearances-  ' 30  and  31)>  Br00klyn- 

“•  a* 

For  Opposition:  Morris  B.  Kessler,  Nathan  Green- 

ACTION  o  ToS’T  Yiney  and  Aaron  Friedman. 

9  10ARD  Laid  over  to  October  10,  1933  at 

of  *t  he”  board  mSPeCt'°n  and  report  by  a  committee 


197-19-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Sadie  Wohlberg 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
ot  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  altera¬ 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board)  so  as  to 

13  1933*  gaSO  me  service  station  (reopened  June 

PREMISES  AFFECTED-950-954  Fulton  street,  south 
side,  189  ft.  5*4  in.  east  of  St.  James  place  (Block 

APPEAKr  No-  20)'  b» 

F°r  WoMberg1 :  Arnold  W'  ^ederer  and  Jacob 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  10,  1933  at 
of  the^oard  mSpeCti°n  and  report  by  a  committee 


631-32-BZ. 

*S U R  IF r T N  A  m  ?icht,er’.  for  Minnie  Stone,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 

ot  buildings),  under  section  21  of  the  building  zone 
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resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 4602-4614  Kings  highway, 
southeast  corner  of  East  ^th  street,  and  1257  East 
46th  street,  northeast  corner  of  Avenue  I  (block 
No.  7750,  Lot  No.  5),  Brooklyn. 

APPEARANCES—  „ .  _  , 

For  Applicant:  William  Richter,  Ruben  Stone  and 

Solomon  Bernstein. 

For  Opposition:  James  Dorment,  Abraham  1  raub, 
H  A  Stern,  A.  J.  Farrell,  Antonio  Casella, 
Mrs  A.  Crane,  Mrs.  R.  J.  Forbes,  Mrs. 
Martha  B.  Walsh,  Mr.  D.  Donnelly  and  Mrs. 
James  Dugan. 

ACTION  OF  BOARD— Laid  over  to  October  10,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 

of  the  board. 

127-33-BZ. 

APPLICANT — William  F.  Regan,  for  Baldassare  Curreri, 

SUBTECT — Request  for  acceptance — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PRFMISES  AFFECTED— 261-267  Sheridan  avenue,  south- 
east  corner  of  Conduit  boulevard  (Sunrise  high¬ 
way),  (Block  No.  4239,  Lot  No.  9),  Brooklyn. 

For  Applicant :  Abraham  Horowitz  and  V  llliam  F. 

Regan.  .  .  ,  ,  • 

ACTION  OF  BOARD — Application  withdrawn;  papers  in 
this  case  to  be  incorporated  in  old  case,  Cal.  No. 
723-29-BZ,  which  has  been  reopened. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  Q 

Negative  .  0 

Absent  . 


ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2066-2076  Pitkin  avenue  and 
238-240  Pennsylvania  avenue,  southwest  corner 
(Block  No.  2737,  Lot  Nos.  19,  20  and  21),  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Tarlowe. 

ACTION  OF  BOARD— Application  reopened,  to  set  for 
Calendar  Call,  etc. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


592-24-BZ. 

APPLICANT— Cohn  Brothers,  for  Fannie  Blumberg,  pres¬ 
ent  owner,  substituted  for  Edward  P.  Doyle,  for  St. 
John’s  Estates.  Inc.,  owner. 

SUBJECT— Request  for  reopening— amendment— re  Appli¬ 
cation  (decision  of  the  superintendent  of  buildings), 
to  permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 240-250  Empire  boulevard 
(Block  No.  1314,  Lot  No.  44),  Brooklyn. 

APPEARANCES— None.  .  . 

ACTION  OF  BOARD— Request  for  reopening  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative  i  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  . 0 


723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Baldassare  Curreri, 

present  owner.  • 

SUB TECT— Request  for  acceptance— re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  residence  use  district  the.  installation  and  main¬ 
tenance  of  a  gasoline  service  station  (previous  v 
denied — June  3,  1930). 

PREMISES  AFFECTED— 261-367  SheJd?"  s°"“' 

east  corner  of  Conduit  boulevard  (Block  No.  4,„3J, 

Lot  No.  9),  Brooklyn. 

APPEARANCES^^  .  Abraham  Horowitz  and  William  F. 

ACTION  OF  BOARD— Application  reopened  and  papers  in 
Cal  No.  127-33-BZ  incorporated  in  this  case ;  to  be 

THE  VSOTE0rTOREOPEN:  TO  BE  SET  FOR  CAL- 

E^  Affirmative :  Chairman  Murdock,  Commissioners 

Connell,  Holland  and  Guilfoyle  and  Chief  _ 

McElligott  .  J 

Negative  .  0 

Absent  . 


384-31-BZ. 

APPLICANT— Charles  Goodman,  substituted  for  Harold  S. 
Kohn,  for  Ignazio  Di  Salvo,  owner. 

SUBJECT— Application  for  reopening — consideration— re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  an  office  building  to  be  used  in 
connection  with  an  existing  gasoline  service  station 
(previously  dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 2596-2604  Linden  boulevard  and 
780-788  Crescent  street,  southwest  corner  (Block 
No.  4485,  Lot  Nos.  6  and  9),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Charles  Goodman. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar,  subject  to  usual  procedure  of  Calendar 
Call  etc. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


706-29-BZ. 

APPLICANT — Max  Levy,  owner;  request  for  reopening 
made  by  Flatow  &  Tarlowe,  attorneys  for  owner 
SUB TFCT— Application  for  reopening— modification  re  Ap 
plication  (decision  of  the  superintendent  of  bmld- 


78-33-BZ.  _  , 

APPLICANT— Philip  Bardes,  for  Helen  Flood,  owner; 

request  for  reopening  made  by  Helen  Mahoney. 
SUBJECT — Application  for  reopening— modification— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  blacksmith  shop  and  motor  vehicle 
repair  shop. 
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street 


PREMISES  AFFECTED— 452-460  West  167th 
(Block  No.  2111,  Lot  No.  92),  Manhattan. 

APPEARANCES— 

For  Applicant:  Jerry  Mahoney. 

ACTION  OF  BOARD — Application  reopened;  to  be  set 
for  Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


APPEARANCES— 

N^nr^?°~Applicant:  Christopher  McGrath. 

ACTION  OF  BOARD— Application  restored  to  Calendar 
and  laid  over  to  October  17,  1933,  at  10  a  m  for 
hearing.  '  ’’ 

the  vote  to  restore  to  calendar- 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ] 

Absent  .  .  „ 


161-33-BZ. 

APPLICANT — Frank  B.  Reardon,  for  Theodore  G.  Zeh, 
owner. 

SUBJECT — Application  for  reopening — reconsideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  change  of 
occupancy  of  an  existing  building  to  a  business  use 
(funeral  parlor)  (previously  denied). 

PREMISES  AFFECTED — 170-07  115th  avenue,  northeast 
corner  of  170th  street  (Block  No.  3087,  Lot  No. 
350),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  B.  Reardon. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . .  5 

Negative  . 0 

Absent  . .  0 


823-19-BZ. 

APPLICANT— Hunley  Abbott,  for  United  Parcel  Service, 
present  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7e  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  and  extending 
into  a  residence  district  the  erection  of  a  garage 
(granted  Jauary  20,  1920). 

PREMISES  AFFECTED — 1901-1911  10th  avenue,  south¬ 
east  corner  of  19th  street  (Block  No.  890,  Lot  No. 
1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hunley  Abbott. 

ACTION  OF  BOARD — Application  reopened,  waiving 
Calendar  Call,  and  set  for  hearing  October  17,  1933, 
at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


296-33-BZ. 

A I  I  TJ  l  ANT  Bertram  G.  Eadie,  for  Richmond  Railways 
Inc.,  owner. 

SUBJECT— Request  for  preferential  hearing— re  Applica- 
tion  decision  of  the  commissioner  of  buildings) 
under  sections  ?a  and  21  of  the  building  zone  reso- 
lution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles  and,  also,  a  motor  vehicle  repair 
shop. 

I  REMISES  AFFECTED — 92  Brook  street,  south  side,  180 
ft.  east  of  Jersey  street  (Block  No.  34,  Lot  Nos. 
12,  4;>,  52,  1  and  22),  Tompkinsville,  Borough  of 
Richmond. 

APPEARANCES— 

.  F°r  Applicant :  Bertram  G.  Eadie. 

ACTION  OF  BOARD— Request  for  preferential  hearing 
granted;  application  set  for  Calendar  Call  October 
16,  1933,  at  2  p.  m. 

T?ngZ°TE  T0  grant  preferential  hear- 

\ffirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . .  n 

Absent  .  '  . . .  Q 


807-28-BZ. 

APPLICANT— Clarence  L.  Sefert,  for  James  H.  Connell, 
owner;  request  for  reopening  made  by  George 
Rubenfeld  for  Walter  J.  Connell,  executor  of 

CTT  rn^pStatA  of  James  H.  Connell,  owner. 

SU  J EC i— Application  for  reopening — extension  of  time _ 

l"e  App^ation  (decision  of  the  superintendent  of 
buildings),  under  sections  7e,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  _  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 80-84  Madison  avenue,  north- 
east  corner  of  Union  street  (Block  No.  848,  Lot  No 

appearances-  Boro“gh  of  Queens' 


ex- 


MrtSntt10llana  ana  ljm,l0yle  *“•  Ch,ef  .  ACTION°OF^POARD-lXaS“^„ed  and  lime 

iucrmigou  .  5  tended  to  complete  work 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  - 

Negative  .  n 

Absent  .  „ 


Negative  .  0 

Absent  . . . . .  0 


724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 

Corp.,  owner.  . 

SUBJECT — Application  for  further  consideration,  previously  pHE  VOTE  TO  EXTEND  TIME _ 

L./l  X..11  /.T  1 1  A  i*  1  •  A  TTi  f  n  It  u/\  •  i  ! i  r  1  « 


laid  over  for  full  vote  of  board — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  7f  of  the  building  zone  resolution,  to  permit 
in  a  business  use  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  under  section  21;  reopened  June  10,  1932). 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street  (Block  No.  4975, 
Lot  Nos.  7,  8,  9  and  10),  The  Bronx. 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  - 

Negative  . . .  n 

Absent  . 

THE  RESOLUTION— 

(807-28-BZ) 

V  HEREAS,  this  application,  affecting  premises  80-84  Mad¬ 
ison  avenue,  northeast  corner  of  Union  street  (Block  No. 
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848,  Lot  No.  1),  Flushing,  Borough  of  Queens,  was  granted 
by  the  board  at  its  meeting  April  2,  1929,  on  certain  condi¬ 
tions,  and  time  to  obtain  permits  and  complete  work,  the 
work  extended  from  time  to  time,  and  owner  requests  a 
further  extension. 

Resolved,  that  the  resolution  of  the  board  adopted  on  April 
26,  1932,  be  modified,  only  so  far  as  to  obtaining  of  permits 
and  completion  of  work,  so  that  as  modified  the  last  clause 
of  the  resolution  shall  read :  “In  view  of  the  statement  made 
by  the  representative  of  the  applicant  that  permits  have  been 
obtained,  that  all  work  involved  under  the  resolution  shall 
be  completed  within  eighteen  months  from  the  date  of  this 
amended  resolution.” 


122-31-BZ. 

APPLICANT — Janies  Kearney,  for  Andrew  N.  Miller, 
owner. 

SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 141-09  Lincoln  avenue,  north¬ 
west  corner  of  142nd  street  (Block  No.  1122,  Lot 
No  134),  South  Jamaica,.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  0 

Absent  .  0 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  0 

Absent  . .  0 


THE  RESOLUTION— 

(122-31-BZ) 

Whereas,  this  application,  affecting  premises  141-09  Lin¬ 
coln  avenue,  northwest  corner  of  142nd  street  (Block  No. 
1122,  Lot  No.  134),  South  Jamaica,  Borough  of  Queens, 
was  granted  by  the  board  at  its  meeting,  October  8,  1931, 
for  a  temporary  period  of  two  years,  on  certain  conditions, 
which  conditions  were  modified  March  29,  1932,  and  appli¬ 
cant  requests  an  extension  of  the  two-year  period;  and 

Whereas,  the  applicant  has  agreed  at  this  hearing  that  no 
further  request  beyond  this  present  request  for  an  additional 
period  of  two  years  under  section  7f  will  be  made,  and  that 
if  a  still  further  extension  is  desired,  an  application  will  be 
brought  under  section  21. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
March  29,  1932  (modification  granted),  be  reaffirmed  and 
an  additional  period  of  two  years  under  section  7f,  dating 
from  October  8,  1933,  be  granted  on  condition  that  the  re¬ 
quirements  imposed  by  the  board  under  resolution  of  March 
29,  1932,  shall  be  complied  with. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  26,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 


APPLICANT— Joseph  A.  Marck,  Inc.,  for  W.  R.  Salis¬ 
bury,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7b  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  of  a 
business  use  from  a  business  district  into  a  residence 


PREMISES  AFFECTED— North  side  of  Northern  boule¬ 
vard  81.28  ft.  west  of  Marathon  parkway  (Block 
No  ’3977,  Lot  No.  36),  Little  Neck,  Borough  of 


Queens. 

APPEARANCES-  ,  .  ,  „  .. 

For  Applicant:  Joseph  A.  Marck  and  Kenneth 

Sainsbury. 

For  Opposition :  None.  ,  . 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 

(118-33-BZ) 

Whereas,  Joseph  A.  Marck,  for  W.  R.  Sainsbury,  owner, 
filed,  March  29,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension  of  a  business  use  from  a 
business  district  into  a  residence  district;  premises  north 
side  of  Northern  boulevard,  81.28  ft.  west  of  Marathon  park¬ 
way  (Block  No.  3977,  Lot  No.  36),  Little  Neck,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  26,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  busi¬ 
ness  district ;  Marathon  parkway  is  in  a  residence  district, 
and  248th  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  29,  1933  (re  Plan  No.  1826-33),  reads: 

“The  extension  of  a  business  use  now  located  within 
a  business  area  into  a  residence  area  is  contrary  to  Sec¬ 
tion  3  of  the  Zone  Law.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  44  ft.  and  a  maximum  depth  of  128.5  ft. ;  an 
irregular  portion  of  the  rear  of  the  plot  is  located  in  the 
residence  district,  the  remainder  of  the  plot  is  in  the  business 
district;  on  the  front  of  the  lot  there  is  located  a  one-story 
store;  the  plan  shows  on  the  rear  of  the  lot  two  one-story 
garage  buildings ;  they  are  located  partly  in  a  residence  dis¬ 
trict  ;  and 


773 


—  -  . 

MINUTES 


Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  sections  7b  and  21  and, 
therefore,  is  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  rear 
portion  of  this  lot  under  appeal  now  located  in  the  residence 
district  to  be  used  for  business,  on  condition  that  the  two 
metal  buildings  now  approximately  on  the  rear  of  this  prop¬ 
erty  shall  be  moved  so  as  to  be  entirely  within  the  lot  lines; 
that  the  entrance  to  these  two  rear  buildings  shall  face 
Northern  boulevard  with  no  entrances  on  the  north,  east  or 
west  sides ;  that  these  buildings  shall  be  used  solely  for  the 
storage  of  material  and  not  for  manufacture  of  any  kind  or 
for  storage  of  automobiles;  that  these  buildings  shall  remain 
at  their  present  size  and  not  to  be  increased  in  height  or 
area  and  no  other  building  shall  be  erected  within  the  resi¬ 
dential  area,  and  that  all  permits  shall  be  obtained  within 
one  month  and  all  work  completed  within  two  months  from 
the  date  of  this  resolution. 


238-27-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Seacrest  Laundry, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension  to  an  existing 
laundry  building  (reopened  June  20,  1933). 

PREMISES  AFFECTED — East  side  of  Dewey  street,  315 
ft.  south  of  Queens  boulevard  (Block  No.  1577,  Lot 
No.  82),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles. 

For  Opposition :  Harry  A.  Gross. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  WITHDRAW— 


Affirmative :  Commissioner  Connell .  1 

Negative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 


THE  RESOLUTION— 

(238-27-BZ) 

Whereas,  Alfred  H.  Eccles,  for  Seacrest  Laundry,  Inc., 
owner,  filed,  March  7,  1927 ;  extension  to  existing  laundry 
granted  June  7,  1927;  reopened  June  20,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  extension  to  an  existing 
laundry  building;  premises  east  side  of  Dewey  street,  315  ft. 
south  of  Queens  boulevard  (Block  No.  1577,  Lot  No.  82), 
Elmhurst,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  26,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  distirct  maps  accompanying  the  building 
zone  resolution  show  that  Queens  boulevard  is  in  a  business 
district;  Dewey  street  is  in  a  residence  district,  and  Simon¬ 
son  street  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  25,  1933  (re  Alt.  439-33),  reads: 


"  The  extension  of  a  business  building  in  a  residence 
district  to  be  used  as  a  chauffeur’s  room  is  contrary  to 
the  Zone  Law.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  131  ft.  and  a  depth  of  100  ft.,  upon  which  is  a 
building  1 00  ft.  by  100  ft.,  irregular,  occupied  as  a  laundry; 
it  is  proposed  to  erect  on  the  central  portion  of  the  plot  a 
one-story  frame  structure,  34  ft.  8  in.  by  21  ft.  8  in.,  to  be 
used  as  a  chauffeur’s  room ;  and 

W  here  as,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing ;  and 
Whereas,  the  board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


144-33-BZ. 

AF  I  LK  AN  1  Lama  &  Proskauer,  for  Business  Thorough¬ 
fares,  Inc.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southwest  corner  of  111th  ave¬ 
nue  and  Lakewood  avenue  (Block  No.  2473,  part 
of  Lot  No.  1),  Dunton,  Borough  of  Queens' 

APPEARANCES— 

For  Applicant:  Samuel  A.  Morrison. 

■  For  Opposition:  John  Saracino. 

ACTION  OF  BOARD — Application  denied 

THE  VOTE  TO  GRANT— 


Affirmative  . 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Absent  . 


THE  RESOLUTION— 

(144-33-BZ) 

Whereas,  Lama  &  Proskauer,  for  Business  Thorough- 
fares,  Inc.,  owner,  filed,  April  17,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  southwest  corner  of  111th  avenue  and  Lakewood 
a\ enue  (Block  No.  2473,  part  of  Lot  No.  1),  Dunton  Bor¬ 
ough  of  Queens ;  and 

M  iiereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
September  26,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  111th  avenue  is  in  a  business  dis¬ 
trict;  Lakewood  avenue  is  in  a  business  and  residence  dis¬ 
trict,  and  135th  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  5,  1933  (re  Plan  No.  485-33),  reads: 

The  erection  of  a  gas  station  in  a  business  district  is 
contrary  to  Art.  2,  Sec.  4  of  the  Zoning  Law  ”  • 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  111th  avenue  and  100  ft.  on  Lake- 
wood  avenue,  irregular,  in  area,  upon  which  it  is  proposed  to 
erect  a  one-story  structure,  9  ft.  6  in.  by  26  ft.  6  in.  in 
area,  to  be  used  as  office,  grease  pits  and  auto  laundry  and 
to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

A  hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  21  of  the  building  zone  resolution. 
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Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


116-28-BZ. 

APPLICANT— Martin  J.  Ort,  for  Clifbert  Realty  Corp., 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  under  section  21 ;  reopened  under 
section  7f  on  June  9,  1933). 

PREMISES  AFFECTED— 865-877  Ralph  avenue  and  538- 
548  Remsen  avenue,  southeast  corner  (Block  No. 
4686,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  Joseph  Jaspar. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ;  ■  *# .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(116-28-BZ) 

Whereas,  William  F.  Doyle,  substituted  for  Martin  J. 
Ort,  for  Clifbert  Realty  Corp.,  owner,  filed,  February  7, 
1928,  under  section  21 ;  denied  October  2,  1928 ;  reopened 
June  9,  1933,  under  section  7f,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  865-877  Ralph  avenue  and  538-548  Remsen  avenue, 
southeast  corner  (Block  No.  4686,  Lot  No.  1),  Borough  of 

Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  26,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Remsen  avenue  is  in  a  residence 
and  business  district ;  Ralph  avenue  is  in  a  residence  and 
business  district,  and  Church  avenue  is  in  a  business  district ; 

^Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  23,  1933  (App.  No.  5936-33),  reads: 

“Application  denied.  Proposed  use  contrary  to  Zone 
Resolution,  Art.  II,  Sec.  4(a),  Sub-div.  46.  Gasoline 
service  station  not  permitted  in  Business  District.’  ; 

and  .  - 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  130  ft.  6  in.  on  Ralph  avenue  and  106  ft.  on 
Remsen  avenue,  irregular,  upon  which  it  is  proposed  to  erect 
a  one-story  office,  16  ft.  by  16  ft.,  grease  racks  and  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 

^Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing,  and  which  report 
reads : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  116-28-BZ. 

“Premises  865-877  Ralph  avenue  and  538-548  Remsen 
avenue,  southeast  corner  (Block  No.  4686,  Lot  No.  1), 
Borough  of  Brooklyn.  .  .  . 

“This  is  an  application  under  section  7,  subdivision  t, 
for  a  gasoline  selling  station  on  a  portion  of  a  triangular 
plot  at  the  intersection  of  Ralph  and  Remsen  avenues, 
this  application  having  been  denied  under  section  21  on 
October  2,  1928. 


“Section  7,  subdivision  f,  reads  as  follows : 

“  ‘Grant  in  undeveloped  sections  of  the  city  tem¬ 
porary  and  conditional  permits  for  not  more  than 
two  years  for  structures  and  uses  in  contravention 
of  the  requirements  of  this  article.’ 

“At  the  time  that  the  zoning  resolution  was  adopted, 
an  explanatory  note  was  submitted  with  the  report  of 
the  commission  as  to  the  intent  of  this  subdivision,  as 
follows : 

“  ‘This  would  allow  a  man  in  an  outlying  part  of 
the  city  in  the  midst  of  what  is  shown  on  the  map 
as  a  future  residence  section  to  locate  a  cement  block 
making  plant  or  a  public  garage,  provided  that  he 
would  remove  his  plant  at  the  end  of  two  years  if 
the  board  of  appeals  thought  it  was  becoming  a 
nuisance.  If  there  seemed  to  be  any  doubt  about 
being  able  to  force  the  owner  to  remove  the  build¬ 
ing  later  the  board  of  appeals  could  demand  that  he 
give  a  bond.’ 

“The  committee,  consisting  of  Chairman  Murdock  and 
Commissioners  Connell,  Holland  and  Guilfoyle,  who  in¬ 
spected  the  property  on  September  21,  1933,  considered 
it  solely  to  determine  whether  it  was  an.  undeveloped 
section.  The  property  within  the  area  established  by  the 
board  for  notification  is  as  represented  by  the  applicant — 
very  largely  vacant  and  there  are  very  few  buildings 
actually  erected  within  the  area.  On  the  other  hand,  the 
area  is  a  relatively  small  portion  of  the  general  section 
which  has  to  be  considered  in  the  application  of  section 
7,  subdivision  f.  From  the  property  there  are  very  sub¬ 
stantial  developments  visible  on  all  sides.  In  addition  to 
this,  all  of  the  thoroughfares  adjoining  the  property  are 
completed  and  in  actual  use  for  traffic,  including  several 
important  highways,  such  as  Linden  boulevard,  Kings 
highway,  Remsen  avenue  and  Church  avenue,  the  last 
mentioned  having  a  trolley  line. 

“There  have  been  a  number  of  cases  before  the  board 
on  nearby  plots,  one  particularly  which  was  denied  by 
the  board  after  inspection,  namely,  Cal.  No.  564-31-BZ, 
on  Ralph  avenue,  at  the  intersection  of  Remsen  avenue, 
almost  opposite  the  premises  under  appeal.  This  prop¬ 
erty  was  inspected  on  April  13,  1932,  and  in  the  report 
the  following  statement  was  made: 

“  ‘North,  south,  east  and  west  of  this  section,  a 
short  distance  away,  there  seems  to  be  very  exten¬ 
sive  development  of  conforming  uses,  a  good  deal  of 
which  is  of  rather  recent  construction.’ 

“This  case — Cal.  No.  564-31-BZ — was  appealed  to  the 
Supreme  Court  and  the  determination  of  the  board 
of  standards  and  appeals  was  affirmed  in  a  decision 
handed  down  by  Mr.  Justice  McCooey  in  January  of  this 
year. 

“The  committee  of  the  board  does  not  find  that  this 
is  an  undeveloped  section  within  the  meaning  of  section 
7,  subdivision  f,  and  recommends  that  the  application  be 
denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  the  board  deemed  that  applicant  has  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  7f  and,  therefore, 
is  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


172-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Allan  J.  Lee, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
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resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 46-20  to  46-22  Kissena  boule¬ 
vard,  west  side,  75  ft.  north  of  Kalmia  avenue 
(Block  No.  1089,  Lot  No.  37),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  D.  Nunan,  Jr.,  and  Allan 
J.  Lee. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  .Guilfoyle  and  Chief 
McElligott  .  5 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(172-33-BZ) 

Whereas,  Joseph  D.  Nunan,  Jr.,  for  Allan  J.  Lee,  owner, 
filed.  May  4,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  46-20  to 
46-22  Kissena  boulevard,  west  side,  75  ft.  north  of  Kalmia 
avenue  (Block  No.  1089,  Lot  No.  37),  Flushing,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  26,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kissena  boulevard  is  in  a  business 
district ;  Kalmia  avenue  is  in  a  residence  district,  and  Juniper 
avenue  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  24,  1933  (re  Plan  No.  644-33),  reads: 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  Art.  2,  Sec.  4,  of  the  Zoning  Law.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  50  ft.  and  a  depth  of  100  ft.,  upon  which  is 
located  a  one-story  structure,  50  ft.  by  20  ft.,  to  be  used  as 
store,  office  and  battery  service  and,  also,  a  two-car  garage, 
20  ft.  by  18  ft. ;  it  is  proposed  to  install  at  the  front  of  the 
plot  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  and,  therefore,  is 
entitled  to  relief. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
existing  buildings,  indicated  on  the  plans  filed  with  this  ap¬ 
peal,  shall  not  be  increased  in  height  or  area;  that  the  auto¬ 
mobile  repairing  carried  on  in  the  rear  portion  of  the  exist¬ 
ing  building  shall  be  limited  to  minor  repairs,  such  as  not  to 
require  any  machine  driven  by  more  than  a  one-half  horse¬ 
power  motor,  and  excluding  the  use  of  anvils  and  torches 
and  excluding  repairs  to  fender  and  body  work ;  that  there 
shall  be  erected  on  the  interior  westerly  lot  line,  from  the 
corner  of  the  existing  building  to  the  street  front,  a  woven 
wire  fence,  not  less  than  5  ft.  in  height,  and  that  a  similar 
woven  wire  fence  shall  be  constructed  on  the  easterly  lot 
line  from  the  rear  lot  line  to  the  street  line;  that  the  area 
not  covered  by  existing  buildings  for  a  distance  back  at 
least  40  ft.  from  the  street  line  shall  be  cement  paved  and 
that  the  open  space  between  the  existing  building  on  the 
westerly  side  of  the  lot  and  the  easterly  lot  line  shall  be 


covered  with  cracked  bluestone;  that  there  shall  be  not 
over  two  gasoline  pumps  erected  toward  the  front  of  the 
property,  such  pumps,  however,  to  be  not  nearer  than  10  ft 
Jrom  the  street  building  line  ;  that  the  ceiling  of  the  existing 
wilding  where  the  automobile  repairing  is  carried  on  shall 
be  hre-retarded  in  accordance  with  the  rules  of  the  board  of 
standai ds  and  appeals;  that  all  signs  on  the  property  adver- 
tismg  non-conforming  use  shall  be  limited  to  the  illuminated 
globes  of  the  proposed  gasoline  pumps  and  to  flat  wall  signs 
attached  to  the  front  and  side  of  the  existing  building  ex¬ 
cluding  all  temporary  signs  of  every  nature;  that  there  shall 
be  no  portable  gasoline  pumps  used  on  or  from  the  property 
and  that  all  permits  shall  be  obtained  within  three  months 
and  all  work  completed  within  six  months  from  the  date  of 
this  resolution. 


194-33-BZ. 

APPLICANT— Felix  J.  Cizmowski,  for  Helen  O’Sullivan 
owner.  ’ 

SUBJECT— Application  (re  decision  of  the  commissioner 
ot  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec- 
tion  and  maintenance  of  a  business  building 

(stores).  6 

PREMISES  AFFECTED — Northeast  corner  of  91st  ave¬ 
nue  and  209th  street  (Block  No.  1503,  Lot  No  3) 

APPEARANCE™38"'  B°r0U8h  °f  Ql"enS'  '  ’ 

For  Applicant :  Felix  J.  Cizmowski. 

For  Opposition:  Harry  A.  Brown. 

‘^C^ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McFlligott  .  - 

Absent  . . . ' .  o 

THE  RESOLUTION— 

(194-33-BZ) 

Whereas,  Felix  J.  Cizmowski,  for  Helen  O’Sullivan, 

owner,  filed.  May  26,  1933,  an  application,  under  the  building 

zone  resolution,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building;  premises  northeast 
corner  of  91st  avenue  and  209th  street  (Block  No  1503  Lot 
No.  -5),  Queens  Village,  Borough  of  Queens;  and 
U  hereas  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
September  26,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  91st  avenue  is  in  a  residence  dis¬ 
trict;  93rd  avenue  is  in  a  residence  district,  and  209th  street 
is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  May  17,  1933  (re  Plan  No.  879-33),  reads-  ’ 
The  erection  of  buildings  for  use  as  stores,  when 
located  within  a  residence  district  is  contrary  to  section 

3  ot  the  Zone  Resolution.  Not  further  considered  ”  • 
and  ’ 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  102.8  ft.  on  91st  avenue  and  111.7  ft  on  209th 
street,  upon  which  it  is  proposed  to  erect  a  one-story  non- 

fireiPro°o0fftbl"  dmg  havmg  a  fronta&e  of  86  ft.  on  91st  avenue 
street;  to  be  occupied  for  stores;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 

In  ?Ef  AVhe  b0?rd  deemed  that  applicant  was  not  entitled 

RelnLT  %  fn?°n,  2-  -°f  thfe  I?uildin?  zone  resolution. 
Resolved  that  the  decision  of  the  commissioner  of  build- 

and’  it  "hereby  is"Svrf.  ^  thst  ,he  * 
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APPLIANCES  SUBMITTED  FOR  APPROVAL. 
295-29-SA. 

PETITIONER — Prossen-Meder  Corp.,  for  Combustion  Fuel 
Oil  Burner  Co.,  owner. 

SUBJECT  —  Application  for  reopening — amendment  —  re 
Combustion  Fuel  Oil  Burner,  Type  “B” — change  of 
name. 

APPEARANCES— 

For  Petitioner:  John  Wilde. 

For  Administration:  None. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle. .  . .  4 

Negative  .  0 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(295-29-SA) 

Whereas,  Prossen-Meder  Corp.,  for  Combustion  Fuel  Oil 
Burner  Co.,  owner,  filed,  April  30,  1929,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Combustion  Fuel  Oil  Burner,  Type  “B” ;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report  and  the  report  of  the  chief  of  the  bureau 
of  fire  prevention  dated  December  26,  1929,  recommends  the 
approval  of  the  device ;  and 

Whereas,  this  device  was  approved  by  the  board  De¬ 
cember  31,  1929,  under  the  name  of  the  Combustion  Fuel  Oil 
Burner,  Type  “B”,  and  the  owner  requested  the  change  of 
name  to  the  Heil  Combustion  Fuel  Oil  Burner,  Type  “B.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  change  the  name  and  approve  the  device  known  as 
the  Heil  Combustion  Fuel  Oil  Burner,  Type  “B”,  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  in  conformity  with  the  report  of 
the  bureau  of  fire  prevention  dated  December  26,  1929. 


1105-22-SA. 

SUBJECT  —  Application  for  reopening — amendment  —  re 
Combustion  Oil  Burner — change  of  name. 
APPEARANCES— 

For  Petitioner:  John  Wilde. 

For  Administration :  None. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle....  4 

Negative  . .  0 

Absent:  Chief  McElligott .  1 


THE  RESOLUTION— 

(1105-22-SA) 

Whereas,  Charles  D.  Haven,  filed,  September  9,  1922,  a 
petition  with  the  board  of  standards  and  appeals  for  approval 
of  the  device  known  as  the  Combustion  Oil  Burner ;  and 
Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  premises  1283  Jefferson  avenue,  Borough  of 
Brooklyn,  and  recommended  the  approval  of  the  device ;  and 
Whereas,  this  device  was  approved  by  the  board  October 
26,  1926,  for  domestic  and  commercial  use  under  the  name 
of  the  Combustion  Oil  Burner,  and  the  owner  requested  the 
change  of  name  to  the  Heil  Combustion  Oil  Burner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  change  the  name  and  approve  the  device  known  as  the 
Heil  Combustion  Oil  Burner  for  domestic  and  commercial 
installations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals. 


146-33-SA. 

PETITIONER— David  Kaufman,  for  Oil  Fires,  Inc., 

owner. 

SUBJECT— Stephens  Oil  Burner,  Models  No.  1  and  No.  2, 
approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  ® 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(146-33-SA) 

Whereas,  David  Kaufman,  for  Oil  Fires,  Inc.,  owner, 
filed,  April  18.  1933,  a  petition  with  the  board  of  standards 
and  appeals  for  approval  of  their  device^  known  as  the 
Stephens  Oil  Burner,  Models  No.  1  and  No.  2 ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department  *  and  the  engineer 
of  the  board  dated  September  15,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Stephens  Oil 
Burner,  Models  No.  1  and  No.  2.  for  use  in  commercial  and 
industrial  installations  when  installed  in  accordance  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals  and  the 
report  of  the  assistant  chief  of  the  bureau  of  combustibles, 
fire  department  and  the  engineer  of  the  board. 


Adjourned  4.00  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company . . .  81-20-bA 

Walworth  Company .  .  899-27-SA 

‘  A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31 -SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) -  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Keat  Machine . .  632-26-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner .  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil _ 

Burner  .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner — Type  A  A .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

_  and  B>2 .  608-32-SA 

Commonwealth  Automatic  Oil  Burner .  348-€8-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner _  354-31-SA 

Crescent  Oil  Burner . . . .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  ...  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l... .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 


and  Commercial  Use 


Name  of  Burner  Calendar  No. 

Fluid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner . . .  1231-23-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

„  and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26 -S A 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Heil  Combustion  Fuel  Oil  Burner .  1105-22-SA 

Heil  Combustion  Fuel  Oil  Burner,  Type  B _  295-29-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  480-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner . . .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D _  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater . 129-28-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65.  66.  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-bA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 


Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner. . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Moto-Hea;  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nn-Way  Oil  Burner . 

Oilbilt  Burner . 

Oliver  Oil  Gas  Burner,  No.  30-A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH . 

Pioneer  Automatic  Oil  Burner . 

Powerlight  Oilheat  Burner . 

Pressure  Oil  Burners,  Models  A,  B  and  C - 

Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7  . 

Quaker  Burnoil  Stove . 

Quiet  Ballard  Automatic  Oil  Burner . 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . . 

Rayfield  Oil  Burner . 

Re-Ly-On  Oil  Burner . 

Remington  Domestic  Oil  Burner,  Type  B . 

Remington  Oil  Burner . 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Richmond  Gravity  Fuel  Oil  Burner . 

Rickard  Oil  Burner . 

Rightway  Oil  Burner . . . 

Rotoflame  Oil  Burner . - 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  . 

S.  &  K.  Mechanical  Fuel  Oil  Burner  . 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  o\> 

Burner . 


327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
195-32-S A 
887-25-SA 

185- 29-SA 

186- 29-SA 
548-31-S A 
836-25-SA 
518-29-SA 

1071-27-SA 

255-31-SA 

801-28-SA 

584-28-S A 
1078-24-SA 
773-26-SA 
85-33-SA 
1359-24-SA 
394-30-SA 
113-26-SA 
1193-25-SA 
617-30-SA 
1029-26-SA 
161-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

735-30-SA 

40-31-SA 

614-32-SA 
1259-27-SA 
628-23-S A 
146-31-SA 

411-32-SA 

11-31-SA 

660-30-SA 

504-23-SA 

504-26-SA 

745-26-SA 

532-31-SA 

891-26-SA 

667-28-SA 

1193-22-SA 

1011-27-SA 

339-31-SA 

187-33-SA 

304-32-SA 

1115-22-SA 

10-33-SA 

197-32-  SA 


Name  of  Burner  Calendar  No. 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 


Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA .  436-32-SA 

Security  Oil  Burner.... .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0 .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  448-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner....  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stephens  Oil  Burner,  Models  No.  1  and  No.  2. .  146-33-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner . 297-29-SA 

Todd  Spi'  o  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner  .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 


Victor  Oil  Burner . 

Victory  Oil  Burner . 

Viking  Oil  Burner..... . 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . ; . 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  . . 

Wizard  Automatic  Oil  Burner. . 

York  Automatic  Oil  Burner . 


612-30-SA 
320-30- S  A 
396-32-SA 
556-29-SA 
1155-25-S A 
115-32-SA 


918-22-SA 

19-25-SA 

32-33-SA 

181-33-SA 

44-29-SA 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  September  27,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . . . 

Requests  to  amend . . . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . . . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation.. . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed  . 

Denied  . 

312  Granted  . 

Granted  on  condition . * 

Appliances  approved . 

80  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

216  Requests  to  reopen  granted . 

Requests  to  reopen  denied . * 

1 1  Requests  to  amend  granted . 

Requests  to  amend  denied . 

39  Requests  for  modification  granted . ' 

Requests  for  modification  denied . 

2  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

52  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

7  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

12  Plans  approved . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn.... 

0  Interpretations  . 

-  Requests  withdrawn  or  dismissed . 

992 

Total  . 

727 


39 

17 

92 

4 

175 

36 

24 

1 

0 


180 

17 

11 

0 

38 

1 

2 

0 

52 

l' 

7 

0 

0 

0 

12 

0 

0 

0 

c 

19 

727 


Cases  pending  September  27,  1933 
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WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and  offices  of  the  board  and  nf  r,„*u  ...  . 

applicants,  and  to  all  lawyers,  architects  and  engineers  calendars  in  the  daily  press  pubI,catl0n  of  the 

representing  owners  or  lessees  in  proceedings  before  the  pn„v>u  tu*  .  ... 

board —  ,  ,at  f?°  °.ne  ,s  entitled  to  written  notice  of  the 

t  ?ate  fo.r  the  h,eanng  in  his  case,  and  that  the  plea  of  failure 

First  That  if  they  do  not  appear  in  person  or  by  rep-  to  receive  such  notice  is  no  excuse  for  neglect  to  anoear 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack  Fifth,  That  the  business  of  hnard  ;  ♦  PP  „ 

of  prosecution  is  likely  to  result.  cases  nromntlv  for  the  board  is  to  dispose  of  all 

es  PromPtly,  tor  the  reason  that  the  pendancy  of  an 
Second,  That  due  and  ample  notice  of  the  date  set  for  apPeal  or  petition  ties  the  hands  of  the  administrative  offi 

hearing-  is  provided  in  the  publication  in  this  Bulletin  of  c,aI.  enforcing  his  order,  therefore,  no  appeal  or  netition 

the  calendars  of  the  board,  each  case  being  set  down  by  wlP  °e  allowed  to  be  hung  up  by  reason  of  failure  of  the 

Calendar  Number  and  premises  under  the  date  of  the  aPPehant  or  petitioner  to  file  necessary  data  or  hv  am.- 

hearing.  other  method  of  delay.  ’  y  y 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  ceirted^for^fiHn  aPpb?at*on  °r  Petition  will  be  ac- 

hearing  can  be  entertained  in  5  view  of  this  publication  and  anddata  5Hng’  M  pape,rs>  plans 

of  the  posting  of  the  calendars  on  the  bulletin  board  in  the  blank  appeal  application  or peSion forms,1 ^  ^  °"  *he 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  October  3,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  October  3,  1933,  2  P.  M. 
Approved  Burners  for  Industrial  Use. 

Third  Quarterly  Report. 

Approved  Fireline  Hose  Valves. 

Fire  Retarding  Rules  for  Garages,  etc. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report.  f 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  October  9,  1933. 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Cali  of  the  Calendar  will  be  on 
Monday,  October  16,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 


HARRIS  H.  MURDOCK,  Chairman. 


rsi 


CALENDAR 


DOCKET. 

New  Cases  Filed  for  Week  Ending  October  4,  1933. 

Cal.  No.  Department.  Premises  Affected. 

314-33-A . D.B.R. ..  .Tyson  lane,  between  Mill  &  Hy- 

lan  blvd.  (Block  4000,  Lot 
39),  New  Dorp,  Rich., 

-  L.  C.  81410 

313-33-BZ . D.B.Q. ..  .3804-10  Greenpoint  ave.  (Block 

212,  Lot  23),  Woodside,  Q., 
-  N.  B.  1926-33 


COURT  DECISIONS 

In  {Re  Certiorari  Proceedings  in  Cases  Decided  By  Board' 
Since  January  1,  1933. 

Church  &  94th  Street  Realty  Corp.  vs.  Murdock — Mr.  Justice  Lock- 
wood— Board  sustained -without  prejudice  to  apply  to 
noard  tor  use  of  smaller  plot.  January  13,  1933, 
.Board  denied  application  for  gas  station  in  business 

f«ltrQlti  iUar  %  ^e,ctio?  21  •  Cal-  No-  451-32-BZ  ;  prem- 
lsp  Olll-ftm  Church  avenue,  northwest  corner  of  East 
, -nd  street,  Brooklyn.  June  9.  1933,  reopening1  denied 
on  application  for  use  of  smaller  plot.  Certiorari 
pending. 


*  *  * 


Restored  to  Calendar. 

1213-24-BZ . D.B.Bx. . .  West  side  of  Southern  blvd.,  20 

ft.  south  of  E.  185th  st. 
(Block  3114,  Lots  21,  23,  25  & 

26),  Bx.,  Decision 

22-22-BZ . D.B.Bx ...  East  side  of  Spuyten  Duyvil 

rd.,  132.32  ft.  north  of  230th 

st.  (Block  3406A,  Lots  100 

&  105),  Bx., 

-  N.  B.  1944-1921 


tained.  January  20,  1933,  Board  denied  application 
tor  gas  Ration  in  business  district  under  section  21. 
Cal.  No.  4<3-32-BZ ;  premises  451-453  East  New  York 
avenue,  northeast  corner  of  New  York  avenue,  Brook- 


Matter  of  Sliary  (Board  of  Standards  and  Appeals)— Mr.  Justice 
Hi  miner— Application  remitted  to  Board  for  recon- 
sideiation.  March  10.  1933.  Board  denied  (by  vote  three 
or  and  two  _  against)  application  for  gas  station  in 
stnct’  under  actions  7f  and  21.  Cal.  No. 
o3o-3_-BZ;  premises  northeast  corner  of  Boston  road 
and  Astor  avenue.  The  Bronx.  June  9,  1933,  Board 
reconsidered  application  and  granted  temporary  permit. 


*  *  * 


CODE 


F.D . 

H.D . 

D.B.B _ 

D.B.M _ 

D.B.Q - 

D.B.R... . 
D.B.Bx... 
T.H.D _ 


. Fire  Department 

•  •  •  . . Health  Department 

...Department  of  Buildings,  Brooklyn 
..Department  of  Buildings,  Manhattan 

. Department  of  Buildings,  Queens 

...Department  of  Buildings,  Richmond 

. Department  of  Buildings,  Bronx 

. Tenement  House  Department 


xvaviu 


ij. uiuing  Gurp.  VC5.  xviuraucK,  et  ai.  iUi.  JUjvaC  oicm- 

brink— Board  sustained.  “Constitutionality  of  section 
21  is  unquestioned.’’  February  21,  1933,  Board  dis- 
missed  for  lack  of  jurisdiction  application  for  gas  sta- 
tion  m  business  district,  on  same  block  with  school, 
tinder  sect'on  21  Cal.  No.  08-32-BZ;  premises  1641- 
-HH.t  Eastern  parkway,  northeast  corner  of  Hopkinson 
avenue,  Brooklyn. 


February  3,  1933,  Board  granted  on  condition  applica- 

foL  gaSolt#tQ1onD1v  busines.s  district  under  section  21. 
k,.:.  Wo-  307-32-BZ;  premises  northwest  corner  of 
Skillmar,  avenue  and  43rd  street,  Long  Island  City, 
Borough  of  Queens. 


RULES 


Certificate  „f  Occpatcy,  approved  L“‘  Pub"“,io” 

c«erT!Fi«  'siii;,-  l  E=&!:  Ji  ?»■  “ 

Elevate* * * * 6  RU,f®  (Hydrated  Ernie) . .  .Oct.  10,  1933— Vol.  18  No  41 
Ru  fp  - ••••• - Mar-  ^8,  1933—  Vol.  18  No!  13 

Faao  *ul  Exit'  .  Uom.» ; ; ;  gfc™.  g  n„,  » 

S;,m£”  Uftriot) . ipt.  2«:  1933-V.l.'  18  3°:  zl 

S5  G'aVak'i;  y  »  >»  No.  § 

Fireproof  Wood,' ' Twting '  of ! ! ! ! ! !  jldy  n'  jUfcYjK1  i§  ij°-  « 

I  $  ? 

I IH;  S? 1 

Paint,  Varnish  and  Lacquer  Sprky-  «M*-Vol.  13  No.  23 

PlirrnhfmrRlR^i"»l . June  13,  1933 — Vol.  18  No.  24 

p  t  . £pr‘  25>  1933 — Vol.  18  No.  17 

Procedure,  Ruhss  of.... . June  20,  1933— Vol.  18  No  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933— Vol  18  No  1H 

,S„,iaCt0r,eS'  Kulcs  ,0r---J,U,y  ^  1933- Vol.  18  No!  28 

Sprinkler  Rules. .  Dec.  6  1032— Vol.  17  No.  49 

Standpipe — Fireltne  Rules  . Sept.  26  1933 _ Vr>l  is  xr  on 

Structural  Alterations,  Reporting.  ..June  7  1932— Vol  17  Nn  w 

Wire  Glass  Rules  (Amendment  to  ’  V°‘'  17  Wo’  Jd 

Rule  505  of  Industrial  Code).. Apr.  10,  1923— Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Fue/' C)il ^Burn«*if^for ' Domestic*  and* °Ct  10'  1933~Vo1-  18  No.  41 

FuelCOn  Turners  Vor  iiidmtViai  uie-cS  10  1 933“ Vo!'  18  N°'  tl 

Fuel  Oil  Pumps . .’...July  $  18  No.  £ 


Mattel  of  Marcus  (Board  of  Standards  and  Appeals)— Mr.  Justice 
Smith— Board  sustained.  _  March  3,  1933.  Board  denied 
application  for  gas  station  in  business  district  under 

rnrtip ”  I1-!  •  A  ■  iNo'i  301-30-BZ ;  premises  southwest 
corner  of  Linden  boulevard  and  197th  street.  St.  Al¬ 
bans,  Borough  of  Queens. 


* 


muiana  rargway,  Jnc.  vs.  Murdock— Mr.  Justice  Dodd— Board 
sustained.  February  28,  1933,  Board  granted  applica- 
tion  for  gas  station  in  business  district  under  section 
-1  (previously  denied  for  garage,  repair  shop  and  gas 
station  November  18,  1927).  Cal.  No.  492-27-BZ  • 
premises  1134-1144  East  New  York  avenue,  Brooklyn! 


Matter  of  Suburban  Brokerage  Corp.  (Murdock)— Mr.  Justice  Me- 
L*eehan  Board  sustained.  Applicant  may  apply  to  Board 
°oUec°nsideratI°”  on  llew  evidence  and  proof.  April  11, 
19.53,  Board  denied  application  for  business  building  in 
I“'de"ce  district  (previously  denied  November  IS, 
1930.)  under  section  21.  Cal.  No.  705-29-BZ  ;  premises 
8~>  East  17oth  street,  northwest  corner  of  Marmion 
avenue.  The  Bronx. 


*  *  * 


Levingson  vs.  Murdock— Mr  Justice  Strong— Board  sustained.  Feb. 

17,  1933,  Board  denied  application  for  gas  station  in 
residence  district,  under  section  21.  Cal.  No.  505-32- 
BZ;  Premises  south  side  of  Conduit  boulevard,  5  ft. 
11  inches  east  of  Hemlock  street,  Brooklyn. 
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CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  9,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

201-33-BZ. 

APPLICANT— Ross  &  Ross,  for  Alpine  Service  Corp., 
owner.  , 

PREMISES— 18-20  Flushing  avenue,  southeast  corner  ot 
North  Elliot  place  (Block  No.  2027,  Lot  Nos.  23 
and  24),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

203-33-BZ. 

APPLICANT— Borden’s  Farm  Products  Co.,  Inc.,  owner. 

PREMISES— 363-381  Fourth  avenue,  east  side,  northeast 
corner  of  6th  street  and  southeast  corner  of  5th 
street  (Block  No.  987,  part  of  Lot  No.  1),  Brook- 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

241-33-BZ. 

APPLICANT— Edward  L.  Kelly,  for  The  New  York  Asso¬ 
ciation  for  the  Blind,  owner. 

PREMISES— 875-881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

595-30-BZ. 

APPLICANT — Diamond  Evangelista,  owner. 

PREMISES— 2478-2488  Coney  Island  avenue,  northwest 
corner  of  Avenue  V  (Block  No.  7136,  part  of  Lot 
Nos.  35  and  39),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  under  new  state  of  facts  June  13, 
1933). 

277-33-BZ. 

APPLICANT — Casper  P.  Colla,  for  Anna  Rocco,  owner. 

PREMISES — 89-91  Withers  street,  north  side,  80  ft.  west 
of  Leonard  street  (Block  No.  2737,  Lot  Nos.  27  and 
28),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution. 

TO  PERMIT  the  extension  from  an  unrestricted  use  district 
into  a  business  use  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles. 

192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 9201-9215  Kings  highway,  northeast  corner 
of  East  92nd  street  (Block  No.  4667,  Lot  No.  74), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  10,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
10,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  72-30-BZ— Application,  January  30,  1930;  granted 
for  a  garage  April  22,  1930 ;  reopened 
December  23,  1930;  installation  of  a 
gasoline  service  station  granted  March 
31,  1931;  reopened  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  The  Connelly  Con¬ 
struction  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  omission  of  a  proposed 
garage  and  gasoline  service  station 
granted  by  the  board  and  the  substitu¬ 
tion  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop ;  premises 
3491-3507  Fort  Hamilton  parkway,  south 
side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21 
and  part  of  Lot  No.  27),  Brooklyn. 

cal.  no.  138-33-BZ — Application,  April  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Morris  F.  Jones,  applicant,  on  behalf 
of  George  R.  Clarke,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop ;  premises  east 
side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot 
Nos.  6  and  8),  Woodside,  Borough  of 
Queens. 


CAL.  NO.  239-33-BZ— Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Victor  Mayper,  applicant,  on  behalf 
of  David  F.  Kemp,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing 
building  from  residence  to  business  use 
(restaurant)  ;  premises  north  side  of 
New  Hyde  Park  road,  1,185  ft.  east  of 
Little  Neck  road  (Block  No.  4126,  Lot 
No.  46),  Great  Neck,  Borough  of 
Queens. 


cal.  no.  384-20-BZ — Application,  May  27,  1920;  garage 
granted  July  20,  1920;  reopened  June  20, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Charles  P.  Cannella, 
applicant,  on  behalf  of  Catherine  Egen- 
berger,  present  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a 
gasoline  service  station  in  a  garage  for 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  board)  ;  premises 
754-764  Jamaica  avenue,  southeast  cor¬ 
ner  of  Chestnut  street  (Block  No.  4104, 
Lot  Nos.  24  and  25),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  10,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

285-33-A — 165-207  Melrose  street  and  16-44  George  street 
(Block  No.  3156,  Lot  Nos.  12,  13,  14,  15, 
48,  49,  50  and  51),  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
10,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  xo.  148-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  behalf 
of  Noviak  Holding  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882,  Lot  No.  106), 
Hollis,  Borough  of  Queens. 

cal.  no.  214-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Charles  P.  Cannella,  applicant,  on  be¬ 
half  of  Lora  Peragine,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  an  ice  manufacturing 
plant;  premises  10-12  Prescott  place 
(Block  No.  1556,  Lot  Nos.  20  and  21), 
Brooklyn. 

cal.  no.  197-19-BZ — Application,  April  3,  19li> ,  granted  for 
a  garage  May  7,  1919;  reopened  June 
13,  1933,  under  sections  7a  and  21  of 
the  building  zone  resolution,  of  Fer¬ 
dinand  Savignano,  applicant,  on  behalf 
of  Sadie  Wohlberg,  owner,  to  permit, 
partly  in  a  residence  district  and  partly 
in  a  business  district,  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board)  so  as  to  include  a  gasoline  serv¬ 
ice  station;  premises  950-954  Fulton 
street  (Block  No.  2014,  Lot  No.  20), 
Brooklyn. 

cal.  no.  631-32-BZ — Application,  December  28,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Richter,  applicant,  on 
behalf  of  Minnie  Stone,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  4602-4614  Kings  high¬ 
way,  southeast  corner  of  East  46th 
street,  and  1257  East  46th  street,  north¬ 
east  corner  of  Avenue  I  (Block  No. 
7750,  Lot  No.  5),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  16,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

155-33-BZ. 

APPLICANT — Nathan  D.  Aron,  for  Vito  Jacovino  and 
Samuel  Kaplan,  owners. 

PREMISES — 846-848  Shepherd  avenue,  west  side,  205  ft. 
south  of  Linden  boulevard  (Block  No.  4363,  Lot 
Nos.  17  and  18),  Brooklyn. 


APPLICATION,  under  sections  7f  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  (wrecking  automobiles  and  selling 

parts). 

196-33-BZ. 

APPLICANT — Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner. 

PREMISES — 57  St.  Marks  place  (Block  No.  450,  Lot  No. 
46),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  business  use. 

225-33-BZ. 

APPLICANT— Nat  C.  Helman,  for  Marie  V.  Hogan, 
owner. 

PREMISES — 2761-2771  86th  street,  northwest  corner  of 
West  9th  street  (Block  No.  7141,  Lot  No  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

256-33-BZ. 

APPLICANT — Otto  J.  Sambach,  for  Anthony  Gilmour, 
owner. 

PREMISES — 902  Huguenot  avenue,  west  side,  225  ft.  south 
of  Staten  Island  Railroad  (Block  No.  6815,  Lot  No. 
58),  Huguenot,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  coal  pocket. 

268-33-BZ. 

APPLICANT — Bly  &  Hamann,  for  Francesca  Viegal, 
owner. 

PREMISES — 535  Rutland  road,  north  side,  94  ft.  6 in. 
west  of  Kingston  avenue  (Block  No.  4803,  Lot  No. 
43),  Brooklyn. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  store  on  the  first  story  and 
as  dwelling  above. 

278-33-BZ. 

APPLICANT— Lloyd  E.  Mellor,  for  S.  E.  C.  and  M.  E. 
Bernheimer  Co.,  owner. 

PREMISES — 2401-2407  Broadway  and  251-255  West  88th 
street,  northwest  corner  (Block  No.  1236,  Lot  No. 
10),  Manhattan. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  build¬ 
ing  from  dwelling  to  business  use. 

296-33-BZ. 

APPLICANT  Bertram  G.  Eadie,  for  Richmond  Railways, 
Inc.,  owner. 

PREMISES — 92  Brook  street,  south  side,  180  ft.  east  of 
Jersey  street  (Block  No.  34,  Lot  Nos.  12,  45,  52, 
1  and  22),  Tompkinsville,  Borough  of  Richmond. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 

216-33-BZ. 

APPLICANT— William  F.  Doyle,  for  M.  M.  L.  Realty 
Association,  owner. 

PREMISES— 2414-2420  Flatbush  avenue,  southwest  corner 
of  Avenue  T  (Block  No.  8542,  Lot  No.  41),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  17,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  190-33-BZ — Application,  May  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  E.  Bahr,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  an  exist¬ 
ing  dwelling  to  business  use  (store)  ; 
premises  72  Middagh  street,  south  side, 
114  ft.  west  of  Henry  street  (Block 
No.  216,  Lot  No.  21),  Brooklyn. 

cal.  no.  724-29-BZ— Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

cal.  no.  823-19-BZ— Application,  November  8,  1919;  garage 
granted  January  29,  1920;  reopened 
September  26,  1933,  for  further  con¬ 
sideration  and  modification  of  the  orig¬ 
inal  resolution,  under  sections  7e  and  21 
of  the  building  zone  resolution,  of 
Hunley  Abbott,  applicant,  on  behalf  of 
Spencer  Aldrich,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  and  additional  business  occupancy 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by 
the  board)  ;  premises  1901-1911  10th 
avenue,  southeast  corner  of  19th  street 
(Block  No.  890,  Lot  No.  1),  Brooklyn. 

cal.  no.  249-33-BZ — Application,  July  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jenks  &  Rogers,  applicants,  on  be¬ 
half  of  Gelkom  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1312-1314  Fifth 


avenue,  northwest  corner  of  West  110th 
street  (Block  No.  1594,  Lot  No.  36), 
Manhattan. 

cal.  no.  259-33-BZ — Application,  July  2,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Frank  H.  Beck, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  fac¬ 
tory  building ;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of 
East  239th  street  (Block  No.  5074,  Lot 
No.  13),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  17,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
17,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

cal.  no.  174-33-BZ — Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bernard  Brownstein,  applicant, 
on  behalf  of  Louis  Padolsky  and  John 
Sheridan,  owners,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
northeast  corner  of  Gates  avenue  and  St. 
Nicholas  (avenue)  street  (Block  No. 
2460,  Lot  No.  1),  Ridgewood,  Borough 
of  Queens. 

CAL.  NO.  177-33-BZ— Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Gilbert  I.  Prowler,  applicant,  on  be¬ 
half  of  Joseph  Gross,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  9614-9626  Flatlands  ave¬ 
nue,  southwest  corner  of  Rockaway 
parkway  (Block  No.  8204,  Lot  No.  42), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  23,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

219-33-BZ. 

APPLICANT — Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

PREMISES— Northwest  corner  of  192nd  street  and  35th 
avenue  (Block  No.  992,  Lot  No.  39),  Flushing, 
Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

5!)(j -32tBZ. 

"-T— Carry  Meltzer,  for  Vincent  Esposito,  owner. 

PREMISES  619  East  Fordham  road,  northwest  corner  of 
Hughes  avenue  (Block  No!  3273,  Lot  No.  252)  The 
Bronx. 

APPLICAI  ION,  under  section  21  of  the  building  zone 
resolution, 

1  O  FERAll  I  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  June  20,  1933). 

240-33-BZ. 

APPLICANT— Irving  Proskauer,  for  John  J.  Halleran, 
owner. 

PREMISES  Southeast  corner  of  Nassau  boulevard  and 
250th  street  (Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

A I  PLICATION,  under  section  21  of  the  building  zone 
resolution. 

IO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

229-33-BZ. 

APPLICANT  Lama  &  Proskauer,  for  Autumn  Goodis 
owner. 

PREMISES-— 130-09  Jerome  avenue  (Block  No.  508,  Lot 
Nos.  25  and  27),  Richmond  Hill,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

I  O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

602-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  Peter  Martinen 
owner. 

PREMISES — 94-41  to  94-47  Old  South  road,  northwest  cor¬ 
ner  of  North  Conduit  avenue  (Block  No.  2659  Lot 

i  ppi  Soujh  0zone  Park’  Borough  of  Queens. 

APPLICAI  ION,  under  section  21  of  the  building  zone 
resolution, 

1 0  PERMI  T,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

803-27-BZ. 

APPLICANT — John  M.  Baker,  substituted  for  Edward  P 
Doyle,  for  Richard  Welsh,  owner. 

PREMISES— Northeast  corner  of  Laurel  Hill  boulevard 
,  and  58th  street  (Betts  avenue),  (Block  No.  2341 

APPT  T(^ATTn°M46)^Winfield’  BorougJ1  of  Q^ens. 

-  PPLICATION,  under  section  21  of  the  building  zone 

resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  July  11,  1933). 

202-33-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Kapet  Holding  Corp 
owner. 

PREMISES— Northeast  corner  of  Gun  Hill  road  and 
Mickle  avenue  (Block  No.  4786,  Lot  No  36)  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


OCTOBER  24,  1933,  lo  A.  M. 

Building  'Lone  Applications. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
24,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  200-33-BZ— Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Consolidated  Gas  Company  of  New 
York,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
2 153-2155  First  avenue,  northwest  cor¬ 
ner  of  East  111th  street  (Block  No. 
1683,  part  of  Lot  No.  18),  Manhattan. 

cal.  no.  22-22-BZ— Application,  January  6,  1922,  under  sec¬ 
tion  7g  of  the  building  zone  resolution; 
granted  September  12,  1922,  for  a  garage 
for  more  than  five  (5)  motor  vehicles 
located  in  a  buisness  district ;  application 
of  Robert  Williamson,  on  behalf  of 
Ellen  I.  McCarthy,  owner,  reopened 
October  3,  1933;  premises  east  side  of 
Spuyten  Duyvil  road,  132.32  ft.  north 
of  230th  street  (Block  No.  3406A,  Lot 
Nos.  100  and  105),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1933,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

Si  ailitl  M?.pea^s  a  hearing  under  the  provisions 

ox  the  building  zone  resolution,  Tuesday  morning  October 
31,  1933  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  Novem¬ 
ber  11,  1930;  reopened  January  4,  1933; 
dismissed  for  lack  of  prosecution  June 
27,  1933;  reopened  and  restored  to  Cal¬ 
endar  July  11,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Kenneth 
O’Brien,  applicant,  on  behalf  of  New 
Nork  Title  &  Mortgage  Co.,  equitable 
owner,  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24, 
1928, .  to  permit  in  lieu  of  the  erection 
of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district  ; 
premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue 
(Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A— 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 
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212-33-A — Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  <3, 
Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

64-33-A — 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

69-33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42  and 
43),  Brooklyn. 

145-33- A — 289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  Borough  of  The  Bronx. 


Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57-33-S — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  3,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  September  26,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
September  26,  1933,  were  approved  as  printed  in  Bulletin 
No.  40,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

597-32-BZ.  t  ,  „r.  ,  . 

APPLICANT — Henry  A.  Urquhart,  for  John  Wischerth, 

owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion.  , 

PREMISES  AFFECTED— 33-41  Stone  avenue,  southeast 
corner  of  McDougal  street  (Block  No.  1535,  Lot 
No.  1),  Brooklyn. 

APPEARANCES—  ,  , 

For  Applicant:  Joseph  M.  Lonergan  and  John  Wis¬ 
cherth. 

For  Opposition:  William  M.  Brady,  Isidor  Man- 
storf,  James  Reynolds,  George  A.  Reilly,  Anna 
Higgins,  John  Mara,  A.  Lavacchia,  Minnie 
Stolz,  James  Longo  and  Max  Stein. 

ACTION  OF  BOARD— Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
•  of  the  board. 


APPLICANT— M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Gates  ave¬ 
nue  and  St.  Nicholas  (avenue)  street  (Block  No. 
2460,  Lot  No.  1),  Ridgewood,  Borough  of  Queens. 

APPEARANCES—  f  .  TT 

For  Applicant:  M.  Bernard  Brownstein,  Henry 
Kroll  and  Benjamin  Seeman. 

For  Opposition:  Henry  Theiling,  Carl  Kremreich, 
Charles  Stauber,  Miss  Helen  Gammell  and  Mrs. 
Goetz. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


177-33-BZ. 

APPLICANT— Gilbert  I. 

owner. 


Prowler,  for  Joseph  Gross, 


SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 9614-9626  Flatlands  avenue, 
southwest  corner  of  Rockaway  parkway  (Block  No. 
8204,  Lot  No.  42),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Gilbert  I.  Prowler  and  Joseph 
Gross. 

For  Opposition:  Joseph  Di  Benedetto,  Mrs.  Bertha 
Schaeffer,  Mrs.  Lulu  Glover,  Mrs.  Annie  Bus- 
gang  and  Stephen  Calavetta. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


330-28-BZ. 

APPLICANT — Kenneth  O'Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit  in 
lieu  of  the  erection  of  a  six-story  tenement  house 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only— residence  district  (previously  dismissed 
for  lack  of  prosecution;  reopened  and  restored  to 
Calendar  July  11,  1933). 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Kenneth  O’Brien. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1933,  at 
10  a.  m.,  on  request  of  applicant. 


180-33-BZ. 

APPLICANT — William  J.  Shea,  for  Estate  of  Mary  Busto, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  “F”  area 
district  the  erection  and  maintenance  of  a  business 
use  (beer  garden). 

PREMISES  AFFECTED — Southwest  corner  of  Beach 
Channel  drive  and  Beach  117th  street  (Block  No. 
662,  Lot  No.  8),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 


MINUTES 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


1213-24-BZ. 

APPLICANT — Charles  Schaefer,  Jr.,  substituted  for  Wil- 

^  liam  F.  Doyle,  for  T.  &  R.  Construction  Co.,  Inc., 
present  owner. 

SUBJECT— Application  for  reopening — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  to  permit 
in  a  residence  district  the  erection  and  maintenance 
of  a  gasoline  service  station  (previously  denied  for 
a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles). 

PREMISES  AFFECTED— West  side  of  Southern  boule¬ 
vard,  20  ft.  south  of  East  185th  street  (Block  No. 
3114,  Lot  Nos.  21,  3,  5  and  6),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  Schaefer,  Jr. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


108-33-BZ. 

APPLICANT — Emil  Guterman,  for  Norah  Kissane,  owner. 

SUBJECT — Request  for  reopening — reconsideration  on  re¬ 
duced  area  of  plot — re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and  motor  vehicle  repair  shop 

PREMISES  AFFECTED— Southwest  corner  of  23rd  ave¬ 
nue  (Potter  avenue)  and  36th  street  (Block  No. 
819,  part  of  Lot  No.  33),  Astoria,  Borough  of 


Queens. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

ACTION  OF  BOARD — Request  to  reopen  denied 
THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Connell .  1 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent  .  0 


407-29-BZ. 


APPLICANT — Martin  J.  Ort,  substituted  for  Philip  J.  Sin- 
nott,  for  Harris  Fields  Corp.,  owner. 

SUBJECT — Request  for  reopening — reconsideration— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 309-311  Patchen  avenue,  east 
side.  50  ft.  south  of  Chauncey  street  (Block  No. 
1693,  part  of  Lot  No.  1),  Brooklyn. 

APPEARANCES— 


For  Applicant:  Martin  J.  Ort. 

ACTION  OF  BOARD — Request  for  reopening  denied 
THE  VOTE  TO  REOPEN— 


Affirmative  . . 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Absent  A  ... ...... . . . . . 


653-29-BZ. 

«nPTPrT^D  David  L.  Blick,  for  Jack  J.  Falk,  owner. 

MJbjr.Ll  Request  for  reopening — extension  of  time — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings)  r  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 6401-6411  Fort  Hamilton  ave¬ 
nue  and  956-972  64th  street,  southeast  corner  (Block 

APPEARANCES- ‘  N°5’  4“'  48  ^  M)'  Brooklyn- 
For  Applicant:  David  L.  Blick. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 

THEeVOTE  TO  WITHDRAW  REQUEST  TO  RE- 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ’  ’  *  ’  ’  ‘ .  q 

Absent  . ’ .  q 

22-22-BZ. 

APPLICANT  Robert  Williamson,  substituted  for  John  T 

cTTDT™cCArtlY’  f?r  Ellen  L  McCarthy,  owner. 

w.  L  bj  EC  1  Application  for  reopening — to  re-affirm  original 
lesolution  re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — East  side  of  Spuyten  Duyvil 
road,  132.32  ft.  north  of  230th  street  (Block  No 

APPEARANCE^08'  100  an<1  105)’  The  B™"- 

For  Applicant :  Robert  Williamson  and  Thomas 
Fraser. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  October  24,  1933,  at  10  a  m 

THE  VOTE  Tp  REOPEN- 

Affirmative.  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  q 

Absent  .  q 

984-22-BZ. 

APPLICANT — Dora  Goldfein,  owner. 

SUBJECT  Application  for  reopening — extension  of  permit 
—re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises 

PREMISES  AFFECTED— 2379  Tiebout  avenue  (Block 

APPEARANCES-1  32)'  Tlle  Br°n'‘- 
For  Applicant :  Samuel  Goldfein. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Hollland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  . n 

THE  VOTE  TO  EXTEND  PERMIT— . 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  . 

Negative  . !!..!!!. .  n 

Absent  .  „ 

THE  RESOLUTION—  .  0 

.  .  C  984-22-BZ) 

W  iiereas,  this  application,  affecting  premises  2379  Tiebout 
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avenue  (Block  No.  3147,  Lot  No.  32),  Borough  of  The 
Bronx,  was  granted  by  the  board  at  its  meeting  February 
19.  1924,  for  a  temporary  period,  and  this  period  has  been 
extended  from  time  to  time,  the  last  action  being  October  6, 
1931,  and  applicant  requests  a  further  extension. 

Resolved,  that  the  resolution  of  the  board  adopted  on  Octo¬ 
ber  6,  1931,.  be  modified,  so  that  as  modified  it  will  read: 
“Resolved,  that  the  board  of  standards  and  appeals _  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  21,  for  a 
temporary  period  of  two  years,  on  condition  that  the  require¬ 
ments  set  forth  in  the  resolution  of  the  board  affecting  the 
same  premises,  granted  under  Cal.  No.  984-22-BZ,  under 
date  of  February  19,  1924,  shall  be  complied  with  in  all 
respects.” 


55-31-BZ. 

APPLICANT— David  L.  Blick,  for  Jack  J.  Falk,  owner. 
SUBJECT— Application  for  reopening— extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles  (a  garage  previously  granted  by 
the  board)  so  as  to  include  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 6401-6411  Fort  Hamilton  ave¬ 
nue  and  956-972  64th  street,  southeast  corner  (Block 
No.  5743,  Lot  Nos.  45,  48  and  50),  Brooklyn. 
APPEARANCES— 

For  Applicant :  David  L.  Blick. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(55-31-BZ) 

Whereas,  this  application,  affecting  premises  6401-6411 
Fort  Hamilton  avenue  and  956-972  64th  street  (Block  No. 
5743,  Lot  Nos.  45,  48  and  50),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  June  16,  1931,  on  certain 
conditions,  and  applicant  requested  an  extension  of  time,  and 
now  requests  a  further  extension. 

Resolved,  that  the  time  limit  within  which  to  obtain  permits 
be  extended  for  eight  months  and  the  time  to  complete  the 
work  be  extended  for  one  year  from  the  date  of  this  amended 
resolution,  on  condition  that  the  resolution  of  the  board 
adopted  on  June  16,  1931,  shall  be  complied  with  in  all 
other  respects  and  that  the  resolution  of  the  board  referred 
to  therein,  adopted  by  the  board  on  March  18,  1930,  in  con¬ 
nection  with  Cal.  No.  653-29-BZ,  shall  be  complied  with  as 
to  the  garage  portion  in  all  respects  other  than  as  to  the 
requirement  therein  for  obtaining  permits  and  the  completion 
of  work. 


12-19-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Catherine  A.  Brown 
and  Estelle  F.  C.  Brown,  owners. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7b  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  maintenance  of  an 


auto  laundry  and  office  with  entrance  from  Prospect 
Park  Southwest. 

PREMISES  AFFECTED— 210-212  Prospect  Park  South¬ 
west,  west  side,  75  ft.  north  of  Ocean  parkway 
(Block  No.  5287,  Lot  No.  44),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

ACTION  OF  BOARD — Application  reopened  and  resolution 


modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  . 0 

Absent  .  ° 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(12-19-BZ) 


Whereas,  this  application,  affecting  premises  210-212 
Prospect  Park  Southwest,  west  side,  75  ft.  north  of  Ocean 
parkway  (Block  No.  5287,  Lot  No.  44),  Borough  of  Brook¬ 
lyn,  was  restored,  reaffirmed  and  modified  by  the  board  at  its 
meeting  June  9,  1933,  on  certain  conditions,  and  applicant 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
June  9,  1933,  be  modified,  so  that  as  modified  it  will  read  as 
follows  :i  “that  the  action  of  the  board  of  standards  and  ap¬ 
peals  of  December  19,  1919,  revoking  the  resolution  of  Feb¬ 
ruary  18,  1919,  be  rescinded,  and  that  the  resolution  of  Feb¬ 
ruary  18,  1919,  be  restored,  reaffirmed  and  modified  as  fol¬ 
lows  :  ' Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  north  and  west  exterior  walls 
of  the  extension,  as  proposed  in  1919,  be  unpierced  for  their 
entire  height  and  length  except  where  joining  the  present 
structure  and  except  for  one  opening  not  over  10  ft.  in  width 
in  the  southerly  wall  to  the  adjacent  gasoline  station  under 
the  same  control,  on  condition  that  this  opening  shall  remain 
only  so  long  as  the  gasoline  station  and  garage  are  under 
the  same  control ;  that  this  opening  shall  be  protected  with 
fire  proof  sliding  door  with  fusible  link  on  the  gasoline 
station  side,  permitting  also  the  installation  of  an 
overhead  type  of  door  if  desired  by  applicant ;  that  the 
easterly  wall  fronting  on  Prospect  Park  Southwest  be  un¬ 
pierced  except  for  one  doorway  therein  solely  for  entrance 
and  exit  to  the  automobile  laundry  and  not  to  the  garage 
proper,  this  doorway  to  be  approximately  8  ft.  in  width,  and 
except  for  two  windows,  one  on  either  side  of  this  doorway, 
the  sills  of  which  are  to  be  6  ft.  above  the  sidewalk  level ; 
that  the  space  on  the  easterly  end  of  the  building  for  a 
distance  westerly  of  50  ft.  shall  be  used  only  as  an  auto¬ 
mobile  laundry ;  on  condition  that  there  shall  be  erected  50 
ft.  westerly  from  Prospect  Park  Southwest  and  parallel 
thereto  a  cross  wall  constructed  of  cement  blocks,  not  less 
than  8  in.  in  thickness,  cutting  off  this  portion  used  solely 
for  car  washing  from  the  garage  portion,  with  no  openings 
in  this  cross  wall  except  one  opening,  not  over  11  ft.  in 
width,  protected  with  a  fireproof,  automatic,  self-closing 
door ;  that  the  facade  of  the  extension  facing  Prospect  Park- 
Southwest  shall  be  of  ornamental  design  of  face  brick  with 
stone  trim,  all  substantially  in  accord  with  plans  filed  with 
this  appeal  marked  ‘received  May  2,  1933,’  as  amended  bv 
plan  marked  ‘received  October  3,  1933’:  that  all  permits  shall 
be  obtained  within  three  months  and  all  work  involved  to  be 
completed  within  six  months  from  the  date  of  this  action.’  ” 


Adjourned  1.20  p.  m.  •  ~  - 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  3,  1933. 

Present:  Chairman  Murdock  and  Commissioners  Connell, 
Holland  and  Guilfoyle. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
56-33-A. 

APPELLANT — Croker  Fire  Prevention  Corp.,  for  Nathan 
Manufacturing  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 417-423  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Lot 
Nos.  5  to  11,  inclusive,  and  Lot  No.  39),  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1933,  at 
2  p.  m.,  on  written  request  of  appellant. 


212-33-A. 

APPELLANT — Croker  Fire  Prevention  Corp.,  for  Murand 
Ice  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— Northeast  corner  of  Beach  42nd 
street  and  Rockaway  Beach  boulevard  (Block  No. 
6,  Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant :  None. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1933,  at 
2  p.  m.  No  appearance  for  appellant. 


285-33-A.  ■ 

APPELLANT — Interboro  Beverage  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — 165-207  Melrose  street  and  16- 
44  George  street  (Block  No.  3156,  Lot  Nos.  12,  13, 
14,  15,  48,  49,  50  and  51),  Brooklyn. 
APPEARANCES— 

For  Appellant :  George  Rosling. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1933,  at 
2  p.  m.,  for  full  vote  of  the  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell .  1 

Absent :  Chief  McElligott .  1 


205-33-A. 

APPELLANT — Samuel  Rosenblum,  for  H.  K.  Liquidation 
Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 52-55  to  52-65  74th  street 
(Decker  street),  northeast  corner  of  Grand  avenue 
(Block  No.  2492,  Lot  No.  8),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent :  Chief  McElligott  . 1 


THE  RESOLUTION— 

(205-33-A) 

Whereas,  Samuel  Rosenblum,  for  H.  K.  Liquidation 
Corp.,  owner,  filed,  May  29,  1933,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  52-55  to  52-65 
74th  street  (Decker  street),  northeast  corner  of  Grand  ave¬ 
nue  (Block  No.  2492,  Lot  No.  8),  Elmhurst,  Borough  of 
Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
8,  1933  (re  Order  No.  3953-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accordance 
with  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals.”  ; 
and 

Whereas,  the  building  is  of  brick  and  frame  construction, 
two  stories  (40  ft.)  in  height,  259  ft.  by  90  ft.,  about  22,000 
sq.  ft.  in  area;  OCCUPIED  for  woodworking  and  treatment 
of  fireproof  wood ;  number  of  persons  not  to  exceed  capacity 
of  exits ;  and 

Whereas,  the  appellant  claims  the  building  was  erected  in 
1895,  when  standpipe  systems  were  not  required ;  the  first 
story  is  divided  by  a  cross  partition,  into  two  smaller  floor 
areas ;  the  exits  consist  of  one  interior  open  stairway,  an 
interior  fireproof  enclosed  stairway  with  automatic  closing 
fireproof  doors,  an  outside  open  iron  stairway,  a  horizontal 
opening  at  each  story  to  building  adjoining  at  west  protected 
by  a  sliding  metal-covered  door ;  there  are  four  fire  hydrants 
near  the  building;  foamite  tanks  are  maintained,  and  the 
premises  are  under  constant  supervision;  furthermore,  the 
appellant  contends  the  building  is  entirely  covered  with  a 
sprinkler  system  connected  directly  with  the  city  main  and 
the  existing  exits  provide  adequate  means  of  egress ;  and 

Whereas,  appellant  stated  the  building  at  present  is  not 
being  used  for  manufacturing  purposes  and  is  substantially 
vacant  except  for  the  storage  of  a.  small  amount  of  lumber 
on  the  ground  floor  and,  also,  that  the  sprinkler  system  is 
being  maintained  in  good  working  order  and  that  the  building 
is  patrolled  by  a  watchman  and  that  there  are  at  least  four 
fire  hydrants  on  the  street  fronts  adjacent  to  the  property. 

ResoJz’cd,  that  the  order  of  the  fire  commissioner,  No. 
3953-F,  be  and  it  hereby  is  held  in  abeyance  as  long  as  the 
building  remains  vacant  and  unoccupied,  as  stated  above, 
and  is  provided  with  the  protection  above  mentioned. 


209-33-A. 

APPELLANT— Langdon  Leasing  Co.,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  commissioner  of  buildings. 
PREMISES  AFFECTED — 2-4  East  56th  street  and  717- 
719  Fifth  avenue  (Block  No.  1291,  Lot  No.  69), 
Manhattan. 

APPEARANCES— 

For  Appellant :  Edmund  H.  Chatillon. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  o 

Absent :  Chief  McElligott  .  i 

THE  RESOLUTION— 

(209-33-A) 

Whereas,  Langdon  Leasing  Co.,  lessee,  filed,  June  7,  1933, 
an  appeal  from  an  order  of  the  fire  commissioner  and  a  de¬ 
cision  of  the  commissioner  of  buildings,  affecting  premises 
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2-4  East  56th  street  and  717-719  Fifth  avenue  (Block  No. 
1291,  Lot  No.  69),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
10,  1933  (Order  No.  2946-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  589-1,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  May  20,  1933,  reads: 

“This  will  reply  to  your  letter  of  May  3rd,  relative 
to  Order  No.  2956-F,  affecting  the  above  premises  in 
which  you  request  the  order  be  rescinded  for  the  reason 
that  the  gravity  tank  is  fifteen  feet  above  the  highest 
hose  outlet  and  that  the  same  has  a  capacity  of  12,000 
gallons. 

“You  are  advised,  Section  380-81,  Chapter  5  of  the 
Code  of  Ordinances,  and  rule  91  of  the  Board  of  Stand¬ 
ards  and  Appeals  requires  that  the  bottom  of  tank  shall 
be  not  less  than  20'  above  the  hose  outlet  in  the  highest 
story. 

“This  department  has  no  power  to  waive  or  modify 
such  requirements,  therefore  we  regret  your  request 
must  be  denied ;  however,  if  you  feel  that  to  comply  with 
the  order  is  unreasonable  or  will  create  an  undue  hard¬ 
ship,  we  suggest  that  you  appeal  to  the  Board  of  Stand¬ 
ards  and  Appeals  for  such  relief  as  it  may  deem  advis¬ 
able.”  ; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  53  ft.  by  110  ft.  in  area;  OCCUPIED  as  a  hotel; 

and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1911 ;  the  standpipe  system  was  installed  in  accordance 
with  the  regulations  in  force  at  that  time;  the  system  is  fed 
from  a  12,000-gallon  house  supply  tank,  4,000  gallons  re¬ 
served  for  standpipe  lines,  the  bottom  of  which  is  15  ft. 
above  the  highest  hose  outlet;  to  comply  with  the  order 
would  require  a  large  expenditure  and  create  an  unnecessary 
hardship  upon  the  owner ;  furthermore,  the  appellant  contends 
that  the  amount  of  water  reserved  for  standpipes  exceeds 
the  quantity  required  under  the  regulations. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2946-F,  and  the  decision  of  the  commissioner  of  buildings,  be 
and  they  hereby  are  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  bottom  of  the  existing  stand¬ 
pipe,  tank  shall  be  not  less  than  15  ft.  above  the  highest  stand¬ 
pipe  outlet  in  the  top  story  of  the  pent  house;  that  such 
commissioner  shall  be  installed  and  that  the  requirements  of 
rule  91  of  the  standpipe-fireline  rules  shall  be  complied  with 
in  all  respects  other  than  as  herein  modified. 


70-33-A. 

APPELLANT — Erich  H.  Wirth,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 5838  Amboy  road  (Block  No. 
6724,  Lot  No.  65),  Princes  Bay,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Appellant :  Erich  H.  Wirth. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  1 


THE  RESOLUTION— 

(70-33-A) 

Whereas,  Erich  H.  Wirth,  owner,  filed,  February  23, 
1933,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  5838  Amboy  road  (Block 
No.  6724,  Lot  No.  65),  Princes  Bay,  Borough  of  Richmond; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  10,  1933  (Order  No.  79025-LC),  reads: 

“Before  a  permit  may  be  issued  for  your  storage  and 
use  of  paints,  varnishes,  etc.,  the  following  must  be 
done : 

“1.  Discontinue  the  use  of  oil  burner  that  has  not 
been  approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  a  business  occupancy.  Rule  22. 

“Please  notify  this  Department  promptly  when  this 
order  is  complied  with.  It  is  unlawful  for  you  to  continue 
your  storage  and  use  of  paints  without  a  permit.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  1,  1933,  reads: 

“With  reference  to  your  application,  dated  recently, 
for  a  permit  to  store  fuel  oil  at  above  location,  I  regret 
to  inform  you  that  I  am  without  power  to  grant  such 
a  permit  for  the  reason :  That  burner  was  not  approved 
for  this  type  of  occupancy  and  installation  does  not  con¬ 
form  to  Rules  of  Board  of  Standards  and  Appeals. 
“YOU  ARE  THEREFORE  ORDERED  TO: 

“1.  Discontinue  storage  and  use  of  fuel  oil  in  violation 
of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  frame,  one  story  in  height,  40 
ft.  by  40  ft.  in  area,  and  occupied  as  a  hardware  and  gen¬ 
eral  store ;  and 

Whereas,  it  is  proposed  to  install  a  superfex  Oil  Burner 
and  warm  air  furnace  which  has  been  approved  by  the  board 
under  Cal.  No.  400-32-SA  in  the  store ;  and 

Whereas,  appellant  contends  that  if  the  permit  from  the 
fire  department  is  not  granted  it  will  result  in  unjust  hard¬ 
ship,  inasmuch  as  it  will  deprive  him  of  the  sale  of  paint 
products  or  cause  him  to  install  a  heating  plant  at  a  cost  of 
nearly  $500. 

Resolved,  that  the  order.  No.  79025-LC,  and  decision  of 
the  fire  commissioner  be  and  they  hereby  are  modified  and 
the  appeal  be  and  it  hereby  is  granted,  so  long  as  the  existing 
building  is  not  increased  in  height  or  area,  on  condition  that 
the  Superfexl  Oil  Burner  shall  be  as  approved  by  the  board 
for  domestic  installations  and  shall  be  installed  in  accordance 
with  the  requirements  of  rule  22  of  the  fuel  oil  rules  in  all 
respects,  except  as  to  subdivision  5;  that  no  buildings  ad¬ 
joining  the  building  in  which  this  burner  is  stored  shall  be 
nearer  than  10  ft.  in  any  direction. 


PETITIONS  FOR  VARIATIONS. 

47-33-S. 

PETITIONER — Bernard  J.  Sheftman,  for  Beckie  Sheft¬ 
man,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — South  side  of  East  166th  street, 
196.23  ft.  west  of  Washington  avenue  (Block  No. 
2387,  Lot  No.  27);  The  Bronx. 
APPEARANCES— 

For  Petitioner:  Bernard  J.  Sheftman. 

For  Administration:  General  Inspector  Leo  D.  Mc¬ 
Cormack  of  department  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1933,  at 
2  p.  m.,'on  condition  that  no  factory  work  shall  be 
carried  on  in  the  meantime  above  the  first  or  ground 
floor  and  no  occupancy  above  the  ground  floor  except 
a  small,  office  in  the  easterly  front  of  the  second 
floor  with  an  occupancy  thereof  of  not  over  two 
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persons ;  that  the  balance  of  the  second  and  third 
floors  shall  be  left  vacant  except  a  limited  use  of  the 
third  floor  for  storage. 


57-33-S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Nathan 
Manufacturing  Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law,  as 
cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 417-423  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Lot  Nos. 
5  to  11,  inclusive,  and  Lot  No.  39),  Manhattan. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1933,  at 
2  p.  m.,  on  written  request  of  petitioner. 


211-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Roher  Real  Estate  Co.,  Inc.,  owner. 
SUBJECT — Petition  for  a  variation  of  the  labor  law,  as 
cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 494-496  Eighth  avenue  and  262- 
264  West  35th  street  (Block  No.  784,  Lot  Nos. 
76,  77  and  78),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle. . . .  4 


Negative  . . . .  0 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 


(211-33-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Roher  Real  Estate  Co.,  Inc.,  owner,  filed,  June  6,  1933, 
a  petition  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  494-496  Eighth  avenue  and  264-266 
West  35th  street  (Block  No.  784,  Lot  Nos.  76,  77  and  78), 
Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
12,  1932  (Order  No.  96332-LD),  reads: 

“1.  Discontinue  the  use  of  above  premises  for  factory 
in  violation  of  Sec.  270  of  the  Labor  Law. 

“1.  No  second  means  of  exit  from  cellar  story. 

“2.  Accommodation  stairways  from  cellar  to  1st 
story  not  enclosed  in  fireproof  material.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
Ma^  16,  1933,  reads : 

“This  will  reply  to  your  letter  of  May  2nd,  1933, 
relative  to  order  No.  96332-LD  issued  July  12th,  1932, 
affecting  the  above  premises  in  which  you  state  you 
have  been  retained  by  the  owner  to  petition  the  Board  of 
Standards  and  Appeals  from  the  requirements  of  the 
order  but  cannot  do  so  due  to  the  fact  that  more  than 
20  days  have  elapsed  since  the  date  of  issuance  of  the 
order  and  request  that  the  order  be  dismissed  and  re¬ 
issued  so  that  petition  may  properly  be  brought  before 
the  above  board. 

“Please  be  advised  your  request  is  denied.” ; 
and 

Whereas,  the  building  is  fireproof,  twenty-three  stories  in 
height,  48  ft.  4J4  in.  by  100  ft.  in  area ;  OCCUPIED :  cel¬ 
lar,  boiler  room  and  stock  rooms,  6  persons;  1st  story,  stores, 


70  persons ;  upper  stories,  showrooms  and  25  per  cent  floor 
area  for  factory  purposes,  about  thirty  persons  per  story; 
EQUIPPED  with  a  sprinkler  system,  a  standpipe  system 
and  a  fire  alarm  signal  system;  EXITS:  a  fire  tower;  an  in¬ 
terior  fireproof  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  fireproof  partitions,  with  fireproof  doors  at 
openings ;  and 

Whereas,  the  petitioner  claims  that  the  present  building 
was  erected  under  plans  approved  by  the  superintendent  of 
buildings  in  1927;  after  completion  Certificate  of  Occupancy 
No.  14555  of  1928  was  issued,  permitting  the  premises  to  be 
used  for  offices,  showrooms  and  25  per  ceont  of  the  floor 
area  for  factory  purposes ;  such  permitted  occupancy  has  not 
been  violated ;  the  cellar  is  provided  with  one  fireproof  en¬ 
closed  stairway  and  three  accommodation  open  steel  stair¬ 
ways  used  in  connection  with  stores  on  first  story  and  cellar 
storage  rooms,  such  rooms  are  enclosed  with  fireproof  parti¬ 
tions  ;  there  are  only  six  persons  employed  and  no  manu¬ 
facturing  done  in  the  cellar ;  furthermore,  the  petitioner  con¬ 
tends  that  the  existing  cellar  stairways  provide  safe  means 
of  egress  and  were  accepted  by  the  superintendent  of  build¬ 
ings  as  adequate  exits. 

Resolved,  that  the  order  of  the  fire  commissioner,  entailing 
Items  1  and  2  of  Order  No.  96332-LD,  and  the  decision  of 
the  fire  commissioner,  be  and  they  hereby  are  modified  and 
that  the  petition  be  and  it  hereby  is  granted  on  condition  that 
the  accommodation  stairways  as  indicated  on  the  plans  filed 
with  this  petition  leading  from  the  stores  on  the  ground 
floor  shall  be  cut  off  from  the  balance  of  the  cellar  of  the 
building  with  fireproof  partitions  and  fireproof,  self-closing 
doors;  that  the  portion  of  the  cellar  marked  “open  cellar” 
other  than  the  boiler  room  and  the  rooms  for  facilities  shall 
be  kept  open  and  unoccupied,  except  for  equipment  belonging 
to  the  building,  such  as  metal  doors  and  trim,  so  stacked  as 
in  no  way  to  impede  access  to  the  main  stairway  or  to  the 
doors  leading  to  the  supplementary  stairways;  that  there 
shall  be  no  human  occupancy  in  the  main  cellar  other  than 
in  the  spaces  enclosed  as  stock  rooms  shown  for  street  floor 
stores  and  except  the  engineer  and  employees  under  the 
jurisdiction  of  the  owner  of  the  building. 


819-27-S. 

PETITIONER — W.  M.  Farrar,  for  Wilton  Holding  Corp., 
present  owner. 

SUBJECT— Application  for  reopening — modification  —  re 
Petition  for  a  variation  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner  and  a  decision  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED— 15  East  31st  street  (Block  No. 
861,  Lot  No.  12),  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  M.  Farrar. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle....  4 

Negative  .  0 

Absent :  Chief  McElligott ......  .  , 

THE  VOTE  TO  MODIFY—  . 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle  4 

Negative  .  0 

Absent :  Chief  McElligott .  j 

THE  RESOLUTION— 


Whereas  this  petition,  affecting  premises  15  East  31st 
street  (Block  No  861,  Lot  No.  12),  Borough  of  Manhat- 
tan  was  granted  by  the  board  at  its  meeting,  October  18. 
192,  ;  modificed  March  22,  1932,  on  certain  conditions,  and 
owner  requests  a  further  modification  of  these  conditions. 
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granted,  as  to  Order  No.  65878,  Item  2,  on  condition  that 
such  partitions  as  exist  in  the  building  or  as  may  here¬ 
after  be  constructed  shall  meet  the  requirements  of  sec¬ 
tions  263  and  270  of  the  labor  law ;  granted,  as  to  Order 
No.  65879-LD,  Item  1,  only  so  far  as  it  affects  doors 
opening  from  spaces  where  factory  work  is  carried  on, 
on  condition  that  whenever  space  on  any  floor  above  the 
first  is  used  for  factory  work,  such  doors  opening  there¬ 
from  shall  be  changed  so  as  to  swing  in  the  direction  of 
exit;  granted,  as  to  Order  No.  65879,  Item  2,  on  cotidilion 
that  there  shall  be  no  factory  occupancy  on  first  story ; 
that  this  building,  other  than  as  modified  herein,  shall 
comply  with  the  requirements  of  the  labor  law  and  with 
the  certificate  of  occupancy  issued  by  the  superintendent 
of  buildings  (No.  9132-1925),  and  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  petition  as 
to  Order  No.  65877,  Item  1,  and  Order  No.  65878,  Item 
1,  be  denied.” 


Resolved,  that  the  resolution  adopted  by  the  board  on  Octo¬ 
ber  18,  1927 ;  as  modified  by  resolution  of  the  board  adopted 
on  March  22,  1932,  be  modified,  so  that  as  modified  the 
resolution  will  read  as  follows : 

“Resolved,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
labor  law,  and  that  the  petition  be  and  it  hereby  is 
granted,  as  to  the  order  of  the  fire  commissioner,  No. 
99795,  dated  March  11,  1927,  as  to  Items  1  and  4  only, 
on  condition  that  there  shall  be  provided  on  the  rear 
of  the  building  an  approved  exterior  screened  stairway, 
terminating  at  the  second  story  level  of  the  building  and 
opening  at  that  point  into  fireproof  passage,  arranged 
and  constructed  as  indicated  on  the  plans  filed  with  the 
board  marked  ‘Received  September  21,  1933” ;  that  this 
fire  passage  shall  be  constructed  of  6-inch  terra  cotta 
blocks,  plastered  on  both  sides,  and  with  no  openings  in 
this  passage  between  the  entrance  to  same  at  the  rear 
fire  stair  to  the  exit  from  same  near  the  head  of  the 
main  stairs  leading  to  street ;  that  in  addition  to  the  fire¬ 
proof,  self-closing  door  opening  outwardly  on  the  second 
story  into  the  hallway  of  the  primary  means  of  exit  there 
shall  also  be  provided  a  door  at  the  rear  exiting  to  the  ex¬ 
terior  stair ;  that  the  existing  two-source  sprinkler  system 
shall  be  maintained  in  accordance  with  the  requirements ; 
that  the  occupancy  of  the  building  shall  at  no  time  exceed 
fifteen  persons  per  story,  of  whom  not  more  than  five 
persons  per  story  shall  be  engaged  at  work  for  a  fac¬ 
tory;  that  the  plate  glass  windows  on  the  front  of  build¬ 
ing  above  the  second  story  shall  be  subdivided  into 
lights  not  exceeding  720  sq.  in.  each ;  that  these  open¬ 
ings  shall  be  equipped  throughout  with  approved  metal 
ffames  and  sash  and  glazed  with  x/4-inch  glass;  denied 
as  to  fire  commissioner’s  order  as  to  exit  lights  and 
signs,  and  that  the  labor  law  shall  be  complied  with  in 
all  respects  other  than  as  modified  herein.” 


9-31-S. 

PETITIONER — 26  West  48th  Street  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Va¬ 
riation  of  the  labor  law,  as  cited  in  orders  and  a 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 22-26  West  48th  street  (Block 
No.  1263,  Lot  No.  51),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Louis  I.  Becker. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  1 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent :  Chief  McElligott .  1 

THE  RESOLUTION— 

(9-31-S) 


Whereas,  this  application,  affecting  premises  22-26  West 
48th  street  (Block  No.  1263,  Lot  No.  51),  Borough  of  Man¬ 
hattan,  was  granted  by  the  board  at  its  meeting  April  7, 
1931,  on  certain  conditions,  and  petitioner  requested  a  modi¬ 
fication  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  April 
7,  1931,  be  modified,  so  that  as  modified  the  resolution  will 
read  as  follows : 

“Resolved,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
labor  law,  and  that  the  petition  be  and  it  hereby  is 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


PETITIONER — Industrial  Plumbing  &  Supply  Co.,  Inc., 
for  Super-Heet  Burner  Corp.,  owner. 

SUBJECT — Superheet  Oil  Burner,  Model  D,  approval  of. 
APPEARANCES— 

For  Petitioner :  Nathaniel  J.  Richman. 

For  Administration :  None, 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report.  m 


269-33-SA. 

PETITIONER — Modern  Machine  &  Tool  Co.,  Inc.;  F.  J. 
Cozzoli,  president,  owner. 

SUBJECT — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report. 


271-33-S  \ 

PETITIONER — Perfect  Burner  Co.,  Inc.,  owner. 
SUBJECT— Perfect-Pantex  Oil  Burner,  approval  of 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on-  Reserve  Calen¬ 
dar;  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report. 


282-33-SA 

PETITIONER — Gilbert  &  Barker  Manufacturing  Co., 
owner. 

SUBJECT — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report. 


284-33-SA 

PETITIONER — Auto-Heat  Corp.,  owner. 

SUBJECT — Auto-Heat  Oil  Burner,  approval  of 
APPEARANCES— 

For  Petitioner:  Charles  Bowde. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar;  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report. 


254-33-SA. 
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298-33-SA 

PETITIONER — American  Gas  Machine  Co.,  Inc.,  owner. 

SUBJECT — American  Blue  Flame  and  Sun  Flame  Oil  Burn¬ 
ing  Heaters,  approval  of. 

APPEARANCES— 

For  Petitioner :  A.  S.  Jorgensen. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar  ;  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report. 


178-33-SA. 

PETITIONER — Acme  Fire  Alarm  Co.,  Inc.,  owner. 
SUBJECT — Acme  Interior  Fire  Alarm  Station,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  the  board  and 
THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent:  Chief  McElligott .  l 

THE  RESOLUTION— 

(178-33-SA) 


W  hereas.  Acme  Fire  Alarm  Co.,  Inc.,  owner  filed,  May 
8,  1933,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Acme  Interior 
Fire  Alarm  Station;  and 

Whereas,  this  device  was  submitted  to  the  Bureau  of  Fire 
Prevention  for  test  and  report,  and  a  report  of  the  division 
of  fire  prevention,  supplemented  by  a  report  of  the  engineer 
of  the  board  dated  October  2,  1933,  recommends  the  approval 
of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Acme  Interior  Fire 
Alarm  Station  when  installed  and  operated  in  accordance 
with  the  report  of  the  engineer  of  the  board  of  standards  and 
appeals  and  the  rules  of  the  board  of  standards  and  appeals. 


BUILDING  ZONE  CASE. 

593-30-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Civic  Realty  Corp., 
owner. 


SUBJECT— Application  for  approval  of  plans  in  accordance 
with  resolution  approved  by  the  board  on  March 
14,  1933. 

PREMISES  AFFECTED — 219-02  to  219-12  Horace  Hard¬ 
ing  boulevard  (Nassau  boulevard),  southeast  corner 
of  219th  street  (Block  No.  3419,  Lot  No.  1),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

AC1ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified,  time  extended  and  plans  approved. 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  q 

Absent :  Chief  McElligott . ’*  i 

THE  VOTE  TO  MODIFY  RESOLUTION,  EXTEND 
TIME  AND  APPROVE  PLANS— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent :  Chief  McElligott . .  ’ ' .  x 

THE  RESOLUTION— 


(593-30-BZ) 

V  hereas,  this  application,  affecting  premises  219-02  to 
219-12  Horace  Harding  (Nassau)  boulevard,  southeast  cor¬ 
ner  of  219th  street  (Block  No.  3419,  Lot  No.  1),  Bayside, 
borough  of  Queens,  was  granted  by  the  board  September 
23,  1932,  on  certain  conditions,  and  owner  requests  a  modi¬ 
fication  of  these  conditions. 


Kcsolved,  that  the  resolution  of  the  board  adopted  by  the 
board  on  September  23,  1932,  be  modified,  only  as  to  the  re¬ 
quirement  that  the  roofs  of  accessory  buildings  shall  be  of 
Spanish  tile  and  variegated  slate,  and  approving  the  plans 
submitted  for  approval,  on  condition  that  the  construction 
as  shown  on  the  plans  shall  be  completely  fireproof,  and  that 
the  resolution  also  bq  modified  as  to  the  time  for  obtaining 
permits  and  completing  work,  so  that  as  modified  the  last 
clause  of  the  resolution  will  read:  “that  all  permits  shall  be 
obtained  within  one  month  and  all  work  involved  shall  be 
completed  within  six  months  from  the  date  of  this  modified 
resolution  and  the  approval  of  the  plans  thereunder.” 


Adjourned  4.50  p.  m. 

William  J,  O  Gorman,  Secretary. 


forms  for  notices  to  property  owners 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  7NO,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  7NO 
properly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience, 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to  be 
supplied  by  mail. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
<vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
?iven  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1-1J4-3  Mix,  t  oounds  of  hydrated  lime  per  bag  of 

cement.  s 

cement  M’X’  5  P°Unds  of  hydrated  lime  per  bag  of 

l-2Fa-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement.  5 

For  hand  mixed  concrete,  the  hvdrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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APPROVED  APPLANICES 


Burners  for  Industrial  Use 


Air-Blast  Oil  Burner .  579-32-SA 

Anthony  Nebulyte  Oil  Burner .  1026-22-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner -  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner .  1464-21-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil . 

Burner  .  485-32-SA 

Burnwell  Mechanical  Burner .  957-22-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Doe  Oil  Burner .  317-31-SA 

Enco  Type  400  Steam  Atomizing  Oil  Burner..  1414-23-SA 

Enco  Mechanical  Oil  Burner .  509-30-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set  26-22-SA 

Frankfort  Type  P  Oil  Burner .  1046-23-SA 

Gem  Fuel  Oil  Burner .  111-26-SA 

General  Electric  Fuel  Oil  Burner,  Model  D-l..  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Fuel  Oil  Burner .  1636-21-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner .  88-27-SA 

Hayward  Oil  Burner .  696-30-SA 

Hobeco  Oil  Burner  . . .  1278-21-SA 

Holby  Oil  Burner .  328-27-SA 

Holby  Type  B  Fuel  Oil  Burner . 689-29-SA 

Induslo  Fuel  Oil  Burner  1-27 .  5-24-SA 

Kreager  Oil  Burner .  367-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D..  226-33-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lientz  Oil  Burner .  155-20-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Mahrvel  Low  Pressure  Burner .  859-26-SA 

Maxon  Oil  Burner  (New  Style) .  1036-22-SA 


May  Oil  Burner .  68-24-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 327-31-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner..  548-31-SA 

Nichols-McCann-Harrison  Burners... . .  255-31-SA 

North  American  Low  Pressure  Oil  Burner _  792-26-SA 

Oilbilt  Burner . 85-33-SA 

Oronoque  Oil  Burner .  394-30-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner  644-21-SA 

Petro  Model  W  Oil  Burner . . .  452-31- S A 

Petro  Mechanical  Burner  and  Air  Register....  735-24-SA 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15w,... .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH . . .  614-32-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-3Q-SA 

Quigley  No.  10  Low  Pressure  Oil  Burner....  438-31-SA 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Rockwell  Fuel  Oil  Burner .  341-21-SA 

Rohr  Schanck  Fuel  Oil  Burner . .  583-21-SA 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner  .  198-32-SA 

Simplex  Turbine  Fuel  Oil  Burner . . .  1203-22-SA 

Steam  Oil  Burner .  183-22-SA 

Stephens  Oil  Burner,  Models  No.  1  and  No.  2..  146-33-SA 

Sun  Heat  Oil  Burner. . . .  603-29-SA 

Sun- Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Surface  Combustion  Low  Pressure  Burner _  92-23-SA 

Tate-Jones  Fuel  Oil  Burner,  “L”  Type .  1254-24-SA 

Tate-Jones  No.  6  Oil  Burner .  1444-23-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Mechanical  Fuel  Oil  Burner .  1525-22-SA 

Todd  Spiro  Oil  Burner . .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Todd  Rotary  Fuel  Oil  Burner...) . .  454-25-SA 

Todd  Steam  Atomizing  Fuel  Oil  Burner .  123-23-SA 

Vaporoil  Burner . 44-32-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wizard  Automatic  Oil  Burner. . .  181-33-SA 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West  Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35.  Broadwav.  Price  30c;  by  mail  35c. 
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THIRD  QUARTERLY  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 

HARRIS  H.  MURDOCK,  Chairman 

MUNICIPAL  BUILDING 


Hon.  John  P.  O’Brien, 

Mayor,  The  City  of  New  York, 
City  Hall,  New  York  City. 


October  10,  1933 


Dear  Sir: — 

I  have  the  honor  to  submit  to  you  the  Third  Quarterly  Report  of  the  Board  of  Standards  and  Appeals  for  the  year 
1933.  This  report  is  being  submitted  to  you  in  accordance  with  the  provisions  of  the  Charter,  Section  1544,  and  will 
also  be  printed  in  the  Bulletin  of  the  Board. 


CASES  FILED  AND  PENDING,  1933 


FILED  1933  A  BZ 

JANUARY  .  8  17 

Restored  .  1  5 

FEBRUARY  .  15  18 

Restored  .  1  5 

MARCH .  7  33 

Restored  .  0  5 

APRIL  .  11  30 

Restored  .  0  9 

MAY .  9  13 

Restored  .  0  9 

JUNE  .  11  20 

Restored  .  1  12 

JULY  .  10  9 

Restored  .  2  7 

AUGUST  .  4  12 


4 

1 

8 

0 

3 

0 

3 
0 

4 
0 
2 
0 
0 
0 
2 


SA 

6 

1 

7 

1 

7 

1 

6 

1 

9 

0 

11 

1 

3 
0 

4 


SR  M’L 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 


Restored  . 

0 

0 

0 

0 

0 

SEPTEMBER  . 

7 

19 

0 

2 

0 

Restored  . 

0 

15 

0 

1 

0 

TOTAL  . 

87 

218 

27 

61 

1 

PENDING 

DEC.  31,  1932 _ 

86 

98 

12 

63 

2 

GRAND  TOTAL  . . . 

173 

316 

39 

124 

3 

DISPOSITION 

1933 

JANUARY  . 

19 

21 

9 

4 

0 

FEBRUARY  . 

10 

30 

3 

2 

0 

MARCH  . 

4 

30 

1 

6 

0 

APRII . 

12 

11 

7 

5 

0 

MAY  . 

10 

31 

4 

8 

0 

JUNE  . 

16 

37 

5 

0 

1 

JULY  . 

16 

28 

6 

30 

0 

AUGUST  . 

0 

0 

0 

0 

0 

SEPTEMBER  . 

6 

12 

0 

4 

0 

TOTAI . 

93 

200 

35 

59 

1 

PENDING 

SEPT.  30,  1933.. 

80 

116 

4 

65 

2 

50 

0 

24 

0 

23 

0 

27 

0 

50 

0 

56 

0 

60 

0 

0 

0 

49 

0 

339 


339 


50 

24 

23 

27 

50 

56 

60 

0 

49 

339 

0 


T’L  GR.T’L 


85 

8 

72 

7 

63 

6 

67 

10 

85 

9 

100 

15 

82 

9 

22 

0 

77 

16 

733 


261 


994 


103 

69 

64 

62 

103 

115 

140 

0 

71 

727 

267 


93 
79 
69 
77 

94 
115 

91 

22 

93 

733 

261 

994 


236 

280 

211 

727 

267 


Cod? :  A— Appeals  from  Administrative  Orders.  BZ— Applications  under  Building  Zone  Resolution.  S— Petitin  <  .  . 

Labor  Law.  SA— Petitions  for  Approval  of  Appliances.  SR— Petitions  for  Adoption  of  Rules.  M'L— Misce^anlou^Dock  f 
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THIRD  QUARTERLY  REPORT 


SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  September  30,  1933,  inclusive .  314 

Restored  to  Calendar .  80 

Miscellaneous  Applications. 

Requests  to  reopen .  216 

Requests  to  amend .  11 

Requests  for  modification .  39 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  52 

Requests  for  extension  of  permit .  7 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  12 

Administrative  requests  .  0 

Requests  for  interpretation . 0 

Total  .  994 

Disposed  of  .  727 

Cases  pending  September  30,  1933 .  267 


DISPOSITION  OF  CASES. 

Withdrawn  .  39 

Dismissed .  17 

Denied .  92 

Granted . ,* .  4 

Granted  on  condition .  175 

Appliances  approved .  36 

Appliances  dismissed,  disapproved  or  withdrawn .  24 

Rules  approved  .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  180 

Requests  to  reopen  denied .  17 

Requests  to  amend  granted .  11 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  38 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  52 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  7 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  12 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  19 

Total  .  727 


MONEYS  RECEIVED 


SUBSCRIPTIONS 

JULY 

AUG. 

SEPT. 

TOTAL 

1st.  QUAR.  2nd  OUAR 

GR.  T’L. 

To  Bulletin . 

$35.00 

$22.50 

$50.00 

$107.50 

$222.50 

$222.50 

$552.50 

Cash  Sales  . 

16.81 

11.55 

15.00 

43.36 

64.25 

71.65 

179.26 

Paid  to  Chamberlain . 

$51.81 

$34.05 

$65.00 

$150.86 

$286.75 

$294.15 

$731.76 

WILLIAM  J.  O’GORMAN,  Secretary. 


HARRIS  H.  MURDOCK,  Chairman. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 
TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell .  651-30-SA 

Elkhart  .  14-31-SA 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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RULES 


FIRE  RETARDING  RULES 
Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations 
any  material  or  form  of  construction  shall  be  deemed 
fire-retarding  within  the  meaning  of  §73,  subdivision  3, 
of  the  building  code,  that  resists  the  action  of  flame 
and  heat  when  subjected  to  a  continuous  fire  for  one 
hour  at  an  average  temperature  of  seventeen  hundred 
(1700)  degrees  Fahrenheit  without  the  passage  of  flame, 
and  with  a  maximum  temperature  rise  to  four  hundred 
(400)  degrees  Fahrenheit  on  the  side  away  from  the 
fire.  The  point  at  which  the  temperature  of  transmitted 
heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition 
construction,  the  area  under  test  shall  be  not  less  than 
one  hundred  (100)  square  feet  and  least  dimension 
shall  be  not  less  than  nine  (9)  feet.  When  in  the  form 
of  floor  construction,  the  area  under  test  shall  be  not 
less  than  two  hundred  (200)  square  feet  and  the  least 
dimension  shall  be  not  less  than  fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support 
the  live  load  for  which  it  is  designed,  and  after  the  fire 
shall  safely  sustain  twice  the  designed  live  load  with  a 
maximum  deflection  of  not  more  than  one  two-hun¬ 
dredth  (1/200)  part  of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-re¬ 
tarding  construction  in  non-fireproof  buildings  used  as 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  when  the  beams  are  protected  on  the  upper  and 
under  sides  with  the  fire-retarding  materials  specified 
in  rules  for  floor  and  ceiling  coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  upper  sides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repaii  shops  or  oil  sell¬ 
ing  stations 

-  (a)  Seven-eighths  (74)  inch  wood  underflooring 
protected  with  a  membrane  of  two-ply  waterproof¬ 
ing  covered  with  not  less  than  two  and  one-half 
.  ( 2)4 )  inches  of  1:2)4 :5  concrete  or  better,  reinforced 

with  not  less  than  one-fourth  04)  of  one  (1)  per 
cent  of  steel  mesh. 

(b)  Two  and  one-half  (2)4)  inches  of  1:2:4  con¬ 
crete  applied  directly  to  the  top  of  the  joists,  with  or 
without  temporary  support,  reinforced  with  not  less 
than  one-fourth  of  one  per  cent  steel  rods,  mesh  or 
steel  lath,  and  having  the  tops  of  the  joists  coated 
with  approved  waterproof  paint  or  protected  by  tar 
paper  on  the  top  and  on  the  sides  for  a  distance  of 
three  inches  from  the  top.  (Amendment,  Nov.  1. 
1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams 
in  joisted  floor  construction  in  non-fireproof  buildings 
used  as  garages,  motor  vehicle  repair  shops  or  oil  sell¬ 
ing  stations: 

(a)  One-half  ()4)  inch  plaster  boards,  or  three- 
eighths  (H)  inch  gypsum  wall  boards  weighing  not 
less  than  16  pounds  per  square  yard  with  pointed 
joints  covered  with  No.  26  U.  S.  gauge  sheet  metal 
with  one  (1)  inch  lapped  seams  nailed  to  the  wood 
beams  when  spaced  not'  more  than  sixteen  (16) 
inches  on  centers,  or  nailed  to  furring  strips  when 
*he  floor  beams  are  spaced  more  than  sixteen  (16) 
inches  on  centers: 

(b)  Two  thicknesses  of  one-quarter  04)  inch 
asbestos  board  laid  with  tight  staggered  joints  and 

nailed  to  the  beams,  when  spaced  not  more  than  , 
sixteen  (It)  inches  on  centers,  or  nailed  to  furring 
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strips  when  the  floor  beams  are  more  than  sixteen 
(16)  inches  on  centers. 

(c)  Metal  lath  weighing  not  less  than  three 
pounds  per  square  yard,  attached  to  furring  strips 
and  plastered  with  Portland  cement  mortar  at  least 
three-quarters  (J4)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  shall  be  at¬ 
tached  to  wood  floor_  beams  and  girders  in  such  manner 
as  to  maintain  an  air  space  between  the  wood  beams, 
and  all  wood  beams  shall  be  seasoned  before  applying 
the  protective  coat. 

Rule  6..  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted 
with  metal  thimbles  and  made  watertight  for  a  height 
of  three  (3)  inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded 
shall  be  protected  with  the  fire-retarding  materials  speci¬ 
fied  for  ceiling  coverings  in  these  rules,  or  with  anv  of 
the  materials  accepted  in  fireproof  construction:  except 
that  an  air  space  shall  not  be  required  around  steel  or 
cast  iron  columns. 

Where  necessary  for  protection  against  mechanical 
injury,  the  fire-retarding  protection  on  columns  shall  be 
jacketed  to  a  height  of  five  (5)  feet  from  the  ground 
with  No.  4  U.  S.  gauge  metal. 

Rule  8..  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with 
the  fire-retarding  materials  specified  for  ceiling  coverings 
in  these  rules,  or  with  any  of  the  materials  acceptable 
in  fireproof  construction;  except  that  an  air  space  need 
not  be  provided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  here¬ 
after  converted  to  be  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  enclosed  in 
fire-retarding  partitions  continued  through  the  non-fire¬ 
proof  floor  construction,  and  when  unfilled  wood  stud 
partitions  are  used,  the  space  between  the  floor  beams 
shall  be  fire-stopped  with  incombustible  materials.  All 
openings  in  such  partitions  shall  be  protected  with  ac¬ 
cepted  metal-covered  fire  doors  or  windows.  Wherever 
necessary  for  protection  against  mechanical  injury,  the 
partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted 
for  the  enclosure: 

(a)  Two  by  four  inch  wood  studs,  spaced  not 
more  than  sixteen  tl6)  inches  on  centers,  covered 
both  sides  with  metal  lath  weighing  not  less  than 
three  pounds  per  square  yard,  attached  to  furring 
strips  and  plastered  with  Portland  cement  mortar 
at  least  three-quarters  (? 4 )  of  an  inch  thick; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (74)  inch  wood  sheathing, 
one-half  04)  inch  plaster  boards  with  pointed  joints 
and  No.  26  U.  S.  gauge  sheet  metal  with  one-inch 
lapped  seams; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both 
sides  with  seven-eighths  (74)  inch  wood  sheathing, 
two  thicknesses  of  one-quarter  (14)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  jacketed 
with  No.  16  U.  S.  gauge  metal  on  the  garage  side 
to  a  height  of  five  (5)  feet. 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly 
between  the  studs  with  four  inches  of  approved  fire¬ 
proof  materials  and  covered  on  both  sides  with  No 
26  U.  S.  gauge  metal: 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  earage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 

Rules. 

281-22-SR — Proposed  Amendment  to  ‘‘Standpipe”-‘*Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

454-25-SA — Todd  Rotary  Burner,  Models  A,  B  and  C,  ap¬ 
proval  of. 

814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2}4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 
380-29-SA— Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A,”  approval  of. 

359-30-SA —Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31 -S  A — Lunkenheimer  2^2-Inch,  Figure  No.  8610 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2J/2-Inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614-32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 
Burner,  Models  W-AH,  W-l  and  W-l Yi, 
approval  of. 


615-32- S A — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33-S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

1 62-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
166-33-SA — Gold  Star  Oil  Burner,  approval  of. 

193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA— Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA — Mohawk  Oil  Burner,  approval  of. 

208-33-SA — Lonergan  Automatic  Oil  Burner,  approval  of. 
218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

254-33- S A — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
282-33- S A — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

284-33-SA — Auto-Heat  Oil  Burner,  approval  of. 
298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

*  The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement : 


1-1 H-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2H-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  m  concrete  which  is 
to  be  deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  October  4,  1933 .  314 

Restored  to  Calendar .  82 

Miscellaneous  Applications. 

Requests  to  reopen . ; .  227 

Requests  to  amend .  11 

Requests  for  modification .  43 

Requests  to  rescind .  2 

Requests  for  extension  of  time . 54 

Requests  for  extension  of  permit .  8 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  13 

i 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  1015 

Disposed  of . . 752 

Cases  pending  October  4,  1933..... .  263 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . . 

Denied  . . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


40 

17 

92 

4 

179 

37 

24 

1 

0 

188 

19 
11 

0 

42 

1 

2 

0 

54 

0 

8 

0 

0 

0 

13 

0 

0 

0 

c 

20 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second ,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


otnees  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  bv  anv 
other  method  of  delay. 

Sixth  That  no  appeal,  application  or  petition  will  be  ac- 
cepted  for  filing  unless  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decisions. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  October  10,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  October  10,  1933,  2  P.  M. 
Corrections. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  October  16,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Monday,  October  23,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  -e^\t>etition  will  be  entertained  in 
connection  with  whicWfeoin*t  proceedings  are  pending  or  in 
progress,  nor  act;  jCflfcdTh  at  are  not  filed  within  twenty  days 
from  the  dat^>W  tne  actionqsf  the  Administrative  Official. 

Anyyy%>mmunicatign  Importing  to  be  an  appeal,  appli¬ 
cation^  petition  fc^jall  be  regarded  bp  a  mere  notice  of  in¬ 
tention  to  sed^tehef  until  it  defiled  on  the  form  required 
by  the  rules  bfthis  board;  v~- 

Upon  receipt  of  .^njr  Stifch  communication  the  writer  will 
be  supplied  v^ith^the  official  forms  for  presenting  his  ap¬ 
peal,  application*  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative,  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions.  .  /  ; 

HARRIS  H.  MURDOCK,  Chairthan,^,, 

I  '.O 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  October  11,  1933. 

Cal.  No.  Department.  Premises  Affected. 

316-33-A . D.B.M....140  Fifth  ave.  and  2-6  W.  19th 

st.  (Block  820,  Lot  47),  Man., 

-  F-98187 

315-33-BZ . D.B.Q. . .  .Southeast  corner  of  Astoria  ave. 

&  44th  st.  (Block  717,  part  of 
Lot  29),  Astoria,  Q., 

— -  N.  B.  802-33 

Restored  to  Calendar. 

375-32-SA . F.D . S.  T.  Johnson  Low  Pressure  Air 

Equipment  Oil  Burner, 

-  Appliance 

401-31-BZ . D.B.B . . .  .1-19  Fifth  ave.,  622-628  Atlantic 

ave.  &  623-627  Pacific  st. 
(Block  1119,  Lot  1),  Bklyn., 

-  Applic.  9930-1931 

53-30-BZ . D.B.M. .  ..97-107  Kenmare  st.  &  15  Cleve¬ 

land  pi.,  northeast  corner 
(Block  481,  Lot  7),  Man., 

-  N.  B.  666-1929 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


COURT  DECISIONS 

Commencing  with  the  issue  of  the  Bulletin  of  October  10, 
1933,  all  court  decisions  involving  cases  decided  by  the 
Board  since  January  1,  1933,  will  be  published  in 
this  column  as  soon  as  reports  are  available. 

Church  &  94th  Street  Realty  Corp.  vs.  Murdock — Mr.  Justice  Lock- 
wood — Board  sustained— without  prejudice  to  apply  to 
Board  for  use  of  smaller  plot.  January  13,  1933, 
Board  denied  application  for  gas  station  in  business 
district  under  section  21.  Cal.  No.  451-32-BZ;  prem¬ 
ises  9111-9123  Church  avenue,  northwest  corner  of  East 
92nd  street,  Brooklyn.  June  9,  1933,-  reopening  denied 
on  application  for  use  of  smaller  plot.  Certiorari 
pending. 

*  *  * 

In  re  Quaranto  (Murdock) — Mr.  Justice  Steinbrink — Board  sus¬ 
tained.  January  20,  1933,  Board  denied  application 
for  gas  station  in  business  district  under  section  21. 
Cal.  No.  473-32-BZ ;  premises  451-453  East  New  York 
avenue,  northeast  corner  of  New  York  avenue,  Brook¬ 
lyn. 

*  *  * 

Matter  oi  Shary  (Board  of  Standards  and  Appeals) — Mr.  Justice 
Hammer — Application  remitted  to  Board  for  recon¬ 
sideration.  March  10,  1933,  Board  denied  (by  vote  three 
for  _  and  two  _  against)  application  for  gas  station  in 
business  district,  under  sections  7f  and  21.  Cal.  No. 
535-32-BZ;  premises  northeast  corner  of  Boston  road 
and  Astor  avenue,  The  Bronx.  June  9,  1933,  Board 
reconsidered  application  and  granted  temporary  permit. 

*  *  * 

Jane  David  Holding  Corp.  vs.  Murdock,  et  ah- — Mr.  Justice  Stein¬ 
brink- — Board  sustained.  “Constitutionality  of  section 
21  is  unquestioned.’’  February  21,  1933,  Board  dis¬ 
missed  for  lack  of  jurisdiction  application  for  gas  sta¬ 
tion  in  business  district,  on  same  block  with  school, 
under  section  21.  Cal.  No.  68-32-BZ ;  premises  1641- 
1649  Eastern  parkway,  northeast  corner  of  Hopkinson 
avenue,  Brooklyn. 

*  *  * 

Garden  Estates  vs.  Murdock — Mr.  Justice  Smith — Board  sustained. 

February  3,  1933,  Board  granted  on  condition  applica¬ 
tion  for  gas  station  in  business  district  under  section  21. 
Cal.  No.  357-32-BZ;  premises  northwest  corner  of 
SkilLman  avenue  and  43rd  street,  Long  Island  City, 
Borough  of  Queens. 

*  *  * 


RULES 


Last 

Certificate  of  Occupancy,  approved 


forms  . Aug. 

Concrete  Flat  Slabs,  Kfiles . .June 

Concrete  Rules  (Hydrated  Lime)  . .  .Oot. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)  . . .  Sept. 

Factory  Exit  Rules . .Jan. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Oot. 

Fireproof  Wood,  Testing  of . -July 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . June 

Plumbing  Rules . Apr. 

Procedure,  Rules  of . June 


Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  tor... July 

Sprinkler  Rules . Dec. 

Standpipe — Fireline  Rules  . Sept. 

Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


Publication  in 

2,  1932— Vol. 

6,  1933— Vol. 
10,  1933— Vol. 
28,  1933— Vol. 
26,  1933— Vol. 

3,  1933— Vol. 
26,  1933— Vol. 
30,  1933— Vol. 

10,  1933— Vol. 

11,  1933— Vol. 
21,  1919— Vol. 

19,  1933— Vol. 

7,  1925— Vol. 

5,  1928— Vol. 

13,  1933— Vol. 

25,  1933— Vol. 

20,  1933— Vol. 
18,  1933— Vol. 
11,  1933— Vol. 

6,  1932— Vol. 

26,  1933— Vol. 

7,  1932— Vol. 

10,  1923— Vol. 


Bulletin 

17  No.  31 

18  No.  23 
18  No.  41 
18  No.  13 
18  No.  39 
18  No.  1 
18  No.  39 
18  No.  22 

18  No.  41 
18  No.  28 
4  No.  3 
18  No.  38 
10  No.  14 
13  No.  23 

18  No.  24 
18  No.  17 
18  No.  23 
18  No.  16 
18  No.  28 

17  No.  49 

18  No.  39 
17  No.  23 

8  No.  15 


Matter  of  Marcus  (Board  of  Standards  and  Appeals) — Mr.  Justice 
Smith — Board  sustained.  March  3,  1933,  Board  denied 
application  for  gas  station  in  business  district  under 
section  21.  Cal.  No.  301-30-BZ ;  premises  southwest 
corner  of  Linden  boulevard  and  197th  street,  St.  Al¬ 
bans,  Borough  of  Queens. 

*  *  * 

Rutland  Parkway,  Inc.  vs.  Murdock — Mr.  Justice  Dodd — Board 
sustained.  February  28,  1933,  Board  granted  applica¬ 

tion  for  gas  station  in  business  district  under  section 
21  (previously  denied  for  garage,  repair  shop  and  gas 
station  November  18,  1927).  Cal.  No.  492-27-BZ ; 

premises  1134-1144  East  New  York  avenue,  Brooklyn. 

*  *  * 

Matter  of  Suburban  Brokerage  Corp.  (Murdock) — Mr.  Justice  Me- 
Geehan — Board  sustained.  Applicant  may  apply  to  Board 
for  reconsideration  on  new  evidence  and  proof.  April  11, 
1933,  Board  denied  application  for  business  building  in 
residence  district  (previously  denied  November  18, 

1930,)  under  section  21.  Cal.  No.  705-29-BZ  ;  premises 
825  East  175th  street,  northwest  corner  of  Marmion 
avenue.  The  Bronx. 

*  *  * 

Levingson  vs.  Murdock — Mr  Justice  Strong— Board  sustained.  Feb. 

17,  1933,  Board  denied  application  for  gas  station  in 
residence  district,  under  section  21.  Cal.  No.  505-32- 
BZ;  Premises  south  side  of  Conduit  boulevard,  5  ft. 
11  inches  east  of  Hemlock  street,  Brooklyn. 

*  *  * 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Oct. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Oct. 

Fuel  Oil  Burners  for  Industrial  Use-Oct. 
Fuel  Oil  Pumps . Juiy 


10,  1933— Vol.  18  No.  41 

3,  1933— Vol.  18  No.  40 
10,  1933— Vol.  18  No.  41 
18,  1933— Vol.  18  No.  29 


Matter  of  Buffalo  Wash  Tray  Works,  Inc.  (Murdock  et  al) — Mr. 

Justice  Dore — Board  sustained.  “It  is  clear  that  the 
Board  did  not  act  in  an  illegal  manner  nor  was  its 
decision  arbitrary  or  capricious.”  March  21,  1933, 

Board  denied  (by  vote  of  two  for  and  three  against) 
petition  for  approval  of  “Can’t  Pull  Anti-Syphon  Trap.” 
Cal.  No.  137-31-SA. 
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CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  16,  1933,  AT  2  P.  M. 

Building  Zone  Cases . 

155-33-BZ. 

APPLICANT — Nathan  D.  Aron,  for  Vito  Jacovino  and 
Samuel  Kaplan,  owners. 

PREMISES — 846-848  Shepherd  avenue,  west  side,  205  ft. 
south  of  Linden  boulevard  (Block  No.  4363,  Lot 
Nos.  17  and  18),  Brooklyn. 

APPLICATION,  under  sections  7f  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  (wrecking  automobiles  and  selling 
parts). 

196-33-BZ. 

APPLICANT — Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner. 

PREMISES — 57  St.  Marks  place  (Block  No.  450,  Lot  No. 
46),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  extension  of  an 
existing  business  use. 

225-33-BZ. 

APPLICANT— Nat  C.  Helman,  for  Marie  V.  Hogan, 
owner. 

PREMISES — 2761-2771  86th  street,  northwest  corner  of 
West  9th  street  (Block  No.  7141,  Lot  No.  1), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

256-33-BZ. 

APPLICANT — Otto  J.  Sambach,  for  Anthony  Gilmour, 
owner. 

PREMISES — 902  Huguenot  avenue,  west  side,  225  ft.  south 
of  Staten  Island  Railroad  (Block  No.  6815,  Lot  No. 
58),  Huguenot,  Borough  of  Richmond. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  coal  pocket. 

268-33-BZ. 

APPLICANT — Bly  &  Hamann,  for  Francesca  Viegal, 
owner. 

PREMISES— 535  Rutland  road,  north  side,  94  ft.  6y2  in. 
west  of  Kingston  avenue  (Block  No.  4803,  Lot  No. 
43),  Brooklyn. 

APPLICATION,  under  section  7b  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  store  on  the  first  story  and 
as  dwelling  above. 

278-33-BZ. 

APPLICANT — Lloyd  E.  Mellor,  for  S.  E.  C.  and  M.  E. 
Bernheimer  Co.,  owner. 

PREMISES— 2401-2407  Broadway  and  251-255  West  88th 
street,  northwest  corner  (Block  No.  1236,  Lot  No. 
10),  Manhattan. 

APPLICATION,  under  sections  7c  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  alteration  and  change  of  occu¬ 
pancy  of  part  of  the  first  story  of  an  existing  build¬ 
ing  from  dwelling  to  business  use. 


296-33-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Richmond  Railways, 
Inc.,  owner. 

PREMISES — 92  Brook  street,  south  side,  180  ft.  east  of 
Jersey  street  (Block  No.  34,  Lot  Nos.  12,  45,  52, 
1  and  22),  Tompkinsville,  Borough  of  Richmond. 

APPLICATION,  under  sections  7a  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 

216-33-BZ. 

APPLICANT— William  F.  Doyle,  for  M.  M.  L.  Realty 
Association,  owner. 

PREMISES — 2414-2420  Flatbush  avenue,  southwest  corner 
of  Avenue  T  (Block  No.  8542,  Lot  No.  41),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  17,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
17,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  190-33-BZ — Application,  May  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  E.  Bahr,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  an  exist¬ 
ing  dwelling  to  business  use  (store)  ; 
premises  72  Middagh  street,  south  side, 
114  ft.  west  of  Henry  street  (Block 
No.  216,  Lot  No.  21),  Brooklyn. 

cal.  no.  724-29-BZ — Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

cal.  no.  823-19-BZ — Application,  November  8,  1919;  garage 
granted  January  29,  1920;  reopened 
September  26,  1933,  for  further  con¬ 
sideration  and  modification  of  the  orig¬ 
inal  resolution,  under  sections  7e  and  21 
of  the  building  zone  resolution,  of 
Hunley  Abbott,  applicant,  on  behalf  of 
Spencer  Aldrich,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  altera¬ 
tion  and  additional  business  occupancy 
of  a  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by 
the  board)  ;  premises  1901-1911  10th 
avenue,  southeast  corner  of  19th  street 
(Block  No.  890,  Lot  No.  1),  Brooklyn. 
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cal.  no.  249-33-BZ — Application,  July  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jenks  &  Rogers,  applicants,  on  be¬ 
half  of  Gelkom  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1312-1314  Fifth 
avenue,  northwest  corner  of  West  110th 
street  (Block  No.  1594,  Lot  No.  36), 
Manhattan. 

cal.  no.  259-33-BZ — Application,  July  2,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Frank  H.  Beck, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  fac¬ 
tory  building;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of 
East  239th  street  (Block  No.  5074,  Lot 
No.  13),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  17,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

285-33-A — 165-207  Melrose  street  and  16-44  George  street 
(Block  No.  3156,  Lot  Nos.  12,  13,  14,  15, 
48,  49,  50  and  51),  Brooklyn. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
17,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

CAL.  NO.  597-32-BZ — Application,  December  2,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  John  Wischerth,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  33-41  Stone  ave¬ 
nue,  southeast  corner  of  McDougal 
street  (Block  No.  1535,  Lot  No.  1), 
Brooklyn. 

cal.  no.  174-33-BZ— Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  M.  Bernard  Brownstein,  applicant, 
on  behalf  of  Louis  Padolsky  and  John 
Sheridan,  owners,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence 
district,  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
northeast  corner  of  Gates  avenue  and  St. 
Nicholas  (avenue)  street  (Block  No. 
2460,  Lot  No.  1),  Ridgewood,  Borough 
of  Queens. 


cal.  no.  72-30-BZ — Application,  January  30,  1930;  granted 
for  a  garage  April  22,  1930;  reopened 
December  23,  1930;  installation  of  a 
gasoline  service  station  granted  March 
31,  1931 ;  reopened  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Benjamin  Driesler,  Jr.,  ap¬ 
plicant,  on  behalf  of  The  Connelly  Con¬ 
struction  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  omission  of  a  proposed 
garage  and  gasoline  service  station 
granted  by  the  board  and  the  substitu¬ 
tion  of  a  gasoline  service  station  and 
motor  vehicle  repair  shop;  premises 
3491-3507  Fort  Hamilton  parkway,  south 
side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21 
and  part  of  Lot  No.  27),  Brooklyn. 

cal.  no.  138-33-BZ — Application,  April  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Morris  F.  Jones,  applicant,  on  behalf 
of  George  R.  Clarke,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop ;  premises  east 
side  of  58th  street,  75  ft.  south  of  Laurel 
Hill  boulevard  (Block  No.  2342,  Lot 
Nos.  6  and  8),  Woodside,  Borough  of 
Queens. 

cal.  no.  239-33-BZ— Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Victor  Mayper,  applicant,  on  behalf 
of  David  F.  Kemp,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
change  of  occupancy  of  an  existing 
building  from  residence  to  business  use 
(restaurant)  ;  premises  north  side  of 
New  Hyde  Park  road,  1,185  ft.  east  of 
Little  Neck  road  (Block  No.  4126,  Lot 
No.  46),  Great  Neck,  Borough  of 
Queens. 

CAL.  NO.  384-20-BZ— Application,  May  27,  1920;  garage 
granted  July  20,  1920;  reopened  June  20, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Charles  P.  Cannella, 
applicant,  on  behalf  of  Catherine  Egen- 
berger,  present  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a 
gasoline  service  station  in  a  garage  for 
more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  board)  ;  premises 
754-764  Jamaica  avenue,  southeast  cor¬ 
ner  of  Chestnut  street  (Block  No.  4104 
Lot  Nos.  24  and  25),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


cal.  no.  177-33-BZ— -Application,  May  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Gilbert  I.  Prowler,  applicant,  on  be¬ 
half  of  Joseph  Gross,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  9614-9626  Flatlands  ave¬ 
nue,  southwest  corner  of  Rockaway 
parkway  (Block  No.  8204,  Lot  No.  42) 
Brooklyn. 


MONDAY,  OCTOBER  23,  1933,  AT  2  P.  M. 

Building  Zone  Cases 

219-33-BZ. 

APPLICANT— Milton  M.  Samuels,  for  88th  Holding  Co 
Inc.,  owner. 

PREMISES— Northwest  corner  of  192nd  street  and  35t 
avenue  (Block  No.  992,  Lot  No.  39),  Flushim 
Borough  of  Queens. 


804 


CALENDAR 


APPLICATION,  under  section  21  of  the  building  zone 
•  resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

596-32-BZ. 

APPLICANT — Larry  Meltzer,  for  Vincent  Esposito,  owner. 

PREMISES — 619  East  Fordham  road,  northwest  corner  of 
Hughes  avenue  (Block  No.  3273,  Lot  No.  252),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  June  20,  1933). 

240-33-BZ. 

APPLICANT — Irving  Proskauer,  for  John  J.  Halleran, 
owner. 

PREMISES — Southeast  corner  of  Nassau  boulevard  and 
250th  street  (Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

229-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Autumn  Goodis, 
owner. 

PREMISES — 130-09  Jerome  avenue  (Block  No.  508,  Lot 
Nos.  25  and  27),  Richmond  Hill,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

602-32-BZ. 

APPLICANT— Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

PREMISES— 94-41  to  94-47  Old  South  road,  northwest  cor¬ 
ner  of  North  Conduit  avenue  (Block  No.  2659,  Lot 
No.  55),  South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

803-27-BZ. 

APPLICANT — John  M.  Baker,  substituted  for  Edward  P. 
Doyle,  for  Richard  Welsh,  owner. 

PREMISES— Northeast  corner  of  Laurel  Hill  boulevard 
and  58th  street  (Betts  avenue),  (Block  No.  2341, 
Lot  No.  46),  Winfield,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  July  11,  1933). 

202-33-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Kapet  Holding  Corp., 
owner. 

PREMISES— Northeast  corner  of  Gun  Hill  road  and 
Mickle  avenue  (Block  No.  4786,  Lot  No.  36),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


OCTOBER  24,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
24,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  200-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Consolidated  Gas  Company  of  New 
York,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
2153-2155  First  avenue,  northwest  cor¬ 
ner  of  East  111th  street  (Block  No. 
1683,  part  of  Lot  No.  18),  Manhattan. 

cal.  no.  22-22-BZ — Application,  January  6,  1922,  under  sec¬ 
tion  7g  of  the  building  zone  resolution; 
granted  September  12,  1922,  for  a  garage 
for  more  than  five  (5)  motor  vehicles 
located  in  a  buisness  district ;  application 
of  Robert  Williamson,  on  behalf  of 
Ellen  I.  McCarthy,  owner,  reopened 
October  3,  1933 ;  premises  east  side  of 
Spuyten  Duyvil  road,  132.32  ft.  north 
of  230th  street  (Block  No.  3406 A,  Lot 
Nos.  100  and  105),  The  Bronx. 

cal.  no.  201-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ross  &  Ross,  applicants,  on  behalf 
of  Alpine  Service  Corp.,  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  18-20  Flushing 
avenue,  southeast  corner  of  North  Elliott 
place  (Block  No.  2027,  Lot  Nos.  23  and 
24),  Brooklyn. 

cal.  no.  203-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Borden’s  Farm  Products  Co.,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and 
the  southeast  corner  of  5th  street  (Block 
No.  987,  part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  241-33-BZ — Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  no.  595-30-BZ — Application,  September  16,  1930;  denied 
February  17,  1931;  reopened  under  new 
state  of  facts  June  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Diamond  Evangelista,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2478-2488 
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Coney  Island  avenue,  northwest  corner 
of  Avenue  V  (Block  No.  7136,  part  of 
Lot  Nos.  35  and  39), , Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  30,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

147-33-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

PREMISES — North  side  of  Queens  boulevard,  333.03  ft. 
east  of  56th  avenue  (Block  No.  1845,  Lot  No.  41), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

199-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  William  H.  Parry, 
owner. 

PREMISES — Northeast  corner  of  250th  street  and  Nassau 
boulevard  (Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

233-33-BZ. 

APPLICANT — Murray  Klein,  for  1525  Myrtle  Avenue 
Realty  Co.,  Inc.,  owner. 

PREMISES — 1517-1543  Myrtle  avenue  (Block  No.  3328, 
Lot  No.  1),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  an  unrestricted  district 
into  a  business  district  of  an  existing  gasoline  service 
station. 

250-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Anna  Hochman, 
owner. 

PREMISES — 5914-5924  Church  avenue  and  902-912  Ralph 
avenue,  southwest  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

262-33-BZ. 

APPLICANT — Wood  &  Marshall,  for  John  Wild  and  Mary 
C.  Wild,  owners. 

PREMISES — Southwest  corner  of  Merrick  road  and  125th 
avenue  (Block  No.  3208,  Lot  Nos.  122,  124  and  126), 
South  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

265-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Guttag  Brothers, 
owners. 

PREMISES — Southwest  corner  of  Holland  avenue  and 
Boston  road  (Block  No.  4431,  Lot  No.  22)  The 
Bronx. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  October 
31,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  Novem¬ 
ber  11,  1930;  reopened  January  4,  1933; 
dismissed  for  lack  of  prosecution  June 
27,  1933 ;  reopened  and  restored  to  Cal¬ 
endar  July  11,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Kenneth 
O’Brien,  applicant,  on  behalf  of  New 
York  Title  &  Mortgage  Co.,  equitable 
owner,  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24, 
1928,  to  permit  in  lieu  of  the  erection 
of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied 
for  store  ■  use  only— residence  district ; 
premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue 
(Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  The  Bronx. 

cal.  no.  192-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Daniel  G.  Albert,  applicant,  on  be¬ 
half  of  Kings  Lane  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  9201-9215 
Kings  highway,  northeast  corner  of  East 
92nd  street  (Block  No.  4667,  Lot  No. 
74),  Brooklyn. 

cal.  no.  277-33-BZ— Application,  August  19,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Casper  P.  Colla,  applicant, 
on  behalf  of  Anna  Rocco,  owner,  to  per¬ 
mit  the  extension  from  an  unrestricted 
use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five 
(5)  motor  vehicles;  premises  89-91 
Withers  street,  north  side,  80  ft.  west  of 
Leonard  street  (Block  No.  2737,  Lot 
Nos.  27  and  28),  Brooklyn. 

cal.  no.  401-31-BZ— Application,  August  17,  1931;  gasoline 
service  station  granted  December  18, 
1931 ;  application  of  Charles  Goodman, 
on  behalf  of  Apperson  Realty  Corp., 
owner,  reopened  October  10,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  the  original 
resolution,  to  permit  in  a  business  dis¬ 
trict  the  temporary  installation  of  two 
(2)  gasoline  tanks  and  two  (2)  pumps 
for  use  of  cars  parked  on  premises 
pending  the  erectioji  of  the  gasoline  sta- 
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tion  in  accordance  with  the  resolution  of 
the  board;  premises  1-19  Fifth  avenue, 
622-628  Atlantic  avenue  and  623-627 
Pacific  street  (Block  No.  1119,  Lot  No. 
1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

56-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

212-33-A — Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  6, 
Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

64-33-A — 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

69-33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42  and 
43),  Brooklyn. 


145-33-A— 289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  Borough  of  The  Bronx. 

103-33- A — 278  Madison  avenue  (Block  No.  869,  Lot  No. 
61),  Manhattan. 

224-33-A— 110  West  57th  street  (Block  No.  1009,  Lot  No. 
40),  Manhattan. 

234-33-A — Pier  No.  23,  East  River,  foot  of  Pacific  street 
(Block  No.  287,  part  of  Lot  No.  68), 
Brooklyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57-33-S — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

188-33-S — 540  East  Fordham  road  (Block  No.  3059,  Lot 
Nos.  36  and  37),  The  Bronx. 

Appliance  Submitted  for  Approval. 

309-33-S A — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  10,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  3,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  3,  1933,  were  approved  as  printed  in  Bulletin  No. 
41.  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

72-30-BZ. 

APPLICANT— Benjamin  Driesler,  Jr.,  architect,  for  The 
Connelly  Construction  Co.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  omis¬ 
sion  of  a  proposed  garage  and  gasoline  service  sta¬ 
tion  granted  by  the  board  and  the  substitution  of  a 
gasoline  service  station  and  motor  vehicle  repair 
shop  (previously  granted  for  a  garage  and  gasoline 
station ;  reopened  for  modification  of  resolution  Sep¬ 
tember  19,  1933). 

PREMISES  AFFECTED— 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21  and  part  of 
Lot  No.  27),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler  and  Paul  W. 

Connelly. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


138-33-BZ. 

APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 


partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  and,  also,  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — East  side  of  58th  street,  75  ft. 
south  of  Laurel  Hill  boulevard  (Block  No.  2342, 
Lot  Nos.  6  and  8),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Morris  F.  Jones  and  William  Clarke. 
For  Opposition:  Mrs.  Mary  Lemp  and  Amandine 
Durand. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


239-33-BZ. 

APPLICANT — Victor  Mayper,  for  David  F.  Kemp,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of'  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alter¬ 
ation  and  change  of  occupancy  of  an  existing  build¬ 
ing  from;  residence  to  business  use  (restaurant). 

PREMISES  AFFECTED— North  side  of  New  Hyde  Park 
road,  1,185  ft.  east  of  Little  Neck  road  (Block  No. 
4126,  Lot  No.  46),  Great  Neck,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1933,  at 
2  p.  m.,  on  telephoned  request  of  applicant. 


384-20-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  present  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  inclusion  of  a 
gasoline  service  station  in  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
board;  reopened  June  20,  1933). 

PREMISES  AFFECTED — 754-764  Jamaica  avenue,  south¬ 
east  corner  of  Chestnut  street  (Block  No.  4104,  Let 
Nos.  24  and  25),  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Charles  P.  Cannella  and  Catherine 
Egenberger. 

For  Opposition:  William  Sobrofke. 

ACTION  OF  BOARD — :Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


103-31-BZ. 

APPLICANT — Kew  Garage  &  Repair  Co.,  Inc.,  owner. 

SUBJECT — Request  for  reopening— modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7g  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  occupancy  from  an  auto  laundry  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— North  side  of  Metropolitan 
avenue,  20  ft.  8  in.  east  of  Cuthbert  place,  Richmond 
Hill,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  FOR  REOPEN¬ 
ING— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott .  5 


Negative  .  0 

Absent  .  0 


609-31-BZ. 


APPLICANT — The  Kenlon  Construction  Co.,  Inc.,  for 
Estate  of  Edward  Brennan,  owner. 

SUBJECT — Request  for  reopening — restoration — re  Applica¬ 
tion  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 3469-3471  Bronx  boulevard, 
west  side,  150  ft.  north  of  East  210th  street  (Block 
No.  3359,  Lot  No.  26),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . . . 


5 

0 

0 


53-30-BZ. 

APPLICANT — Jacob  Rudd,  for  Metropolitan  Savings  Bank, 
owner, 

SUBJECT — Application  for  reopening  (restoration  to  Cal¬ 
endar,  previously  dismissed  for  lack  of  prosecution) 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 97-107  Kenmare  street  and  15 
Cleveland  place,  northeast  corner  (Block  No.  481, 
Lot  No.  7),  Manhattan. 

APPEARANCES— 

For  Applicant :  Jacob  Rudd. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


423-31-BZ. 

APPLICANT — Nathan  Rotholz,  for  Constantin  Wagner, 
owner. 

SUBJECT — Request  for  reopening — modification— re  Appli¬ 
cation  (decision  of  the  tenement  house  commis¬ 
sioner  ) ,  under  section  7b  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  maintenance  of  a  tailor 
shop. 

PREMISES  AFFECTED — 2481-2487  Broadway  and  251 
West  92nd  street,  northwest  corner  (Block  No.  1240, 
Lot  No.  to),  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Pringle. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  o 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  p 


401-31-BZ. 

APPLICAN1 — Charles  Goodman,  substituted  for  Joseph  P. 
Bourke,  for  Apperson  Realty  Corp.,  owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 1-19  Fifth  avenue,  622-628  At¬ 
lantic  avenue  and  623-627  Pacific  street  (Block  No. 
1119,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  Goodman. 

ACTION  OF  BOARD — Application  reopened,  Calendar  Call 
waived  and  set  for  hearing  October  31,  1933,  at  10 
a.  m.,  subject  to  inspection  by  a  committee  of  the 
board. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . .  0 

Absent  .  ' '  n 


6-26-BZ. 


APPLICANT  Frederick  J.  Flynn,  for  Schinasi  Commercial 
Corp.,  owner. 

SUBJECT  Request  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7e,  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  conversion  of  a  factory  building  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


- Micci  V  I31ULK 

No.  1947,  Lot  No.  23),  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Request  for  reopening  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE- 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


280-31-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Jasper  Mulle,  owner. 
oUDjhLl  Application  for  reopening — consideration  as  to 
extension  of  time  and  permanent  permit  under  sec- 
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tion  21 — re  Application  (decision  of  the  superin¬ 
tendent  of  buildings),  under  section  7f  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED— 162-02  to  162-06  Cross  Bay 
boulevard,  southwest  corner  of  162nd  street  (Block 
No.  4046,  Lot  No.  5),  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Abram  Raff. 

ACTION  OF  BOARD— Application  reopened  and  temporary 
permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  . 0 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION— 

(280-31-BZ) 

Whereas,  this  application,  affecting  premises  162-02  to 
162-06  Cross  Bay  boulevard,  southwest  corner  of  162nd  street 
(Block  No.  4046,  Lot  No.  5),  Howard  Beach,  Borough  of 
Queens,  was  granted  by  the  board  for  a  temporary  period  of 
two  years  on  November  12,  1931,  and  applicant  requests  an 
extension  of  the  period. 

Resolved,  that  the  resolution  of  the  board  granted  on  No¬ 
vember  12,  1931,  be  reaffirmed  and  the  variation  be  granted 
for  a  further  temporary  period  of  two  years  from  November 
12,  1933,  under  section  7,  subdivision  f,  in  view  of  the  state¬ 
ment  made  by  the  applicant  that  all  permits  have  been  ob¬ 
tained  and  work  completed  in  accordance  with  the  resolution 
of  November  12,  1931,  and  the  gasoline  selling  station  being 
now  in  operatio.n. 


AREA  FIXED. 

(296-33-BZ) 

The  chairman  presented  and  read  a  communication  from 
Bertram  G.  Eadie  requesting  this  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  more  than  five  (5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  92  Brook  street,  south  side, 
180  ft.  east  of  Jersey  street  (Block  No.  34,  Lot  Nos.  12,  45, 
52,  1  and  22),  Tompkinsville,  Borough  of  Richmond. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Brook  street,  from  Westervelt  avenue  to 
a  point  400  ft.  west  of  premises  in  question;  both  sides 
of  Victory  boulevard,  from  a  point  400  ft.  east  of  the 
premises  in  question  to  a  point  400  ft.  west  of  the  site; 
both  sides  of  Pike  street,  from  Victory  boulevard  to 
Brook  street;  both  sides  of  Jersey  street,  from  Victory 
boulevard  to  a  point  400  ft.  northwest  of  the  premises 
in  question;  both  sides  of  Castleton  avenue,  from  Jersey 
street  to  a  point  400  ft.  southwest  of  premises  in  question ; 
also,  both  sides  of  Avon  place,  from  Victory  boulevard 
to  Willis  avenue. 

APPEAL  FROM  ADMINISTRATIVE  ORDER. 
306-33-A. 

APPELLANT — Sidney  L.  Strauss,  for  Estate  of  Leon 
Schinasi,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
commissioner  of  buildings. 

PREMISES  AFFECTED— 311  West  120th  street  (Block 
No.  1947,  Lot  No.  23),  Manhattan. 


APPEARANCES— 

For  Appellant:  Sidney  L.  Strauss. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  WITH¬ 
DRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative:  Chief  McElligott .  1 

Absent  .  0 

THE  RESOLUTION— 

(306-33-A) 


Whereas,  Sidney  L.  Strauss,  for  Estate  of  Leon  Schinasi, 
owner,  filed,  September  20,  1933,  an  appeal  with  the  board  of 
standards  and  appeals  from  an  order  and  a  decision  of  the 
commissioner  of  buildings,  affecting  premises  311  West  120th 
street  (Block  No.  1947,  Lot  No.  23),  Borough  of  Man¬ 
hattan;  and 

W hereas,  the  order  of  the  commissioner  of  buildings,  dated 
June  15,  1933  (Order  No.  5072-F),  reads: 

“You  are  hereby  ordered  and  required,  within  five 
days  from  the  date  of  the  service  of  this  order,  to : 

“1.  Properly  fill  standpipe  gravity  tank  and  keep 
same  full  at  all  times. 

“2.  Repair  leaks  in  gravity  tank. 

“3.  Provide  adequate  heat  in  gravity  tank  to  keep 
water  from  freezing. 

“4.  Paint  and  scrape  metal  hoops  on  tank,  ladder  to 
tank  and  tank  structure. 

“5.  Properly  repair  broken  treads  on  iron  stair  lead¬ 
ing  to  pent  house. 

“6.  Provide  an  approved  hose  connecting  nipple  on 
roof  outlet  (north)  and  cap  on  each  (north  and  south). 

“7.  Provide  75'  of  2)4"  approved  hose  (50'  x  25') 
lengths  racks  and  nozzle  at  all  outlets  on  both  risers. 

“8.  Provide  automatic  pump  or  install  a  high  and  low 
alarm. 

“9.  Repair  lower  check  valve  now  leaking. 

“10.  Arrange  for  a  flow  test. 

“As  per  resolutions  of  the  Board  of  Standards  and 
Appeals,  Cal.  No.  6-26-BZ.”; 

and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  August  31,  1933,  reads : 

“In  answer  to  your  letter  of  August  11,  1933,  in  which 
you  ask  for  rescindment  and  re-issuance  of  the  above 
orders,  due  to  the  fact  that  more  than  20  days  has  elapsed 
in  which  to  file  an  appeal,  you  are  informed  that  this 
Department  has  not  the  power  to  grant  this  request,  and 
it  must  therefore  be  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  four  stories,  cellar  and 
pent  house  in  height,  50  ft.  by  96  ft.  11  in.  in  area;  OCCU¬ 
PIED  :  cellar,  boiler  room ;  first  to  fourth  stories,  inclusive, 
garage ;  equipped  with  a  sprinkler  system  and  a  standpipe 
system ;  and 

Whereas,  appellant  contends  that  to  comply  with  the  order 
as  issued  would  place  an  undue  hardship  on  the  owner,  the 
building  being  equipped  with  a  sprinkler  system. 

Resolved,  that  the  order  and  decision  of  the  commissioner 
of  buildings  be  and  they  hereby  are  modified  and  the  appeal 
be  and  it  ihereby  is  granted  on  condition  that  the  existing 
3-inch  risers  in  each  stairway  with  the  5-inch  cross  connec¬ 
tion  in  the  cellar  shall  be  maintained  in  good  working  order 
as  a  dry  standpipe  system  with  a  3-inch  Siamese  at  the  build¬ 
ing  line ;  that  the  present  pump  and  standpipe  tank  shall  be 
dismantled  and  removed  and  the  top  of  the  risers  shall  be 
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capped ;  that  outlets  shall  be  provided  on  each  floor  in  each 
riser  and  proper  valves  and  hose  equipment  installed  as  re¬ 
quired  by  rule  91  of  the  standpipe-fireline  rules;  that  the 
building  shall  be  not  increased  in  height  or  area ;  that  the  use 
to  which  the  building  is  put  shall  not  vary  from  that  granted 
under  Cal.  No.  6-26-BZ;  that  the  existing  sprinkler  system 
now  installed  in  the  building  shall  be  continued  and  main¬ 


tained  in  good  working  order,  and  that  the  requirements  of 
the  resolution  of  the  board  adopted  in  connection  with  Cal. 
No.  6-26-BZ  shall  be  complied  with  in  all  respects  other 
than  as  herein  adopted  in  connection  with  the  standpipe. 

Adjourned  1.15  p.  m. 

\\  illiam  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  10,  1933. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

239-33-BZ. 

APPLICANT — Victor  Mayper,  for  David  F.  Kemp, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  an  existing 
building  from  residence  to  business  use  (restaurant). 

PREMISES  AFFECTED — North  side  of  New  Hyde  Park 
road,  1,185  ft.  east  of  Little  Neck  road  (Block  No. 
4126,  Lot  No.  46),  Great  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Victor  Mayper. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1933,  at 
2  p.  m.,  for  inspection  and  report  by  a  committee 
of  the  board. 


316-29-BZ. 

APPLICANT — Patrick  J.  Hangley,  new  owner,  substituted 
for  Marcus  &  Galt,  Inc.,  former  owner. 

SUBJECT — Request  for  reopening — consideration  under  sec¬ 
tion  21  for  a  permanent  permit — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings),  under 
section  21  of  the  building  zone  resolution  (granted 
under  section  7f  for  a  temporary  period),  to  permit 
in  a  business  district  the  maintenance  and  occupancy 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 854  Sound  View  avenue,  south¬ 
east  corner  of  Story  avenue  (Block  No.  3636,  Lot 
No.  70),  The  Bronx. 

APPEARANCES— 


For  Applicant:  Joseph  F.  Dusenbury. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 

OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


1393-24-BZ. 

APPLICANT — James  McKenna,  for  Watson-McKenna 
Realty  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  more  than  five  (5) 
motor  vehicles  (previously  granted  by  the  board). 


PREMISES  AFFECTED — 250  Dyckman  street  and  19 
Payson  avenue  (Block  No.  2246,  Lot  No  58)  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO,  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 

vTOITTn  ■  ’  Holland  and  Guilfoyle  and  Chief 

McElligott  .  . 

Negative  . n 

Absent  .  J: 

THE  RESOLUTION—  . 

(1393-24-BZ) 

Whereas,  the  foregoing  applicant  has  filed  with  the  board 
of  standards  and  appeals  an  application,  under  the  building 
ztne  resolution,  affecting  the  premises  in  question-  and 

Whereas,  the  applicant  has  failed  to  complete  his  papers 
though  duly  notified  to  do  so.  Papers, 

tHat  the -application  be  and  it  hereby  is  dismissed 
tor  lack  of  prosecution. 


143-33-BZ. 

APPLICANT— Ansonia  Fire  Prevention  Engineering  Co., 

cuiPTrrT'’  Zajdm  and  Harry  Zardin,  owners. 

b UBJ EC  r— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec- 

ppc-v/rrcTT'o  a»lnrnmllal'ce  a  gasol’ne  service  station. 
vEMI,  ES  AFFECTED — 259-263  Chester  street,  south¬ 
east  corner  of  Blake  avenue  (Block  No.  3560,  Lot 
Nos.  20  and  22),  Brooklyn 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  "  ’  q 

Absent  . ’  .  0 

THE  RESOLUTION— 


(143-33-BZ) 

Whereas,  the  foregoing  applicant  has  filed  with  the  board 
of  standards  and  appeals  an  application,  under  the  building 
zone  resolution,  affecting  the  premises  in  question;  and 
v\  hereas,  the  applicant  has  failed  to  complete  his  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


148-33-BZ. 

APPLICANT— Irving  Proskauer,  for  Noviak  Holding 
Corp.,  owner. 

SUBJECT  Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED— Southwest  corner  of  Hollis  ave¬ 
nue  and  Cross  Island  boulevard  (Block  No.  1882 
Lot  No.  106),  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  Alvin  Newman. 

ACTION  OF  BOARD — Application  withdrawn  after  report 
of  committee  was  read. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Commissioners  Connell,  Holland  and 

Guilfoyle . . .  3 

Negative:  Chairman  Murdock  and  Chief  Mc- 

Elligott  .  2 

Absent  .  0 

THE  RESOLUTION— 

(148-33-BZ) 

Whereas,  Irving  Proskauer,  for  Noviak  Holding  Corp., 
owner,  filed,  April  19,  1933,  an  application,  under  the  building- 
zone  resolution,  to  permit  in  a,  business  district  the  erection 

and  maintenance  of  a  gasoline  service  station;  premises 

southwest  corner  of  Hollis  avenue  and  Cross  Island  boule¬ 
vard  (Block  No.  1882  Lot  No.  106),  Hollis,  Borough  of 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  10,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  .Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cross  Island  boulevard  is  in  a 
business  district;  Hollis  avenue  is  in  a  business  district,  and 
110th  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  3,  1933!  (Plan  No.  235-33),  reads. 

“The  erection  of  a  gas  station  in  a  business  district 
is  contrary  to  the  zone  Law  (Art.  2,  Sec.  4,  subd.  46). 
Not  further  examined.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  89.5  ft.  on  Cross  Island  boulevard  and  100.1  ft. 
on  Hollis  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  building,  22  ft.  by  66  ft.,  to  be  used  as  an  auto  laundry, 
office  and  grease  pits  and  to  install  the  necessary  tanks  and 
pumps  for  a  gasoline  service  station;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell  and  Hol¬ 
land;  and  .  .  .  .  xu 

Whereas,  the  report  of  this  inspection,  approved  by  the 

members  of  the  committee,  except  Commissioner  Connell, 
was  read  at  the  hearing,  and  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  148-33-BZ. 

“Premises  southwest  corner  of  Hollis  avenue  and  Cross 
Island  boulevard  (Block  No.  1882,  Lot  No.  106),  Hol¬ 
lis,  Borough  of  Queens.  _ 

“A  committee  of  the  board,  consisting  of  Chairman 
Murdock  and  Commissioners  Connell  and  Holland, 
visited  and  inspected  these  premises  under  appeal  on 
September  28,  1983. 

“The  site  is  a  parcel  approximately  100  ft.  by  90  ft. 
at  the  corner  of  Hollis  avenue  and  Crossi  Island  boule¬ 
vard,  Borough  of  Queens.  The  other  three  corners  have 
previously  been  before  the  board  on  appeal,  and  on  the 
northwesterly  corner  the  board  granted  a  variance  for  a 
gasoline  selling  station  under  Cal.  No.  66-28-BZ ;  on  the 
northeasterly  corner  a  similar  grant  under  Cal.  No. 
392-28-BZ,  and  on  the  southeasterly  corner  denied  an 
application  for  a  gasoline  selling  station  under  Cal.  No. 
300-28-BZ.  The  gasoline  stations  have  been  erected  and 
are  in  operation  on  the  northeasterly  and  northwesterly 
corners,  and  on  the  southeasterly  corner  there  is  now  a 
block  of  stores,  which  is  a  conforming  use,  indicating 


that  the  denial  of  the  boardi  to  grant  a  non-conforming 
use  was  justified. 

“Just  why  this  fourth  corner,  now  under  appeal,  has 
remained  vacant  is  difficult  to  understand,  in  as  much  as 
there  has  been  considerable  building  of  stores  with  office 
and  living  quarters  on  the  second  story  on  all  sides.  It 
appears  that  this  corner  should  have  been  in  demand 
before  other  plots  adjacent  not  so  well  located,  but  no 
explanation  of  the  failure  to  develop  is  given  by  the 
applicant  who  now  claims  hardship  because  of  the  carry¬ 
ing  charges  and  cites  the  vacancies  in  stores.  The  com¬ 
mittee  checked  up  on  store  vacancies  very  carefully  and 
found  that  within  the  area  of  notification  there  are  a 
total  of  sixty-one  stores,  of  which  eleven  only  were  vacant, 
and  among  these  eleven  are  several  side  street  stores, 
probably  not  particularly  rentable  under  best  conditions. 

“The  argument  that  present  vacancies  show  hardship 
does  not  appeal  to  the  committee.  The  plot  under  appeal 
is  not  entirely  vacant,  but  there  has  been  a  lunch  wagon 
on  it,  which  has  been  removed,  and  there  are  now  three 
temporary  structures,  one  rented  to  an  ice  dealer  for  a 
cash  and  carry  business,  and  two  used  as  contractors’ 
offices.  The  committee  was  unable  to  ascertain  the 
rental  received  from  these  structures.  Next  door  is  a 
two-story  dwelling  now  used  as  a  beer  garden  and 
restaurant,  and  on  the  front  of  these  premises  there  is  a 
lunch  wagon  which  is  not  in  use.  The  committee  was 
informed  that  this  is  not  the  same  lunch  wagon  which 
was  located  on  the  plot  under  appeal,  but  this  could  not 
be  verified. 

“The  entire  neighborhood  appears  well  occupied  and 
the  plot  under  appeal  is  the  one  parcel  which  detracts 
from  the  general  appearance.  There  can  be  no  need 
for  another  gasoline  station;  to  grant  one  would  be  to 
nullify  in  part  the  variance  granted  to  the  two  existing 
ones  whose  establishments  are  not  unattractive  or  ob¬ 
jectionable.  Courts  have  ruled  that  the  board  should 
regulate  the  non-conforming  uses  to  the  needs. 

“The  interest  and  taxes  on  this  vacant  plot  are  a 
financial  hardship  to  the  owner,  but,  in  the  opinion  of  the 
committee,  more  hardship  would  be  caused  adjoining- 
properties  by  granting  another  non-conforming  use,  and 
it  recommends  denial  of  the  application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“HENRY  L.  CONNELL, 

dissenting.” 

and 

Whereas,  after  the  reading  of  said  report,  applicant’s 
representative  requested  permission  to  withdraw  his  applica¬ 
tion  without  prejudice. 

Resolved,  that  the  application  be  and  it  hereby  is  with¬ 
drawn. 


214-33-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Lora  Peragine, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  an  ice  manufacturing  plant. 
PREMISES  AFFECTED— 10-12  Prescott  place  (Block  No. 

1556,  Lot  Nos.  20  and  21),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charles  P.  Cannella  and  Frank  T. 


Sietta. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative:  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott..  4 
Absent  .  0 
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THE  RESOLUTION— 

(214-33-BZ) 

Whereas,  Charles  P.  Cannella,  for  Lora  Peragine,  owner, 
filed,  June  9,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  an  ice  manufacturing  plant;  premises  10-12 
Prescott  place  (Block  No.  1556,  Lot  Nos.  20  and  21),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was.  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  10,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Prescott  place  is  in  a  business 
district;  Herkimer  street  is  in  a  business  district,  and  At¬ 
lantic  avenue  is  in  an  unrestricted  district;  and 
W  hereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  8,  1933  (re  App.  No.  5298-33),  reads: 

“1.  The  manufacturing  of  ice  in  a  business  district  is 
contrary  to  Sec.  4  of  the  Building  Zone  Resolution/’; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  basement  in  height,  with  a 
frontage  of  46  ft.  and  a  depth  of  80  ft.  and  90  ft.;  to  be 
occupied  as  an  ice  manufacturing  plant ;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  and  which  report  reads 
as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  214-33-BZ. 

“Premises  10-12  Prescott  place  (Block  No.  1556,  Lot 
Nos.  20  and  21),  Brooklyn. 

“This  is  an  application  for  a  variation  of  the  zoning 
law  to  permit  a  two-story  brick,  partially  fireproof,  ice 
manufacturing  plant  on  Prescott  place,  between  Her¬ 
kimer  street  and  Atlantic  avenue,  on  a  plot  46  ft.  by  90 
ft.,  irregular  as  to  depth.  An  inspection  was  made  by  a 
committee  of  the  board,  consisting  of  Chairman  Mur¬ 
dock  and  Commisisoners  Connell  and  Holland,  on  Sep¬ 
tember  28,  1933. 

“The  property  is  located  in  a  business  use  district 
adjoining  an  unrestricted  district  along  Atlantic  avenue, 
although  Atlantic  avenue  is  generally  occupied  at  this 
point  with  residential  use.  The  premises  in  question 
now  has  a  dilapidated  one-story  building  used  as  a  stable 
for  horses  belonging  to  ice  dealers  in  the  neighborhood, 
of  which  there  appear  to  be  several  who  wish  to  com¬ 
bine  and  operate  their  own  plant  so  as  not  to  depend 
on  the  available  supply  which  they  consider  will  cost 
them  excessively.  The  plot  under  appeal  is  part  of  a 
total  frontage  of  92  ft.,  and  on  the  balance  of  46  ft. 
there  is  a  frame,  two-story  dwelling  with  some  garages 
in  the  rear,  in  which  garages,  it  was  stated,  ice  trucks 
to  be  used  in  connection  with  the  ice  manufacturing  plant 
would  be  housed. 

“It  is  proposed  to  install  an  ammonia  ice-making  fifty- 
ton  machine  and  to  have  a  total  storage  capacity  of 
eighty-five  tons.  Four  thousand  pounds  of  ammonia  will 
be  required  according  to  the  statement  of  the  repre¬ 
sentative  of  the  machinery  equipment  company. 

“This  neighborhood  very  largely  consists  of  wood  and 
frame  residential  buildings,  particularly  on  Prescott 
place.  The  buildings  on  Herkimer  street  are  generally 
of  brick,  and  there  is  a  public  school  on  Herkimer  street 
within  100  ft.  of  the  end  of  Prescott  place,  and  directly 
at  the  end  of  Prescott  place  across  Herkimer  street  is 
Fire  Engine  Company  No.  227. 

“There  are  evidences  in  this  section  of  improved  con¬ 
ditions.  Several  of  the  frame  tenement  houses  have  been 
recently  torn  down  and  other  buildings  show  that  repairs 


are  in  progress.  The  public  school  is  evidence  of  a 
tendency  to  improve  the  general  condition.  While  there 
can  be  no  doubt  that  the  removal  of  the  shack  on  the 
property  would  be  desirable  and  that  a  new  brick  build¬ 
ing  would  enhance  the  neighborhood,  the  committee  of 
the  board  is  of  the  opinion  that  the  requirements  of  the 
zoning  law  that  ice-making  plants  should  not  be  per¬ 
mitted  in  a  business  district  is  sound,  particularly  so  in  a 
district  which,  while  zoned  for  business,  is  largely  resi¬ 
dential,  and  the  committee  feels  that  a  plant  of  this  type, 
particularly  where  4,000  pounds  of  ammonia  are  to  be 
used,  is  not  a  safe  addition  to  the  neighborhood. 

“This  application  was  brought  under  section  21 — hard¬ 
ship — and  figures  have  been  submitted  to  show  that  with 
the  present  use  as  a  stable  there  is  a  net  loss  in  carrying 
the  property,  but  this  statement  is  made  on  the  basis  of 
rentals  for  stabling  horses  without  giving  any  consider¬ 
ation  to  the  fact  that  horses  are  essential  to  the  present 
ice  business.  1  he  board  cannot,  therefore,  agree  that 
any  hardship  has  been  proved.  There  have  been  ten 
objections  filed  and  strenuous  objection  made  at  the 
hearing  to  the  granting  of  this  variation.  Those  who 
consented  were  not  present  at  the  hearing.  One  of  the 
consents  comes  from  the  owner  himself  who  owns  the 
adjoining  46  ft.  not  under  appeal  and  others  were  from 
ice  dealers  interested  in  this  project. 

On  Ralph  avenue,  somewhat  behind  the  property  and 
to  the  south,  is  located  the  Ocean  Hill  Dispensary  & 
Hospital,  who  have  filed  a  brief  in  objection  stating  it 
was  a  charitable  corporation  that  does  work  for  the  poor 
and  needy  and  would  be  hampered  if  the  ice-manufactur¬ 
ing  plant  were  permitted.  The  committee  observed  that 
this  dispensary  and  hospital  would  be  vitally  affected  if 
an  explosion  should  occur  in  the  ice  plant  as  proposed, 
t  was  apparent  that  an  ice  plant  would  depreciate  the 
property  already  at  a  low  ebb  and  the  committee  recom¬ 
mends  that  the  application  be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 

and  “HENRY  L.  CONNELL.” 

Whereas,  this  report  recommended  the  denial  of  the  ap¬ 
plication  under  section  21  on  the  grounds  of  hardship. 

Resolved  that  the  decision  of  the  commissioner  of  build- 
mgs  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


-Ferdinand  Savignano,  for  Sadie  Wohlberg, 


197-19-BZ. 

applicant- 

owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
ot  buildings),  under  sections  7a  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  district,  the  altera- 
tion  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board)  so  as 
to  include  a  gasoline  service  station  (reopened  June 

lo,  1USS ) . 

PREMISES  AFFECTED — 950-954  Fulton  street,  south 
side,  189  ft  5 ]/2  in.  east  of  St.  James  place  (Block 

appearances-0*  No-  20)'  Br00klya 

For  Applicant:  Arnold  Lederer  and  Jacob  Wohl¬ 
berg. 

For  Opposition:  None. 

BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Guilfoyle .  i 

Negative :  Chairman  Murdock,  Commissioners 
Connell  and  Holland  and  Chief  McElligott  4 
Absent  .  "  „ 
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THE  RESOLUTION — 

(197-19-BZ) 

Whereas,  Ferdinand  Savignano,  for  Sadie  Wohlberg, 
owner,  filed,  April  3,  1919;  garage  granted  May  7,  1919  ; 
reopened  June  13,  1933,  for  further  consideration,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit,  partly 
in  a  business  district  and  partly  in  a  residence  district,  the 
alteration  of  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board)  so  as  to  include  a  gaso¬ 
line  service  station;  premises  950-954  Fulton  street,  south 
side,  189  ft.  5)4  in.  east  of  St.  James  place  (Block  No.  2014, 
Lot  No.  20),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  10,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fulton  street  and  Putnam  avenue 
are  in  a  business  district,  and  Cambridge  place  and  Lefferts 
place  are  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  5,  1933  (re  App.  No.  3651-1933),  reads: 

“Proposed  change  of  front  portion  of  a  garage  to  a 
gasoline  service  station  located  partly  in  a  business  use 
and  partly  in  a  residential  use  district,  is  contrary  to 
Art.  II,  Sect.  6  of  Zone  Resolution.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  75  ft.  and  a  depth 
of  136  ft. ;  occupied  as  a  garage ;  it  is  proposed  to  set  back 
front  wall  a  distance  of  20  ft.  and  to  install  a  gasoline  serv¬ 
ice  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 
Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  sections  7a  and 
21. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


631-32-BZ. 

APPLICANT — William  Richter,  for  Minnie  Stone,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 4602-4614  Kings  highway, 
southeast  corner  of  East  46th  street,  and  1257  East 
46th  street,  northeast  corner  of  Avenue  I  (Block 
No.  7750,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Richter. 

For  Opposition :  Louise  B.  Crane,  Annie  Forbes 


and  Antonio  Casella. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(631-32-BZ) 


Whereas,  William  Richter,  for  Minnie  Stone,  owner,  filed, 
December  28,  1932,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  4602- 
4614  Kings  highway,  southeast  corner  of  East  46th  street, 
and  1257^  East  46th  street,  qortheast  corner  of  Avenue  I 
(Block  No.  7750,  Lot  No.  5),  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  10,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Kings  highway,  Avenue  I,  Schen¬ 
ectady  avenue  and  East  46th  street  are  all  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  23,  1933  (re  App.  No.  13482-32),  reads: 

“Application  denied.  Contrary  to  zoning  resolution, 
Art.  II,  Sec.  3;  gas  station  not  permitted  in  a  residential 
district.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  113  ft.  on  Kings  highway,  100  ft.  on  Avenue  I 
and  20  ft.  on  East  46th  street,  upon  which  it  is  proposed  to 
erect  a  one-story  office,  15  ft.  by  32  ft.,  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station ; 
and 

Whereas,  the  premises  involved  was  the  subject  of  an  in¬ 
spection  and  report  by  a  committee  of  the  board,  which  re¬ 
port  was  read  at  the  hearing,  and  which  report  reads  as 
follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  631-32-BZ. 

“Premises  4602-4614  Kings  highway,  southeast  corner  of 
East  46th  street,  and  1257  East  46th  street,  northeast 
corner  of  Avenue  I  (Block  No.  7750,  Lot  No.  5), 
Brooklyn. 

“This  is  a  report  of  a  committee  of  the  board,  con¬ 
sisting  of  Chairman  Murdock  and  Commissioners  Con¬ 
nell  and  Holland,  who  inspected  the  premises  under  ap¬ 
peal  on  September  28,  1933. 

“This  property  is  in  a  residence  district.  Kings  high¬ 
way  is  a  broad  boulevard,  140  ft.  wide,  consisting  of  a 
main  traffic  highway,  with  side  lanes  parallel  thereto, 
and  separated  from  the  main  traffic  lane  by  a  curbed 
island.  The  property  is  at  the  intersection  of  Kings 
highway  and  Avenue  I,  and  East  46th  street  cuts  across, 
so  that  there  is  a  small  frontage  of  25  ft.  on  that  street. 
Kings  highway  is  one  of  the  few  boulevards  of  the  city, 
which,  at  quite  an  expense,  has  been  laid  out  in  such 
a  way  as  to  serve  traffic  and  at  the  same  time  preserve 
the  frontages  for  residential  use.  It  is  regrettable  that 
more  of  this  frontage  has  not  been  built  up,  but  the  side 
streets  are  being  developed  with  private  single  family 
houses  and  the  development  of  the  frontage  on  Kings 
highway  is  apparently  being  held  pending  improved 
transportation  and  business  conditions  so  that  apartments 
can  be  constructed  as  are  intended  to  be  permitted,  in 
as  much  as  the  frontage  of  Kings  highway  is  in  a  ‘C’ 
area  district. 

“It  cannot  be  denied  that  this  portion  would  make  a 
desirable  gasoline  station.  Five  or  six  nearby  corners 
would  be  equally  as  desirable.  But  to  grant  one,  to  be 
unquestionably  followed  by  applications  for  others,  would 
result  in  the  ruination  of  this  section  and  the  destruction 
of  the  well  thought  out  plan  for  the  future  attractiveness 
and  real  estate  stability  of  this  boulevard. 

“To  grant  this  station,  even  for  a  temporary  period, 
would  be  to  depreciate  surrounding  property  more  than 
offsetting  any  benificient  effect  to  this  applicant,  and  in 
addition  to  stamp  for  all  time  this  depreciating  factor 
upon  further  development. 

“Photographs  filed  with  Cal.  No.  52-30-BZ,  which 
was  for  a  gasoline  station  across  Kings  highway,  East 
45th  street  and  Avenue  I,  which  case  was  withdrawn 
after  public  hearings,  at  which  the  objections  registered 
were  overwhelming,  show  this  area  in  process  of  de¬ 
velopment  with  streets  not  yet  surfaced  and  many  houses 
still  in  process  of  construction.  That  condition  was  only 
three  years  ago,  and  it  certainly  is  too  soon  to  decide 
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that  this  boulevard  property  is  useable  only  for  a  gaso¬ 
line  station. 

Further,  it  should  be  noted  that  the  owner  having 
bought  the  property  in  1925,  sold  it  at  a  profit  and  then 
foreclosed  the  mortgage,  so  that  it  now  stands  him  only 
about  half  what  he  originally  paid  for  it ;  if  to  this, 
carrying  charges  are  added  until  better  conditions  pre¬ 
vail,  the  investment  should  be  profitable. 

“The  committee  recommends  denial. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“HENRY  L.  CONNELL.” 

Resolved .  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 
285-33-A. 

APPELLANT — Interboro  Beverage  Corp.,  owner. 
SUBJECT-  Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — 165-207  Melrose  street  and  16- 
44  George  street  (Block  No.  3156,  Lot  Nos.  12,  13, 
14,  15,  48,  49,  50  and  51),  Brooklyn 

APPEARANCES— 

For  Appellant:  George  Rosling  and  Irving  B. 
Norin. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1933,  at 
2  p.  m.,  on  request  of  appellant’s  representative.  ' 


PETITIONS  FOR  VARIATIONS. 


189-33-S. 

PETITIONER — Madison  52nd  Corp.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 28-36  East  52nd  street  (Block 
No.  1287,  Lot  Nos.  47  to  52,  inclusive),  Manhattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

AC  1  ION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . o 

Absent  .  n 


Tower, 

Brown, 


1237-22-S 

PETITIONER— William  G.  Barr,  for  Joseph  T. 
owner ;  request  for  reopening  made  by 
^  Wheelock,  Harris  &  Co.,  Inc. 

SUBJECT— Application  for  reopening— modification— re  Pe¬ 
tition  for  a  variation  of  the  labor  law,  as  cited  in 
orders  of  the  fire  commissioner 
PREMISES  AFFECTED — 542-544  Fifth  avenue  (Block 
No.  1260,  Lot  No.  40)  Manhattan 
APPEARANCES— 

For  Petitioner:  Joseph  L.  Hernon. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
modified. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 

THE  RESOLUTION— 

(1237-22-S) 


Whereas,  this  petition,  affecting  premises  542-544  Fifth 
avenue  (Block  No.  1260,  Lot  No.  40),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  board  December  29,  1922,  on  certain 
conchtions,  and  owner,  through  his  representative,  Brown, 
Wheelock  Harris  &  Co.,  Inc.,  requested  a  modification  of 
these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  De¬ 
cember  29,  1922,  be  modified,  only  so  far  as  it  refers  to  the 
requirement  that  the  factory  use  shall  be  discontinued  on 

Alay  1,  1923,  so  that  as  modified  this  clause  of  the  resolution 
will  read : 


shall  be  discontinued  on  May  1,  1923,  but  from  the  date 
of  this  amended  resolution  factory  work  may  be  carried 
on  in  the  cellar,  on  condition  that  any  subdivision  of  the 
cellar  shall  be  rented  in  conjunction  with  the  stores  on 
the  ground  floor  and  that  each  subdvision  of  the  cellar 
shall  at  all  times  have  access  to  the  street  by  two  exits 
separate  and  remote  from  each  other,  substantially  in 
accordance  with  the  plans  filed  with  this  request  for 
modification  marked  ‘Received  October  6,  1933,’  on  con¬ 
dition  that  the  factory  work  in  the  cellar  shall  be  limited 
to  manufacturing  of  a  non-hazardous  nature,  confined  to 
grinding  of  opticians’  lenses  and  the  repairing  of  glasses 
and  jewelry;  that  the  cellar  shall  be  equipped  with 
mechanical  ventilation  so  as  to  provide  not  less  than 
tour  changes  of  air  per  hour  during  working  hours,  and 
that  the  requirements  of  the  labor  law  shall  be  complied 
with  in  so  far  as  they  affect  the  cellar  only;  on  further 
condition  that  there  shall  at  no  time  be  more  than  a 
toted  of  twelve  (12)  persons  working  at  factory  work  in 
the  cellar. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

375-32-SA. 

PETITIONER— S.  T.  Johnson  Co.,  owner;  H.  Lieblich  & 
Co.,  agent. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar— re  S.  T.  Johnson  Low  Pressure  Air  Equip- 
ment  Oil  Burner,  approval  of 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  reopened,  restored  to  Cal¬ 
endar,  placed  on  Reserve  Calendar  and  referred  to 
ureau  of  Combustibles,  fire  department,  and  engi¬ 
rt-,  board  for  a  test  and  report. 

THE  \OTE  TO  REOPEN  AND  RESTORE— 

Affirmative  :  Chairman  Murdock,  Commissioners 

,l.°™!1’  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  .  ' 

Absent  . . .  ® 

Adjourned  4.15  p.  m. 

William  J.  O  Gorman,  Secretary. 
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MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  October  3,  1933,  as  they  appeared  in 
Bulletin  No.  41,  Vol.  XVIII,  are  hereby  corrected  to  read 
as  follows : 

(209-33-A) 

Whereas,  Langdon  Leasing  Co.,  lessee,  filed,  June  7,  1933, 
an  appeal  from  an  order  of  the  fire  commissioner  and  a  de¬ 
cision  of  the  commissioner  of  buildings,  affecting  premises 
2-4  East  56th  street  and  717-719  Fifth  avenue  (Block  Nft 
1291,  Lot  No.  69),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
10,  1933  (Order  No.  2946-F),  reads: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.  Sec.  589-1,  Ch.  5,  Code  of 
Ordinances  and  Rule  91  of  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  May  20,  1933,  reads ; 

“This  will  reply  to  your  letter  of  May  3rd,  relative 
to  Order  No.  2956-F,  affecting  the  above  premises  in 
which  you  request  the  order  be  rescinded  for  the  reason 
that  the  gravity  tank  is  fifteen  feet  above  the  highest 
hose  outlet  and  that  the  same  has  a  capacity  of  12,000 
gallons. 

“You  are  advised,  Section  •  380-81,  Chapter  5  of  the 
Code  of  Ordinances,  and  rule  91  of  the  Board  of  Stand- 

*  Correction — Words  “auxiliary  fire-fighting  appliances  as 
may  be  directed  by  the”  inserted  after  line  53  of  resolution. 


ards  and  Appeals  requires  that  the  bottom  of  tank  shall 
be  not  less  than  20'  above  the  hose  outlet  in  the  highest 
story. 

“This  department  has  no  power  to  waive  or  modify 
such  requirements,  therefore  we  regret  you  request 
must  be  denied ;  however,  if  you  feel  that  to  comply  with 
the  order  is  unreasonable  or  will  create  an  undue  hard¬ 
ship,  we  suggest  that  you  appeal  to  the  Board  of  Stand¬ 
ards  and  Appeals  for  such  relief  as  it  may  deem  advis¬ 
able.”  ; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  53  ft.  by  110  ft.  in  area;  OCCUPIED  as  a  hotel; 
and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1911 ;  the  standpipe  system  was  installed  in  accordance 
with  the  regulations  in  force  at  that  time ;  the  system  is  fed 
from  a  12,000-gallon  house  supply  tank,  4,000  gallons  re¬ 
served  for  standpipe  lines,  the  bottom  of  which  is  15  ft. 
above  the  highest  hose  outlet ;  to  comply  with  the  order 
would  require  a  large  expenditure  and  create  an  unnecessary 
hardship  upon  the  owner;  furthermore,  the  appellant  contends 
that  the  amount  of  water  reserved  for  standpipes  exceeds 
the  quantity  required  under  the  regulations. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
2946-F,  and  the  decision  of  the  commissioner  of  buildings,  be 
and  they  hereby  are  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  bottom  of  the  existing  stand¬ 
pipe  tank  shall  be  not  less  than  15  ft.  above  the  highest  stand¬ 
pipe  outlet  in  the  top  story  of  the  pent  house;  that  such 
auxiliary  fire-fighting  appliances  as  may  be  directed  by  the 
commissioner  shall  be  installed  and  that  the  requirements  of 
rule  91  of  the  standpipe-fireline  rules  shall  be  complied  with 
in  all  'respects  other  than  as  herein  modified. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  October  3,  1933,  as  they  appeared  in 
Bulletin  No.  41,  Vol.  XVIII,  are  hereby  corrected  to  read 
as  follows : 

(70-33-A). 

Whereas,  Erich  H.  Wirth,  owner,  filed,  February  23, 
1933,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  5838  Amboy  road  (Block 
No.  6724,  Lot  No.  65),  Princes  Bay,  Borough  of  Richmond; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  10,  1933  (Order  No.  79025-LC),  reads; 

“Before  a  permit  may  be  issued  for  your  storage  and 
use  of  paints,  varnishes,  etc.,  the  following  must  be 
done : 

“1.  Discontinue  the  use  of  oil  burner  that  has  not 
been  approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  a  business  occupancy.  Rule  22. 

“Please  notify  this  Department  promptly  when  this 
order  is  complied  with.  It  is  unlawful  for  you  to  continue 
your  storage  and  use  of  paints  without  a  permit.” ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  1,  1933,  reads ; 


*  Correction — Word  “ stored ”  changed  to  “installed”  in  line 
49  of  resolution. 


“With  reference  to  your  application,  dated  recently, 
for  a  permit  to  store  fuel  oil  at  above  location,  I  regret 
to  inform  you  that  I  am  without  power  to  grant  such 
a  permit  for  the  reason :  That  burner  was  not  approved 
for  this  type  of  occupancy  and  installation  does  not  con¬ 
form  to  Rules  of  Board  of  Standards  and  Appeals. 

“YOU  ARE  THEREFORE  ORDERED  TO : 

“1.  Discontinue  storage  and  use  of  fuel  oil  in  violation 
of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  frame,  one  story  in  height,  40 
ft.  by  40  ft.  in  area,  and  occupied  as  a  hardware  and  gen¬ 
eral  store ;  and 

Whereas,  it  is  proposed  to  install  a  Superfex  Oil  Burner 
and  warm  air  furnace  which  has  been  approved  by  the  board 
under  Cal.  No.  400-32-SA,  in  the  store;  and 

Whereas,  appellant  contends  that  if  the  permit  from  the 
fire  department  is  not  granted  it  will  result  in  unjust  hard¬ 
ship,  inasmuch  as  it  will  deprive  him  of  the  sale  of  paint 
products  or  cause  him  to  install  a  heating  plant  at  a  cost  of 
nearly  $500. 

Resolved,  that  the  order,  No.  79025-LC,  and  decision  of 
the  fire  commissioner  be  and  they  hereby,  are  modified  and 
the  appeal  be  and  it  hereby  is  granted,  so  long  as  the  existing 
building  is  not  increased  in  height  or  area,  on  condition  that 
the  Superfex  Oil  Burner  shall  be  as  approved  by  the  board 
for  domestic  installations  and  shall  be  installed  in  accordance 
with  the  requirements  of  rule  22  of  the  fuel  oil  rules  in  all 
respects,  except  as  to  subdivision  5 ;  that  no  buildings  ad¬ 
joining  the  building  in  which  this  burner  is  installed  shall  be 
nearer  than  10  ft.  in  any  direction. 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  October  11,  1933 .  316 

Restored  to  Calendar .  85 

Miscellaneous  Applications. 

Requests  to  reopen .  237 

Requests  to  amend .  11 

Requests  for  modification.. .  44 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  54 

Requests  for  extension  of  permit .  9 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  13 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  1032 

Disposed  of  . 772 

Cases  pending  October  11,  1933 .  260 


DISPOSITION  OF  CASES. 

Withdrawn  .  42 

Dismissed  .  19 

Denied  .  95 

Granted  .  4 

Granted  on  condition .  180 

Appliances  approved  .  37 

Appliances  dismissed,  disapproved  or  withdrawn .  24 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  193 

Requests  to  reopen  denied . 20 

Requests  to  amend  granted .  n 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  43 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  54 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  9 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  13 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  24 


Total 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board— 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That,  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  tJie  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


tourth  that  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
aal  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  anv 
other  method  of  delay.  7  y 

Sixth  That  no  appeal,  application  or  petition  will  be  ac- 

aCnd  L  -g  AnleSS’iat  the  time  of  a”  P^s,  Plans 

and  data  required  by  . law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 

Henry  L.  Connell 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the7h»urs  of  ten  in  the  morning  and  one  in 
the  afternoon — Satfireayfc/ftxcepted. 

CALL  O^CLERK’SKtApfi^DAR 

The  Clerk’s  Calcnaa T  consists  of  applications  under  the 
Building  Zofte .Resolution,  zmd  /ips_,  object  is  to  give  inter¬ 
ested  property*  boners, opportunity^  file  objections,  if  any, 
and  will  be  called  JnV«Sq!dnp^ipi3,  Monday ,  October  23,  1933, 
at  2  o’clock.  At  this  call^bach'  case  is  set  for  hearing  on  a 
definite  day.  '  j 

The  next  subsequent  Call  of  the  Calendar  will  be  on 

Monday,,  October  30,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting.  October  17,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  October  17,  1933,  2  P.  M. 
Correction. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  October  18,  1933. 

Cal.  No.  Department.  Premises  Affected. 

326-33-BZ . D.B.Bx...595  Sound  View  ave.  (Block 

3523,  Lot  34),  Bx., 

-  N.  B.  476-32 

325-33-A . F.D . 244-250  W.  49th  st.  (Block  1020, 

Lot  59),  Man., 

-  L.  C.  683 

324-33-A . D.B.B ...  .107-111  Myrtle  ave.  (Block  143, 

Lot  30),  Bklyn., 

-  *  L.  F.  0199  &  L.  F.  0200 

323-33-BZ . D.B.Bx. ..  Southeast  corner  of  Morrison 

ave.  &  Sound  View  ave. 
(Block  3745,  Lot  18),  Bx., 

-  N.  B.  185-33 

322-33- A . F.D . 1761  Victory  blvd.  (Block  350, 

part  of  Lot  12),  West  New 
Brighton,  Rich.,  L.  C.  80667 

321-33-BZ . D.B.Q. . .  .Southwest  corner  of  Oak  ave.  & 

Jamaica  ave.  (Block  1096,  Lot 
19),  Flushing,  Q., 

-  N.  B.  1063-33 

320-33-BZ . D.B.R. . .  .4356  Hylan  blvd.  (Block  5322, 

Lot  1),  Eltingville,  Rich., 

- ; -  N.  B.  409-33 

319-33-BZ . D.B.Q ....  234-22  Merrick  blvd.  (Block 

3637,  Lot  38),  Laurelton,  Q., 

-  N.  B.  2109-33 

318-33-BZ . D.B.Bx. .  .2259-61  Washington  ave.  (Block 

3038,  Lot  35),  Bx., 

-  Alt.  466-33 

317-33-BZ . D.B.Q _ 139-02  to  139-18  89th  ave. 

(Block  742,  Lot  1),  Jamaica, 

-  Q.,  N.  B.  1955-33 


Restored  to  Calendar. 


239-33-BZ . D.B.Q. ..  .North  side  of  New  Hyde  Park 

rd.,  1,185  ft.  east  of  Little 
Neck  rd.  (Block  4126,  Lot 
46),  Great  Neck,  Q., 

-  Alt.  3701-33 

332-32-BZ . D.B.Bx. .  .3276  Jerome  ave.  (Block  3323, 

Lots  55,  64  &  82),  Bx., 

-  N.  B.  274-32 

233-32-BZ . D.B.B . 267-271  Eastern  Parkway  Ex- 

•  tension  (Block  1455,  Lot  1), 

-  Bklyn.,  Applic.  4304-32 

477-31-BZ . D.B.Q. ..  .Southeast  corner  of  Northern 

blvd.  &  Bell  blvd.  (Block 
3175,  Lots  201  &  243),  Bay- 

-  side,  Q.,  N.  B.  3672-31 

699-30-BZ . D.B.Bx. .  .2710-2732  Jerome  ave.  (Block 

3317,  Lot  23),  Bx., 

-  N.  B.  213-33 


RULES 


East  Publication  in 


Certificate  of  Occupancy,  approved 


forms  . Aug. 

Concrete  Flat  Slabs,  Rules . .June 

Concrete  Rules  (Hydrated  L,ime)  . .  .Oot. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)  . . .  Sept. 

Factory  Exit  Rules . ....Jan. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Oct. 

Fireproof  Wood,  Testing  of . .July 

Frame  Garages,  Ruling  tor . .Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Eacquer  Spray¬ 
ing  Rules . .June 

Plumbing  Rules . Apr. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  tor... July 

Sprinkler  Rules . ' . Dec. 

Standpipe — Fireline  Rules  . . Sept. 


Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


2,  1932— Vol. 

6,  1933— Vol. 
10,  1933— Vol. 
28,  1933— Vol. 
26,  1933— Vol. 

3,  1933— Vol. 
26,  1933— Vol. 
30,  1933— Vol. 

10,  1933— Vol. 

11,  1933— Vol. 
21,  1919— Vol. 

19,  1933— Vol. 

7,  1925— Vol. 

5,  1928— Vol. 

13,  1933— Vol. 

25,  1933— Vol. 

20,  1933— Vol. 
18,  1933— Vol. 
11,  1933—  Vol. 

6,  1932— Vol. 

26,  1933— Vol. 

7,  1932— Vol. 

10,  1923— Vol. 


Bulletin 

17  JNo.  31 

18  ho.  23 
18  No.  41 
18  JNo.  13 
18  No.  39 
18  JNo.  1 
18  No.  39 
18  JNo.  22 

18  No.  41 
18  JNo.  28 
4  JNo.  3 
18  No.  38 
10  Mo.  14 
13  Mo.  23 

18  Mo.  24 
18  Mo.  17 
18  Mo.  25 
18  Mo.  16 
18  Mo.  28 

17  Mo.  49 

18  No.  39 
17  Mo.  23 

8  Mo.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Oct. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Oct. 

Fuel  Oil  Burners  for  Industrial  Use.Oot. 
Fuel  Oil  Pumps . July 


10,  1933— Vol.  18  No.  41 

24,  1933— Vol.  18  No.  43 

10,  1933— Vol.  18  No.  41 

18,  1933— Vol.  18  Mo.  29 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  23,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

219-33-BZ. 

APPLICANT — Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

PREMISES — Northwest  corner  of  192nd  street  and  35th 
avenue  (Block  No.  992,  Lot  No.  39),  Flushing, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

596-32-BZ. 

APPLICANT— Larry  Meltzer,  for  Vincent  Esposito,  owner. 

PREMISES— 619  East  Fordham  road,  northwest  corner  of 
Hughes  avenue  (Block  No.  3273,  Lot  No.  252),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  June  20,  1933). 

240-33-BZ. 

APPLICANT — Irving  Proskauer,  for  John  J.  Halleran, 
owner. 

PREMISES — Southeast  corner  of  Nassau  boulevard  and 
250th  street  (Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

229-33-BZ. 

APPLICANT— Lama  &  Proskauer,  for  Autumn  Goodis, 
owner. 
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PREMISES — 130-09  Jerome  avenue  (Block  No.  508,  Lot 
Nos.  25  and  27),  Richmond  Hill,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

602-32-BZ. 

APPLICANT— Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

PREMISES— 94-41  to  94-47  Old  South  road,  northwest  cor¬ 
ner  of  North  Conduit  avenue  (Block  No.  2659,  Lot 
No.  55),  South  Ozone  Park,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

803-27-BZ. 

APPLICANT— John  M.  Baker,  substituted  for  Edward  P. 
Doyle,  for  Richard  Welsh,  owner. 

PREMISES— Northeast  corner  of  Laurel  Hill  boulevard 
and  58th  street  (Betts  avenue),  (Block  No.  2341, 
Lot  No.  46),  Winfield,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  July  11,  1933). 

202-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Kapet  Holding  Corp., 
owner. 

PREMISES— Northeast  corner  of  Gun  Hill  road  and 
Mickle  avenue  (Block  No.  4786,  Lot  No.  36),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  . 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


OCTOBER  24,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
24,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  200-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Consolidated  Gas  Company  of  New 
York,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
2153-2155  First  avenue,  northwest  cor¬ 
ner  of  East  111th  street  (Block  No. 
1683,  part  of  Lot  No.  18),  Manhattan. 


cal.  no.  201-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ross  &  Ross,  applicants,  on  behalf 
of  Alpine  Service  Corp.,  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  18-20  Flushing 
avenue,  southeast  corner  of  North  Elliott 
place  (Block  No.  2027,  Lot  Nos.  23  and 
24),  Brooklyn. 

cal.  no.  203-33-BZ— Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Borden’s  Farm  Products  Co.,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and 
the  southeast  corner  of  5th  street  (Block 
No.  987,  part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  241-33-BZ— Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  no.  595-30-BZ — Application,  September  16,  1930 ;  denied 
February  17,  1931 ;  reopened  under  new 
state  of  facts  June  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Diamond  Evangelista,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2478-2488 
Coney  Island  avenue,  northwest  corner 
of  Avenue  V  (Block  No.  7136,  part  of 
Lot  Nos.  35  and  39),  Brooklyn. 

CAL.  no.  249-33-BZ— Application,  July  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jenks  &  Rogers,  applicants,  on  be¬ 
half  of  Gelkom  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1312-1314  Fifth 
avenue,  northwest  corner  of  West  110th 
street  (Block  No.  1594,  Lot  No.  36), 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  24,  1933,  2  P.  M. 

Building  Zone  Application. 


cal.  no.  22-22-BZ— Application,  January  6,  1922,  under  sec¬ 
tion  7g  of  the  building  zone  resolution; 
granted  September  12,  1922,  for  a  garage 
for  more  than  five  (5)  motor  vehicles 
located  in  a  buisness  district ;  application 
of  Robert  Williamson,  on  behalf  of 
Ellen  I.  McCarthy,  owner,  reopened 
October  3.  1933;  premises  east  side  of 
Spuyten  Duyvil  road,  132.32  ft.  north 
of  230th  street  (Block  No.  3406A,  Lot 
Nos.  100  and  105),  The  Bronx. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
24,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  190-33-BZ — Application,  May  23,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Harry  E.  Bahr,  applicant  artd  .Owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  an  exist- 
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ing  dwelling  to  business  use  (store)  ; 
premises  72  Middagh  street,  south  side, 
114  ft.  west  of  Henry  street  (Block 
No.  216,  Lot  No.  21),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  30,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

147-33-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

PREMISES— North  side  of  Queens  boulevard,  333.03  ft. 
east  of  56th  avenue  (Block  No.  1845,  Lot  No.  41), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

199-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  William  H.  Parry, 
owner. 

PREMISES — Northeast  corner  of  250th  street  and  Nassau 
boulevard  (Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


233-33-BZ. 

APPLICANT — Murray  Klein,  for  1525  Myrtle  Avenue 
Realty  Co.,  Inc.,  owner. 

PREMISES — 1517-1543  Myrtle  avenue  (Block  No.  3328, 
Lot  No.  1),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  an  unrestricted  district 
into  a  business  district  of  an  existing  gasoline  service 
station. 

250-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Anna  Hochman, 
owner. 

PREMISES — 5914-5924  Church  avenue  and  902-912  Ralph 
avenue,  southwest  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

262-33-BZ. 

APPLICANT — Wood  &  Marshall,  for  John  Wild  and  Mary 
C.  Wild,  owners. 

PREMISES— Southwest  corner  of  Merrick  road  and  125th 
avenue  (Block  No.  3208,  Lot  Nos.  122,  124  and  126), 
South  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


477-31-BZ.  ;  -f 

APPLICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

PREMISES — Southeast  corner  of  Northern  boulevard,  and 
Bell  boulevard  (Block  No.  3175,  Lot  No.  201  and 
243),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  ad  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  7f,  reopened  and  restored 
to  Calendar  October  17,  1933). 

265-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Guttag  Brothers, 
owners. 

PREMISES— Southwest  corner  of  Holland  avenue  and 
Boston  road  (Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  October 
31,  1933,  at  10  o  clock,  in  Room  1013,  Municipal  Building 
on  the  following  matters : 

CAL.  NO.  330-28-BZ— Application,  April  9,  1928;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930 ;  withdrawn  Novem¬ 
ber  11,  1930 ;  reopened  January  4,  1933 ; 
dismissed  for  lack  of  prosecution  June 
27,  1933;  reopened  and  restored  to  Cal¬ 
endar  July  11,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Kenneth 
O’Brien, _  applicant,  on  behalf  of  New 
York  Title  &  Mortgage  Co.,  equitable 
owner,  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24, 
1928,  to  permit  in  lieu  of  the  erection 
of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district; 
premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue 
(Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  The  Bronx. 

cal.  no.  192-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Daniel  G.  Albert,  applicant,  on  be¬ 
half  of  Kings  Lane  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  9201-9215 
Kings  highway,  northeast  corner  of  East 
92nd  street  (Block  No.  4667,  Lot  No. 
74),  Brooklyn. 

cal.  no.  277-33-BZ— Application,  August  19,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Casper  P.  Colla,  applicant, 
on  behalf  of  Anna  Rocco,  owner,  to  per¬ 
mit  the  extension  from  an  unrestricted 
use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five 
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(5)  motor  vehicles;  premises  89-91 
Withers  street,  north  side,  80  ft.  west  of 
Leonard  street  (Block  No.  2737,  Lot 
Nos.  27  and  28),  Brooklyn. 

cal.  NO.  401-31-BZ — Application,  August  17,  1931;  gasoline 
service  station  granted  December  18, 
1931 ;  application  of  Charles  Goodman, 
on  behalf  of  Appersort  Realty  Corp., 
owner,  reopened  October  10,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  for  a  modification  of  the  original 
resolution,  to  permit  in  a  business  dis¬ 
trict  the  temporary  installation  of  two 
(2)  gasoline  tanks  and  two  (2)  pumps 
for  use  of  cars  parked  on  premises 
pending  the  erection  of  the  gasoline  sta¬ 
tion  in  accordance  with  the  resolution  of 
the  board ;  premises  1-19  Fifth  avenue, 
622-628  Atlantic  avenue  and  623-627 
Pacific  street  (Block  No.  1119,  Lot  No. 
1),  Brooklyn. 

cal.  no.  259-33-BZ — Application,  July  2,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Janies  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Frank  H.  Beck, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  fac¬ 
tory  building ;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of 
East  239th  street  (Block  No.  5074,  Lot 
No.  13),  The  Bronx. 

cal.  no.  155-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Nathan  D.  Aron,  applicant, 
on  behalf  of  Vito  Jacovino  and  Samuel 
Kaplan,  owners,  to  permit  in  a  residence 
district  the  maintenance  of  a  business 
use  (wrecking  automobiles  and  selling 
parts)  ;  premises  846-848  Shepherd  ave¬ 
nue,  west  side,  205  ft.  south  of  Linden 
boulevard  (Block  No.  4363,  Lot  Nos. 
17  and  18),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
31,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  724-29-BZ — Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


Appeals  from  Administrative  Orders. 

fto-33-A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

212-33-A — Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  6, 
Lot  No.  4),  Rockaway  Beach,  Borough  ot 
Queens. 

64-33-A — 1  Main  street  (Block  No.  27,  Lot  No.  1), 
Brooklyn. 

69-3C-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42  and 
43),  Brooklyn. 

145-33-A — 289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  Borough  of  The  Bronx. 

103-33-A — 278  Madison  avenue  (Block  No.  869,  Lot  No. 
61),  Manhattan. 

224-33- A — 110  West  57th  street  (Block  No.  1009,  Lot  No. 
40),  Manhattan. 

234-33-A — Pier  No.  23,  East  River,  foot  of  Pacific  street 
(Block  No.  287,  part  of  Lot  No.  68), 
Brooklyn. 

Petitions  for  Variations. 

47-33-S— South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57-33-S — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

188-33-S — 540  East  Fordham  road  (Block  No.  3059,  Lot 
Nos.  36  and  37),  The  Bronx. 

Appliance  Submitted  for  Approval. 

309-33-SA — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  6,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

210-33-BZ. 

APPLICANT — Jacob  Frommer,  owner. 

PREMISES — 238-240  Kosciusko  street,  south  side,  66  ft. 
east  of  Tompkins  avenue  (Block  No.  1786,  Lot  No. 
5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  business  use 
(store). 

266-33-BZ. 

APPLICANT — William  Koppe,  for  Hollender  Holding 
Corp.,  owner. 

PREMISES — Northwest  corner  of  Sound  View  avenue  and 
St.  Lawrence  avenue  (Block  No.  3596,  Lot  No.  1), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

274-33-BZ. 

APPLICANT — J.  Wilson  Dayton,  for  41-11  Bell  Avenue 
Co.,  owner. 

PREMISES — 215-32  Northern  boulevard  (Block  No.  3177, 
Lot  No.  1),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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1197-23-BZ. 

APPLICANT — Standard  Oil  Company  of  New  York,  Inc., 
for  Ross  &  Heilig  Realty  Corp.,  owner. 

PREMISES — 714  Southern  boulevard  (Block  No.  2729,  Lot 
No.  6),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  (reopened  July  5,  1933). 

332-32-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55,  64  and 
82) ,  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  station  (previously 
denied;  reopened  under  new  facts  October  17,  1933). 

632-23-BZ. 

APPLICANT — Talley  &  Lamb,  for  Martino’s  Building 
Corp.,  owner. 

PREMISES — 1713-1729  Neptune  avenue  (Block  No.  6994, 
Lot  Nos.  1  and  104),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  permit  therein  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  extension  of  this  proposed  gaso¬ 
line  service  station  (reopened  May  9,  1933). 


NOVEMBER  8,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Novem¬ 
ber  8,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  196-33-BZ — Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J.  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 

cal.  no.  225-33-BZ — Application,  June  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Nat  C.  Helman,  applicant,  on  behalf 
of  Marie  V.  Hogan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2761-2771  86th  street, 
northwest  corner  of  West  9th  street 
(Block  No.  7141,  Lot  No.  1),  Brook¬ 
lyn. 

cal.  no.  256-33-BZ — Application,  July  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Otto  J.  Sambach,  applicant,  on  behalf 
of  Anthony  Gilmour,  owner,  to  permit 
in  a  business  district  the  erection  and 


maintenance  of  a  coal  pocket ;  premises 
902  Huguenot  avenue,  west  side,  225  ft. 
south  of  Staten  Island  Railroad,  (Block 
No.  6815,  Lot  No.  58),  Huguenot, 
Borough  of  Richmond. 

cal.  no.  268-33-BZ— Application,  August  9,  1933,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  Bly  &  Hamann,  applicants,  on  behalf 
of  Francesca  Viegal,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as 
a  store  on  the  first  story  and  as  dwelling 
above ;  premises  535  Rutland  road,  north 
side,  94  ft.  6 y2  in.  west  of  Kingston 
avenue  (Block  No.  4803,  Lot  No.  43), 
Brooklyn. 

cal.  no.  296-33-BZ— Application,  September  12,  1933,  under 
sections  7a,  7g  and  21  of  the  building 
zone  resolution,  of  Bertram  G.  Eadie, 
applicant,  on  behalf  of  Richmond  Rail¬ 
ways,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  92  Brook 
street,  south  side,  180  ft.  east  of  Jersey 
street  (Block  No.  34,  Lot  Nos.  12,  45, 
52,  1  and  22),  Tompkinsville,  Borough 
of  Richmond. 

cal.  no.  233-32-BZ — Application,  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Alfred  A.  Lama,  applicant,  on  behalf 
of  Treselmina  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  granted  by  the  board  on  September 
23,  1932,  and  the  time  in  which  to  obtain 
permits  and  complete  work  has  expired; 
reopened  October  17,  1933,  for  extension 
of  time ;  premises  267-271  Eastern  Park¬ 
way  Extension,  northeast  corner  of 
Rockaway  avenue  (Block  No.  1455,  Lot 
No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 

cal.  no.  278-33-BZ— Application,  August  22,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lloyd  E.  Mellor,  appli- 
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cant,  on  behalf  of  S.  E.  &  M.  E.  Bern 
heimer  Co.,  owner,  to  permit,  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  alteration  and  change 
of  occupancy  of  part  of  the  first  story 
of  an  existing  building  from  dwelling  to 


business  use ;  premises  2401-2407  Broad¬ 
way  and  251-255  West  88th  street, 
northwest  corner  (Block  No.  1236,  Lot 
No.  10),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  17,  1033. 

Present :  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  10,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  10,  1933,  were  approved  as  printed  in  Bulletin  I\o. 
42,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 


190-33-BZ. 

APPLICANT— Harry  E.  Bahr,  owner.  .  . 

SUBJECT — Application  (re  decision  of  the  commissioner  ot 
buildings),  under  section  21  of _  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  an  existing  dwelling 
to  business  use  (store). 

PREMISES  AFFECTED— 72  Middagh  street,  south  side, 
114  ft.  west  of  Henry  street  (Block  No.  216,  Lot 
No.  21),  Brooklyn. 

APPEARANCES— 

For  Applicant :  .Albin  B.  Voegele. 

For  Opposition:  Mrs.  Minnie  A.  Haffner,  Thomas 
H.  Toy,  Mrs.  B.  Toy,  Sophie  Fuchs  and  Mrs. 

Tamineley. 

ACTION  OF  BOARD — Laid  over  to  October  24,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 

Corp.,  owner.  .  ,  , 

SUB TECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f_  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (laid  over  for  a  full  vote  of  board;  restored  to 
Calendar  and  set  for  hearing). 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street  (Block  No.  497o, 
Lot  Nos.  7,  8,  9  and  10),  The  Bronx. 
APPEARANCES— 

For  Aplicant:  Martin  J.  Ort.  _  T 

For  Opposition:  Angelina  Hastings  and  Michael  J. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1933,  at 
2  p.  m„  for  report  of  committee  on  inspection. 

249-33-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 

SUB  TECT— Application  (re  decision  of  the  commissioner  of 
J  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  statio  . 
pt?F\1TSFS  AFFECTED— 1312-1314  Fifth  avenue,  north- 

PREM^ES  West  110th  street  (Block  No.  1.594, 

Lot  No.  36),  Manhattan. 


APPEARANCES— 

For  Applicant :  I.  A.  Rogers. 

For  Opposition:  M.  Cohn,  Irwin  Isaacs  and  Harold 
H.  Levin. 

ACTION  OF  BOARD— Laid  over  to  October  24,  1933,  at 
10  a.  m.,  on  written  request  of  attorney  in  objection. 


259-33-BZ. 

APPLICANT— James  P.  Boyland,  for  Frank  H.  Beck, 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  factory  building 

PREMISES  AFFECTED— West  side  of  Bronx  bo- 

103.24  ft.  north  of  East  239th  street  (B!  '  ■  o. 

5074,  Lot  No.  13),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


476-31-BZ. 

APPLICANT— Peter  H.  Brandt,  for  Hildegarde  Realty 


Corp.,  owner. 

SUBJECT— Request  to  withdraw  application  for  reopening- 
restoration  to  Calendar — re  Application  (decision  of 
the  superintendent  of  buildings),  under  section  21  of 
the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline 


service  station. 

PREMISES  AFFECTED— Northeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block  No.  2007,  Lot 
No.  1),  Bayside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Peter  H.  Brandt. 

ACTION  OF  BOARD— Request  to  reopen  withdr?wn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  ® 

Absent  .  0 


477-31-BZ.  ,  ,  j  -o  n 

APPLICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 

Corp.,  owner.  .  ,  „  , 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar— re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PRFMISFS  AFFECTED— Southeast  corner  of  Northern 
^  boulevard  and  Bell  boulevard  (Block  No.  3175,  Lot 
Nos.  201  and  243),  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  H.  Brandt. 
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ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


233-32-BZ. 

APPLICANT — Alfred  A.  Lama,  for  Treselmina  Co.,  owner ; 
request  for  reopening  made  by  Irving  Proskauer. 

SUBJEC  I — Application  for  reopening — consideration — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMIbES  AFFECTED — 267-271  Eastern  Parkway  Ex¬ 
tension,  northeast  corner  of  Rockaway  avenue  (Block 
No.  1455,  Lot  No.  1),  Brooklyn. 
APPEARANCES— 


For  Applicant:  Irving  Proskauer.  • 

ACTION  OF  BOARD — Application  reopened,  Calendar  Call 
waived  and  set  for  hearing  November  8,  1933,  at 
10  a.  m. 

THE  VOTE  TO  REOPEN— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  VOTE  TO  REOPEN— 

Affirmative  . 

Negative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Absent  . 


823-19-BZ. 


APPLICANT— Hunley  Abbott,  for  United  Parcel  Service 
present  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7e  of  the  building  zone 
resolution,  to  permit  in  a  business  district  and  ex¬ 
tending  into  a  residence  district  the  erection  of  a 
garage  (reopened  for  consideration  of  an  amend¬ 
ment). 

PREMISES  AFFECTED — 1901-1911  10th  avenue,  south¬ 
east  corner  of  East  19th  street  (Block  No  890  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 


For  Applicant:  Hunley  Abbott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative .  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . q 

Absent  .  n 


THE  RESOLUTION— 


617-24-BZ. 

APPLICANT — Newman,  Hauser  &  Teitler,  substituted  for 
William  De  Goode,  for  M.  H.  S.  Realty  Corp., 
owner. 

SUBJECT— Request  for  reopening — modification — re  Appli¬ 
cation  (decision  of  the  superintendent  of  buildings), 
under  section  7c  of  the  building  zone  resolution,  to 
permit  the  alteration  and  conversion  of  occupancy 
of  building  used  as  a  factory,  stable  and  garage, 
located  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  to  a  garage  for  the  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 41-57  Third  avenue  (Block  No. 

186,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Teitler. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 


McElligott  .  5 

Negative  .  0 

Absent  .  0 


393-31-BZ. 

APPLICANT — David  C.  Broderick,  for  Maria  Ranallo  Di 
Tullio,  owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar,  having  been  previously  dismissed  for  lack  of 
prosecution — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  section  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  monu¬ 
mental  stone  works. 

PREMISES  AFFECTED — 3215  East  Tremont  avenue 
(Block  No.  5331,  Lot  Nos.  17  and  18),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Andrew  G.  Galway. 

ACTION  OF  BOARD — Application  to  reopen  denied. 


(823-19-BZ) 

Whereas,  this  application,  affecting  premises  1901-1911 
jOth  avenue,  southeast  corner  of  19th  street  (Block  No  890 
Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the  board 
at  its  meeting  April  6,  1920,  and  request  is  made  for  an 
amendment  to  the  resolution;  and 

Whereas,  this  application  was  reopened  on  September  26, 
1933,  for  further  consideration  affecting  minor  alterations 
additional  business  occupancy  and  amendment  of  original 
resolution;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
E1®.’  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved  that  the  resolution  as  adopted  by  the  board  on 
April  6,  1920,  be  amended  to  permit  this  building  to  be  used 
as  a  garage  and,  also,  for  the  sorting  and  handling  of  pack¬ 
ages  from  department  stores  for  parcel  delivery  service  on 
condition  that  not  more  than  twenty-five  automobiles,  being 
the  property  of  the  tenants,  shall  be  housed  in  this  building  • 
that  any  gasoline  stored  shall  be  for  use  of  the  tenants’  auto- 
mobiles  and  not  for  public  sale;  permitting  the  alterations 
to  building  as  indicated  on  plans  filed  with  this  board  marked 
Received  September  26,  1933,”  these  alterations  to  consist 
ot  change  in  entrance  doorway  and  show  windows  and  the 
construction  of  a  steel  loading  platform  and  racks ;  that 
this  loading  platform  and  racks  shall  be  constructed  of  non¬ 
combustible  materials  except  the  shelves  of  the  racks,  which 
may  be  of  ply-wood ;  that  no  other  combustible  materials 
shall  be  constructed  in  the  garage  except  the  existing  plat- 
orm  and  partitions  for  office  and  for  enclosure  in  connec¬ 
tion  with  men’s  toilet  and  locker  room;  that  the  ceiling  shall 
be  covered  with  J^-inch  plaster  board;  that  the  standpipe 
system  shall  be  maintained  in  proper  working  order  in  ac¬ 
cordance  with  the  requirements:  that  such  auxiliary  fire¬ 
fighting  apparatus  shall  be  installed  as  may  be  required  by 
the  commissioner;  that  a  modified  sprinkler-  system  shall  be 
installed  with  one  row  of  sprinkler  heads  installed  over  the 
steel  loading  platform,  with  one  sprinkler  head  in  each  bav 
and  two  properly  spaced  sprinkler  heads  in  the  office  en¬ 
closure;  that  this  sprinkler  system,  however,  may  be  fed 
from  street  pressure  through  a  service  main  not  less  than 
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3  inches  iti  diameter,  provided  that  the  street  pressure  avail¬ 
able  is  sufficient  to  feed  at  least  20  per  cent  of  the  required 
heads ;  that  the  boiler  room  shall  be  completely  separated 
from  the  balance  of  the  building  with  fireproof  material  and 
enterable  only  from  the  exterior  of  the  building;  that  the 
space  underneath  the  loading  and  office  platforms  shall  not  be 
used  for  storage ;  that  this  variance  shall  continue  only  so 
long  as  the  premises  are  occupied  for  the  above  described 
purposes,  and  that  all  permits  shall  be  obtained  within  two 
months  and  all  work  involved  completed  within  four  months 
from  the  date  of  this  amended  resolution. 


227-30-BZ. 

APPLICANT — G.  Medwin  Peek,  for  The  Cord  Meyer  Co., 
owner ;  request  for  reopening  made  by  the  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  the  erection,  in  a  residence 
district,  of  a  proposed  extension  to  an  existing 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  located  in  a  business  district. 

PREMISES  AFFECTED — 88-01  to  88-19  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets  (Block 
No.  617,  Lot  Nos.  34  and  38),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  A.  Johnson. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(227-30-BZ) 


Whereas,  this  application,  affecting  premises  88-01  to  88- 
19  Roosevelt  avenue,  north  side,-  from  88th  to  89th  streets 
(Block  No.  617,  Lot  Nos.  34  and  38).  Elmhurst,  Borough 
of  Queens,  was  granted  by  the  board  at  its  meeting  July 
28,  1931,  on  certain  conditions,  and  amended  November  22, 
1932,  and  owner  requested  a  further  amendment. 

Resolved,  that  the  resolution  of  the  board  adopted  on  July 
28,  1931,  as  amended  by  resolution  of  the  board  adopted  on 
November  22,  1932,  be  amended,  only  so  far  as  it  relates  to 
the  time  during  which  permits  are  to  be  obtained  and  work 
completed,  so  that  as  amended  the  last  clause  of  the  resolu¬ 
tion  adopted  by  the  board  on  July  28,  1931,  shall  read: 
“that  in  view  of  the  statement  made  by  applicant  that  build¬ 
ing  permits  have  been  obtained  and  are  in  force,  that  all 
work  involved  thereby  under  this  resolution  shall  be  com¬ 
pleted  within  one  year  from  January  26,  1934,  and  the  reso¬ 
lution  to  be  complied  with  in  all  respects  other  than  as 
amended  herein.” 


558-23-BZ. 

APPLICANT — Alfred  H.  Eccles,  for  Gray  &  Tomlin,  for 
Kings  County  Buick,  Inc.,  lessee. 

SUBJECT — Application  for  reopening — amendment— re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7g  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a-  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  also,  to  be  used  as  a 
motor  vehicle  repair  shop. 


PREMISES  AFFECTED — 62-100  Empire  boulevard  (Block 
No.  1313,  Lot  Nos.  14  and  19),  Brooklyn. 
APPEARANCES— 


For  Applicant:  Alfred  H.  Eccles. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN— 


Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 

THE  VOTE  TO  AMEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


0 

0 


THE  RESOLUTION— 


(558-23-BZ) 

Whereas,  this  application,  affecting  premises  62-100  Em¬ 
pire  boulevard  (Block  No.  1313,  Lot  Nos.  14  and  19),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
March  18,  1924,  and  modified  May  25,  1926,  and  request  is 
made  for  an  amendment  of  the  resolution. 

Resoh’cd,  that  the  resolution  adopted  by  the  board  on 
March  18,  1924,  as  modified  by  the  board  in  resolution 
adopted  on  May  25,  1926,  be  amended  to  permit  operation 
of  the  premises  covered  by  this  application,  reduced,  as  shown 
on  plans  marked  “Received  October  2,  1933,”  to  only  one 
section,  indicated  as  “Building  B”  (with  a  frontage  of  100 
ft.)  instead  of  three  sections  formerly  covered  by  this  appli¬ 
cation  (having  a  frontage  of  340  ft.),  and  to  permit  this 
section  “B”  to  be  occupied  in  connection  with  adjoining 
building  “A”,  covered  by  Cal.  No.  478-23-BZ,  as  amended 
October  17,  1933,  under  which  certain  openings  were  per¬ 
mitted  between  this  section  “B”  and  section  “A”,  on  condi¬ 
tion  that  the  opening  now  existing  between  section  “B”  and 
section  “C”  shall  be  bricked  up  for  the  full  thickness  of  the 
division  wall  and  no  other  openings  constructed  between 
section  “B”  and  section  “C”,  and  reaffirming  the  resolution 
of  the  board  of  March  18,  1924,  in  all  respects  other  than  as 
amended  herein;  that  such  motor  vehicle  repair  work  as  is 
carried  on  in  this  section  “B”  shall  be  limited  to  repair  work 
of  a  light  nature,  not  requiring  motor-driven  tools  with  more 
than  one-half  horsepower  motor  each  and  excluding  body  and 
fender  work  and  the  use  of  anvils  and  forges;  that  no  open 
flame  shall  be  maintained  on  the  property  and  that  such 
auxiliary  fire-fighting  appliances  shall  be  installed  as  the 
commissioner  may  direct. 


478-23-BZ. 

APPLICANT— Alfred  H.  Eccles,  for  Gray  &  Tomlin,  for 
Kings  County  Buick,  IncT,  lessee. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7e  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1039-1057  Franklin  avenue 
(Block  No.  1313,  Lot  No.  1),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . . .  5 

Negative  . -  0 

Absent  . ? . .  0 
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THE  VOTE  TO  AMEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  VOTE  TO  EXTEND  TIME — 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott . 

Negative  . 

Absent  . 


THE  RESOLUTION— 


THE  RESOLUTION— 


(478-23-BZ) 

Whereas,  this  application,  affecting  premises  1039-1057 
Franklin  avenue  (Block  No.  1313,  Lot  No.  1),  Borough  of 
Brooklyn,  was  granted  by  the  board  at  its  meeting  June  19, 
1923,  and  modified  May  25,  1926,  and  request  is  made  for  an 
amendment  of  the  resolution. 

Resolved,  that  the  resolution  adopted  by  the  board  on  May 
25.  1926,  be  amended,  so  that  as  amended  it  will  read  as 
follows : 

“Resolved,  that  the  board  of  standards  and  appeals 
does  hereby  amend  the  resolution  adopted  by  the  board 
on  June  19,  1923,  to  permit  the  operation  of  the  prem¬ 
ises  covered  by  this  application  and  the  premises  im¬ 
mediately  adjoining  on  the  east  covered  by  Cal.  No.  558- 
23-BZ  by  one  lessee,  namely,  the  Kings  County  Buick, 
Inc.,  during  the  continuation  of  their  lease  as  a  sales  and 
distributing  station  and  garage  for  automobiles,  on  con¬ 
dition  that  no  more  than  three  (3)  openings  shall  be 
constructed  in  the  easterly  division  wall  separating  sec- 
ion  ‘Building  A’  and  section  ‘Building  B’,  as  indicated 
rm  nlnns  filed  with  this  application  marked  ‘Received 
October  2,  1933’;  that  the  openings  shall  not  exceed  the 
-"ndicated  thereon  and  shall  be  protected  on  both 
s-’des  with  self-closing  fireproof  doors,  these  doors  to  be 
-  "-<=d  fo  ’-emnin  only  so  long  as  the  building  is  under 

V-se  to  the  Kings  County  Buick,  Inc.,  and  to  be  built 

-  w'h  '’pnroved  masonry  at  the  termination  of  said 
’ease ;  that  in  ‘Building  A’,  easterly  from  the  terra  cotta 
partition  now  forming  the  office,  minor  adjustments  to 
automobiles  shall  be  permitted,  but  no  automobile  repair¬ 
ing,  except  as  can  be  done  with  manual  tools,  and  limited 
to  cars  sold  on  the  premises;  that  no  open  flame  shall 

be  permitted  on  the  premises ;  that  such  accessory  fire¬ 

fighting  appliances  shall  be  installed  as  the  commissioner 
may  direct,  and  that  the  resolution  of  the  board  as 
adopted  on  June  19,  1923,  other  than  as  amended  herein, 
shall  be  complied  with  in  all  respects.” 


39-31-BZ. 


APPLICANT — Conroy  &  Hardy  (formerly  known  as  Mc- 
Cooey  &  Conroy),  for  Woodhaven-Liberty  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time- 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and,  also,  the 
installation  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 93-02  to  93-12  Rockaway  boule¬ 
vard  and  103-55  to  103-69  93rd  street,  southeast 
corner  (Block  No.  394,  Lot  No.  34),  Woodhaven, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work. 

THE  VOTE  TO  REOPEN— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . . . . 


5 

0 

0 


(39-31-BZ) 

V  iiereas,  this  application,  affecting  premises  93-02  to  93- 
12  Rockaway  boulevard  and  103-55  to  103-69  93rd  street 
southeast  corner  (Block  No.  394,  Lot  No.  34),  Woodhaven,’ 
Borough  of  Queens,  was  granted  by  the  board  at  its  meeting 
June  9,  1931,  on  certain  conditions,  and  owner  requested  an 
amendment  of  these  conditions. 

Resolved,  that  the  resolution  as  adopted  by  the  board  on 
June  9,  1931,  only  so  far  as  it  refers  to  obtaining  of  permits 
and  completion  of  work,  be  amended,  so  that  as  amended  the 
last  clause  of  this  resolution  shall  read :  “that  in  view  of  the 
statement  made  by  the  applicant  that  all  permits  have  been 
obtained  and  in  force,  that  all  work  involved  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended  reso¬ 
lution.” 


302-29-BZ. 

APPLICANT  McCooey  &  Conroy,  now  known  as  Conroy 
CTT  Hardy,  for  John  Sklar  Holding  Co.,  Inc.,  owner. 

vSUbJECF  Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 146-156  East  98th  street,  north¬ 
west  corner  of  Winthrop  street  (Block  No.  4614 
Lot  No.  38),  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . 0 

Absent  .  0 

THE  VOTE  TO  EXTEND  TIMEL^’  ’ 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  . ’  q 

Absent  .  q 

THE  RESOLUTION— 

(302-29-BZ) 

Whereas,  this  application,  affecting  premises  146-156  East 
98th  street,  northwest  corner  of  Winthrop  street  (Block  No. 
46:14  Lot  No.  38),  Borough  of  Brooklyn,  was  granted  by 
the  board  at  its  meeting  July  26,  1929,  on  certain  conditions, 
and  owner  requested  an  amendment  of  these  conditions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  July 
26,  1929,  only  so  far  as  it  affects  the  time  allowed  to  obtain 
permits  and  complete  work,  be  amended  so  that  the  time  for 
obtaining  permits  shall  be  extended  to  one  year  and  the  work 
involved  shall  be  completed  within  eighteen  months  after  the 
date  of  this  amended  resolution,  the  resolution  of  the  board 
to  be  reaffirmed  and  complied  with  in  all  respects  other  than 
as  amended  herein. 


Adjourned  1.20  p.  m. 

William  J.  O  Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  17,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  NcElligott. 

APPEAL  FROM  ADMINISTRATIVE  ORDER. 
285-33-A. 

APPELLANT — Interboro  Beverage  Corp.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — 165-207  Melrose  street  and  16- 
44  George  street  (Block  No.  3156,  Lot  Nos.  12,  13, 
14,  15,  48,  49,  50  and  51),  Brooklyn. 

APPEARANCES— 

For  Appellant :  George  Rosling  and  Irving  B. 
Norins. 

For  Administration :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(285-33-A) 

Whereas,  Interboro  Beverage  Corp.,  owner,  filed,  August 
28,  1933,  an  appeal  from  a  decision  of  the  commissioner  of 
buildings,  affecting  premises  165-207  Melrose  street  and  16-44 
George  street  (Block  No.  3156,  Lot  Nos.  12,  13,  14,  15,  48, 
49,  50  and  51),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  August  8,  1933  (re  Applic.  No.  8303-1933),  reads: 
“Application  to  omit  standpipe  system  is  contrary  to 
Sec.  581(c)  of  Code.”; 
and 

Whereas,  the  proposed  building  is  fireproof,  three  stories 
(43  ft.  6  in.)  in  height,  100  ft.  by  200  ft.  in  area;  proposed 
OCCUPANCY :  for  the  bottling  and  storage  of  beer;  located 
within  an  unrestricted  district;  and 

Whereas,  the  appellant  claims  there  will  be  no  heating 
plant  installed  in  the  building ;  that  the  cellar  and  first  story 
will  contain  washing  machines ;  water  is  the  principal  item 
used  in  the  operation,  of  the  beer  bottling  business ;  further¬ 
more,  the  appellant  contends  there  will  be  six  (6)  lk2-inch 
hose  outlets  located  on  each  story  and  seven  (7)  in  the 
cellar. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  a  standpipe  system  shall 
be  installed,  connected  to  the  city  main,  omitting  the  roof 
tank  and  filling  pump,  but  otherwise  complying  with  the 
standpipe-fireline  rules  of  the  board  of  standards  and  ap¬ 
peals;  that  sufficient  pressure  shall  be  available  at  the  city 
main  to  permit  pressure  of  at  least  twenty  pounds  at  the 
highest  outlet;  that  the  building  shall  be  not  increased  in 
area  or  height  beyond  the  dimensions  shown  on  the  plans 
filed  with  this  appeal  marked  “Received  August  28,  1933” ; 
that  this  variation  shall  continue  only  so  long  as  this  build¬ 
ing  is  used  for  the  washing  and  storage  of  bottles  and  storage 
of  beer,  and  that  the  building  shall  be.  constructed  fireproof 
and  the  stairways  enclosed  in  fireproof  material,  as  indicated 
on  the  plans  filed. 


SUBJECT — Application  for  reopening — consideration  under 
new  facts — re  Application  (decision  of  the  commis¬ 
sioner  of  buildings),  under  section  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  stores  and,  also,  a  gasoline 
service  station. 

PREMISES  AFFECTED — 3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  82),  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Negative  .  0 

Absent  .  0 


699-30-BZ. 

APPLICANT— Nathan  Rotholz,  for  Realty  Utility  Corp., 
owner. 

SUBJECT- — Application  for  consideration  of  reopening — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  (previously  dismissed  for  lack 
of  prosecution). 

PREMISES  AFFECTED— 2710-2732  Jerome  avenue,  east 
side,  100  ft.  south  of  East  196th  street  (Block  No. 
3317,  Lot  No.  23),  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  . 0 


597-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  John  Wischerth, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 33-41  Stone  avenue,  southeast 
corner  of  McDougal  street  (Block  No.  1535,  Lot 
No.  1).  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition:  James  J.  Kelly. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative :  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  2 

Absent  .  0 

THE  RESOLUTION- 


BUILDING  ZONE  CASES. 

APPLICANT— William 
Corp.,  owner. 


Kabor 
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and  maintenance  of  a  gasoline  service  station;  premises  33-41 
Stone  avenue,  southeast  corner  of  McDougal  street  (Block 
No.  1535,  Lot  No.  1),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  McDougal  street  is  in  business 
and  residence  districts ;  Stone  avenue  is  in  a  business  dis¬ 
trict,  and  Hull  street  is  in  business  and  residence  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  12,  1932  (re  App.  No.  11111-32),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
business  use  district  is  contrary  to  Art.  II,  Sec.  4-a, 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Stone  avenue  and  65  ft.  on  Mc¬ 
Dougal  street,  upon  which  it  is  proposed  to  erect  a  one-story 
office,  16  ft.  by  24  ft.,  grease  pits  and  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland  and 
Guilfoyle ;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell, 
was  read  at  the  hearing,  and  which  report  reads  as  follows  : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  597-32-BZ. 

“Premises  33-41  Stone  avenue,  southeast  corner  of  Mc¬ 
Dougal  street  (Block  No.  1535,  Lot  No.  1),  Brooklyn. 

“This  is  an  application  for  a  gasoline  selling  station 
under  section  21.  The  premises  are  located  at  the  south¬ 
east  corner  of  McDougal  street  and  Stone  avenue,  the 
plot  being  65  ft.  by  100  ft.  and  in  a  business  district. 
At  present;  there  are  some  old  one-story  shacks  on  the 
street  front  and  the  rear  is  used  for  an  automobile  junk 
and  sale  yard.  On  the  two  corners  across  McDougal 
street  the  board  has  granted  variances  to  permit  garages 
both  of  which  are  built  and  in  operation,  one  as  a  private 
garage  of  the  General  Cigar  Co.  There  are  other 
garages  on  Stone  avenue  between  McDougal  and  Sumpter 
streets.  Next  to  this  site  under  appeal  on  McDougal 
street  is  a  three-story  frame  factory  with  a  rear  ex¬ 
tension. 

“There  are  twenty-one  objections  filed  and  five  con¬ 
sents.  The  main  objections  are  from  property  owners 
across  Stone  avenue  and  in  the  rear  at  the  corner  of  Hull 
street.  These  objectors  cite  that  this  gasoline  station 
will  deteriorate  property,  cause  noise  and  be  dangerous 
to  school  children. 

“In  the  opinion  of  the  committee  of  the  board  who  in¬ 
spected  the  premises  on  October  13,  1933,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland 
and  Guilfoyle,  this  owner  has  proved  hardship  due  to 
the  grants  by  the  board  of  the  garages  opposite  and  par¬ 
ticularly  to  the  general  condition  of  the  neighborhood, 
which  does  not  lend  itself  to  a  conforming  use  at  this 
corner.  Furthermore,  a  well-ordered  gasoline  station 
would  be  an  improvement  over  the  existing  conditions 
which  are  unsightly  and  a  fire  menace  to  the  neighbor¬ 
hood.  v  -■  r  ' 


“Under  proper  restrictions  and  conditions  laid  down  by 
the  board,  the  committee  is  in  favor  of  granting  this 
application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL, 
dissenting 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


174-33-BZ. 

APPLICANT — M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  Gates  ave¬ 
nue  and  St.  Nicholas  (avenue)  street  (Block  No. 
2460,  Lot  No.  1),  Ridgewood,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  Henry  Kroll. 

For  Opposition:  Helen  Gammell,  Margaret  Eller, 
Bertha  Loch,  Anna  Dittmear,  K.  De  Goetz, 
Karl  Kremmerich,  Charles  Shanberg  and  Emma 


Mayer. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Absent  .  0 

THE  RESOLUTION— 

(174-33-BZ) 


Whereas,  M.  Bernard  Brownstein,  for  Louis  Padolsky 
and  John  Sheridan,  owners,  filed,  May  5,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station ;  premises 
northeast  corner  of  Gates  avenue  and  St.  Nicholas  (avenue) 
street  (Block  No.  2460,  Lot  No.  1),  Ridgewood,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  St.  Nicholas  (avenue)  street  is  in 
a  business  and  unrestricted  district;  Gates  avenue  is  in  a 
business,  unrestricted  and  residence  district,  and  Linden 
street  is  in  a  business  and  residence  district;  and 
Whereas,  thej  decision  of  the  superintendent  of  buildings, 
rendered  April  27,  1933  (re  Plan  No.  1734-33),  reads: 

“1.  The  creation  of  a  gasoline  station  located  within 
a  business  district  and  extending  into  a  residence  district 
is  contrary  to  section  4,  subd.  46  and  section  3  of  the 
Zone  Resolution.  Not  further  examined.”; 

and 

Whereas,  it  is  proposed  to  erect  a  one-story  store,  auto 
laundry,  accessory  store,  office,  boiler  room,  four  grease  pits, 
bury  the  necessary  storage  tanks  and  erect  six  pumps  upon 
a  corner  lot,  100  ft.  by  116  ft.  8*4  in.,  for  the  purpose  of 
conducting  a  gasoline  service  station  100  ft.  within  a  busi¬ 
ness  district  and  extending  16  ft.  8 y2  in.  into  a  residence 
district;  and 


828 


MINUTES 


Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  and  which  report  reads : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  174-33-BZ. 

“Premises  northeast  corner  of  Gates  and  St.  Nicholas 
avenues  (Block  No.  2460,  Lot  No.  1),  Ridgewood,  Bor¬ 
ough  of  Queens. 

“This  is  an  application  for  a  gasoline  service  station 
under  section  21.  The  property  is  located  on  the  north¬ 
east  corner  of  St.  Nicholas  and  Gates  avenues.  The 
size  of  the  plot  is  100  ft.  on  St.  Nicholas  avenue  and 
116  ft.  on  Gates  avenue,  most  of  which  plot  is  zoned  for 
business,  but  a  portion  in  the  rear,  about  16  ft.,  along 
Gates  avenue,  is  in  a  residential  area.  At  the  present 
time  the  plot  is  being  used  for  auto  parking,  which  the 
applicant  refers  to  as  an  auto  graveyard  and  as  an  eye¬ 
sore  to  the  community.  There  are  also  some  small 
shacks  on  the  corner.  The  surrounding  property  is  well 
developed  generally  with  tenements.  Triangularly  across 
from  the  plot  is  a  neat,  one-story  building,  which  is 
located  in  an  unrestricted  district,  used  for  factory  pur¬ 
poses,  and  is  in  no  way  objectionable. 

“The  applicant  stated  that  he  had  not  attempted  to 
obtain  consents.  There  are,  however,  thirty-four  objec¬ 
tions  filed,  all  from  owners  of  property  in  close  prox¬ 
imity  to  the  site  in  question.  Mention  was  made  to  the 
Church  of  St.  Brigid,  one  block  away,  and  at  the  time 
of  hearing  no  objection  had  been  filed  by  the  pastor  of 
the  church.  Several  days  after  hearing,  however,  a 
letter  was  sent  to  the  board  from  the  Rev.  John  C. 
York,  pastor  of  the  church,  objecting  in  behalf  of  the 
church  and  stating  also  that  he  represented  thirty-six 
property  owners  in  the  vicinity. 

“The  committee  of  the  board  agrees  that  the  present 
condition  of  the  property  is  an  eyesore,  but  could  not 
agree  that  it  should  be  given  over  to  non-conforming 
uses  in  a  section  otherwise  conforming  except  for  two 
small  garages  on  St.  Nicholas  avenue,  north  of  the  site. 
Reference  also  has  been  made  to  the  unrestricted  frontage 
diagonally  opposite,  on  which  there  is  a  factory,  and 
further  south  two  garages. 

“There  is  apparent  need  for  stores  in  this  neighbor¬ 
hood.  The  statement  filed  by  the  applicant  showed  that 
the  present  use  of  the  property  for  parking  space  is  not 
profitable,  but  it  is  bringing  in  some  return,  and  in  these 
times  the  owner  should  consider  himself  fortunate  that 
the  property  is  being  at  least  partly  carried.  No  state¬ 
ment  was  made  as  to  whether  the  owner  has  a  proper 
permit  for  the  parking  space. 

“In  connection  with  the  church  above  referred  to, 
there  is  a  school,  but  it  is  not  within  200  ft.  or  on  the 
same  street  with  the  proposed  gasoline  station. 

“The  committee  which  inspected  these  premises  on 
October  13,  1933,  consisted  of  Chairman  Murdock  and 
Commissioners  Connell,  Holland  and  Guilfoyle  and  were 
of  the  opinion  that  hardship  had  not  been  proven  and 
that  to  grant  a  variance  for  a  gasoline  service  station 
would  be  an  unnecessary  hardship  on  adjoining  owners 
and  tenants  and  recommends  that  the  application  be 
denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


177-33-BZ. 

APPLICANT — Gilbert  I.  Prowler,  for  Joseph  Gross, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 9614-9626  Flatlands  avenue, 
southwest  corner  of  Rockaway  parkway  (Block  No. 
8204,  Lot  No.  42),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Gilbert  I.  Prowler  and  Joseph 
Gross. 

For  Opposition:  Bertha  Schaefer,  Mrs.  L.  M. 
Glover,  Mrs.  Anna  Bingan  and  Steven  Cala- 
vitto. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott .  5 

Absent  .  0 

THE  RESOLUTION— 

(177-33-BZ) 

Whereas,  Gilbert  I.  Prowler,  for  Joseph  Gross,  owner, 
filed,  May  5,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  9614-9626 
Flatlands  avenue,  southwest  corner  of  Rockaway  parkway 
(Block  No.  8204,  Lot  No.  42),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatlands  avenue,  Rockaway  park¬ 
way  and  East  96th  street  are  in  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  4,  1933  (re  Applic.  No.  3509-33),  reads: 

“Present  prohibited  occupancy  within  business  district 
may  not  be  extended  to  include  gas  service  station,  same 
contrary  to  Art.  II,  Sec.  4(a46),  Zone  Resolution. 
“Above  application  is  therefore  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  110  ft.  by 
30  ft.  and  80  ft.,  irregular,  in  depth,  upon  which  is  erected 
a  one-story  motor  vehicle  repair  shop,  20  ft.  by  45  ft. ;  an 
auto  laundry,  25  ft.  by  30  ft.,  on  the  front  of  the  lot,  and  a 
two-car  garage,  on  the  rear  of  the  lot;  there  is  one  gasoline 
tank  and  pump  now  on  the  premises  for  use  by  the  tenants 
only,  which  is  to  be  removed;  it  is  proposed  to  bury  two 
550-gallon  tanks  and  erect  two  pumps  on  the  front  of  the  lot 
for  the  purpose  of  conducting  a  gasoline  service  station  with¬ 
in  a  business  district  in  addition  to  the  existing  legal  occu¬ 
pancy  as  a  repair  shop;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  and  which  report  reads : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  177-33-BZ. 

“Premises  9614-9626  Flatlands  avenue,  southwest  corner 
of  Rockaway  parkway  (Block  No.  8204,  Lot  No.  42), 
Brooklyn. 

“This  is  an  application  for  a  variance  of  the  zoning 
resolution  under  section  21  for  a  gasoline  station  in 
connection  with  an  existing  motor  vehicle  repair  shop 
and  a  two-car  private  garage. 

“The  property  is  at  the  southwest  corner  of  Flatlands 
avenue  and  Rockaway  parkway,  both  main  traffic  thor¬ 
oughfares.  Both  have  recently  been  widened  as  far  as 
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acquisition  of  the  property  is  concerned,  but  the  road¬ 
ways  themselves  have  not  yet  been  increased  to  the  full 
width. 

“An  inspection  was  made  by  a  committee  of  the  board 
on  October  13,  1933,  consisting  of  Chairman  Murdock 
and  Commissioners  Connell,  Holland  and  Guilfoyle. 

“The  existing  building  is  a  one-story,  brick-faced 
structure,  setting  back  from  the  new  line  of  Rockaway 
parkway  about  12  ft.  and  on  the  new  line  of  Flatlands 
avenue  for  the  portion  where  the  private  garage  is  lo¬ 
cated  and  back  several  feet  near  the  corner  to  accom¬ 
modate  a  hydraulic  greasing  rack.  There  is  now  a  gaso¬ 
line  pump  on  the  Flatlands  avenue,  side,  which  is  now 
on  city  property,  and  the  statement  was  made  that  this 
is  to  be  removed ;  also,  that  no  gasoline  is  on  sale  from 
this  pump  to  the  public.  The  applicant  has  a  storage 
permit  for  gasoline,  but  this  does  not  carry  with  it  permit 
for  public  sale. 

“The  committee  was  of  the  opinion  that  property  was 
inadequate  for  a  properly  arranged  service  station  and 
that  to  install  two  pumps  or  even  one  pump  as  proposed, 
close  to  the  building,  was  not  a  feasible  arrangement. 
The  owner  stated  that  he  would  be  willing  to  alter  the 
building  by  removing  the  existing  plate  glass  window 
and  door  or  even  cut  away  part  of  the  building  in  order 
to  provide  space  and  protection  from  fire,  but  at  best  it 
would  mean  that  cars  would  cross  the  sidewalks  close 
to  the  intersection  of  the  two  highways,  a  condition 
which  would  be  highly  dangerous  and  objectionable  when 
the  widening  of  the  thoroughfares  is  completed. 

“There  is  a  non-conforming  use  on  the  property  at 
present  which  is  claimed  is  not  profitable  and  the  permit 
to  sell  gasoline  is  sought  to  increase  the  income.  Hard¬ 
ship  has  not  been  proven,  and  in  view  of  the  limited  area 
and  conditions  which  woiuld  prove  dangerous  to  the 
public  as  soon  as  the  streets  are  widened  to  their  pro¬ 
posed  full  width,  and,  also,  in  view  of  the  objections 
of  the  owners  of  property  most  affected,  the  committee 
recommends  that  the  application  be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“HENRY  L.  CONNELL, 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution — hardship. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


72-30-BZ. 

APPLICANT — Benjamin  Driesler,  Jr.,  architect,  for  The 
Connelly  Construction  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  omis¬ 
sion  of  a  proposed  garage  and  gasoline  service  sta¬ 
tion  granted  by  the  board  and  the  substitution  of  a 
gasoline  service  station  and  motor  vehicle  repair 
shop  (previously  granted  for  a  garage  and  gasoline 
station;  reopened  for  amendment  of  resolution  Sep¬ 
tember  19,  1933). 

PREMISES  AFFECTED — 3491-3507  Fort  Hamilton  park¬ 
way,  south  side,  264  ft.  5  in.  east  of  36th  street 
(Block  No.  5302,  part  of  Lot  No.  21  and  part  of 
Lot  No.  27),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler,  Jr.,  and  Paul  W. 

Connelly. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition; 
resolution  amended. 


THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElligott  . 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(72-30-BZ) 

Whereas,  this  application,  affecting  premises  3491-3507 
Fort  Hamilton  parkway,  south  side,  264  ft.  5  in.  east  of  36th 
street  (Block  No.  5302,  part  of  Lot  No.  21  and  part  of  Lot 
No.  27),  Borough  of  Brooklyn,  was  granted  by  the  board 
at  its  meeting  April  22,  1930,  permitting  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles,  and  this  application  was  modi¬ 
fied  October  28,  1930,  in  regard  to  the  obtaining  of  permits 
and  the  completion  of  work,  and  was  further  modified  on 
March  31,  1931,  to  permit  the  setting  back  of  the  front  walls  ! 
of  the  proposed  garage  and  the  installation  of  a  gasoline 
service  station,  under  certain  conditions,  and  plans  were  ap¬ 
proved  June  23,  1931 ;  and 

Whereas,  the  application  was  further  modified  March  22, 
1932,  permitting  an  extension  of  time  to  complete  work,  and 
on  March  28,  1933,  a  further  extension  of  time  was  granted 
for  obtaining  permits  and  completing  work;  and 

Whereas,  the  case  was  reopened  September  19,  1933,  and 
application  is  now  made  to  the  board  for  permission  to  omit 
the  garage  and  erect  a  gasoline  service  station  only  as  shown 
on  the  plans  filed.  The  only  building  to  be  erected,  being 
the  building  with  frontage  of  63  ft.,  which  is  to  be  sub¬ 
divided  into  three  sections  for  repair  shop,  auto  laundry  and 
office. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
requirements  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication,  as  amended  by  letter  of  August  21,  1933,  and  plans 
marked  “Received  October  10,  1933”,  be  and  it  hereby  is 
</ ranted  on  condition  that  there  shall  be  erected  on  the  rear 
lot  line,  100  ft.  back  from  Fort  Hamilton  parkway  and 
parallel  thereto,  a  masonry  fence,  not  less  than  7  ft.  in 
height,  and  that  on  either  side  lot  line  from  rear  line  to 
street  line  there  shall  be  erected  a  fence  of  substantial  woven 
wire  at  least  6  ft.  in  height ;  that  the  accessory  buildings 
shall  be  located  toward  the  rear  of  the  plot,  as  indicated  on 
the  plan  filed  with  this  application,  housing  repair  shop,  auto 
laundry,  office  and  grease  pits,  these  buildings  to  be  not  over 
one  story  in  height  and  constructed  of  incombustible  mate¬ 
rials  and  faced  with  face  brick ;  that  the  front  portion  of  the 
building  housing  the  grease  pits  shall  be  left  open ;  that  there 
shall  be  no  cellar  or  excavation  under  any  of  these  buildings, 
except  the  pits,  as  indicated ;  that  there  shall  be  no  open 
flame  permitted  on  the  property;  that  automobile  repairing 
shall  be  limited  to  repairs  of  a  light  nature,  not  requiring 
machines  driven  by  greater  than  one-half  horsepower  motors 
and  excluding  fender  and  body  work  and  the  use  of  anvils 
and  forges;  that  gasoline  pumps  shall  be  located  at  least  10 
ft.  back  from  the  street  line;  that  there  shall  be  erected 
along  the  Fort  Hamilton  parkway  street  line  a  concrete 
curb,  not  less  than  12  in.  in  width  and  12  in.  in  height  with 
not  over  three  openings  therein,  each  opening  not  exceeding 
12  ft.  in  width,  with  cuts  in  the  curb  not  over  14  ft.  in 
width;  that  the  balance  of  the  property  where  not  covered 
by  accessory  buildings  shall  be  cement  paved  or  covered  with 
cracked  bluestone ;  that  any  signs  advertising  non-conforming 
use  shall  be  limited  to  the  illuminated  globes  of  the  gasoline 
pumps  and  to  permanent  flat  wall  signs  attached  to  the  fronts 
of  the  accessory  buildings,  excluding  all  signs  of  a  temporary 
nature;  that  there  shall  be  no  portable  gasoline  pump  used 
on  or  from  the  property;  that  lights  for  general  illumination 
at  night  shall  be  on  standards  with  metal  reflectors  so  located 
as  to  shine  downwardly  and  avoid  nuisance  to  adjacent  resi¬ 
dential  area;  that  all  permits  shall  be  obtained  within  two 
months  and  all  work  completed  within  six  months  from  the 
date  of  this  amended  resolution. 
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APPLICANT— Morris  F.  Jones,  for  George  R.  Clarke, 
owner.  .  . 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— East  side  of  58th  street,  75  ft. 
south  of  Laurel  Hill  boulevard  (Block  No.  2342, 

Lot  Nos.  6  and  8),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morris  F.  Jones. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(138-33-BZ) 

Whereas,  Morris  F.  Jones,  for  George  R.  Clarke,  owner, 
filed,  April  13,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  east  side  of  58th  street,  75  ft. 
south  of  Laurel  Hill  boulevard  (Block  No.  1432,  Lot  Nos. 

6  and  8),  Woodside,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  58th  street  (Betts  avenue)  is  in  a 
business  and  residence  district ;  Laurel  Hill  boulevard  is  in  a 
business  and  residence  district;  52nd  avenue  is  in  a  residence 
district,  and  58th  place  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  April  11,  1933  (re  Plan  No.  298-32),  reads: 

“1.  The  erection  of  a  structure  for  use  as  a  repair 
shop  and  garage  for  the  storage  of  more  than  5  motor 
vehicles  within  a  business  area  extending  into  a  residence 
area  is  contrary  to  code. 

“Sect.  4  and  Sect.  3  of  the  Zone  Law.  Not  further 
examined.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  metal  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  20  ft.  and 
a  depth  of  60  ft.;  to  be  occupied  as  a  motor  vehicle  repair 
shop  and  a  garage  for  more  than  five  motor  vehicles;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and,  therefore,  is  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals,  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  period  of  two 
years  under  section  21,  on  condition  that  the  building  shall 
be  erected  substantially  in  accordance  with  the  amended 
plans  filed  with  this  board,  marked  “Received  October  16, 
1933”;  that  this  building  shall  be  not  over  one  story  in 
height,  constructed  of  sheet  metal,  supported  by  structural 
steel  frame ;  that  there  shall  be  no  combustible  material  used 
in  the  construction;  that  the  building  shall  not  exceed  the 
size  indicated,  namely,  20  ft.  by  60  ft.,  and  shall  be  placed 


on  a  concrete  foundation  and  set  back  at  least  20  ft.  from 
the  building  line  of  58th  street  and  at  least  10  ft.  from  any 
side  lot  line  and,  also,  located  entirely  within  the  business 
area ;  that  any  windows  and  doors  erected  in  this  building 
shall  be  constructed  of  incombustible  materials ;  that  auto¬ 
mobile  repairing  may  be  carried  on  in  this  building,  on  con¬ 
dition  that  the  wrork  shall  be  limited  to  light  repair,  not  re¬ 
quiring  machines  with  over  one-half  horsepower  each,  and 
excluding  heavy  fender  work  and  body  work  and,  also,  the 
use  of  anvils,  forges  and  open  flame ;  that  the  number  of 
cars  stored  in  the  building  shall  not  exceed  five,  in  addition 
to  the  cars  undergoing  repairs ;  that  this  variance  of  the  zone 
law  shall  not  be  resorted  to  after  the  termination  of  this 
permit  as  a  claim  for  hardship  for  the  continuance  of  this 
non-conforming  use  or  any  other  non-conforming  use ;  that 
no  gasoline  shall  be  stored  in  buried  storage  tanks  on  the 
premises ;  that  any  signs  erected  advertising  non-conforming 
use  shall  be  confined  to  a  flat  sign  attached  to  the  front  of 
the  building,  this  sign  not  to  exceed  3  ft.  by  4  ft. ;  that 
such  auxiliary  fire-fighting  appliances  shall  be  installed  as 
the  commissioner  may  direct ;  that  all  permits  shall  be  ob¬ 
tained  within  two  months  and  all  work  completed  within  six 
months  from  the  date  of  this  resolution. 


239-33-BZ. 

APPLICANT — Victor  Mayper,  for  David  F.  Kemp,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  of  an  existing 
building  from  residence  to  business  use  (restaurant). 

PREMISES  AFFECTED— North  side  of  New  Hyde  Park 
road,  1,185  ft.  east  of  Little  Neck  road  (Block  No. 
4126,  Lot  No.  46),  Great  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Victor  Mayper. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Holland  and  Guilfoyle .  3 

Negative:  Commissioner  Connell  and  Chief  Mc¬ 
Elligott  .  2 

Absent  .  0 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  VOTE  TO  GRANT  FOR  TWO-YEAR  PERIOD— 
Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION— 

(239-33-BZ) 


Whereas,  Victor  Mayper,  for  David  F.  Kemp,  owner, 
filed,  June  29,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alteration 
and  change  of  occupancy  of  an  existing  building  from  resi¬ 
dence  to  business  use  (restaurant)  ;  premises  north  side  of 
New  Hyde  Park  road,  1,185  ft.  east  of  Little  Neck  road 
(Block  No.  4126,  Lot  No.  46),  Great  Neck,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  New  Hyde  Park  road,  Little  Neck 
road  and  Grand  Central  parkway  are  all  in  a  residence  dis¬ 
trict  ;  and 
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Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  19,  1933  (re  Alt.  3701-1933),  reads: 

“The  erection  of  a  business  building  within  a  residence 
district  is  contrary  to  Sect.  3  of  the  Zone  Resolution. 
Note  no  examination  made  under  the  Building  Code  or 
under  Section  15  of  the  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  stories  in  height,  with  a  frontage  of  60  ft.  and  a  depth 
of  30  ft. ;  it  is  proposed  to  erect  two  side  wings,  each  one 
story  in  height,  the  easterly  wing  to  be  52  ft.  by  30  ft.,  and 
to  alter  the  building  generally,  for  the  purpose  of  conducting 
a  public  restaurant,  rest  rooms  and  accessory  uses  within  a 
residence  use  district ;  and 

Whereas,  the  premises  under  appeal  was  the  subject  of 
an  inspection  by  a  committee  of  the  board,  consisting  of 
Chairman  Murdock  and  Commissioners  Connell,  Holland  and 
Guilfoyle;  and 

Whereas,  the  report  of  this  inspection,  approved  by  the 
members  of  the  committee,  except  Commissioner  Connell, 
was  read  at  the  hearing ;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  and,  therefore,  is 
entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  temporary  period 
of  two  years  after  issuance  of  certificate  of  occupancy  by  the 
commissioner  of  buildings,  under  sections  7f  and  21,  to  permit 
an  existing  building  as  it  is  proposed  to  be  altered  and  en¬ 
larged  substantially  in  accordance  with  the  plans  filed  with 
this  application,  marked  “Received  June  29,  1933,”  and  to 
permit,  this  building  with  accessory  buildings  to  be  used  as 
a  public  restaurant,  on  condition  that  the  entire  acreage  as 
indicated  on  the  plot  diagram  filed  with  this  case  shall  remain 
intact  and  under  the  present  ownership,  with  no  buildings 
or  structure  thereon  other  than  those  proposed  for  the 
restaurant;  that  no  other  non-conforming  use  shall  be  main¬ 
tained;  that  such  auxiliary  fire-fighting  appliances  shall  be 
installed  as  the  commissioner  shall  direct;  that  this  variance 
is  granted  specifically  on  the  condition  that  this  use  may 
continue  only  so  long  as  the  property  is  held  in  one  owner¬ 
ship  and  the  building  occupied  and  used  as  a  public  restaurant 
and  to  cease  immediately  as  soon  as  these  conditions  are 
not  complied  with ;  also,  that  the  granting  of  this  non-con¬ 
forming  use  shall  not  be  used  as  a  basis  of  hardship  for  any 
other  non-conforming  use  on  this  property  or  adjacent  prop¬ 
erty;  that  all  permits  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  resolution. 


384-20-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Catherine  Egen- 
berger,  present  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  inclusion  of  a 
gasoline  service  station  in  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  granted  by  the 
board;  reopened  June  20,  1933). 

PREMISES  AFFECTED — 754-764  Jamaica  avenue,  south¬ 
east  corner  of  Chestnut  street  (Block  No.  4104,  Lot 
Nos.  24  and  25),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  P.  Cannella. 

For  Opposition :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 
McElJigatt .  5 


Negative  .  o 

Absent  .  q 


THE  RESOLUTION— 


(384-20-BZ) 


Whereas,  Charles  P.  Cannella,  for  Catherine  Egenberger, 
owner,  filed,  May  27,  1920;  granted  July  20,  1920;  reopened 
June  20,  1933,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  inclusion  of  a  gasoline  service  station 
m  a  garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  board;  premises  754-764  Jamaica  avenue, 
southeast  corner  of  Chestnut  street  (Block  No.  4104  Lot 
Nos.  24  and  25),  Borough  of  Brooklyn;  and 
V  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
■ng)  October  17,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jamaica  avenue  is  in  a  business 
and  residence  district;  Chestnut  street  is  in  a  residence  dis¬ 
trict  ;  Euclid  avenue  is  in  a  business  district,  and  Cypress 
avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  May  26,  1933  (re  Applic.  No.  1009-33),  reads:  ’ 
'*!•  Change  of  occupancy  from  one  use  mentioned  in 
a  sub-division  of  Sec.  4  of  the  Building  Zone  Resolu¬ 
tion  to  a  use  mentioned  in  another  sub-division  of  Sec. 
4,  accompanied  by  structural  alteration  of  a  building 
partly  in  a  business  and  partly  in  a  residential  district  is 
contrary  to  Sec.  6  of  the  Zone  Resolution  ”  • 

and 


whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  108  ft.  4  in. 
and  a  depth  of  100  ft.  8  in.,  irregular ;  occupied  as  a  garage 
tor  more  than  five  motor  vehicles ;  it  is  proposed  to  remove 
the  front  wall  facing  Jamaica  avenue  and  a  portion  of  the 
front  wall  facing  Chestnut  street,  form  an  open  space  82  ft. 
4  in.  by  50  ft.  4  in.  on  the  front  of  the  lot  by  erecting  a  new 
trout  wall  facing  Jamaica  avenue,  construct  an  office  and  a 
structure  for  auto  laundry  and  greasing,  erect  three  pumps 
and  bury  the  necessary  tanks  for  the  purpose  of  conducting 
a  gasoline  service  station  in  addition  to  the  present  garage 
use ,  the  proposed  gasoline  station  is  entirely  within  a  busi¬ 
ness  use  district ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building  zone 
resolution  and  is,  therefore,  entitled  to  relief. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  reaffirming  the  resolu¬ 
tion  of  the  board  adopted  on  July  20,  1920,  except  that  same 
is  hereby  amended  to  permit  the  front  portion  of  the  build¬ 
ing  tacing  on  Jamaica  avenue  to  be  removed  and  a  new  front 
wall  constructed,  together  with  an  office  and  auto  laundry 
space  and  gasoline  pumps,  substantially  as  indicated  on  the 
plans  filed  with  this  request  for  amendment,  marked  “Re- 
cewed  June  9,  193.3,”  on  condition  that  there  shall  be  con¬ 
structed  from  a  point  on  Chestnut  street  where  the  new  pro¬ 
posed  front  wall  starts  1o  the  corner  of  Jamaica  avenue  and 
Chestnut  street,  an  ornamental  masonry  wall,  not  less  than 
6  it.  in  height ;  that  any  gasoline  pumps  erected  on  the  pro- 
posed  gas  selling  area  shall  be  set  back  at  least  10  ft  from 
the  building  line ;  that  there  shall  be  a  concrete  curb,  12  in 
in  widtn  and  12  in.  in  height,  erected  along  the  Jamaica 

andmiLo  1  ^  °PP°sit%th^  proposed  gasoline  pumps 
and,  also,  from  the  corner  formed  by  the  intersection  of 
Chestnut  street  and  Jamaica  avenue  for  a  distance  of  not 
■ess  than  j  ft.  so  as  to  provide  not  over  two  entrances  to  this 
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gas  selling  area  and  to  the  garage ;  that  opposite  these 
entrances  shall  be  curb  cuts  to  street,  curbing  not  to  exceed 
14  ft.  in  width;  that  the  proposed  auto  laundry  space  and 
office  space  shall  not  exceed  one  story  in  height;  that  the 
entire  gas  selling  area  not  covered  by  the  accessory  buildings 
shall  be  cement  paved ;  that  no  portable  gasoline  pumps  shall 
be  used  on  or  from  the  property ;  that  there  shall  be  no  repair 
work  done  on  the  property ;  that  any  signs  advertising  non- 
conforming  use  shall  be  confined  to  the  globes  of  the  gasoline 
pumps  and  to  flat  signs  attached  to  the  front  of  the  building, 
no  sign  to  be  attached  to  any  portion  of  the  building  or  wall 
fronting  on  Chestnut  street,  and  excluding  all  signs  of  tem¬ 
porary  nature ;  that  any  lights  that  are  installed  for  general 
illumination  shall  be  so  placed  as  not  to  become  a  nuisance 
to  the  residents  of  Chestnut  street ;  that  the  present  boiler 
room  located  at  the  corner  of  Chestnut  street  and  Jamaica 
avenue  shall  remain  in  its  present  location  and  shall  be  cut 
off  entirely  from  the  balance  of  the  garage  or  gas  selling 
area  with  masonry ;  that  access  to  this  boiler  room  shall  be 
from  the  outside  only,  and  that  there  shall  be  no  excavations 
under  these  buildings  other  than  this  boiler  room ;  that  all 
permits  necessary  for  the  completion  of  the  work  shall  be 
obtained  within  six  months  and  all  work  completed  within 
one  year  of  the  date  of  this  action. 


APPLIANCES  SUBMITTED  FOR  APPROVAL- 
166-33-SA. 


PETITIONER — Janies  Kearney,  for  Gold  Star  Oil  Burner 
Co.,  Inc.,  owner. 

SUBJECT — Gold  Star  Oil  Burner,  Models  F  and  S,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner :  James  Kearney  and  Felix  Sposito. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE  APPLIANCE— 


Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  . 

Negative  . 

Absent  . 


5 

0 

0 


THE  RESOLUTION— 

(166-33-SA) 

Whereas,  James  Kearney,  for  Gold  Star  Oil  Burner  Co., 
Inc.,  owner,  filed,  May  2,  1933,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  Gold  Star  Oil  Burner,  Models  F  and  S ;  and 


Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  October  5,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Gold  Star  Oil 
Burner,  Models  F  and  S,  for  use  in  domestic,  commercial 
and  industrial  installations  when  installed  in  accordance  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals  and 
the  report  of  the  assistant  chief  of  the  Bureau  of  Com¬ 
bustibles,  fire  department,  and  the  engineer  of  the  board. 


208-33-SA 

PETITIONER— Preferred  Utilities  Co.,  Inc.,  for  The  Lon- 
ergan  Manufacturing  Co.,  owner. 

SUBJECT — Lonergan  Automatic  Oil  Burner,  approval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Connell,  Holland  and  Guilfoyle  and  Chief 

McElligott  .  5 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION— 

(208-33-SA) 

Whereas,  Preferred  Utilities  Co.,  Inc.,  for  The  Lonergan 
Manufacturing  Co.,  owner,  filed,  May  29,  1933,  a  petition 
with  the  board  of  standards  and  appeals  for  approval  of  their 
device  known  as  the  Lonergan  Automatic  Oil  Burner ;  and 

Whereas,  this  device  was  submiatted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  September  22,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Lonergan  Automatic 
Oil  Burner  for  use  in  domestic,  commercial  and  industrial 
installations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  assistant  chief  of  the  Bureau  of  Combustibles,  fire 
department,  and  the  engineer  of  the  board. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  October  3,  1933,  as  they  appeared  in 
Bulletin  No.  41,  Vol.  XVIII,  are  hereby  corrected  to  read 
as  follows : 

178-33-SA. 

PETITIONER — Acme  Fire  Alarm  Co.,  Inc.,  owner. 
SUBJECT — Acme  Interior  Fire  Alarm  Station,  approval  of. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  the  board  of  standards 
and  appeals 

THE  VOTE  TO  APPRpVE  APPLIANCE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  0 

Absent :  Chief  McElligott .  1 


*  Correction — Words  “of  standards  and  appeals ”  added  to 
line  6  of  digest. 


THE  RESOLUTION— 

(178-33-SA) 

Whereas,  Acme  Fire  Alarm  Co.,  Inc.,  owner,  filed,  May 
8,  1933,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Acme  Interior 
Fire  Alarm,  Station;  and 

Whereas,  this  device  was  submitted  to  the  Bureau  of  Fire 
Prevention  for  test  and  report,  and  a  report  of  the  division 
of  fire  prevention,  supplemented  by  a  report  of  the  engineer 
of  the  board  dated  October  2,  1933,  recommends  the  approval 
of  the  device. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Acme  Interior  Fire 
Alarm  Station  when  installed  and  operated  in  accordance 
with  the  report  of  the  engineer  of  the  board  of  standards  and 
appeals  and  the  rules  of  the  board  of  standards  and  appeals. 
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APPROVED  APPLIANCES 

Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner 

A.  B.  C.  Oil  Burner 

A.  B.  C.  Oil  Burner,  Type  H . 

Aetna  Automatic  Oil  Burner . 

Air-Blast  Oil  Burner . 

Aladdin  Oil  Burner . 

Alexander  Oil  Burner . 

Arcoil  Heat  Machine . 

Autocrat  Oil  Burner,  Model  B-l . 

Baker  Automatic  House  Heating  Burner . 

Baker  Oil  Burner,  Model  L,  Gun  Type . 

Ballard  Baby  Grand  Oil  Burner . 

Ballard  Super  Domestic  Oil  Burner . 

Bayard  Domestic  Fuel  Oil  Burner . 

Berggren  Oil  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil  .... 

Burner  . 

Bettendorf  High  Pressure  Oil  Burner . 

Bettendorf  Oil  Burner . 

Bock  Oil  Burner,  Models  A,  B,  C  and  D - 

Braden  Automatic  Fuel  Oil  Burner . 

Branford  Oil  Burner . 

Branford  Oil  Burner,  Model  “A” . 

Caloroil  Burner — Type  A  A . 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C . 

Carboradiant  Oil  Burner,  Models  V  &  VS - 

Carboradiant  Oil  Burner,  Model  VSS . 

Carborundum  Burner . 

Carter-Korth  Oil  Burner,  Model  “P” . 

Carter-Korth  Oil  Burner . 

Century  Oil  Burner . 

Challenger  Kleen  Heat  Burner,  Series  No.  100 
Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . 

Commonwealth  Automatic  Oil  Burner . 

Cook’s  Automatic  Oil  Burner . 

Cope-Swift  Safety  Automatic  Oil  Burner.... 

Crescent  Oil  Burner . 

Crescent  Type  M  Size  1  Oil  Burner . 

Crown  Oil  Burner,  Type  XA . 

Crystal  Blue  Flame  Oil  Burner . - 

Dahl  Vaporizing  Oil  Burnci . 

D’Elia  Oil  Burner . 

Delco  Heat  Oil  Burner . 

DeWalt  Oil  Burner . 

Dist-o-matic  Oil  Burner . 

Doe  Oil  Burner . 

Doherty  Oil  Burner . 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C . 

Economy  Oil  Burner,  Type  A-l . 

Eisler  Automatic  Oil  Burner . . 

Elec-tro-matic  Oil  Burner,  Type  151 . 

Electrol  Automatic  Oil  Burner  and  Model  BB. . 

Ember-Glo  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Steam  Atomizing  Burner . 

Enterprise  Type  Junior  “W”  Oil  Burner, 


Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 

Fairfield  Oil  Burner .  584-31 -S A 

Faultless  Oil  Burner . 493-24-SA 


Fluid  Heat  Domestic  Oil  Burner,  Type  O....  1094-27-SA 


Name  of  Burner  Calendar  No. 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 .  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gill  Oil  Burner .  1231-23-SA 

Gold  Star  Oil  Burner,  Models  F  and  S .  166-33-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 . 444-81-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26  S A 

Haidinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Heil  Combustion  Fuel  Oil  Burner .  1105-22-SA 

Heil  Combustion  Fuel  Oil  Burner,  Type  B _  295-29-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  M  1200  and  M  1800  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

lohnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D....  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lonergan  Automatic  Oil  Burner .  208-33-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner . .  350-32-SA 

Master-Kraft  Oil  Burner . 83-33-SA 

May  Oil  Burner .  68-24-SA 


Calendar  No. 

1295-24-SA 
684-29-SA 
1547-23-SA 
579-32-SA 
298-26-SA 
65-28-SA 
632-26-SA 
297-31-SA 
1323-22-SA 
404-29-SA 
447-32-SA 
939-24-SA 
1184-22-SA 
764-26-SA 

485-32-SA 
479-31-SA 

731-28-S A 
123-31-SA 
322-30-SA 
36-31-SA 

461- 32-SA 
1361-24-SA 

229-32-SA 
16-31-SA 
49-32-SA 
571-29-S A 
389-32-SA 
54-30-SA 
157-28-SA 
813-28-SA 

608-32-SA 
348-28-SA 
955-27-SA 
354-31-SA 
222-29-SA 
592-31-SA 
426-29-SA 
423-29-SA 
915-26-SA 
155-31-SA 
420-31-SA 
541-31-SA 
663-28-SA 
317-31-SA 
943-26-SA 

600-31-SA 
45-31-SA 
481-27-SA 
125-33-SA 
259-25-SA 

462- 32-SA 
1 1 49-27-S A 

15-33-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 


Merco  Oil  Burner .  63 (-29 -bA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 


Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Hea:  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners. .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner . .  1078-24-SA 

Nil-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner . 85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner.. .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH, .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259  27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 


Pressure  Oil  Burners,  Models  A,  B  and  C....  146  31-SA 


Progressive  Oil  Burner,  Models  G4,  G5,  G6  and 

G7  . 

Quaker  Burnoil  Stove . 

Quiet  Ballard  Automatic  Oil  Burner . 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B . . 

Rayfield  Oil  Burner . 

Re-Ly-On  Oil  Burner . 

Remington  Domestic  Oil  Burner,  Type  B . 

Remington  Oil  Burner . 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Richmond  Gravity  Fuel  Oil  Burner . 

Pickard  Oil  Burner . 

Rightway  Oil  Burner.. . .  —  * . 

Rotoflame  Oil  Burner . 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner  . 

S.  &  K.  Mechanical  Fuel  Oil  Burner  . 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  oV 

Burner . 


411-32-SA 
11-31-SA 
660-30-SA 
504-23-SA 
504-26-SA 
745-26-SA 
532-31-SA 
891-26-SA 
667-28-S A 
1193-22-SA 
1011-27-SA 
339-31-SA 
187-33-S A 

304-32-SA 

1115-22-SA 

10-33-SA 


197-32-  SA 


Name  of  Burner  Calendar  No. 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA  .  436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  O.... .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Automatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-3&-SA 

Silent  Glow  Oil  Burner,  ModelG .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A .  446-30-SA 

Simplex  Domestic  Type  “S-P.”  Oil  Burner....  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G -  537-31-SA 

Stephens  Oil  Burner,  Models  No.  1  and  No.  2..  146-33-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air . 

Furnaces  .  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner . —  297-29-SA 

Todd  Spivo  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner . 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner.... .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr..  Models  “K”,  <fKA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  . .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  October  18,  1933 .  326 

Restored  to  Calendar .  90 

Miscellaneous  Applications. 

Requests  to  reopen . 250 

Requests  to  amend .  13 

Requests  for  modification .  44 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  57 

Requests  for  extension  of  permit .  9 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  13 

Administrative  requests  .  0 

Requests  for  interpretation .  0 

Total  .  1065 

Disposed  of  .  802 

Cases  pending  October  18,  1933 .  263 


DISPOSITION  OF  CASES. 

Withdrawn  .  40 

Dismissed  .  19 

Denied  .  99 

Granted  .  4 

Granted  on  condition .  186 

Appliances  approved  .  39 

Appliances  dismissed,  disapproved  or  withdrawn .  24 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  203 

Requests  to  reopen  denied .  21 

Requests  to  amend  granted .  13 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  43 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  57 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  9 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved .  13 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed .  26 

Total  .  802 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the. 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


fourth  that  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  anv 
other  method  of  delay.  ’  y  y 

Sixth  That  no  appeal,  application  or  petition  will  be  ac- 
cepted  for  filing  unless  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  tott  mn 
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Name 


Street. 
P.  O 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  October  24,  1933,  10  A.  M. 
Minutes  of  Regular  Meeting,  October  24,  1933,  2  P.  M. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

Thje  Clerk’s  Calendar  consists  of  applications  under  the 
Budding  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
ang^jwill  be  called  in  Room  1013,  Monday ,  October  30,  1933, 
at:S»  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

Tne  next  subsequent  Call  of  the  Calendar  will  be  on 

MS-fyday,  November  6,  1933,  at  2  o’clock. 

The  Clerk’s  * Calendar  is  not  to  be  confused  with  the 
ca31mdar  of  cases  that  have  been  definitely  set  for  hearing 
oil  vnxed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  an  I 
disposition  of  same  expedited  by  conforming  to  the>e 
directions. 

HARRIS  H.  MURDOCK,  Chairman 
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DOCKET. 

New  Cases  Filed  up  to  October  25,  1933. 

Cal.  No.  Department.  Premises  Affected. 

331-33-BZ . D.B.B....  1420-1426  Pitkin  ave.  (Block 

1477,  Lots  32,  33,  34,  35  & 
part  of  48),  Bklyn., 

-  Applic.  11256-33 

330-33-BZ . D.B.Q. ..  .North  side  of  Northern  blvd., 

386  ft.  west  of  Alley  Creek 
(Block  2033,  Lot  630),  Little 

-  Neck,  Q.,  N.  B.  2073-33 

329-33-BZ . D.B.B . . .  .2-14  Clarkson  ave.  (Block  5064, 

Lot  17),  Bklyn., 

-  Applic.  12025-33 

328-33-A . D.B.Bx. .  .4299  Boston  rd.  (Block  5655, 

Lot  313),  Bx., 

-  S.  A.  1725-33 

327-33-BZ . D.B.Q.... 21-17  30th  ave.  (Block  547,  Lot 

7),  Astoria,  Q., 

-  Viol.  452-33 

Restored  to  Calendar. 

229-32- S A . F.D . Camel  Automatic  Oil  Burner, 

Model  32,  Type  J, 

-  Appliance 

190-29-BZ . D.B.Q _ 1927  Hancock  st.  (Block  2838, 

Lot  24),  Ridgewood,  Q., 

-  N.  B.  837-29 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  OCTOBER  30,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

147-33-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

PREMISES — North  side  of  Queens  boulevard,  333.03  ft. 
east  of  56th  avenue  (Block  No.  1845,  Lot  No.  41), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

199-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  William  H.  Parry, 
owner. 

PREMISES — Northeast  corner  of  250th  street  and  Nassau 
boulevard  ‘ (Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

233-33-BZ. 

APPLICANT — Murray  Klein,  for  1525  Myrtle  Avenue 
Realty  Co.,  Inc.,  owner. 

PREMISES — 1517-1543  Myrtle  avenue  (Block  No.  3328, 
Lot  No.  1),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT  the  extension  from  an  unrestricted  district 
into  a  business  district  of  an  existing  gasoline  service 
station. 


RULES 


East  Publication  in  Bulletin 


Certificate  of  Occupancy,  approved 


forms  . Aug. 

Concrete  Flat  Slabs,  Rules . .June 

Concrete  Rules  (Hydrated  Dime) . .  .Oct. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors)  . . .  Sept. 

Factory  Exit  Rules . .Jan. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 


2,  1932— Vol.  17  Mo.  31 

6,  1933— Vol.  18  Mo.  23 

31,  1933— Vol.  18  No.  44 

28,  1933 — Vol.  18  Mo.  13 

26,  1933— Vol.  18  No.  39 

3,  1933— Vol.  18  Mo.  1 
26,  1933— Vol.  18  No.  39 
30,  1933—  Vol.  18  Mo.  22 


Fire  Retarding  Rules  for  Garages, 


etc . Oct. 

Fireproof  Wood,  Testing  of . July 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . June 

Plumbing  Rules . Apr. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for... July 

Sprinkler  Rules . Dec. 

Standpipe — Fireline  Rules  . . Sept. 


Structural  Alterations,  Reporting.  ..Tune 
Wire  Glass  Rules  (Amendment  to' 
Rule  505  of  Industrial  Code).. Apr. 


10, 

1933— Vol. 

18 

No. 

41 

11, 

1933— Vol. 

18 

Mo. 

28 

21, 

1919— Vol. 

4 

Mo. 

3 

19, 

1933— Vol. 

18 

No. 

38 

7, 

1925 — Vol. 

10 

Mo. 

14 

5, 

1928— Vol. 

13 

Mo. 

23 

13, 

1933— Vol. 

18 

Mo. 

24 

25, 

1933— Vol. 

18 

Mo. 

17 

20, 

18, 

1933— Vol. 

18 

Mo. 

23 

1933— Vol. 

18 

Mo. 

16 

H, 

1933— Vol. 

18 

Mo. 

28 

6, 

1932— Vol. 

17 

Mo. 

49 

26, 

1933— Vol. 

18 

No. 

39 

7, 

1932— Vol. 

17 

Mo. 

23 

10, 

1923— Vol. 

8 

Mo. 

15 

LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Oct. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Oct. 

Fuel  Oil  Burners  for  Industrial  Use.Oct. 
Fuel  Oil  Pumps . July 


10,  1933— Vol.  18  No.  41 

24,  1933— Vol.  18  No.  43 
10,  1933— Vol.  18  No.  41 
18,  1933— Vol.  18  Mo.  29 


250-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Anna  Hochman, 
owner. 

PREMISES — 5914-5924  Church  avenue  and  902-912  Ralph 
avenue,  southwest  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

262-33-BZ. 

APPLICANT — Wood  &  Marshall,  for  John  Wild  and  Mary 
C.  Wild,  owners. 

PREMISES — Southwest  corner  of  Merrick  road  and  125th 
avenue  (Block  No.  3208,  Lot  Nos.  122,  124  and  126), 
South  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

477-31-BZ. 

APPLICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

PREMISES — Southeast  corner  of  Northern  boulevard,  and 
Bell  boulevard  (Block  No.  3175,  Lot  No.  201  and 
243),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  ad  main¬ 
tenance  of  a  gasoline  service  station  (previously 
withdrawn  under  section  7f,  reopened  and  restored 
to  Calendar  October  17,  1933). 
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265-33-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Guttag  Brothers, 
owners. 

PREMISES — Southwest  corner  of  Holland  avenue  and 
Boston  road  (Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


OCTOBER  31,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  October 
31,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  330-28-BZ — Application,  April  9,  1928 ;  granted  on 
certain  conditions  July  24,  1928;  re¬ 
opened  for  modification  of  resolution 
September  23,  1930;  withdrawn  Novem¬ 
ber  11,  1930;  reopened  January  4,  1933; 
dismissed  for  lack  of  prosecution  June 
27,  1933 ;  reopened  and  restored  to  Cal¬ 
endar  July  11,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Kenneth 
O’Brien,  applicant,  on  behalf  of  New 
York  Title  &  Mortgage  Co.,  equitable 
owner,  for  a  modification  of  the  reso¬ 
lution  adopted  by  the  board  on  July  24, 
1928,  to  permit  in  lieu  of  the  erection 
of  a  six-story  tenement  house  with  stores 
on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied 
for  store  use  only — residence  district ; 
premises  northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue 
(Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  The  Bronx. 

cal.  no.  192-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Daniel  G.  Albert,  applicant,  on  be¬ 
half  of  Kings  Lane  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  9201-9215 
Kings  highway,  northeast  corner  of  East 
92nd  street  (Block  No.  4667,  Lot  No. 
74),  Brooklyn. 

cal.  no.  277-33-BZ — Application,  August  19,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Casper  P.  Colla,  applicant, 
on  behalf  of  Anna  Rocco,  owner,  to  per¬ 
mit  the  extension  from  an  unrestricted 
use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five 
(5)  motor  vehicles;  premises  89-91 
Withers  street,  north  side,  80  ft.  west  of 
Leonard  street  (Block  No.  2737,  Lot 
Nos.  27  and  28),  Brooklyn. 

cal.  no.  401-31-BZ — Application,  August  17,  1931 ;  gasoline 
service  station  granted  December  18, 
1931 :  application  of  Charles  Goodman, 
on  behalf  of  Apperson  Realty  Corp., 
owner,  reopened  October  10,  1933,  under 
section  21  of  the  building  zone  resolu¬ 


tion,  for  a  modification  of  the  original 
resolution,  to  permit  in  a  business  dis¬ 
trict  the  temporary  installation  of  two 
(2)  gasoline  tanks  and  two  (2)  pumps 
for  use  of  cars  parked  on  premises 
pending  the  erection  of  the  gasoline  sta¬ 
tion  in  accordance  with  the  resolution  of 
the  board;  premises  1-19  Fifth  avenue, 
622-628  Atlantic  avenue  and  623-627 
Pacific  street  (Block  No.  1119,  Lot  No. 
1),  Brooklyn. 

cal.  no.  259-33-BZ — Application,  July  2,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Frank  H.  Beck, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  fac¬ 
tory  building ;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of 
East  239th  street  (Block  No.  5074,  Lot 
No.  13),  The  Bronx. 

cal.  no.  155-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Nathan  D.  Aron,  applicant, 
on  behalf  of  Vito  Jacovino  and  Samuel 
Kaplan,  owners,  to  permit  in  a  residence 
district  the  maintenance  of  a  business 
use  (wrecking  automobiles  and  selling 
parts)  ;  premises  846-848  Shepherd  ave¬ 
nue,  west  side,  205  ft.  south  of  Linden 
boulevard  (Block  No.  4363,  Lot  Nos. 
17  and  18),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  October 
31,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  724-29-BZ— Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 

Appeals  from  Administrative  Orders. 

56-33- A — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

212-33- A — Northeast  corner  of  Beach  42nd  street  and 
Rockaway  Beach  boulevard  (Block  No.  6, 
Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

64-33-A-— 1  Main  street  (Block  No.  27,  Lot  No.  1),  ' 
Brooklyn. 
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69-33-A — 471  Broadway  (Block  No.  2465,  Lot  Nos.  42  and 
43),  Brooklyn. 

145-33-A — 289-291  East  139th  street  (Block  No.  2314,  Lot 
No.  84),  Borough  of  The  Bronx. 

103-33-A — 278  Madison  avenue  (Block  No.  869,  Lot  No. 
61),  Manhattan. 

224-33-A — 110  West  57th  street  (Block  No.  1009,  Lot  No. 
40),  Manhattan. 

234-33- A — Pier  No.  23,  East  River,  foot  of  Pacific  street 
(Block  No.  287,  part  of  Lot  No.  68), 
Brooklyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

57-33-S — 417-423  East  105th  street  and  404-418  East  106th 
street  (Block  No.  1699,  Lot  No.  39  and 
Lot  Nos.  5  to  11,  inclusive),  Manhattan. 

188-33-S — 540  East  Fordham  road  (Block  No.  3059,  Lot 
Nos.  36  and  37),  The  Bronx. 

Appliance  Submitted  for  Approval. 

309-33-SA — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  6,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

210-33-BZ. 

APPLICANT — Jacob  Frommer,  owner. 

PREMISES — 238-240  Kosciusko  street,  south  side,  66  ft. 
east  of  Tompkins  avenue  (Block  No.  1786,  Lot  No. 
5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  business  use 
(store). 

266-33-BZ. 

APPLICANT — William  Koppe,  for  Hollender  Holding 
Corp.,  owner. 

PREMISES — Northwest  corner  of  Sound  View  avenue  and 
St.  Lawrence  avenue  (Block  No.  3596,  Lot  No.  1), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

274-33-BZ. 

APPLICANT — J.  Wilson  Dayton,  for  41-11  Bell  Avenue 
Co.,  owner. 

PREMISES — 215-32  Northern  boulevard  (Block  No.  3177, 
Lot  No.  1),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1197-23-BZ. 

APPLICANT — Standard  Oil  Company  of  New  York,  Inc., 
for  Ross  &  Heilig  Realty  Corp.,  owner. 

PREMISES — 714  Southern  boulevard  (Block  No.  2729,  Lot 
No.  6),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  (reopened  July  5,  1933). 


332-32-BZ. 

APPLICANT — William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55,  64  and 
82),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  station  (previously 
denied;  reopened  under  new  facts  October  17,  1933). 

632-23-BZ. 

APPLICAN  T — Talley  &  Lamb,  for  Martino’s  Building 
Corp.,  owner. 

PREMISES — 1713-1729  Neptune  avenue  (Block  No.  6994, 
Lot  Nos.  1  and  104),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  permit  therein  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  extension  of  this  proposed  gaso¬ 
line  service  station  (reopened  May  9,  1933). 


NOVEMBER  8,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning ,  Novem¬ 
ber  8,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  196-33-BZ— Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J.  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 

cal.  no.  225-33-BZ— Application,  June  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Nat  C.  Helman,  applicant,  on  behalf 
of  Marie  V.  Hogan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2761-2771  86th  street, 
northwest  corner  of  West  9th  street 
(Block  No.  7141,  Lot  No.  1),  Brook¬ 
lyn. 

CAL.  NO.  256-33-BZ— - Application,  July  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Otto  J.  Sambach,  applicant,  on  behalf 
of  Anthony  Gilmour,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  coal  pocket;  premises 
902  Huguenot  avenue,  west  side,  225  ft. 
south  of  Staten  Island  Railroad,  (Block 
No.  6815,  Lot  No.  58),  Huguenot, 
Borough  of  Richmond. 

CAL.  NO.  268-33-BZ— Application,  August  9,  1933,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  Bly  &  Hamann,  applicants,  on  behalf 
of  Francesca  Viegal,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
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in  a  residence  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as 
a  store  on  the  first  story  and  as  dwelling 
above;  premises  535  Rutland  road,  north 
side,  94  ft.  6  *4  in.  west  of  Kingston 
avenue  (Block  No.  4803,  Lot  No.  43), 
Brooklyn. 

cal.  NO.  296-33-BZ — Application,  September  12,  1933,  under 
sections  7a,  7g  and  21  of  the  building 
zone  resolution,  of  Bertram  G.  Eadie, 
applicant,  on  behalf  of  Richmond  Rail¬ 
ways,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  92  Brook 
street,  south  side,  180  ft.  east  of  Jersey 
street  (Block  No.  34,  Lot  Nos.  12,  45, 
52,  1  and  22),  Tompkinsville,  Borough 
of  Richmond. 

CAL.  NO.  233-32-BZ— Application,  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Alfred  A.  Lama,  applicant,  on  behalf 
of  Treselmina  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  granted  by  the  board  on  September 
23,  1932,  and  the  time  in  which  to  obtain 
permits  and  complete  work  has  expired ; 
reopened  October  17,  1933,  for  extension 
of  time;  premises  267-271  Eastern  Park¬ 
way  Extension,  northeast  corner  of 
Rockaw'ay  avenue  (Block  No.  1455,  Lot 
No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  8,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  8,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters: 

cal.  no.  200-33-BZ— Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Consolidated  Gas  Company  of  New 
York,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises 
2153-2155  First  avenue,  northwest  cor¬ 
ner  of  East  111th  street  (Block  No. 
1683,  part  of  Lot  No.  18),  Manhattan. 

CAL  NO.  201-33-BZ— Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ross  &  Ross,  applicants,  on  behalf 
of  Alpine  Service  Corp.,  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  18-20  Flushing 
avenue,  southeast  corner  of  North  Elliott 
place  (Block  No.  2027,  Lot  Nos.  23  and 
24),  Brooklyn. 


cal.  no.  595-30-BZ — Application,  September  16,  1930 ;  denied 
February  17,  1931;  reopened  under  new 
state  of  facts  June  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Diamond  Evangelista,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2478-2488 
Coney  Island  avenue,  northwest  corner 
of  Avenue  V  (Block  No.  7136,  part  of 
Lot  Nos.  35  and  39),  Brooklyn. 

cal.  no.  249-33-BZ — Application,  July  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jenks  &  Rogers,  applicants,  on  be¬ 
half  of  Gelkom  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1312-1314  Fifth 
avenue,  northwest  corner  of  West  110th 
street  (Block  No.  1594,  Lot  No.  36), 
Manhattan. 

cal.  no.  596-32-BZ — Application,  December  2,  1932;  dis¬ 
missed  for  lack  of  prosecution  February 
21,  1933;  reopened  and  restored  to  Cal¬ 
endar  June  20,  1933,  under  section  21 
of  the  building  zone  resolution,  of  Larry 
Meltzer,  applicant,  on  behalf  of  Vincent 
Esposito,  owner,  to  permit  in  a  business 
district  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop ;  premises  619  East  Fordham 
road,  northwest  corner  of  Hughes  ave¬ 
nue  (Block  No.  3273,  Lot  No.  252), 
The  Bronx. 

cal.  no.  219-33-BZ— Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Milton  M.  Samuels,  applicant,  on  be¬ 
half  of  88th  Holding  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northwest  corner 
of  192nd  street  and  35th  avenue  (Block 
No.  922,  Lot  No.  39),  Flushing,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  13,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

141-33-BZ. 

APPLICANT— Robert  F.  Collyer,  for  Elsie  J.  Hassall, 
owner. 

PREMISES — Northwest  corner  of  Farmers  boulevard  and 
143rd  road  (Block  No.  3238,  Lot  No.  109),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

206-33-BZ. 

APPLICANT— James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

PREMISES— South  side  of  Fleet  street,  99  ft.  west  of 
Greenway  South  (Block  No.  5C,  Lot  Nos.  <1  and 
50),  Forest  Hills,  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
omission  of  the  required  yaid. 

263-33-BZ. 

APPLICANT — John  F.  Seekamp,  for  John  F.  Seekamp  and 
Dorothy  A.  Seekamp,  owners. 

PREMISES — Southwest  corner  of  Hillside  avenue  and 
Cross  Island  boulevard  (Block  No.  1481,  Lot  No. 
54),  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

287-33-BZ. 

APPLICANT — Fred  Meier,  for  William  Allan,  owner. 

PREMISES — Northwest  corner  of  Jamaica  avenue  and 
Newtown  road  (Block  No.  695,  Lot  Nos.  1  and 
1/4),  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

319-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Nicholas  Her¬ 
man,  owner. 

PREMISES — 234-22  Merrick  boulevard,  southwest  corner 
of  235th  street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station, 

384-31-BZ. 

APPLICANT — Charles  Goodman,  for  Apex  Gas  Station, 
Inc.,  present  owner. 

PREMISES — 2596-2604  Linden  boulevard,  southwest  corner 
of  Crescent  street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  of 
office,  grease  pit  and  car  washing  building  to  be 
used  as  accessory  to  an  existing  gasoline  service 
station  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  September  26, 
1933). 


NOVEMBER  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 


cal.  no.  278-33-BZ — Application,  August  22,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lloyd  E.  Mellor,  appli¬ 
cant,  on  behalf  of  S.  E.  &  M.  E.  Bern- 
heimer  Co.,  owner,  to  permit,  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  alteration  and  change 
of  occupancy  of  part  of  the  first  story 
of  an  existing  building  from  dwelling  to 
business  use ;  premises  2401-2407  Broad¬ 
way  and  251-255  West  88th  street, 
northwest  corner  (Block  No.  1236,  Lot 
No.  10),  Manhattan. 

cal.  no.  803-27-BZ— Application,  July  12,  1927;  denied  De¬ 
cember  27,  1927 ;  reopened  July  11,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  John  M.  Baker,  appli¬ 
cant,  substituted  for  Edward  P.  Doyle, 
on  behalf  of  Richard  Welsh,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northeast  corner  of 
Laurel  Hill  boulevard  and  58th  street 
(Betts  avenue),  (Block  No.  2341,  Lot 
No.  46),  Winfield,  Borough  of  Queens. 

cal.  no.  202-33-BZ— Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

CAL.  NO.  240-33-BZ— Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  be¬ 
half  of  John  J.  Halleran,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Nassau  boulevard  and  250th  street 
(Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  190-29-BZ — Application,  March  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 
half  of  Faw  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  granted  by  the  board  on  No¬ 
vember  12,  1929 ;  time  to  obtain  permits 
and  complete  work  has  expired;  re¬ 
opened  October  24,  1933,  for  extension 
of  time;  premises  1927  Hancock  street, 
south  side,  100  ft.  west  of  Seneca  ave¬ 
nue  (Block  No.  2838,  Lot  No.  24), 
Ridgewood,  Borough  of  Queens. 

cal.  no.  78-33-BZ — Application,  February  27,  1933 ;  granted 
on  certain  conditions  April  25,  1933 ;  re¬ 
opened  September  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Helen  Flood,  applicant  and  owner, 
to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  garage  for 
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five  (5)  motor  vehicles  as  a  modification 
of  the  resolution  adopted  by  the  board 
varying  the  use  district  for  a  motor 
vehicle  repair  shop  and  a  blacksmith 
shop;  premises  452-460  West  167th 
street  (Block  No.  2111,  Lot  No.  92), 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  203-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Borden’s  Farm  Products  Co.,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 


premises  363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and 
the  southeast  corner  of  5th  street  (Block 
No.  987,  part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  241-33-BZ — Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  NO.  229-33-BZ — Application,  June  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Autumn  Goodis,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  130-09  Jerome  avenue 
(Block  No.  508,  Lot  Nos.  25  and  27), 
Richmond  Hill,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  24,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  17,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  17,  1933,  were  approved  as  printed  in  Bulletin  No. 
43,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

200-33-BZ. 

APPLICANT — William  Shary,  for  Consolidated  Gas  Com¬ 
pany  of  New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 2153-2155  First  avenue,  north¬ 
west  corner  of  East  111th  street  (Block  No.  1683, 
part  of  Lot  No.  18),  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Shary. 

For  Opposition:  Robert  W.  Greenberg. 

ACTION  OF  BOARD— Laid  over  to  November  8,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


201-33-BZ. 

APPLICANT — Ross  &  Ross,  for  Alpine  Service  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building,  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 18-20  Flushing  avenue,  south¬ 
east  corner  of  North  Elliot  place  (Block  No.  2027, 
Lot  Nos.  23  and  24),  Brooklyn. 


APPEARANCES— 

For  Applicant:  A.  Henry  Ross  and  Charles  Selsky. 
For  Opposition:  Leon  C.  Shulman. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


203-33-BZ. 

APPLICANT — Borden’s  Farm  Products  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and  southeast 
corner  of  5th  street  (Block  No.  987,  part  of  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  T.  J.  Mahoney. 

For  Opposition:  Carmine  Cirillo. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


241-33-BZ. 

APPLICANT — Edward  L.  Kelly,  for  The  New  York  As¬ 
sociation  for  the  Blind,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 875-881  Fourth  avenue,  north¬ 
east  corner  of  33rd  street  (Block  No.  681,  part  of 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abram  Raff. 

For  Opposition :  Morris  J.  Stern. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1933,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 
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595-30-BZ. 

APPLICANT — -Diamond  Evangelista,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  under  new  state  of 
facts  June  13,  1933). 

PREMISES  AFFECTED — 2478-2488  Coney  Island  avenue, 
northwest  corner  of  Avenue  V  (Block  No.  7136, 
part  of  Lot  Nos.  35  and  39),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Thomas  J.  Evers,  John  Mandola  and 
Louis  Evangelista. 

For  Opposition:  John  Vollaro,  Max  Axelroad  and 
John  A.  Sattler. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


APPEARANCES— 

For  Applicant:  Robert  Williamson,  George  J  Wil¬ 
liamson  and  Thomas  Fraser. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affir  mative  .  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Negative  .  Q 

Absent:  Commissioner  Connell . ’  j 

THE  RESOLUTION— 


249-33-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 
owner. 

SLBJECP-  Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
PREMISES  AFFECTED— 1312-1314  Fifth  avenue,  north¬ 
west  corner  of  West  110th  street  (Block  No.  1594 
Lot  No.  36),  Manhattan. 

APPEARANCES— 

For  Applicant :  Gustavus  A.  Rogers  and  A.  Kompel 
b °r  Opposition:  Irwin  Isaacs,  Harold  H.  Levin 

A  PTTn\T  TBernstein  and  Mortimor  Cohen. 

ACTION  OF  BOARD— Laid  over  to  November  8,  1933  at 

2  p-  m->  for  report  of  committee  on  inspection.  ’ 
190-29-BZ. 

APPLICIncNT“Henry  C  Brucker’  f°r  Faw  Realty  Co 
Inc.,  owner.  ’ 

SUBJECT— Application  for  reopening— extension  of  time— 

buikHnS' (deC1S1°n  °f  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 

resolution,  to  permit  in  a  business  district  the  erec- 

bd  ,he — °f 
EM1SES  AFFECTEEI— 1927  Hancock  street,  south  side, 

No  24)  Bro„W™Ca  aV'n”e  <B'0Ck  N°'  2838'  Lot 
APPEARANCES— 

ArmT^^TA??!icant:  Wil,iam  Fluhr. 

-  C  ION  OF  BOARD— Application  reopened,  Calendar  Call 

lcTa^m  aiK  SCt  ^°r  keaidng  November  14,  1933,  at 
THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Neg^tNe  d  ^  °U1  f°yIe  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  .  ? 


22-22-BZ. 

APPLICANT— Robert  Williamson,  for  Ellen  I.  McCarthy, 

SUBJECT— Application  reopened  October  3,  1933  (re  de¬ 
cision  of  the  commissioner  of  buildings),  re  Appli¬ 
cation,  under  section  7g  of  the  building  zone  resolu¬ 
tion,  granted  September  12,  1922,  for  a  garage  for 
more  than  five  (5)  motor  vehicles  located  in  a 
business  district. 

PREMISES  AFFECTED-East  side  of  Spuyten  Duyvil 

13T2-32  F-  north  of  230th  street  (Block  No. 
3406 A,  Lot  Nos.  100  and  105),  The  Bronx. 


(22-22-BZ) 

Whereas,  this  application,  affecting  premises  east  side  of 
Spuyten  Duyvil  road,  132.32  ft.  north  of  230th  street  (Block 
No.  3406A  Lot  Nos  100  and  105),  Borough  of  The  Bronx, 
was  gianted  by  the  board  at  its  meeting  September  12,  1922- 
time  extended  June  12,  1923,  for  a  garage  for  more  than  five 
motor  vehicles,  the  building  as  then  proposed  being  one  story 
and  basement  in  height,  of  non-fireproof  construction  with  a 
frontage  of  io°  ft  on  Spuyten  Duyvil  road  and  a  depth  of 
so  it.,  the  front  elevation  indicating  a  net  height  of  15  ft 

roaH  fiid  WltH  tW°  main  entrances  from  Spuyten  Duyvii 

Whereas,  the  plans  were  amended  in  the  department  of 
buildings  to  omit  the  main  story  because  the  street  grade  was 
not  established,  the  basement  being  completed  and  a  certifi¬ 
cate  of  occupancy  issued,  the  basement  story  being  constructed 
fireproof;  and 

\\  ei  ere  as,  because  of  the  amendment  omitting  the  one 
story,  the  commissioner  of  buildings  has  properly  considered 
the  job  closed,  and  the  owner  requests  a  reafifirmance  of  the 
original  resolution  with  some  minor  modification. 

.  0Ref°<!?edu  that  J-C  res°lution  adopted  by  the  board  on  June 
12,  1923  be  reaffirmed,  on  the  further  condition  that  the 
existing  basement  story  shall  be  constructed  entirely  fireproof 
and  that  the  proposed  first  story  shall  be  substantially  in 
accord  with  the  plans  filed  with  this  application,  with  the 
exception  that  the  openings  on  the  Spuyten  Duyvil  road 
frontage  may  also  include  two  3  ft.  7  in.  doors,  one  at  the 
north  end  and  one  at  the  south  end;  that  the  roof  of  this 
proposed  story  may  be  non-fireproof,  on  condition  that  the 
columns,  girders  and  beams  supporting  the  roof  shall  be  pro¬ 
tected  with  legal  fireproofing,  as  required  by  the  building 
code;  that  there  may  be  a  stairway  from  the  basement  to  the 
street  story,  on  condition  that  this  stairway  shall  be  entirely 
enclosed  with  fireproof  material  and  shall  have  an  exit  from 
the  enclosure  direct  to  Spuyten  Duyvil  road;  that  there 
shall  be  at  least  two  skylights,  well  separated,  and  not  nearer 
f*'  /rolT1  any  Slde  wall,  these  skylights  to  be  at  least 

t.  by  8  ft,  in  area  and  glazed  with  thin  glass  with  wire 
screens  installed  over  and  under;  that  there  shall  be  no 
building  erected  during  the  continuation  of  this  variance 
nearer  than  20  ft  north,  east  or  south;  that  the  boiler 
room  shall  be  enclosed  in  fireproof  construction,  entirely 
separated  from  the  mam  garage  and  enterable  only  from 
the  exterior;  that  such  auxiliary  fire-fighting  appliances 
shall  be  installed  as  the  commissioner  may  direct-  that  anv 
gasoline  stored  on  the  premises  shall  be  sold  exclusively  to 
tenants  storing  their  automobiles  in  the  garage  and  not  to 
the  public  generally ;  that  any  signs  advertising  non-conform- 
mg  use  shall  be  limited  to  a  flat  sign,  not  over  3  ft.  by 
8  ft.,  attached  to  the  Spuyten  Duyvil  road  front  of  building 
and  excluding  all  other  signs  and  those  of  a  temporary 
nature  :  that  no  repairing  of  automobiles  shall  be  carried  on 
within  this  building  ;  that  all  permits  shall  be  obtained  within 
three  months  and  all  work  involved  shall  be  completed  within 
six  months  from  the  date  of  this  amended  resolution. 


301-31-BZ. 

APPLICANT— William  Shary,  for  Harold  S.  Burnham, 
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SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  use  district 
the  erection  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1238-1254  McDonald  (Graves¬ 
end)  avenue,  west  side,  180  ft.  south  of  Avenue  J 
(Block  No.  5483,  Lot  No.  16),  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Shary. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


N  egative  .  0 

Absent:  Commissioner  Connell .  1 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(301-31-BZ) 


Whereas,  this  application,  affecting  premises  1238-1254 
McDonald  (Gravesend)  avenue,  west  side,  180  ft.  south  of 
Avenue  J  (Block  No.  5483,  Lot  No.  16),  Borough  of 
Brooklyn,  was  granted  by  the  board  on  November  12,  1931, 
on  certain  conditions,  and  applicant  requests  an  extension 
of  time. 

Resolved,  that  the  resolution  adopted  by  the  board  on  No¬ 
vember  12,  1931,  be  amended,  only  so  far  as  it  refers  to  ob¬ 
taining  of  permits  and  the  completion  of  the  work,  so  that  as 
amended  the  last  clause  of  that  resolution  will  read :  “All 
permits  required  shall  be  obtained  within  six  months  and  all 
work  involved  shall  be  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  24,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

78-33-BZ. 

APPLICANT — Philip  Bardes,  for  Helen  Flood,  owner;  re¬ 
quest  for  reopening  made  by  Helen  Mahoney. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  blacksmith  shop  and  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 452-460  West  167th  street 
(Block  No.  2111,  Lot  No.  92),  Manhattan. 
APPEARANCES— 

For  Applicant:  Jerry  Mahoney. 

ACTION  OF  BOARD— Action  of  September  26,  1933,  re¬ 
considered,  Calendar  Call  waived  and  application  set 
for  hearing  November  14,  1933,  at  10  a.  m. 

THE  VOTE  TO  RECONSIDER  ACTION  OF  SEP¬ 
TEMBER  26,  1933- 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


177-31-BZ. 

APPLICANT— Ruth  Bond  &  Mortgage  Co.,  Inc.,  owner; 

request  for  reopening  made  by  Henry  J.  Nurick,  for 
owner. 

SUBJECT— Request  for  reopening— consideration— re  Appli¬ 
cation  (decision  of  the  superintendent  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  also  an  automobile  laundry 
and  greasing  pits.  . 

PREMISES  AFFECTED— 2917-2929  Kings  highway  and 
2798-2800  Nostrand  avenue,  northwest  corner  (Block 
No.  7683,  Lot  No.  6),  Brooklyn. 
APPEARANCES— 

For  Applicant :  K.  K.  Klein. 


ACTION  OF  BOARD — Request  for  reopening  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Guilfoyle .  1 

Negative :  Chairman  Murdock,  Commissioner 

Holland  and  Chief  McElligott .  3 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(177-31-BZ) 


Whereas,  a  request  has  been  made  to  reopen  this  case, 
affecting  premises  2917-2929  Kings  highway  and  2798-2800 
Nostrand  avenue,  northwest  corner  (Block  No.  7683,  Lot 
No.  6),  Borough  of  Brooklyn;  and 
Whereas,  a  committee  of  the  board  made  an  inspection  of 
these  premises  in  connection  with  a  request  made  for  a  re¬ 
opening  of  this  case,  and  a  memorandum  of  same  was  read 
at  this  hearing,  which  memorandum  reads  : 

“Cal.  No.  177-31-BZ. 

“Premises  2917-2929  Kings  highway  and  2798-2800  Nos¬ 
trand  avenue,  northwest  corner  (Block  No.  7683,  Lot 
No.  6),  Brooklyn. 

“Memorandum  of  inspection  by  committee  of  the  board 
consisting  of  Chairman  Murdock  and  Commissioners 
Connell  and  Holland  on  September  28,  1933. 

“Request  dated  September  27,  1933,  has  been  received 
from  Henry  J.  Nurick,  applicant  in  this  case,  for  reopen¬ 
ing  under  new'  facts  and  in  line  with  suggestion  of  Mr. 
Justice  Lockwood,  who  stated  in  his  findings  upon  re¬ 
view  of  the  board’s  decision  to  deny  a  variation  for  a 
gasoline  station : 

“  ‘The  motion  to  sustain  the  same  is  denied  with¬ 
out  prejudice  to  the  right  of  the  petitioner  to  make 
another  application  to  the  board  for  a  temporary 
permit  on  a  smaller  part  of  its  plot  so  that  its  own 
property  on  two  sides  of  the  plot  to  be  used  might, 
in  the  judgment  of  the  said  board,  be  properly  land¬ 
scaped  so  as  to  possibly  remove  the  objections  made 
to  the  use  of  the  entire  plot.’ 

“Having  this  suggestion  in  mind,  as  well  as  the  plan 
now  submitted  by  the  applicant,  the  committee  inspected 
the  premises.  The  property  under  appeal  is  or  was 
owned  by  the  Ruth  Bond  &  Mortgage  Co.  The  new 
area  proposed  takes  less  frontage  on  Kings  highway  by 
approximately  29  ft.  and  more  frontage  on  Nostrand 
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avenue  by  10  ft.  and  the  area  of  the  plot  now  proposed 
is1  approximately  3,500  sq.  ft.  less  than  the  original  plot 
under  appeal. 

“It  would  appear  from  the  records  that  the  same 
owners  or  their  associates  own  the  entire  parcel  with  a 
total  frontage  on  Nostrand  avenue  of  241  ft.  and  with  a 
frontage  of  129  ft.  on  Kings  highway,  of  which  the  plot 
under  appeal  is  at  the  intersection.  At  the  hearing  be¬ 
fore  the  board  the  attorney  for  the  owner  stated  ‘this 
property  was  purchased  for  $102,000  and  some  odd  dol¬ 
lars  in  1926.’  It  was  not  made  clear  whether  this  was 
the  price  paid  for  the  entire  property  or  only  that  por¬ 
tion  under  appeal  for  a  gas  station.  Similarly  the  state¬ 
ment  that  ‘we  have  to  pay  over  $6,000  a  year  for  taxes,’ 
may  include  the  taxes  for  the  entire  large  parcel  and  not 
merely  the  plot  under  appeal.  The  committee  assumes 
that  these  figures,  because  of  their  size,  must  apply  to 
the  entire  parcel  and  that  the  purchase  price  and  the 
annual  taxes  applicable  to  the  plot  under  appeal  is  only 
a  part  of  these  sums. 

“The  property  was  purchased  in  1926  in  expectancy 
of  a  rise  in  value  and  useability  because  of  the  projected 
subway  which  has<  not  materialized.  At  the  time  of  its 
purchase  the  frontage  on  Kings  highway  and  Nostrand 
avenue  was  in  a  ‘D’  area  zone  and  the  property  adjoining 
in  the  rear  in  an  ‘E’  zone.  The  Board  of  Estimate  re¬ 
zoned  this  section  in  1926  so  that  the  frontage  along 
Kings  highway  is  now  in  a  ‘C’  zone  for  a  distance  back 
of  100  ft.  and  the  balance  is  in  a  ‘D’  zone.  The  entire 
frontages  on  both  Kings  highway  and  Nostrand  avenue 
at  this  point  are  zoned  for  business  use. 

“There  is  unquestionably  a  temporary  financial  hard¬ 
ship  on  the  owner,  but  the  committee  is  of  the  opinion 
that  no  hardship  has  been  shown  within  the  meaning  and 
intent  of  the  zoning  resolution  and,  also,  is  of  the  opinion 
that  the  reduction  of  the  plot  as  proposed,  with  a  vacant 
area  left  between  the  proposed  station  and  the  rear  of 
the  houses  on  East  29th  street,  would  not  overcome  their 
objections  and  such  hardship  and  deterioration  of  prop¬ 
erty  value  that  would  ensue.  It  is  the  opinion  of  the 
committee  that  the  hardship  on  the  adjoining  property 
owners  who  had  every  reason  to  expect  that  this  prop¬ 
erty  would  be  developed  with  conforming  uses  would 
more  than  outweigh  tbe  benefit  to  this  applicant  occur¬ 
ring  from  a  gasoline  station  for  a  temporary  period,  par¬ 
ticularly  as  with  a  temporary  grant  the  board  could  not 
fairly  impose  conditions  as  to  construction  of  walls  and 
landscaping  adequately  to  protect  the  adjacent  property. 

“The  committee  has  given  respectful  consideration  to 
the  suggestion  of  the  Court,  but  cannot  conscientiously 
recommend  that  the  case  be  reopened. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“JAMES  P.  HOLLAND, 
“HENRY  L.  CONNELL.” 
and 

Whereas,  this  memorandum  recommended  the  denial  of 
said  request. 

Resolved,  that  the  request  for  reopening  be  and  it  hereby  is 
denied. 


190-33-BZ. 

APPLICANT — Harry  E.  Bahr,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  part  of  an  existing  dwelling 
to  business  use  (store). 

PREMISES  AFFECTED — 72  Middagh  street,  south  side, 
114  ft.  west  of  Henry  street  (Block  No.  216,  Lot 
No.  21),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Albin  Voegele. 

For  Opposition:  Bernard  J.  Toy. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(190-33-BZ) 

Whereas,  Harry  E.  Bahr,  owner,  filed,  May  23,  1933,  an 
application,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  change  of  occupancy  in  part  of  an  exist¬ 
ing  dwelling  to  business  use  (store)  ;  premises  72  Middagh 
street,  south  side,  114  ft.  west  of  Henry  street  (Block  No. 
216,  Lot  No.  21),  Borough  of  Brooklyn;  and 
W hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
October  24,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

W HERE,\s,_  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Middagh  street  is  in  a  residence, 
business  and  unrestricted  district ;  Hicks  street  is  in  a  busi¬ 
ness  and  unrestricted  district ;  Henry  street  is  in  a  business 
and  unrestricted  district,  and  Cranberry  street  is  in  a  resi¬ 
dence  and  business  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  May  15,  1933  (re  Applic.  No.  4202-1933),  reads:  ’ 
“Application  denied.  Use  contrary  to  Zone  Resolution, 
Art.  II,  Sec.  3.  Store  for  business  use  not  permitted  in 
Residential  district.”  ; 
and 

Whereas,  the  building  is  of  frame  construction,  three 
stories  and  attic  in  height,  with  a  frontage  of  23  ft.  and  a 
depth  of  56  ft.  6  in. ;  to  be  occupied  as  a  store  and  dwelling  • 
and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
i  eport  of  same  read  at  this  hearing,  and  this  report  reads : 
REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  190-33-BZ. 

Premises  72  Middagh  street,  south  side,  114  ft.  west  of 
Henry  street  (Block  No.  216,  Lot  No.  21),  Brooklyn. 

“An  inspection  was  made  of  these  premises  by  a  com¬ 
mittee  of  the  board,  consisting  of  Chairman  Murdock  and 
Commissioners  Connell,  Holland  and  Guilfoyle  on  Octo¬ 
ber  13,  1933. 

The  site  is  located  on  the  southerly  side  of  Middagh 
street,  in  a  residence  district,  between  Henry  street  and 
Hicks  street.  The  property  easterly  from  Hicks  street 
for  100  ft.  is  zoned  for  business  and  the  property  west¬ 
erly  from  Henry  street  for  100  ft.  is  zoned  unrestricted. 
The  residence  area  between  these  two  zones  on  Middagh 
street  is  approximately  245  ft.  frontage  and  within  this 
distance  on  both  sides  of  the  street  the  present  uses  are 
conforming,  consisting  of  tenement  houses,  schools, 
dwellings,  a  rectory  and  fire  engine  house  of  the  City  of 
New  York,  No.  205.  The  premises  under  appeal,  occupy¬ 
ing  a  frontage  of  23  ft.,  are  between  this  fire  engine 
house,  which  is  partly  in  the  residence  district  and  partly 
in  the  unrestricted  district,  and  a  five-story  tenement 
house.  The  building  of  the  premises  under  appeal  is  a 
two-story  and  basement  frame  building  occupying  prac¬ 
tically  the  full  width  of  the  lot  and  occupied  at  the 
present  time  as  a  residence  for  two  families.  The  records 
of  the  tenement  house  department  indicate  that  this  build¬ 
ing  has  been  listed  as  a  tenement  house,  three  families, 
but  on  November  3,  1932,  it  was  converted  to  a  non¬ 
tenement  _  house,  two  families  only.  It  was  reported  at 
the  hearing  that  more  than  two  families  live  in  the 
house.  It  was  also  stated  that  there  were  orders  pending 
for  its  demolition,  but  inquiry  at  the  bureau  of  buildmgs 
does  not  disclose  anv  unsafe  order  pending.  This  build¬ 
ing  is  a  very  old  building  in  poor  state  of  repair. 
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and 


“The  application  is  to  permit  a  business  use  in  the 
basement  story  and  with  the  application  were  filed  plans 
showing  virtual  reconstruction  of  the  building  to  ac¬ 
commodate  the  proposed  store  and  apartments  above,  one 
on  the  first  floor  and  one  on  the  second  floor.  To  pro¬ 
vide  these  accommodations,  the  existing  extension,  which 
is  in  a  tumbled-down  condition,  was  to  have  been  re¬ 
moved  and  a  new  extension  constructed  and,  also,  a  new 
pitched  roof  over  the  main  building  and  extension  to 
replace  the  present  flat  roof.  The  ground  in  the  rear  of 
the  present  building  is  several  feet  above  grade  level. 

“At  the  hearing  the  applicant  stated  that  these  plans 
were  not  to  be  followed  and  that  he  was  unaware  that 
they  indicated  such  extensive  renovation  and  stated  that 
all  the  owner  intended  to  do  was  to  spend  not  over  $1,000 
in  remodeling  the  basement  story  to  a  store  for  store 
purposes  and  painting  the  front  of  the  building  and  asked 
permission  to  withdraw  all  other  proposed  work.  The 
statement  was  also  made  that  he  intended  to  rent  the 
store  for  the  sale  of  stationery  and  school  supplies  and  he 
disavowed  any  intention  to  rent  the  store  for  any  use 
which  would  be  detrimental  to  the  residential  district. 

“While  there  are  other  buildings  in  the  street  that  are 
more  or  less  unsightly,  these  are  located  in  the  unre¬ 
stricted  district,  and  all  of  the  buildings  in  the  residen¬ 
tial  district  are  very  well  maintained  except  the  premises 
under  appeal.  This  building  in  its  present  condition  is  a 
fire  hazard  and  a  menace  to  the  neighborhood  and  is  al¬ 
ready  causing  hardship  upon  the  adjacent  properties  be¬ 
cause  of  its  condition.  To  permit  the  lowTer  story  to  be 
used  for  business  purposes,  even  though  restricted  in  its 
uses,  would  be  to  increase  the  hardship  upon  the  adja¬ 
cent  owners  more  than  offsetting,  in  the  opinion  of  the 
committee,  any  advantage  gained  by  the  owner  of  this 
property,  particularly  in  view  of  his  intention  not  to 
remodel  the  building  generally  and  improve  its  physical 
condition. 

“It  was  pointed  out  by  the  applicant  as  one  reason 
justifying  hardship  that  he  was  only  a  few  feet  away 
from  the  edge  of  the  unrestricted  district,  but,  in  the 
opinion  of  the  committee,  a  fire  house,  which  is  a  permit¬ 
ted  use  in  a  residential  district,  is  an  excellent  buffer 
and  a  good  example  of  transition  zoning,  nullifying  his 
claim.  It  was  pointed  out  by  the  applicant  that  this 
street  was  only  normally  residential.  However,  the  com¬ 
mittee  found  that  all  of  the  buildings  in  the  residential 
district  are  conforming  uses  and  approximately  one-half 
of  the  frontage  is  actually  occupied  as  dwellings  and  tene¬ 
ment  houses. 

“Objections  were  filed  by  all  of  the  owners  of  these 
buildings  except  one  within  the  residential  district  and 
except  the  two  schools  and  the  fire  engine  company. 

“A  statement  of  the  rentals  and  expenses  is  furnished 
by  the  applicant  showing  that  the  present  building  does 
not  quite  carry  itself.  It  was  a  wonder  to  the  committee 
that  any  income  could  be  derived  from  the  building  on 
account  of  its  delapidated  condition. 

“It  was  pointed  out  by  the  applicant,  also,  that  there  is 
demand  for  a  stationery  store  on  account  of  the  exist¬ 
ence  of  thei  schools  on  this  street.  The  committee  does 
not  disagree  with  this  statement,  but  wishes  to  point  out 
that  there  is  ample  opportunity  for  stores  in  the  business 
district  without  invading  the  residential  district  to  the 
detriment  of  the  adjoining  property  owners. 

“The  committee  cannot  agree  that  the  applicant  has 
proved  his  claim  of  hardship  and  recommends  the  appli¬ 
cation  be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“JAMES  P.  HOLLAND, 

“JOHN  GUILFOYLE.” 


W hereas,  the  board  deemed  that  applicant  was  not  entitled 
to  relief  under  section  21  on  the  grounds  of  hardship. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 

229-32-SA. 

PETITIONER — Charles  W.  Russell,  for  Campbell  Machine 
Co.,  owner ;  request  for  reopening  made  by  J.  Kup- 
perman,  for  owner. 

SUBJECT — Application  for  reopening  —  amendment  —  re 
Camel  Automatic  Oil  Burner,  Model  32,  Type  J, 
approval  of  (Model  30,  Types  A,  B  and  C,  pre¬ 
viously  approved). 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  reopened,  placed  on  Re¬ 
serve  Calendar,  referred  to  engineer  of  board  and 
Bureau  of  Combustibles,  fire  department,  for  test  and 
report. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
175-33-A.  Tf8 


APPELLANT — William  H.  Whiting  &  Co.,  for  William 
H.  Lane,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 126  Chambers  street  (Block 
No.  136,  Lot  No.  19),  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


522-26-A. 

APPELLANT — Request  for  reopening  made  by  the  Phoenix 
Metal  Cap  Co.,  owner,  formerly  known  as  the 
Phoenix  Hermetic  Corp. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
peal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3718-3728  14th  avenue  and  1363- 
1383  38th  street  (Block  No.  5300,  Lot  No.  45), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Gorman  Scully  and  Andrew  T.  John¬ 
son. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — -Appeal  reopened  and  resolution 


amended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  AMEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent:  Commissioner  Connell .  1 
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THE  RESOLUTION— 

(522-26-A) 

Whereas,  this  appeal,  affecting  premises  3718-3728  14th 
avenue  and  1363-1383  38th  street  (Block  No.  5300,  Lot  No. 
45),  Borough  of  Brooklyn,  was  granted  by  the  board  Sep¬ 
tember  30,  1926,  on  certain  conditions,  and  owner  requested 
an  amendment. 

Resolved,  that  the  resolution  of  the  board  adopted  on  Sep¬ 
tember  30,  1926,  be  amended,  so  that  as  amended  this  resolu¬ 
tion  will  read: 

“ Resolved ,  that  the  order  of  the  fire  commissioner 
(No.  75008-F)  be  and  it  hereby  is  modified  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  equipped  throughout  with  a  sprinkler 
system,  meeting  all  the  requirements  of  the  sprinkler 
rules  adopted  by  the  board  of  standards  and  appeals,  for 
an  existing  installation  except  that  for  the  purpose  of 
preventing  ‘air-lock,  and  to  equalize  pressure,  the  amount 
of  water  in  the  pressure  tank  may  occupy  four-fifths  of 
the  tank  with  an  air  pressure  of  sixty  pounds  instead  of 
seventy-five  pounds,  provided  the  gauges  and  level  mark 
shall  be  readjusted  to  indicate  these  levels  and  pressure; 
granted  so  long  as  the  building  shall  not  be  increased  in 
height  or  area  and  that  the  use  and  occupancy  of  the 
premises  for  small  metal  products  shall  remain  sub¬ 
stantially  unchanged  and,  also,  granted  specifically  on 
condition  that  the  modification  of  sprinkler  system 
granted  herein  shall  not  be  considered  as  a  precedent 
for  modifications  in  similar  systems  where  an  air-lock 
condition  may  exist.” 


460-27- A. 

APPELLANT — W.  C.  McTarnahan,  for  Petroleum  Heat  & 
Power  Co.,  Inc.,  of  New  York,  owner. 

SUBJECT— Application  for  reopening — extension  of  time — 
re  Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 490-518  Kingsland  avenue 
(Block  No.  2517,  Lot  No.  27),  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  A.  Davidson. 

For  Administration :  None. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(460-27-A) 


Whereas,  this  appeal,  affecting  premises  490-518  Kings¬ 
land  avenue  (Block  No.  2517,  Lot  No.  27),  Borough  of 
Brooklyn,  was  granted  by  the  board  at  its  meeting  July  19, 
1927,  on  certain  conditions,  and  extensions  of  the  time  limit 
imposed  have  been  granted  from  time  to  time,  and  owner  re¬ 
quests  a  further  extension 

Resolved,  that  the  resolution  of  the  board  adopted  on  July 
19,  1927,  be  amended,  only  so  far  as  it  pertains  to  obtaining 
permits  and  the  completion  of  work,  so  that  as  amended  the 
last  clause  of  that  resolution  will  read :  “that  in  view  of 
statement  by  appellant  that  permit  has  been  obtained,  that  all 
work  involved  under  this  resolution  shall  be  completed  with¬ 
in  eighteen  (18)  months  from  the  date  of  this  amended 
resolution.” 


1 63-32- A 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 


SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution— re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  4,  East  River,  be¬ 
tween  Fulton  and  Montague  streets  (Block  No.  199, 
part  of  Lot  No.  3),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 


interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
■  Holland-  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  l 


THE  RESOLUTION— 

(163-32-A) 

W hereas,  this  appeal,  affecting  premises  Pier  No.  4,  East 
River,  between  Fulton  and  Montague  streets  (Block  No. 
199,  part  of  Lot  No.  3),  Borough  of  Brooklyn,  was  granted 
by  the  board  at  its  meeting  on  April  22,  1932,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


145-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution— re  Appeal  from  orders  of  the  fire  commis¬ 
sioner.  - 

PREMISES  AFFECTED — Pier  No.  5,  East  River,  between 
Fulton  &  Montague  streets  (3rd  street),  (Block 
No.  199,  part  of  Lot  No.  3),  Brooklyn. 
APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(145-32-A) 


Whereas,  this  appeal,  affecting  premises  Pier  No.  5,  East 
River,  between  Fulton  and  Montague  streets  (3rd  street), 
(Block  No.  199,  part  of  Lot  No.  3),  Borough  of  Brooklyn, 
was  granted  by  the  board  at  its  meeting  on  AApril  22,  1932, 
on  certain  conditions ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved1  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


153-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  8,  East  River,  be¬ 
tween  Fulton  2nd  Montague  streets  (Block  No. 
199,  part  of  Lot' No.  3),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative  i  Chairman  Murdock,  Commissioners 

Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . ® 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . _ .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(153-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  8  East 
River,  between  Fulton  and  Montague  streets  (Block  No. 


199,  part  of  Lot  No.  3),  Borough  of  Brooklyn,  was  granted 
by  the  board  at  its  meeting  on  April  22,  1932,  on  certain 
conditions ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


154-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  9,  East  River,  foot  of 
Clark  street  (Block  No.  199,  part  of  Lot  No.  3), 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  ® 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(154-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  9,  East 
River,  foot  of  Clark  street  (Block  No.  199,  part  of  Lot  No. 
3),  Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  on  April  22,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  _  requested  an 
interpretation  of  the  condition  that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 
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“Four  (4)  combined  National  Distriot  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

''Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


164-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  10,  East  River,  foot 
of  Clark  street  (Block  No.  199,  part  of  Lot  No.  3), 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . o 

Absent :  Commissioner  Connell .  l 

THE  RESOLUTION— 

(164-32-A) 


Whereas,  this  appeal,  affecting  premises  Pier  No.  10, 
East  River,  foot  of  Clark  street  (Block  No.  199,  part  of  Lot 
No.  3),  Borough  of  Brooklyn,  was  granted  by  the  board  at 
its  meeting  on  April  22,  1932,  on  certain  conditions ;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory^  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  Distriot  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  ’on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


184-32- A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co 
owner. 

SUBJECT  -Application  for  reopening— interpretation  of  res¬ 
olution  re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-Pier  No.  11,  East  River,  be¬ 
tween  Clark  and  Joralemon  streets  (Block  No’ 199 
part  of  Lot  No.  3),  Brooklyn 
APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 

.  Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  Q 

Absent :  Commissioner  Connell  .  .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative .  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent :  Commissioner  Connell. . .  i 

THE  RESOLUTION— 

(184-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  11 
East  River,  between  Clark  and  Joralemon  streets  (Block 

No.  199  part  of  Lot  No.  3),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  on  April  22,  1932  on 
certain  conditions ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  Distriot  Telegraph  Com- 
pany  s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  dav 
and  night,  twenty-four  hours; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company  s  wharfingers  and  section  superintendent  • 
Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.  3 


1 68-32-A. 


APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co 
owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution— re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 


tween  Clark  and  Joralemon  streets 
part  of  Lot  No.  3),  Brooklyn 
APPEARANCES— 


(Block  No.  199, 


For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 
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MINUTES 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell . 

THE  RESOLUTION— 

(168-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  12,  East 
River,  between  Clark  and  Joralemon  streets  (Block  No.  199, 
part  of  Lot  No.  3),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  on  April  22,  1932,  on  certain  conditions ; 

and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company's 
central  station.” 


155-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  15,  East  River,  foot 
of  Montague  street  (Block  No.  199,  Lot  No.  126-P), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(155-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  15,  East 

River,  foot  of  Montague  street  (Block  No.  199,  Lot  No. 


126-P),  Borough  of  Brooklyn,  was  granted  by  the  board  at 
its  meeting  on  June  17,  1932,  on  certain  conditions;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspectioit 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
£3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


156-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  16,  East  River,  foot 
of  Montague  street  (Block  No.  245,  part  of  Lot  No. 
15),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

( 156-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  16, 
East  River,  foot  of  Montague  street  (Block  No.  245,  part 
of  Lot  No.  15),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  on  June  17,  1932,  on  certain  conditions ; 
and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire-  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 


851 


MINUTES 


“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


169-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  17,  foot  of  Joralemon 
street  (Block  No.  245,  Lot  No.  56-P),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell . 


THE  RESOLUTION— 

(169-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  17, 
foot  of  Joralemon  street  (Block  No.  245,  Lot  No.  56-P), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  June  17,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twentv-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklv 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


172-32- A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution  re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  18,  foot  of  Joralemon 
street  (Block  No.  257,  part  of  Lot  No.  12),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent :  Commissioner  Connell .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent :  Commissioner  Connell . .  i 

THE  RESOLUTION— 

(172-32-A) 


Whereas,  this  appeal,  affecting  premises  Pier  No.  18, 
foot  of  Joralemon  street  (Block  No.  257,  part  of  Lot  No. 
12),  Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  on  June  17,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


1 57-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening — interpretation  of  res¬ 
olution— re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  22,  foot  of  Pacific 
street  (Block  No.  281,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration  :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 
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THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  3 

THE  RESOLUTION— 

(157-32-A) 


Whereas,  this  appeal,  affecting  premises  Pier  No.  22, 
foot  of  Pacific  street  (Block  No.  281,  part  of  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
on  May  13,  1932,  on  certain  conditions ;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmenj 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


173-32“ A 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  24,  foot  of  Amity 
street  (Block  No.  293,  part  of  Lot  No.  4),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(173-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  24, 

foot  of  Amity  street  (Block  No.  293,  part  of  Lot  No.  4), 

Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  May  13,  1932,  on  certain  conditions ;  and 


Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  -condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


185-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 

owner. 

SUBJECT — Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  26,  foot  of  Warren 
street  (Block  No.  298,  part  of  Lot  No.  5),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  d 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(185-32-A) 


Whereas,  this  appeal,  affecting  premises  Pier  No.  26, 
foot  of  Warren  street  (Block  No.  298,  part  of  Lot  No. 
5),  Borough  of  Brooklyn,  was  granted  by  the  board  at 
its  meeting  on  June  17,  1932,  on  certain  conditions;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory*  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
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four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


170-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  27,  foot  of  Baltic 
street  (Block  No.  303,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 


THE  RESOLUTION— 

(170-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  27, 
foot  of  Baltic  street  (Block  No.  303,  part  of  Lot  No.  1), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  on  May  13,  1932,  on  certain  conditions ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved i  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


165-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 


SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-Pier  No.  29,  foot  of  Irving 
street  (Block  No.  313,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Cnairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell, .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION—"" 
Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(165-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  29, 
foot  of  Irving  street  (Block  No.  313,  part  of  Lot  No.  1)[ 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  May  13,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
xour-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved \  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

Property  and  watchmen  supervised  by  daily  inspection 
bv  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


186-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution— re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  30,  foot  of  Irving 
street  (Block  No.  315,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
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Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(186-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  30, 
foot  of  Irving  street  (Block  No.  315,  part  of  Lot  No.  1), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  June  17,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection’’,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved 2  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brook- 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


187-32-A.  , 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 


owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 


sioner. 

PREMISES  AFFECTED— Pier  No.  32,  foot  of  Degraw 
street  (Block  No.  317,  part  of  Lot  No.  14),  Brook¬ 


lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 


interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott 

Negative  . . . 

Absent:  Commissioner  Connell . 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott 


Negative  ....... . ■•••••• 

Absent :  Commissioner  Connell 


4 

0 

1 


4 

0 

1 


THE  RESOLUTION— 

(187-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  32, 
foot  of  Degraw  street  (Block  No.  317,  part  of  Lot  .No.  14), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  May  13,  1932,  on  certain  conditions ;  and 

Whereas  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 


four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  Distriot  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


158-32- A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  33,  Atlantic  Basin 
(Block  No.  515,  part  of  Lot  No.  61),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(158-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  33, 
Atlantic  Basin  (Block  No.  515,  part  of  Lot  No.  61),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
on  June  17,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 
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‘‘Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours; 

I  i  operty,  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo- 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


159-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-Pier  No.  34,  foot  of  Hamilton 
avenue  (Block  No.  515,  part  of  Lot  No.  61),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION—”" 
Affirmative.:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell. .  i 


THE  RESOLUTION— 

(159-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  34, 
foot  of  Hamilton  avenue  (Block  No.  515,  part  of  Lot  No! 
61),  Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  on  May  13,  1932,  on  certain  conditions ;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained: 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brook!' 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


PREMISES  AFFECTED-Pier  No.  35,  Atlantic  Basil 
APPEARANCES^515'  Parl  °£  L°‘  No-  61>,  Brooklyn. 
For  Appellant:  Alexander  I.  Rorke 
For  Administration :  Inspector  Maher  of  departmem 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolutioi 
interpreted. 

the  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Nee2i°veand  ^  GuiIfoyle  and  Chief  McElligott 

Absent:  Commissioner  Connell..  j 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 

Negative  ^  Guilfoyle  and  Chief  McElligott  4| 
Absent:  Commissioner  Connell.. 

THE  RESOLUTION—  . 

(174-32-A) 

affecting  premises  Pier  No.  35, 
t'antic  Basin  (Block  No.  515,  part  of  Lot  No.  61),  Bor- 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
on  May  13,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

thiie?uVef’  tHa-  thl  re's0lut,i0n  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory 

twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained:  s 

“F-(4)  combined  National  District  Telegraph  Com- 
pany  s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 

watchmen5-  ^  reSP°nd  t0  telePhone  calls  from  company’s 

“Company  watchmen  on  duty  at  all  times  during  dav 
and  night,  twenty-four  hours;  ' 

Property  and  watchmen  supervised  by  daily  inspection 
by  company  s  wharfingers  and  section  superintendent  • 

,  Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.”  *  J 


174-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution— re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 


188-32-A. 

APPELLANT— L.  E.  Driver,  for  New  York  Dock  Co 
owner.  ’’ 

SUBJECT— Application  for  reopening — interpretation  of  res¬ 
olution— re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED-Pier  No.  36,  foot  of  Pioneer 
street  (Block  No.  515,  part  of  Lot  No.  61),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell. .  .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION—’  ’  ’  ’ 
Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
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Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(188-32-A) 


Whereas,  this  appeal,  affecting  premises  Pier  No.  36, 
foot  of  Pioneer  street  (Block  No.  515,  part  of  Lot  No.  61), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  June  17,'  1932,  on  certain  conditions;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


166-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  37,  foot  of  Ferris 
street  (Block  No.  515,  Lot  No.  60),  Brooklyn. 
APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Negative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(166-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  37, 
foot  of  Ferris  street  (Block  No.  515,  Lot  No.  60),  Borough 
of  Brooklyn,  was  granted  by  the  board  at  its  meeting  on 
May  13,  1932,  on  certain  conditions ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 


with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours^  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent ; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


167-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  39,  foot  of  Van  Dyke 
street  (Block  No.  595,  part  of  Lot  No.  52),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(167-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  39, 
foot  of  Van  Dyke  street  (Block  No.  595,  part  of  Lot  No. 
52),  Borough  of  Brooklyn,  was  granted  by  the  board  at  its 
meeting  on  June  17,  1932,  on  certain  conditions ;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved ,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 
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Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


144-32- A. 


APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 


SUBJECT— -Application  for  reopening— interpretation  of  res¬ 
olution — re  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — Pier  No.  40,  foot  of  Van  Dyke 
street  (Block  No.  595,  Lot  No.  52),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 


Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  l 

THE  VOTE  TO  INTERPRET  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  l 


175-32-A. 

APPELLANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT— Application  for  reopening — interpretation  of  res¬ 
olution — re  Appeal  from  orders  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Pier  No.  46,  foot  of  Van  Brunt 
street  (Block  No.  611,  part  of  Lot  No.  1),  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  I.  Rorke. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
interpreted. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent:  Commissioner  Connell .  i 

THE  VOTE  TO  INTERPRET  RESOLUTION—"" 
Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  ] 


THE  RESOLUTION— 

(175-32-A) 


THE  RESOLUTION— 

(144-32-A) 

Whereas,  this  appeal,  affecting  premises  Pier  No.  40, 
foot  of  Van  Dyke  street  (Block  No.  595,  Lot  No.  52),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  board  at  its  meeting 
on  Tune  17,  1932,  on  certain  conditions;  and 

Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained : 

“Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters : 

“Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


Whereas,  this  appeal,  affecting  premises  Pier  No.  46, 
foot  of  Van  Brunt  street  (Block  No.  611,  part  of  Lot  No.  1), 
Borough  of  Brooklyn,  was  granted  by  the  board  at  its  meet¬ 
ing  on  May  13,  1932,  on  certain  conditions;  and 
Whereas,  the  owner  through  its  attorney  requested  an 
interpretation  of  the  condition  “that  a  supervisory,  twenty- 
four-hour-a-day  watchman  service  shall  be  maintained  with 
direct  central  office  fire  alarm  connection”,  all  other  condi¬ 
tions  having  been  complied  with. 

Resolved,  that  the  resolution  of  the  board  be  reaffirmed  and 
that  the  clause  in  that  resolution  reading  “that  a  supervisory, 
twenty-four-hour-a-day  watchman  service  shall  be  maintained 
with  direct  central  office  fire  alarm  connection”  shall  be 
interpreted  as  being  complied  with  if  the  following  service  is 
maintained ; 

Four  (4)  combined  National  District  Telegraph  Com¬ 
pany’s  Night  Watchman’s  Patrol  and  Fire  Alarm  Boxes 
with  direct  communication  to  city  fire  headquarters ; 

Central  telephone  station  in  the  company’s  Brooklyn 
office  with  operators  on  duty  both  day  and  night,  twenty- 
four  hours,  to  respond  to  telephone  calls  from  company’s 
watchmen ; 

“Company  watchmen  on  duty  at  all  times  during  day 
and  night,  twenty-four  hours ; 

“Property  and  watchmen  supervised  by  daily  inspection 
by  company’s  wharfingers  and  section  superintendent; 

“Further  supervision  by  chief  roundsman  and  three 
(3)  assistant  roundsmen  covering  property  in  automo¬ 
biles,  in  constant  touch  by  telephone  with  company’s 
central  station.” 


Adjourned  3.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office.  378  West 
Broadway.  Price  $1.25;  by  mail  §1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadwav.  Price  30c;  by  mail  35c. 
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E  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 
Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

103 1- 27- A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

454-25-SA — Todd  Rotary  Burner,  Models  A,  B  and  C,  ap¬ 
proval  of. 

314-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2)4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30- S A — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2^-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2)4-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

229-32-SA — Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32- S A — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

498-32-SA — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 


528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-l)4, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA— Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Fireinaster  Fire  Extinguisher,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA- — Mohawk  Oil  Burner,  approval  of. 

218-33-SA— Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33- S A — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

254-33-SA — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
282-33-SA — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

284-33-SA — Auto-Heat  Oil  Burner,  approval  of. 

298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 

USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
bv  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement : 


1-1/4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2)4 -5  Mix,  &  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  October  25,  1933 . 

% 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . * . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 


261 

331 

92 


282 

14 

44 

2 

59 

9 

0 

13 

0 

26 

1133 

866 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn...'.'." 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied .  ’ 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . **** 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . . 

Requests  to  install  granted . ' 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn..'.'.'.*." 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total  . 


4S 

19 

100 

4 

187 

39 

24 

1 

0 


234 

22 

14 

0 

43 

1 

2 

0 

59 

0 

9 

0 

0 

0 

13 

0 

0 

0 

26 

26 


866 


Cases  pending  October  25,  1933 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  .proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


unaes  oi  tne  ooard  and  of  the  further  publication 
calendars  in  the  daily  press. 

daf/?nr^LTLat  "°  °-ne  J-s  en,;itled  ^  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
ppea1  or  petition  ties  the  hands  of  the  administrative  offi- 
aa  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
Tnn  ue  faIlowed  t°.  be  hur,g  up  by  reason  of  failure*^  the 

fi,e  t  -  *  £ 

rp^!XJh('  no  appeal,  application  or  petition  will  be  ac- 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  f$2  501  for  mihcrrird-,'™  ( 

LETIN  OF  THE  BOARD  OF  STANDARDS  aSd  APPErLa  please  ".“f^BULLiK 

Name . 

Street . 

p.  o .  . 

My  Subscription  is  to  begin  with  the  issue  for. . . 

. 1933. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

U  °i-  .Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hdaafi^gs  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 

iGOc 

’  «... 


QF  n  ■ 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-G184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


Any  p'ersDn  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  November  6,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday.  November  13,- 1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  October  31,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  October  31,  1933,  2 
P.  M. 

Approved  Fuel  Oil  Pumps. 

Plumbing  Rules. 

Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 
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HARRIS  H.  MURDOCK,  Chairman, 


CALENDAR 


DOCKET. 


New  Cases  Filed  up  to  November  1,  1933. 

Cal.  No.  Department.  Premises  Affected. 

335-33-BZ . D.B.B - 5563-73  Kings  highway  (Block 

4766,  Lots  8  &  9),  Bklyn., 

- -  Applic.  12488-33 

334-33-BZ . D.B.Q. . .  .49-12  108th  st.  (Block  1993,  Lot 

65),  Corona,  Q., 

-  N.  B.  2170-33 

333-33-SA . F.D . Jacobsen  Balanced  Oil  Burner, 

'  Appliance 

332-33-BZ . D.B.M....14  W.  66th  st.  (Block  1118, 

Lot  42),  Man.,  Decision 
Restored  to  Calendar. 

331-32-BZ . D.B.Bx. ..  Southeast  corner  of  Boston  rd. 

&  Astor  ave.  (Block  4343, 

-  Lot  30) ,  Bx.,  N.  B.  275-32 

249-32-BZ . D.B.B. . .  .2-8  Meeker  ave.,  southeast  cor¬ 

ner  of  Manhattan  ave.  (Block 
2825,  Lot  1),  Bklyn., 

-  Applic.  3684-32 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  6,  1933,  AT  2  P.  M. 

Building  7.one  Cases. 

210-33-BZ. 

APPLICANT — Jacob  Frommer,  owner. 

PREMISES — 238-240  Kosciusko  street,  south  side,  66  ft. 
east  of  Tompkins  avenue  (Block  No.  1786,  Lot  No. 
5),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  an  existing  building  to  a  business  use 
(store). 

266-33-BZ. 

APPLICANT— William  Koppe,  for  Hollender  Holding 
Corp.,  owner. 

PREMISES— Northwest  corner  of  Sound  View  avenue  and 
St.  Lawrence  avenue  (Block  No.  3596,  Lot  No  1) 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


CODE 


F.D... 

H.D. . . 

D.B.B. 

D.B.M. 

D.B.Q. 

D.B.R. 

D.B.Bx 

TH.D. 


. Fire  Department 

. Health  Department 

.Department  of  Buildings,  Brooklyn 
Department  of  Buildings,  Manhattan 

- Department  of  Buildings,  Queens 

.Department  of  Buildings,  Richmond 

- Department  of  Buildings,  Bronx 

. Tenement  House  Department 


RULES 


Past 

Certificate  of  Occupancy,  approved 

„  forms  . Aug. 

Concrete  Flat  Slabs,  Rules . June 

Concrete  Rules  (Hydrated  Lime)... Nov 

Elevator  Rules  . Mar! 

Exit.  Rules  (Revolving  Doors) ...  Sept. 

Factory  Exit  Rules... . Jan. 

Fire  Alarm  Rules  (Interior) . .Sent 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Oct. 

Fireproof  Wood,  Testing  of . .July 

Frame  Garages,  Ruling  tor . .Jan. 

Fuel  Oil  Rules . Sent 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray- 

™  ‘?g  Ru'es, . June 

Plumbing  Rules . Nov. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  tor... July 

Sprinkler  Rules . Dec. 

Standpipe — Fireline  Rules  . Sept. 

Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


Publication  in  Bulletin 

2,  1932— Vol.  17  Wo.  31 

6,  1933 — Vol.  18  Wo.  23 

7,  1933— Vol.  18  No.  45 
28,  1933 — Vol.  18  Wo.  13 
26,  1933— Vol.  18  No.  39 

3,  1933 — Vol.  IS  Wo.  1 
26,  1933— Vol.  18  No.  39 
30,  1933 — V ol.  18  W  o.  22 


10,  1933— Vol.  18  No.  41 

11,  1933 — Vol.  18  Wo.  28 
21,  1919- Vol.  4  Wo.  3 


19,  1933— Vol.  18  No.  38 
7,  1925 — Vol.  10  Wo.  14 
5,  1928 — Vol.  13  Wo.  23 


13,  1933 — Vol.  18  Wo.  24 
7,  1933— Vol.  18  No.  45 
20,  1933— Vol.  18  Wo.  2 a 
18,  1933 — Vol.  18  Wo.  16 
11,  1933 — Vol.  18  Wo.  28 

6,  1932 — Vol.  17  Wo.  49 
26,  1933— Vol.  18  No.  39 

7,  1932 — Vol.  17  Wo.  23 


10,  1923 — Vol.  8  Wo.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Oct. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Qct. 

Fuel  Oil  Burners  for  Industrial  Use.Nov. 
Fuel  Oil  Pumps . Nov! 


10,  1933— Vol.  18  No.  41 


24.  1933— Vol.  18  No.  43 
7,  1933— Vol.  18  No.  45 
7,  1933— Vol.  18  No.  45 


274-33-BZ. 

APPLICANT  J.  Wilson  Dayton,  for  41-11  Bell  Avenue 
Co.,  owner. 

PREMISES — 215-32  Northern  boulevard  (Block  No.  3177, 
Lot  No.  1),  Bayside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

1 197-23-BZ. 

APPLICANT — Standard  Oil  Company  of  New  York,  Inc., 
for  Ross  &  Heilig  Realty  Corp.,  owner. 

PREMISES — 714  Southern  boulevard  (Block  No.  2729  Lot 
No.  6);  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  (reopened  July  5,  1933). 

332-32-BZ. 

APPLICAN  r  William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner. 

PREMISES — 3276  Jerome  avenue,  southeast  corner  of  Grand 
concourse  (Block  No.  3323,  Lot  Nos.  55,  64  and 
82),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  ;n  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  station  (previously 
denied;  reopened  under  new  facts  October  17,  1933). 

632-23-BZ. 

APPLICANT — Talley  &  Lamb,  for  Martino’s  Building 
Corp.,  owner. 

PREMISES — 1713-1729  Neptune  avenue  (Block  No.  6994, 
Lot  Nos.  1  and  104),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  alteration  of  a  garage  for 
more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board)  so  as  to  permit  therein  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  and,  also,  the  extension  of  this  proposed  gaso¬ 
line  service  station  (reopened  May  9,  1933). 
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NOVEMBER  8,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  Novem¬ 
ber  8,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  196-33-BZ — Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J.  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 

cal.  no.  225-33-BZ — Application,  June  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Nat  C.  Helman,  applicant,  on  behalf 
of  Marie  V.  Hogan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  2761-2771  86th  street, 
northwest  corner  of  West  9th  street 
(Block  No.  7141,  Lot  No.  1),  Brook¬ 
lyn. 

cal.  no.  256-33-BZ— Application,  July  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Otto  J.  Sambach,  applicant,  on  behalf 
of  Anthony  Gilmour,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  coal  pocket ;  premises 
902  Huguenot  avenue,  west  side,  225  ft. 
south  of  Staten  Island  Railroad,  (Block 
No.  6815,  Lot  No.  58),  Huguenot, 
Borough  of  Richmond. 

CAL.  no.  268-33-BZ— Application,  August  9,  1933,  under  sec¬ 
tion  7b  of  the  building  zone  resolution, 
of  Bly  &  Hamann,  applicants,  on  behalf 
of  Francesca  Viegal,  owner,  to  permit, 
partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and 

maintenance  of  a  building  to  be  used,  as 
a  store  on  the  first  story  and  as  dwelling 
above ;  premises  535  Rutland  road,  north 
side,  94  ft.  6*4  in.  west  of  Kingston 
avenue  (Block  No.  4803,  Lot  No.  43), 
Brooklyn. 

cal.  no.  296-33-BZ — Application,  September  12,  1933,  under 
sections  7a,  7g  and  21  of  the  building 
zone  resolution,  of  Bertram  G.  Eadie, 
applicant,  on  behalf  of  Richmond  Rail¬ 
ways,  Inc.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor 
vehicle  repair  shop;  premises  92  Brook 
street,  south  side,  180  ft.  east  of  Jersey 
street  (Block  No.  34,  Lot  Nos.  12,  45, 
52,  1  and  22),  Tompkinsville,  Borough 
of  Richmond. 

cal.  no.  233-32-BZ— Application,  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Alfred  A.  Lama,  applicant,  on  behalf 
of  Treselmina  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  granted  by  the  board  on  September 


23,  1932,  and  the  time  in  which  to  obtain 
permits  and  complete  work  has  expired ; 
reopened  October  17,  1933,  for  extension 
of  time;  premises  267-271  Eastern  Park¬ 
way  Extension,  northeast  corner  of 
Rockaway  avenue  (Block  No.  1455,  Lot 
No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  8,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon,  No¬ 
vember  8,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Build¬ 
ing,  on  the  following  matters : 

cal.  no.  200-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Consolidated  Gas  Company  of  New 
York,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises 
2153-2155  First  avenue,  northwest  cor¬ 
ner  of  East  111th  street  (Block  No. 
1683,  part  of  Lot  No.  18),  Manhattan. 

cal.  no.  201-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Ross  &  Ross,  applicants,  on  behalf 
of  Alpine  Service  Corp.,  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  18-20  Flushing 
avenue,  southeast  corner  of  North  Elliott 
place  (Block  No.  2027,  Lot  Nos.  23  and 
24),  Brooklyn. 

cal.  no.  595-30-BZ— Application,  September  16,  1930 ;  denied 
February  17,  1931 ;  reopened  under  new 
state  of  facts  June  13,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Diamond  Evangelista,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2478-2488 
Coney  Island  avenue,  northwest  corner 
of  Avenue  V  (Block  No.  7136,  part  of 
Lot  Nos.  35  and  39),  Brooklyn. 

cal.  no.  249-33-BZ — Application,  July  10,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jenks  &  Rogers,  applicants,  on  be¬ 
half  of  Gelkom  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1312-1314  Fifth 
avenue,  northwest  corner  of  West  110th 
street  (Block  No.  1594,  Lot  No.  36), 
Manhattan. 

cal.  no.  596-32-BZ — Application,  December  2,  1932;  dis¬ 
missed  for  lack  of  prosecution  February 
21,  1933 ;  reopened  and  restored  to  Cal¬ 
endar  June  20,  1933,  under  section  21 
of  the  building  zone  resolution,  of  Larry 
Meltzer,  applicant,  on  behalf  of  Vincent 
Esposito,  owner,  to  permit  in  a  business 
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district  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop;  premises  619  East  Fordham 
road,  northwest  corner  of  Hughes  ave¬ 
nue  (Block  No.  3273,  Lot  No.  252), 
The  Bronx. 

cal.  no.  219-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Milton  M.  Samuels,  applicant,  on  be¬ 
half  of  88th  Holding  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  192nd  street  and  35th  avenue  (Block 
No.  922,  Lot  No.  39),  Flushing,  Bor¬ 
ough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  13,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

141-33-BZ. 

APPLICANT — Robert  F.  Collyer,  for  Elsie  J.  Hassall, 
owner. 

PREMISES — Northwest  corner  of  Farmers  boulevard  and 
143rd  road  (Block  No.  3238,  Lot  No.  109),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

206-33-BZ. 

APPLICANT — James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

PREMISES — South  side  of  Fleet  street,  99  ft.  west  of 
Greenway  South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
omission  of  the  required  yaid. 

263-33-BZ. 

A'PPLICANT — John  F.  Seekamp,  for  John  F.  Seekamp  and 
Dorothy  A.  Seekamp,  owners. 

PREMISES — Southwest  corner  of  Hillside  avenue  and 
Cross  Island  boulevard  (Block  No.  1481,  Lot  No. 
54),  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

287-33-BZ. 

APPLICANT — Fred  Meier,  for  William  Allan,  owner. 

PREMISES— Northwest  corner  of  Jamaica  avenue  and 
Newtown  road  (Block  No.  695,  Lot  Nos.  1  and 
1/4),  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

319-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Nicholas  Her¬ 
man,  owner. 

PREMISES — 234-22  Merrick  boulevard,  southwest  corner 
of  235th  street  (Block  No,  3637,  Lot  No.  38), 

=  ■  Laurelton,  Borough  of .  Queens. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

384-31-BZ. 

APPLICANT — Charles  Goodman,  for  Apex  Gas  Station, 
Inc.,  present  owner. 

PREMISES — 2596-2604  Linden  boulevard,  southwest  corner 
of  Crescent  street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  of 
office,  grease  pit  and  car  washing  building  to  be 
used  as  accessory  to  an  existing  gasoline  service 
station  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  September  26, 
1933). 


NOVEMBER  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 

cal.  no.  278-33-BZ — Application,  August  22,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lloyd  E.  Mellor,  appli¬ 
cant,  on  behalf  of  S.  E.  &  M.  E.  Bern- 
heimer  Co.,  owner,  to  permit,  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  alteration  and  change 
of  occupancy  of  part  of  the  first  story 
of  an  existing  building  from  dwelling  to 
business  use ;  premises  2401-2407  Broad¬ 
way  and  251-255  West  88th  street, 
northwest  corner  (Block  No.  1236,  Lot 
No.  10),  Manhattan. 

cal.  no.  803-27-BZ— Application,  July  12,  1927;  denied  De¬ 
cember  27,  1927 ;  reopened  July  11,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  John  M.  Baker,  appli¬ 
cant,  substituted  for  Edward  P.  Doyle, 
on  behalf  of  Richard  Welsh,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northeast  corner  of 
Laurel  Hill  boulevard  and  58th  street 
(Betts  avenue),  (Block  No.  2341,  Lot 
No.  46),  Winfield,  Borough  of  Queens. 

cal.  no.  202-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
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erection  and  maintenance  of  a  gasoline 
service  station ;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

cal.  NO.  240-33-BZ — Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  be¬ 
half  of  John  J.  Halleran,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Nassau  boulevard  and  250th  street 
(Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

cal.  NO.  190-29-BZ — Application,  March  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 
half  of  Faw  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  granted  by  the  board  on  No¬ 
vember  12,  1929 ;  time  to  obtain  permits 
and  complete  work  has  expired ;  re¬ 
opened  October  24,  1933,  for  extension 
of  time ;  premises  1927  Hancock  street, 
south  side,  100  ft.  west  of  Seneca  ave¬ 
nue  (Block  No.  2838,  Lot  No.  24), 
Ridgewood,  Borough  of  Queens. 

cal.  NO.  78-33-BZ — Application,  February  27,  1933;  granted 
on  certain  conditions  April  25,  1933 ;  re¬ 
opened  September  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Helen  Flood,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  garage  for  five  (5) 
motor  vehicles  as  a  modification  of  the 
resolution  adopted  by  the  board  varying 
the  use  district  for  a  motor  vehicle  re¬ 
pair  shop  and  a  blacksmith  shop;  prem¬ 
ises  452-460  West  167th  street  (Block 
No.  2111,  Lot  No.  92),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1933.  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  November 
14,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  192-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Daniel  G.  Albert,  applicant,  on  be¬ 
half  of  Kings  Lane  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  9201-9215 
Kings  highway,  northeast  corner  of  East 
92nd  street  (Block  No.  4667,  Lot  No. 
74),  Brooklyn. 

cal.  no.  277-33-BZ — Application,  August  19,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Casper  P.  Colla,  applicant, 
on  behalf  of  Anna  Rocco,  owner,  to  per¬ 
mit  the  extension  from  an  unrestricted 


use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five 
(5)  motor  vehicles;  premises  89-91 
Withers  street,  north  side,  80  ft.  west  of 
Leonard  street  (Block  No.  2737,  Lot 
Nos.  27  and  28),  Brooklyn. 

cal.  no.  259-33-BZ — Application,  July  2,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Frank  H.  Beck, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  fac¬ 
tory  building;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of 
East  239th  street  (Block  No.  5074,  Lot 
No.  13),  The  Bronx. 

cal.  no.  155-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Nathan  D.  Aron,  applicant, 
on  behalf  of  Vito  Jacovino  and  Samuel 
Kaplan,  owners,  to  permit  in  a  residence 
district  the  maintenance  of  a  business 
use  (wrecking  automobiles  and  selling 
parts)  ;  premises  846-848  Shepherd  ave¬ 
nue,  west  side,  205  ft.  south  of  Linden 
boulevard  (Block  No.  4363,  Lot  Nos. 
17  and  18),  Brooklyn. 

cal.  no.  724-29-BZ- — Application,  December  12,  1929 ;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

cal.  no.  331-32-BZ — Application,  June  9,  1932;  granted  on 
certain  conditions  September  23,  1932 ; 
reopened  October  31,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Elljane  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  maintenance  for  a  further 
temporary  period  of  an  existing  gasoline 
service  station;  premises  southeast  cor¬ 
ner  of  Boston  road  and  Astor  avenue 
(Block  No.  4343,  Lot  No.  30),  The 
Bronx. 

cal.  no.  249-32-BZ — Application,  May  6,  1932;  granted  on 
•  certain  conditions  October  14,  1932 ;  re¬ 
opened  October  31,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Larry  Meltzer,  applicant,  substituted  for 
Benjamin  N.  Brody,  on  behalf  of 
Michelina  Volpe,  owner,  to  permit  in  a 
business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  and  of  a  gaso¬ 
line  service  station  (granted  by  the 
board)  without  the  concrete  curb  re¬ 
quired  by  the  resolution ;  premises  2-8 
Meeker  avenue,  southeast  corner  of 
Manhattan  avenue  (Block  No.  2825, 
Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  20,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

602-32-BZ. 

APPLICANT— Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

PREMISES — 94-41  to  94-47  Old  South  road,  northwest 
corner  of  North  Conduit  avenue  (Block  No.  2659, 
Lot  No.  55),  South  Ozone  Park,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

509-20-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ben  Beyer  Realty 
Corp.,  present  owner. 

PREMISES — 1201-1219  Coney  Island  avenue,  east  side,  240 
ft.  north  of  Avenue  I  (Block  No.  6695,  Lot  Nos. 
61  and  66),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station  in  an  exist¬ 
ing  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board;  reopened  July  18, 
1933). 

723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Baldassare  Curreri, 
owner. 

PREMISES — 261-267  Sheridan  avenue,  southeast  corner  of 
Conduit  boulevard  (Sunrise  highway),  (Block  No. 
4239,  Lot  No.  9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  by  the  board;  reopened  September  26,  1933). 


TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
business  building. 


128-32-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

PREMISES  664-690  Coney  Island  avenue,  southwest  cor¬ 
ner  of  Avenue  C  (Block  No.  5378,  Lot  No.  5) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  modification  of  a  resolution  granting  in  a 
business  district  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by 
the  board),  so  as  to  permit  the  extension  in  area 
of  the  existing  gasoline  service  station— the  inclu¬ 
sion  of  the  gasoline  service  station  within  the 
garage  was  also  granted  by  the  board  (reopened 
September  12,  1933). 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 
ards  and  appeals  of  a  public  bearing  under  the  provisions 
J  fQiU1(lmign  Z°,n?  resolution,  Tuesday  morning,  November 
•vL  1933  at  10  o  clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


CAL.  NO.  203-33-BZ— Application,  June  2,  1933,  under  sec- 
tion  21  of  the  building  zone  resolution, 
of  Borden’s  Farm  Products  Co.,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  • 
premises  363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and 
the  southeast  corner  of  5th  street  (Block 
No.  987,  part  of  Lot  No.  1),  Brooklyn. 


150-33-BZ. 

APPLICANT — Emil  Guterman,  for  Samuel  H.  Livingston, 
owner. 

PREMISES — Northeast  corner  of  Liberty  avenue  and  109th 
street  (Block  No.  541,  Lot  No.  28),  Richmond 
Hill,  Borough  of  Queens. 

APPLICATION,  under  sections  7a,  7c  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  gasoline  service  station  and,  also,  the  con¬ 
version  of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop. 

267-33-BZ. 

APPLICANT — Koch  &  Wagner,  for  Bohack  Realty  Corp. 
owner. 

PREMISES  1 1 29-1735  Flatbush  avenue,  northeast  corner 
of  East  35th  street  (Block  No.  7599,  Lot  Nos.  6  7 
8  and  9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

329-33-BZ. 

APPLICANT— Joseph  J.  Furman,  for  Jack  Davidowitz 
owner. 

PREMISES — 2-14  Clarkson  avenue  and  741-747  Flatbush 
avenue,  southeast  corner  (Block  No.  5064,  Lot  No. 
17),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 


.  r  i  — .  ,  f  uiiuci  bCC- 

tion  21  of  the  building  zone  resolution, 
£,rEd™d  L‘  KeI1Jb  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 


CAL.  NO.  229-33-BZ— Application,  June  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Autumn  Goodis,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta- 
:  premises  130-09  Jerome  avenue 
(Block  No.  508,  Lot  Nos.  25  and  27) 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  147-33-BZ— Application,  April  19,  1933,  under  sec- 
*V,lf  °f  the  building  zone  resolution, 

Lt,Sr  er,&,Kraushaar’  applicants,  on 
behalf  of  Arseekay  Syndicate,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  333.03  ft  east 
of  56th  avenue  (Block  No.  1845,  Lot 
No.  41),  Elmhurst,  Borough  of  Queens 
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cal.  no.  199-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  William  H.  Parry,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northeast  corner 
of  250th  street  and  Nassau  boulevard 
(Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

103-33-A — 278  Madison  avenue  (Block  No.  869,  Lot  No. 
61),  Manhattan. 

286-33- A — 328-346  Henry  street  (Block  No.  290,  Lot  No. 
14),  Brooklyn. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

170-33-S — 134-25  Northern  boulevard  (Block  No.  780,  Lot 
No.  72),  Flushing,  Borough  of  Queens. 
213-33-S — 404-412  Fourth  avenue  (Block  No.  858,  Lot  No. 
36),  Manhattan. 


NOVEMBER  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  November 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  233-33-BZ — Application,  June  23,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  1525  Myrtle  Avenue  Realty 
Co.,  Inc.,  owner,  to  permit  the  exten¬ 
sion  from  an  unrestricted  district  into 
a  business  district  of  an  existing  gaso¬ 
line  service  station;  premises  1517-1543 
Myrtle  avenue  (Block  No.  3328,  Lot 
No.  1),  Brooklyn. 


cal.  no.  250-33-BZ — Application,  July  11,  1933,  under  sec¬ 
tion.  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Anna  Hochman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  5914-5924  Church  ave¬ 
nue  and  902-912  Ralph  avenue,  south¬ 
west  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

cal.  no.  262-33-BZ — Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  &  Marshall,  applicants,  on  be¬ 
half  of  John  Wild  and  Mary  C.  Wild, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Merrick  road  and  125th  ave¬ 
nue  (Block  No.  3208,  Lot  Nos.  122,  124 
and  126),  South  Jamaica,  Borough  of 
Queens. 

cal.  no.  265-33-BZ — Application,  August  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Guttag  Brothers,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Holland  avenue  and  Boston  road 
(Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

cal.  no.  477-31-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  January  5,  1932;  re¬ 
opened  May  20,  1932,  under  section  7f 
of  the  building  zone  resolution;  with¬ 
drawn  July  15,  1932 ;  reopened  October 
17,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  comer  of  Northern 
boulevard  and  Bell  boulevard  (Block 
No.  3175,  Lot  Nos.  201  and  243),  Bay- 
side,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  31,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  24,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  24,  1933,  were  approved  as  printed  in  Bulletin  No. 
44,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Holding 
Corp.,  owner. 


SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 9201-9215  Kings  highway,  north¬ 
east  corner  of  East  92nd  street  (Block  No.  4667, 
Lot  No.  74),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Daniel  G.  Albert  and  Michael  Holz- 
man. 

For  Opposition:  Jacob  Hirsch,  Joseph  Steckler, 
George  A.  Wormund,  Mrs.  Rafael  and  Mrs. 
William  Hart. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 
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277-33-BZ. 

APPLICANT — Casper  P.  Colla,  for  Anna  Rocco,  owner. 

SUBJECT- — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7b  and  21  of  the  building 
zone  resolution,  to  permit  the  extension  from  an 
unrestricted  use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 89-91  Withers  street,  north 
side,  80  ft.  west  of  Leonard  street  (Block  No.  2737, 
Lot  Nos.  27  and  28),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Casper  P.  Colla. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


259-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Frank  H.  Beck, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  factory  building. 
PREMISES  AFFECTED— West  side  of  Bronx  boulevard, 
103.24  ft.  north  of  East  239th  street  (Block  No. 
5074,  Lot  No.  13),  The  Bronx. 
APPEARANCES— 

For  Applicant:  Thomas  F.  McCarthy,  James  P. 

Boyland  and  William  Grosch. 

For  Opposition:  Peter  J.  Hickey,  John  Rossman, 
Eric  J.  Caroe,  Denis  R.  Sheil  and  Mrs. 
Clausen. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


155-33-BZ. 

APPLICANT — Nathan  D.  Aron,  for  Vito  Jacovino  and 
Samuel  Kaplan,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  business  use  (wrecking  auto¬ 
mobiles  and  selling  parts). 

PREMISES  AFFECTED — 846-848  Shepherd  avenue,  west 
side,  205  ft.  south  of  Linden  boulevard  (Block  No. 
4363,  Lot  Nos.  17  and  18),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Nathan  D.  Aron. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


331-32-BZ. 

APPLICANT — William  F.  Doyle,  for  Elljane  Holding 
Corp.,  owner. 

SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Boston  road 
and  Astor  avenue  (Block  No.  4343,  Lot  No.  31), 
The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

ACTION  OF  BOARD — Application  reopened,  Calendar 
Call  waived  and  set  for  hearing  on  November  14, 
1933,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . .  0 

Absent :  Commissioner  Connell .  l 


249-32-BZ. 

APPLICANT — Larry  Meltzer,  substituted  for  Benjarnin 
N.  Brody,  for  Michelina  Volpe,  owner. 

SUBJECT  Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  change  of 
occupancy  of  an  existing  building  to  a  motor  vehicle 
repair  shop  and,  also,  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED — 2-8  Meeker  avenue,  southeast 
corner  of  Manhattan  avenue  (Block  No.  2825,  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — -Application  reopened,  Calendar 
Call  waived  and  set  for  hearing  on  November  14, 
1933,  at  2  p.  m. ;  inspection  to  be  made  by  commit¬ 
tee  of  the  board. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  i 


253-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Thomas  J.  Higgins,  for 
307  West  44th  Street  Garage  Co.,  Inc.,  lessee  (long¬ 
term  lease). 

SUBJECT  Request  for  reopening — reconsideration  under 
new  facts — re  Application  (decision  of  the  super¬ 
intendent  of  buildings),  under  sections  6,  7a,  7e  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
business  district  the  addition  of  two  (2)  stories 
to  an  existing  garage  for  more  -than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 307  West  44th  street  (Block 
No.  1035,  Lot  No.  28),  Manhattan. 
APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

ACTION  Oh  BOARD — Request  to  reopen  denied 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Guilfoyle .  l 

Negative :  Chairman  Murdock,  Commissioner 

Holland  and  Chief  McElligott .  3 

Absent :  Commissioner  Connell .  1 


329-33-BZ. 

APPLICANT — Joseph  J.  Furman,  for  Jack  Davidowitz, 
owner. 

SUBJECT  Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings), 
under  sections  7b  and  21  of  the  building  zone  reso¬ 
lution,  to  permit,  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  erection  and 
maintenance  of  a  business  building. 

PREMISES  AFFECTED — 2-14  Clarkson  avenue  and  741- 
747  Flatbush  avenue,  southeast  corner  (Block  No. 
5064,  Lot  No.  17),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  J.  Furman. 

ACTION  OF  BOARD — Request  for  preferential  hearing 
granted ;  application  set  for  Calendar  Call  November 
20,  1933.  at  2  p.  m. 

VOTE  TO  GRANT  PREFERENTIAL  HEAR- 

1 JN  Lj — 

Affirmative .  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Negative  .  q 

Absent:  Commissioner  Connell .  \ 


330-28-BZ. 

APPLICANT— Kenneth  O’Brien,  for  New  York  Title  & 
Mortgage  Co.,  equitable  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  <  1  the  building  zone 
resolution,  for  an  amendment  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit, 
in  lieu  of  the  erection  of  a  six-story  tenement  house 
with  stores  on  the  first  story,  as  provided  in  the 
resolution,  a  one-story  building  occupied  for  store 
use  only — residence  district  (previously  dismissed 
for  lack  of  prosecution;  reopened  and  restored  to 
Calendar  July  11,  1933). 

PREMISES  AFFECTED — Northwest  corner  of  Sedgwick 
avenue  and  Van  Cortlandt  avenue  (Block  No.  3263, 
Lot  Nos.  275,  276,  278,  280  and  283),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Kenneth  O’Brien. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  amend  resolution 


denied. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(330-28-BZ) 


Whereas,  Kenneth  O’Brien,  substituted  for  Henry  M. 
Bellinger,  for  New  York  Title  &  Mortgage  Co.,  equitable 
owner,  filed,  April  9,  1928 ;  granted  on  certain  conditions 
July  24,  1928;  reopened  January  4,  1933;  dismissed  June 
27,  1933;  reopened  July  11,  1933,  an  application,  under  the 
building  zone  resolution,  for  a  modification  of  the  resolution 
adopted  by  the  board  on  July  24,  1928,  to  permit,  in  lieu  of 
the  erection  of  a  six-story  tenement  house  with  stores  on 
the  first  story,  as  provided  in  the  resolution,  a  one-story 
building  occupied  for  store  use  only  in  a  residence  use  dis¬ 
trict;  premises  northwest  corner  of  Sedgwick  avenue  and 
Van  Cortlandt  avenue  (Block  No.  3263,  Lot  Nos.  275,  276, 
278,  280  and  283),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  October  31,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Sedgwick  avenue  is  in  a  residence 
district;  Van  Cortlandt  avenue  is  in  a  residence  district; 
Orloff  avenue  is  in  a  residence  district,  and  Gouverneur 
avenue  is  in  a  residence  district ;  and 

Whereas,  the  original  decision  of  the  superintendent  of 
buildings,  rendered  June  12,  1928  (re  Applic.  N.  B.  1242- 
1928),  reads: 

“1.  Erection  of  proposed  business  building  in  resi¬ 
dence  district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  original  decision  of  the  tenement  house 
commissioner,  rendered  March  30,  1928,  reads : 

“The  use  of  the  first  story  of  proposed  building  for 
business  purposes  is  contrary  to  Art.  2,  Sec.  3  of  the 
Building  Zone  Resolution  and  is,  therefore,  unlawful.”; 

and 

Whereas,  the  original  proposition  before  the  board  was 
for  a  building  to  be  of  non-fireproof  construction,  six  stories 
in  height,  with  a  frontage  of  203.32  ft.  and  a  depth  of  116.61 
ft.  and  80  ft.,  irregular ;  to  be  occupied  as  a  tenement  house 
with  stores  on  the  first  story ;  and 

Whereas,  the  board  granted  this  application  by  resolu¬ 
tion  adopted  July  24,  1928,  which  resolution  reads: 

“Resolved,  that  the  board  of  standards  and  appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  first  story  for  business  use,  re¬ 
stricted  to  retail  mercantile  use  and  operation ;  that  the 
use  and  occupancy  above  the  ground  floor  shall  be  re¬ 
stricted  to  residential  use  occupancy,  and  that  the  re¬ 


quirements  of  the  zoning  law  shall  otherwise  be  com¬ 
plied  with  in  all  respects ;  that  any  advertising  displayed 
on  these  premises  shall  be  restricted  exclusively  to  the 
plate  glass  show  windows  of  the  stores  so  developed ; 
that  there  shall  be  nc  merchandise  displayed  or  exposed 
beyond  the  building  line  on  the  outside  of  these  prem¬ 
ises,  and  that  all  permits  required  shall  be  obtained 
within  nine  months  and  any  work  involved  thereby  shall 
be  completed  within  eighteen  months  from  the  date  of 
this  action.”; 

and 

Whereas,  this  resolution  was  not  complied  with,  but  there 
was  erected  a  one-story  building  of  non-fireproof  construc¬ 
tion,  with  a  frontage  of  203.4  ft.  and  a  depth  of  116  ft., 
irregular,  now  occupied  as  stores,  and  it  is  requested  that 
the  board  amend  its  original  resolution  to  legalize  this  one- 
story  building;  and 

Whereas,  the  original  application  was  granted  on  condi¬ 
tion  on  July  24,  1928;  reopened  January  4,  1933;  dismissed 
June  27,  1933,  and  reopened  July  11,  1933,  for  an  amendment 
of  the  resolution;  and 

Whereas,  the  board  deems  that  applicant  has  not  sub¬ 
stantiated  section  21 — hardship — of  the  building  zone  reso¬ 
lution. 

Resolved,  that  the  original  action  of  the  board  of  July  24, 
1928,  be  affirmed  and  the  application  for  amendment  of  the 
resolution  be  and  it  hereby  is  denied. 


401-31-BZ. 

APPLICANT — Charles  Goodman,  substituted  for  Joseph  P. 

Bourke,  for  Apperson  Realty  Corp.,  owner. 
SUBJECT — Application  for  amendment  to  resolution — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1-19  Fifth  avenue,  622-628  At¬ 
lantic  avenue  and  623-627  Pacific  street  (Block  No. 
1119,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  Goodman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(401-31-BZ) 


Whereas,  this  application,  affecting  premises  1-19  Fifth 
avenue,  622-628  Atlantic  avenue  and  623-627  Pacific  street 
(Block  No.  1119,  Lot  No.  1),  Borough  of  Brooklyn,  was 
granted  by  the  board  December  18,  1931,  on  certain  condi¬ 
tions,  and  owner,  through  his  agent,  requested  an  amend¬ 
ment  to  these  conditions ;  and 

Whereas,  this  case  was  reopened  October  10,  1933,  and 
public  hearing  held  October  31,  1933. 

Resohred,  that  the  resolution  adopted  by  the  board  on  De¬ 
cember  18,  1931,  be  reaffirmed  and  amended  in  the  following 
respects :  that  the  time  for  obtaining  permits  and  to  com¬ 
plete  the  work  be  extended  for  a  period  of  two  years  from 
the  date  of  this  action,  and  that  during  this  interval  two  550- 
gallon  gasoline  tanks  and  two  pumps  to  be  located  where 
indicated  on  plan  filed  with  request  for  amendment  marked 
“Received  September  28,  1933,”  may  be  installed,  not  nearer, 
however,  than  15  ft.  from  existing  lunch  wagon,  on  condition 
that  no  gasoline  will  be  sold  except  to  persons  parking  cars 
on  the  premises  under  appeal,  for  which  this  variance  was 
granted,  namely,  a  plot  80  ft.  by  100  ft.,  located  at  the  cor¬ 
ner  formed  by  the  intersection  of  Fifth  and  Atlantic  avenues : 
on  further  condition  that  a  permit  for  such  parking  shall  be 
duly  obtained  and  that  the  provisions  of  the  resolution  as  to 
entrances,  curb  cuts  and  signs  shall  be  observed. 
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53-29-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Harry  Barrow, 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 5231-5247  Kings  highway, 
northeast  corner  of  Foster  avenue  (Block  No.  7949, 
part  of  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  L.  Kelly. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  l 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  i 

THE  ■RESOLUTION— 

(53-29-BZ) 

Whereas,  this  application,  affecting  premises  5231-5247 
Kings  highway,  northeast  corner  of  Foster  avenue  (Block 
No.  7949,  part  of  Lot  No.  1),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  October  8,  1931,  on  cer¬ 
tain  conditions,  and  the  period  in  which  to  obtain  permits 
and  complete  the  work  has  been  extended  from  time  to  time 
and  applicant  requests  a  further  extension. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
October  8,  1931,  only  so  far  as  it  relates  to  the  obtaining  of 
permits  and  the  completion  of  the  work,  be  amended  so 
t  lat  as  amended  it  will  read :  “In  view  of  the  statement  of 
the  applicant  that  all  permits  have  been  obtained,  that  the 
work  covered  by  this  resolution  shall  be  completed  within 
one  year  from)  the  date  of  this  amended  resolution.” 


Adjourned  1.30  p.  m. 

William  J.  O  Gorman,  Secretary, 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  31,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASE. 

724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (laid  over  for  a  full  vote  of  board;  restored 
to  Calendar  and  set  for  hearing). 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street  (Block  No.  4975, 
Lot  Nos.  7,  8,  9  and  10),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Christopher  McGrath. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1933, 
at  2  p.  m.,  for  full  vote  of  board. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
103-33-A. 

APPELLANT — Robert  Teichman,  for  Peter  B.  Behr,  re¬ 
ceiver. 

from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 278  Madison  avenue  (Block 
No.  869,  Lot  No.  61),  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1933, 
at  2  p.  m.  No  appearances. 


212-33-A. 

APPELLANT— Croker  Fire  Prevention  Corp.,  for  Murand 
Ice  Co.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


REMISES  AFFECTED — Northeast  corner  of  Beach  42nd 
street  and  Rockaway  Beach  boulevard  (Block  No. 
6,  Lot  No.  4),  Kockaway  Beach,  Borough  of 
Uueens. 

APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

TH™ VOTE  TO  WiraDRA:‘wL,hdraWn:  *°  comI>Iy 
Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Negative  .  0 

Absent:  Commissioner  Connell .  i 


152-33- A. 

APPELLANT— The  Guaranteed  Sanitation,  Inc.,  for  Estate 
Herman  Mark°witz,  owner. 

V.UBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 102  West  101st  street  (Block 
-No.  1855,  Lot  No.  33)  Manhattan 

APPEARANCES-None. 

Tmvn'r0/  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS — 

Affirmative :  Chairman  Murdock,  Commissioners 

Negative™  ^  Guilf°yle  and  Chief  McElligott  4 

Absent :  Commissioner  Connell . .  .  .  .  .  .  l 

THE  RESOLUTION— 

(152-33-A) 

nrrWHEf  E+tS’  appeal.  was  by  the  appellant  from  an 

lout  LL6  /p,  c°m™SSIOner.  affecting  premises  102  West 

Manhattan^  and  *  N°'  1855’  L°'  N°'  33)'  of 

Whereas,  the  board  has  been  informed  that  the  premises 

izysLa£  that  the  order  of  the  ** — 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 
56-33-A. 

APPELLANT— Choker  Fire  Prevention  Corp.,  for  Nathan 
•  Manufacturing  Co.,  owner." 
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SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 417-423-  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Lot 
Nos.  5  to  11,  inclusive,  and  Lot  No.  39),  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(56-33-A) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Nathan 
Manufacturing  Co.,  owner,  filed,  February  11,  1933,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  417-423  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Lot  Nos.  5  to 
11,  inclusive,  and  Lot  No.  39),  Borough  of  Manhattan;  and 
Whereas,  the;  order  of  the  fire  commissioner,  dated  De¬ 
cember  22,  1932  (Order  No.  99592-F),  reads: 

“Provide  approved  fireproof  windows  or  iron  shutters 
at  all  openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  an 
opening  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  west  side  of  building  No. 
9,  south  side  of  building  No.  2,  south  side  of  building 
No.  1,  or  other  approved  protection,  as  per  Sec.  375, 
Art.  18,  Ch.  5,  of  the  Code  of  Ordinances.” ; 
and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  23,  1933,  reads: 

“This  will  reply  to  your  letter  of  January  11th,  1933, 
relative  to  Order  No.  99592-F  affecting  the  above  prem¬ 
ises,  in  which  you  state  you  have  been  retained  by  the 
owner  to  file  an  appeal  from  the  requirements  of  the 
order  with  the  Board  of  Standards  and  Appeals  but 
cannot  do  so  due  to  the  fact  that  more  than  20  days 
have  elapsed  since  the  date  of  issuance  of  the  order  and 
request  rescindment  and  reissuance  of  the  order  so  that 
appeal  may  properly  be  brought  before  the  above  Board. 
Please  be  advised  that  your  request  must  be  denied.” ; 

and 

Whereas,  the  premises  consist  of  a  group  of  attached, 
non-fireproof  buildings,  one  to  four  stories  (15  ft.  to  45  ft.) 
in  height,  250  ft.  by  202  ft.  in  area;  OCCUPIED  for 
machine  shops;  not  more  than  forty-five  persons  per  story; 
located  within  a  business  use  district;  and 
Whereas,  the  appellant  has  filed  plans  indicating  thirty 
window  openings  on  the  south  side  of  Building  No.  1,  seven¬ 
teen  window  openings  on  the  south  side  of  Building  No.  2 
and  twenty  window  openings  on  the  west  side  of  Building 
No.  9  affected  by  the  order;  the  appellant  claims  the  build¬ 
ings  are  provided  with  communicating  openings  protected 
by  automatic  fire  doors,  equipped  with  a  -two-source  auto¬ 
matic  sprinkler  system  throughout,  a  sprinkler  head  is  pro¬ 
vided  within  4  ft.  of  each  opening,  in  most  cases  within 
2  ft. ;  no  window  opening  from  a  corridor  or  stairway ; 
furthermore,  the  appellant  contends  that  the  buildings  caus¬ 
ing  the  exposures  are  owned  and  operated  under  the  same 
ownership  and  occupancy. 

Resolved ,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  Order  No.  99592-F,  be  and  they  hereby  are 
modified  and  the  appeal  be  and  it  hereby  is  granted,  waiving 
the  requirements  for  providing  approved  fireproof  windows 
or  iron  shutters,  on  condition  that  there  shall  be  installed  in 
the  dipping  room,  which  is  a  portion  of  Section  No.  10,  on 
the  first  floor  and  in  the  paint  shop,  which  is  adjacent  to 
Section  No.  1,  on  the  second  floor,  approved  skylights  and 


ceilings  fire-retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals ;  that  the  windows  in  the 
paint  shop  on  the  second  floor,  facing  westerly,  toward  the 
fire  escape,  shall  be  made  fireproof  and  self-closing ;  that 
the  horizontal  openings  on  the  various  floors  shall  be  pro¬ 
tected  with  fireproof,  self-closing  doors  as  indicated  on 
plans  marked  “Received  October  24,  1933” ;  that  the  sprinkler 
system  now  installed  in  the  premises  shall  be  maintained  in 
good  working  order,  and  that  this  modification  shall  continue 
only  so  long  as  the  occupants  of  all  parts  of  the  building 
do  not  exceed  two  hundred. 


64-33-A. 

APPELLANT — Arnold  M.  Goldstein,  for  Perfection  Stove 
Co.,  lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1  Main  street  (Block  No.  27, 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Arnold  M.  Goldstein. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(64-33-A) 


Whereas,  Arnold  M.  Goldstein,  for  Perfection  Stove  Co., 
lessee,  filed,  February  16,  1933,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
1  Main  street  (Block  No.  27,  Lot  No.  1),  Borough  of 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  22,  1932  (Order  No.  55534-LC),  reads: 

“As  the  use  of  the  fuel  oil  burner  known  as  ‘Super- 
fex  Oil  Burning  Heater’  is  prohibited  in  a  commercial 
building,  you  are  hereby  directed  to  discontinue  its  use 
and  remove  all  furnaces,  ranges  or  fuel  oil  from  the 
premises,  Rule  22  Fuel  Oil  Rules.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  31,  1933,  reads : 

“In  reply  to  your  letter  of  Jan.  30th,  advising  that 
you  have  been  retained  by  the  owners  to  appeal  from 
the  requirements  of  order  No.  55534-LC  and  that  you 
are  unable  to  do  so'  due  to  the  fact  that  the  Board  of 
Standards  and  Appeals  will  not  accept  an  appeal  for 
the  reason  that  the  time  limit,  twenty  days,  had  elapsed, 
and  request  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore,  your  request  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  thirteen  stories  in 
height,  100  ft.  by  200  ft.  in  area;  OCCUPIED  as  offices; 
and 

Whereas,  the  appellant  contends  that  the  Superfex  Oil 
Burning  Heater  has  been  installed  in  the  premises  in  a 
salesroom  on  the  tenth  floor,  where  various  heaters,  includ¬ 
ing  the  Superfex  heaters  are  for  sale,  and  that  the  heater 
will  be  used  for  demonstration  purposes  only,  and  requests 
permission  to  maintain  said  heater. 

Resolved,  that  the  order  and  decision  of  the  fire  com¬ 
missioner,  affecting  Order  No.  55534-LC,  be  and  they  hereby 
are  modified  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  installation  of  the  Superfex  Oil  Burner 
shall  comply  with  the  requirements  of  the  fuel  oil  rules  of 
the  board  of  standards  and  appeals,  except  subdivision  5  of 
rule  22,  and  on  condition,  also,  that  this  burner  shall  be 
used  only  for  exhibition  and  sale  purposes  and  that  there 
shall  be  only  one  such  burner  installed  on  the  premises. 
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69-33-A. 

APPELLANT — Arnold  M.  Goldstein,  for  A.  Bertone, 
lessee. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 471  Broadway  (Block  No. 
2465,  Lot  Nos.  42  and  43),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Arnold  M.  Goldstein  and  W.  C. 
Beadle. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(69-33-A) 


W hereas,  Arnold  M.  Goldstein,  for  A.  Bertone,  lessee ; 
Standard  Oil  Company  of  New  York,  owner,  filed,  Feb¬ 
ruary  20,  1933,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  471  Broadway 
(Block  No.  2465,  Lot  Nos.  42  and  43),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  22,  1932  (Order  No.  55567-LC),  reads: 

“As  the  use  of  the  fuel  oil  burner  known  as  ‘Superfex 
Oil  Burning  Heater’  is  prohibited  in  an  oil-selling  sta¬ 
tion,  you  are  hereby  directed  to  discontinue  its  use  and 
remove  all  furnaces,  ranges  or  fuel  oil  from  the  prem¬ 
ises,  Rule  22,  Fuel  Oil  Rules.” ; 

and 

W hereas,  the  decision  of  the  fire  commissioner,  rendered 
February  17,  1933,  reads: 

“In  reply  to  your  letter  of  Feb.  8th  advising  that  you 
have  been  retained  by  the  owners  to  appeal  from  the 
requirements  of  order  55567-LC  and  that  you  are  un¬ 
able  to  do  so  due  to  the  fact  that  the  Bd.  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and  re¬ 
quest  dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore  your  request  is  denied.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  83.1 
ft.  by  28.3  ft.,  on  which  is  located  a  one-story  building,  10  ft. 
by  20  ft.,  the  premises  being  occupied  as  a  gasoline  station; 
it  is  proposed  to  install  a  Superfex  Oil  Burner  and  to  store 
and  use  fuel  oil  in  these  premises ;  and 

W hereas,  the  appellant  contends  that  the  installation  of  a 
Superfex  Oil  Burning  Heater  would  not  render  the  premises 
more  hazardous. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  Order  No.  55567-LC,  be  and  they  hereby 
are  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  this  building  in  which  the  Superfex  Oil 
Burner  is  located  shall  not  be  increased  in  height  or  area 
and  that  there  shall  be  no  cellar  or  other  excavation  under 
the  building:  that  the  burner  shall  be  installed  and  main¬ 
tained  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals,  with  the  exception  of  the  require¬ 
ment  in  subdivision  5  of  rule  22. 


145-33-A. 


APPELLANT — Jean  Braun,  for  Harry  C.  Bryan,  owner. 
SUBJECT — Appeal  from  an  order  of*  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED— 289-291  East  139th  street 
(Block  No.  2314,  Lot  No.  84),  The  Bronx 
APPEARANCES— 

For  Appellant:  Arnold  M.  Goldstein  and  W.  C. 
Beadle. 


For  Administration :  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(145-33-A) 


Whereas,  Jean  Braun,  for  Harry  C.  Bryan,  owner,  filed, 
April  18,  1933,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  289-291  East  139th  street  (Block 
No.  2314,  Lot  No.  84),  Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
31,  1933  (re  Order  No.  80239-LC),  reads: 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done,  otherwise  permit  No.  327115, 
which  is  dated  to  expire  December  1,  1933,  will  be  re¬ 
voked  : 

“1.  Discontinue  the  use  of  a  Superfex  Oil  Burner 
on  these  premises.  Rule  22,  Fuel  Oil  Rules.  And  for 
the  further  reason,  heating  apparatus  is  required  to  be 
isolated  in  the  manner  prescribed  by  Section  159-1, 
Chapter  10,  Code  of  Ordinances.”  ; 

and 

Whereas,  the  building  is  non-fi reproof,  one  story  and 
cellar  in  height,  50  ft.  by  100  ft.  in  area;  OCCUPIED:  1st 
story,  garage  for  more  than  five  motor  vehicles  and  auto 
shop,  three  persons ;  and 

Whereas,  the  appellant  has  installed  a  Superfex  Oil 
Burner  at  rear  of  first  story,  with  the  storage  of  fuel  oil  in 
55-gallon  drums  in  the  cellar,  and  has  also  filed  copy  of 
Certificate  of  Occupancy  No.  664  of  1924  permitting  the  use 
as  a  public  garage;  and 

Whereas,  the  appellant  claims  there  is  no  storage  of 
gasoline  other  than  in  the  tanks  of  the  cars ;  the  heater  is 
not  an  open  fire  device,  involves  no  fire  hazard,  is  approved 
by  the  board  under  Cal.  No.  491-31-SA,  and  also  by  the 
National  Board  of  Fire  Underwriters;  furthermore,  there  is 
no  combustible  material  stored  within  the  confines  of  the 
premises;  permit  is  requested  to  maintain  the  burner  as  in¬ 
stalled  ;  and 

Whereas,  the  code  of  ordinances  prohibits  any  open  flame 
in  a  garage  building. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
No.  80239-LC,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


224-33-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Lotos  Club,  owner. 

SUBJECT-  Appeal  from  an  order  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 110  West  57th  street  (Block 
No.  1009,  Lot  No.  40),  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(224-33-A) 


Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Lotos  Club,  owner,  filed,  June  16,  1933,  an  appeal  from 
an  order  of  the  commissioner  of  buildings,  affecting  prem¬ 
ises  110  West  47th  street  (Block  No.  1009,  Lot  No.  40). 
Borough  of  Manhattan ;  and 
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Whereas,  the  order  of  the  commissioner  of  buildings, 
dated  May  29,  1933  (Order  No.  4G27-F),  reads: 

“1.  Raise  the  Standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose 
outlet  in  the  highest  story.  Sec.  580-1,  Ch.  5,  Code  of 
Ordinances  and  rule  91,  the  Board  of  Standards  and 
Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  seven  stories  (98  ft.) 
in  height,  75  ft.  by  90  ft.  in  area;  OCCUPIED  throughout 
as  a  club  house,  library,  billiard  and  music  rooms,  kitchen 
and  sleeping  rooms,  sixty  persons  in  the  entire  building; 
and 

Whereas,  the  appellant  claims  the  standpipe  system  was 
approved  and  installed  when  the  building  was  originally 
erected  in  1907,  fed  from  a  6,000-gallon  steel  house  supply 
tank,  about  1,900  gallons  reserved  for  standpipe  purposes, 
the  bottom  of  which  is  7  ft.  7  in.  above  the  hose  outlet  of 
seventh  story,  which  is  not  a  full  story,  and  26  ft.  8  in. 
above  the  hose  outlet  of  the  highest  full  (sixth)  story; 
there  are  no  sleeping  rooms  on  the  seventh  story ;  further¬ 
more,  the  appellant  contends  that  due  to  the  automatic  filling 
pump  the  house  supply  tank  is  kept  full  at  all  times  so  that 
there  would  be  more  than  the  required  amount  of  water  for 
standpipe  lines. 

Resolved,  that  the  order  of  the  commissioner  of  buildings, 
Order  No.  4627-F,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
present  outlet  for  the  house  supply  shall  be  so  arranged  on 
the  inside  of  tank,  that  there  shall  be  available  solely  for 
standpipe  service  not  less  than  2,500  gallons  at  all  times,  per¬ 
mitting  the  tank  to  remain  in  its  present  position,  and  on  con¬ 
dition  that  the  hose  nozzles  on  the  seventh  story  shall  be  re¬ 
duced  to  inch  in  diameter ;  that  such  auxiliary  fire-fighting 
appliances  shall  be  installed  on  the  seventh  floor  as  the  com¬ 
missioner  shall  direct,  and  that  the  standpipe  system  shall 
comply  in  all  other  respects  with  rule  91  of  the  standpipe- 
fireline  rules. 


234-33-A. 

APPELLANT — L.  E.  Driver,  chief  engineer,  for  New 
York  Dock  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — Pier  No.  23,  East  River,  foot 
of  Pacific  street  (Block  No.  287,  part  of  Lot  No. 
68),  Brooklyn. 

APPEARANCES— 

For  Appellant :  G.  A.  Eweler. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(234-33-A) 


Whereas,  L.  E.  Driver,  chief  engineer,  for  New  York 
Dock  Co.,  owner,  filed,  June  24,  1933,  an  appeal  from  an 
order  of  the  commissioner  of  buildings,  affecting  premises 
Pier  No.  23,  East  River,  foot  of  Pacific,  street  (Block  No. 
287,  part  of  Lot  No.  68),  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  commissioner  of  buildings, 
dated  June  6,  1933  (re  Order  No.  4873-F),  reads: 

“1.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.  Sec.  580-1,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  premises  consist  of  Pier  No.  23,  of  frame 
construction,  one  story  in  height,  150  ft.  by  643  ft.,  irregu¬ 
lar,  in  area;  OCCUPIED  for  the  temporary  storage  of 
general  merchandise  in  transit,  150  persons;  and 
Whereas,  the  appellant  claims  the  pier  is  of  brick  and 
mill  construction,  erected  in  1919;  EQUIPPED  with  a  2]/2- 


inch  ship  water  supply  line  with  cross  branches  and  outlets 
at  sides  of  pier ;  four  forty-gallon  chemical  fire  engine  ex¬ 
tinguishers  mounted  on  wheels;  seventeen  fire  hydrants 
within  500  ft.  of  the  pier;  fire  alarm  boxes  connected  with 
headquarters ;  watchman's  service  day  and  night ;  further¬ 
more,  while  the  jurisdiction  of  the  commissioner  of  build¬ 
ings  is  questionable,  the  appellant,  however,  proposes  to  ex¬ 
tend  the  existing  ship  water  supply  lines,  with  100  ft.  of 
hose  and  rack  at  each  outlet,  the  entire  line  to  be  protected 
against  freezing,  and  arranged  as  shown  on  plans  filed  with 
this  appeal. 

Resolved,  that  the  order  of  the  commissioner  of  buildings, 
Order  No.  4873-F,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  waiving  the  requirement 
for  approved  standpipe  system,  on  co'ndition  that  the  existing 
ship  water  line  be  extended  in  accordance  with  the  plans 
filed  with  this  appeal  marked  “Received  June  24,  1933,” 
with  drops  for  hose  connection  at  six  points,  as  indicated 
thereon ;  that  a  standard  Siamese  on  the  Columbia  street 
front  shall  be  installed ;  that  each  hose  outlet  shall  be 
equipped  with  standard  hose  valve  and  hose  rack  with  not 
more  than  100  ft.  of  standard  hose ;  that  the  standpipe  line 
shall  be  not  less  than  3  inches  in  diameter  with  branches 
2]/2  inches  in  diameter,  and  be  maintained  in  good  working 
order  and  filled  with  water  at  all  times ;  that  the  standpipe 
lines  shall  be  properly  frost-proofed  in  accordance  with  the 
standpipe-fireline  rules  of  the  board  of  standards  and  ap¬ 
peals  ;  that  the  existing  structure  on  the  pier  shall  not  be 
increased  in  area  or  height ;  that  the  pier  shall  be  used  for 
the  storage  and  transfer  of  products  or  merchandise  in 
transit,  expressly  prohibiting  inflammable,  explosive  or 
highly  combustible  material ;  that  such  auxiliary  fire-fight¬ 
ing  equipment  shall  be  installed  as  the  commissioner  may 
direct ;  that  the  watchman  and  fire  alarm  service  shall  be 
maintained  at  all  times,  as  follows:  Four  (4)  combined  Na¬ 
tional  District  Telegraph  Co.’s  Night  Watchman’s  Patrol 
and  Fire  Alarm  Boxes  with  direct  communication  to  city 
fire  headquarters ;  central  telephone  station  in  the  company’s 
Brooklyn  office  with  operators  on  duty  both  day  and  night, 
twenty-four  hours,  to  respond  to  telephone  calls  from  com¬ 
pany’s  watchmen ;  company  watchmen  on  duty  at  all  times 
during  day  and  night,  twenty-four  hours ;  property  and 
watchmen  superyised  by  daily  inspection  by  company’s 
wharfingers  and  section  superintendent;  further  supervision 
by  chief  roundsman  and  three  (3)  assistant  roundsmen 
covering  property  in  automobiles,  in  constant  touch  by  tele¬ 
phone  with  company’s  central  station. 


PETITIONS  FOR  VARIATIONS. 

47-33-S. 

PETITIONER — -Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  a  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — South  side  of  East  166th  street, 
196.23  ft.  west  of  Washington  avenue  (Block  No. 
2387,  Lot  No.  27),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1933,  at 
2  p.  m.,  on  condition  that  no  factory  work  shall  be 
carried  on  in  the  meantime  above  the  first  or  ground 
floor  and  no  occupancy  above  the  ground  floor  except 
a  small  office  in  the  easterly  front  of  the  second 
floor  with  an  occupancy  thereof  of  not  over  two 
persons:  that  the  balance  of  the  second  and  third 
floors  shall  be  left  vacant  except  a  limited  use  of  the 
third  floor  for  storage. 


57-33- S. 

PETITIONER — Croker  Fire  Prevention  Corp.,  for  Nathan 
Manufacturing  Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  an  order  and  a  decision  of  the  fire  com¬ 
missioner. 
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PREMISES  AFFECTED — 417-423  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Rot 
Nos.  5  to  11,  inclusive,  and  Lot  No.  39),  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(57-33-S) 


intercommunicating  doorways  on  each  story,  protected  in 
most  cases  with  fire  doors. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
rTj  ancJTtliat  „the  Petition  be  and  it  hereby  is  granted,  as  to 
Uider  No.  99593-LD,  on  condition  that  there  shall  be  main¬ 
tained  at  all  times  a  clear  passageway  from  the  bottom  of 
the  stairways  across  the  shipping  room  and  the  machine 
shop  to  doors  now  existing  which  exit  directly  to  East 
106th  street;  on  condition  that  these  doors  shall  be  made  to 
swing  in  the  direction  of  exit;  that  the  sprinkler  system 
-hall  be  maintained  in  good  working  order,  and  that  the 
labor  law  shall  be  complied  with  in  all  other  respects,  except 
as  modified  herein,  and  that  this  variation  shall  continue 
only  ,so  lonS  as  the  occupants  of  the  building  do  not  exceed 
two  hundred,  and  on  condition  that  the  stipulations  as  set 
iorth  in  o.al.  No.  56-33-A  be  complied  with. 


Whereas,  Croker  Fire  Prevention  Corp.,  for  Nathan 
Manufacturing  Co.,  owner,  filed,  February  11,  1933,  a  peti¬ 
tion  for  a  variation  from  the  requirements  of  the  labor  law 
as  cited  in  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  417-423  East  105th  street  and 
404-418  East  106th  street  (Block  No.  1699,  Lot  Nos.  5  to 
11,  inclusive,  and  Lot  No.  39),  Borough  of  Manhattan;  and 
W hereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  22,  1932  (Order  No.  99593-LD),  reads: 

“1.  Provide  and  maintain  a  continuous  safe  and  un¬ 
obstructed  passageway  of  at  least  the  same  width  as  the 
stairway,  leading  directly  to  the  street  from  the  ter¬ 
mination  of  the  interior  stairway  at  the  west  side  of 
building — No.  404  to  410,  and  stairway  at  east  side  of 
building— No.  416  to  No.  418,  as  per  Sec.  271  of  the 
Labor  Law.”; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  31,  1933,  reads : 

“This  will  reply  to  your  letter  of  January  11th,  1933, 
relative  to  Order  No.  99593-LD,  affecting  the  above 
premises,  in  which  you  state  you  have  been  retained  by 
the  owner  to  file  an  appeal  from  the  requirements  of  the 
order  with  the  Board  of  Standards  and  Appeals,  but 
cannot  do' so  due  to  the  fact  that  more  than  20  days 
'  have  elapsed  since  the  date  of  issuance  of  the  order  and 
re'quest  rescindment  and  reissuance  of  the  order  so  that 
'  appeal  may  properly  be  brought  before  the  above  Board. 

“Please  be  advised  that  your  request  must  be  denied.”; 
and 

Whereas,  the  premises  consist  of  a  group  of  attached,  non- 
fireproof  buildings,  one,  two,  three  and  four  stories  (16  ft. 
to  50  ft.)  in  height,  250  ft.  by  202  ft.  in  area;  OCCUPIED 
as  machine  shops  for  the  manufacture  of  railroad  supplies 
and  automobile  accessories :  cellar,  2  persons ;  1st  story,  45 
persons;  2nd  story,  16  persons;.  3rd  story,  19  persons;  4th 
story.  26  persons;  located  within  a  business  use  district; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  EXITS:  two  interior  wooden  stairways,  extend- 
ing  from  the  first  story  to  highest  story  (the  westerly  stair¬ 
way  extends  to  roof),  enclosed  in  wood  sheeting  resting  on 
the  string  of  the  stairs  and  extending  to  the  ceiling,  with 
wooden  doors  at  foot  of  stairs,  open  at  top ;  seven  fire 
escapes,- two  on  the  front  and  five  on  the  rear  of  the  build¬ 
ing,  having  non-fireproof  openings  along  the  course  thereof 
(fireproof  on  two  rear  stacks),  extending  from  the  first  story 
to  the  roof,  with  EGRESS  from  the  termination  of  the  fire 
escapes  through  open  courts  to  the  street;  ROOFS  of  ad- 
mining  buildings:  two  stories  higher  at  west;  one  story 

.  ”  'r"rAs.  the  petitioner  claims  the  buildings  were  erected 
f'\10n4:  that  the  extreme  westerly  and  extreme 
♦pi’-wnvs  are  affected  by  the  order,  the  line  of  exits 
of  ‘tffirwavs  to  the  street  are  shown  on  first 
-  -  fiVd  with  this  petition:  there  are  also  three  open 
,  '  '‘'■  ’-wavs  •  extending  to  th»  highest  story- to  which 

7'i  m.T*  fu’'+hermdre-  thp  netitioner  contends  the  group 
of  buildings  are  under  a  single  ownership,  provided  with 
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PETITIONER— Michael  Glick,  for  Irgold  Realty  Corp 
owner.  ’ 

SUBJECT— Petition  for  a  variation  of  the  labor  law  as 
cited  in  a  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 540  East  Fordham  road  south¬ 
west  corner  of  Lorillard  place  (Block  No.  3059 

APPEARANCES^  ^  The  Br°"X- 
For  Petitioner:  Michael  Glick. 

For  Administration :  Inspector  Howard  F.  Tyson  of 
a  department  of  buildings. 

£  -  rIf^-  •  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ~ 

Negative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent :  Commissioner  Connell .  j 

THE  RESOLUTION—  . • 

(188-33-S) 

Glick  for  Irgold  Realty  Corp.,  owner, 
n  .  ,  May  18,-  1933«  a  petition  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  a  decision  of  the 

Fordh?Cndenti  °f  flUlldmgS’  affecting  premises  540  East 
v  '  r°ad-  southwest  corner  of  Lorillard  place  (Block 

aNn°d  30a9’  Lot  Nos-  36  a°d  37),  Borough  of  The  Bronx; 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  9,  1933,  reads:  uumimgs, 

“Your  request  of  April  26th,  1933,  for  a  certificate 

secondUPfln  °y  1°  frmit  tHe  LoccuPancy  of  portion  of  the 
second  flooi  to  two-storv  brick  building  at  540  East 

Fordham  Road_  southwest  corner  of  Lorillard  Place,  in 
Thu  Bronx-  for  hght  manufacturing,  is 
d  !  not  denieid  as.  ^  stairways  and  enclosures  of  same 

State  Labo? Law!” ;  re<luirem"'‘s  °f  Sec.  270  of  the 
and 

heffihtEJ97Aft  ~hr/  bui,dinff  is  non-fir-eproof,  two  stories  in 
eight,  9,  ft.  7 A  in.  by  100  ft.  in  area;  OCCUPIED  -  1st 

ciair>schooin-  e  showroojyd  Persons;  2nd  story,  commer- 
.  ",  7°  Persons,  and  light  manufacturing,  30  persons- 

ron  andWm^rbia  l"™**  ^  distJ.ict:  EXITS:  two  interio^ 
iron  and  marble  stairways,  extending  from  the  first  storv  to 

second  story  enclosed  in  wood  studs,  wire  lath  and  P  C 

P  aster  nartthons  with  fireproof  doors  at  openings  ^ROOFS 

Of  ad, Dining  buildings:  6  ft.  lower;  and 

in  1928RfnrS  h,the  PCtiti°ner  clai™  the  building  was  erected 
No  'l824f  28bfornanS  T '  u°PY  °f  Certifirate  of  Occupancy 
with  tS  petition  :+U-°  showroom  and  billiard  room  filed 
Tn  ,  Ils  Pet’flon.  it  is  now  pronosed  to  use  part  of  the 

^  for  ^  manufacturing:  the  southerly  interior 
Sta,:.ha11  15  provided  with  an  iron  ladder  and  scuttle  tn 

,rmn  I'"  accordance  with  rules  of  the  board:  there  j,  also  an 
iron  ladder  and  scuttle  located  in  the  public  hall  on  1  a 

rtnry  near  the  northerly  interior  stair  hall  I'furthermo^The 


MINUTES 


petitioner  contends  that  there  is  no  existing  fire  hazard  on 
the  premises  and  the  present  exits  are  adequate. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  petition  be 
and  it  hereby  is  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

309-33- S A. 

PETITIONER — American  Heating  Co.,  owner;  H.  W. 
Ordeman,  agent. 

SUBJECT — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Cal¬ 
endar,  referred  to  engineer  of  the  board  and  the 
Bureau  of  Combustibles,  fire  department,  for  test 
and  report. 

284-33-SA. 

PETITIONER — Auto-Heat  Corp.,  owner. 

SUBJECT — Auto-Heat  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  C.  L.  Bode. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  the  board  and  Bureau  of 
Combustibles,  fire  department. 


THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(284-33-SA) 


Whereas,  Auto-Heat  Corp.,  owner,  filed,  August  28, 
1933,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  device  known  as  the  Auto-Heat  Oil 
Burner;  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  October  13,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved ,,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Auto-Heat  Oil 
Burner  for  use  in  domestic,  commercial  and  industrial  in¬ 
stallations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  assistant  chief  of  the  Bureau  of  Combustibles,  fire 
department,  and  the  engineer  of  the  board. 


Adjourned  4.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 
Approved  by  the  Board  of  Standards  and 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-23-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-S  A 

Monroe  Oil  Pump .  G58-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  . .  438-21 -S A 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  only  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 


in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards,  and  Appeals,  Room 
1018,  Municipal  Building,  Manhattan,  at  three  cents  each — 
postage  to  be  added  if  the  forms  are  forwarded  by  mail. 
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PLUMBING.  DRAINAGE.  WATER  SUPPLY,  GAS  PIPING  AND  VENTILATION  OF  BUILDINGS. 


Adopted  by  the  Superintendents  of  Buildings,  Effective 
April  23,  1912;  Amended  by  the  Board  of  Standards 
and  Appeals,  July  5,  1917;  December  27,  1918; 
March  8,  1921;  October  21,  1921;  July  17, 

1923;  January  8,  1924;  May  5,  1931,  and 
November  12,  1931. 


than  ten  houses,  and  then  only  when  on  adjoining  lots  and 
houses  are  exactly  alike. 

11.  Written  notices  must  be  given  to  the  Superintendent 
of  Buildings  by  the  plumber  when  any  work  is  begun,  and 
at  such  times  as  the  work  is  ready  for  inspection. 

Definition  of  Terms. 


Filings  of  Drawings,  Descriptions,  Etc. 

1.  Drawings  and  triplicate  descriptions,  on  forms  fur¬ 
nished  by  the  Bureau  of  Buildings  for  all  Plumbing  and 
Drainage,  shall  be  properly  filled  in.  and  filed  by  the  owner 
or  architect  in  the  said  Bureau.  The  plans  must  be  drawn 
to  scale  in  ink,  on  cloth,  or  they  must  be  cloth  prints  of 
such  scale  drawings,  and  shall  consist  of  such  floor  plans 
and  sections  as  may  be  necessary  to  show  clearly  all  plumbing 
work  to  be  done,  and  must  show  partitions  and  methods  of 
ventilating  water-closet  apartments. 

2.  The  said  plumbing  and  drainage  shall  not  be  com¬ 
menced  or  proceeded  with  until  said  drawings  and  descrip¬ 
tions  shall  have  been  so  filed  and  approved  by  the  Super¬ 
intendent  of  Buildings. 

3.  No  modification  of  the  approved  drawings  and  de¬ 
scriptions  will  be  permitted  unless  either  amended  draw¬ 
ings  and  triplicate  descriptions,  or  an  amendment  to  the 
original  drawings  and  descriptions,  covering  the  proposed 
change  or  changes,  are  so  filed  and  approved  by  the  Super¬ 
intendent  of  Buildings. 

4.  The  drainage  and  plumbing  of  all  buildings,  both 
public  and  private,  shall  be  executed  in  accordance  with  the 
rules  and  regulations  of  the  Bureau  of  Buildings. 

5.  Repairs  or  alterations  of  plumbing  or  drainage  may 
be  made  without  filing  drawings  and  descriptions  in  the 
Bureau  of  Buildings,  but  such  repairs  or  alterations  shall 
not  be  construed  to  include  cases  where  new  vertical  lines 
or  horizontal  branches  of  soil,  waste,  vent  or  leader  pipes 
are  proposed  to  be  used. 

6.  Notice  of  such  repairs  or  alterations  shall  be  given 
to  the  said  bureau  before  the  same  are  commenced  in  such 
cases  as  shall  be  prescribed  by  the  rules  and  regulations  of 
the  said  bureau,  and  the  work  shall  be  done  in  accordance 
with  the  said  rules  and  regulations. 

7.  Where  repairs  or  alterations,  ordered  by  the  Board 
of  Health  or  Tenement  House  Department  for  sanitary 
reasons,  include  cases  where  new  vertical  and  horizontal 
lines  of  soil,  waste,  vent  or  leader  pipes  are  proposed  to  be 
used  or  old  ones  replaced,  drawings  and  descriptions  must 
be  filed  with  and  approved  bv  the  Superintendent  of  Build¬ 
ings  before  same  shall  be  commenced  or  proceeded  with. 

8.  Repairs  and  alterations  may  comply  in  all  respects 

with  the  weight,  quality,  arrangement  and  venting  of  the 
rest  of  the  work  in  the  building.  Except  when  an  existing 
soil,  waste  or  vent  line  has  been  damaged  by  fire  or  other 
causes  to  the  extent  of  50  per  cent  or  more  of  its  entire 
length,  same  must  be  replaced  by  new  lines  installed  in 
accordance  with  the  rules  and  regulations  governing  new 
lines.  :'j  3 

9.  No  plumbing  and  drainage  or  any  part  thereof  shall 
be  commenced  until  the  plumber  who  is  to  do  the  work 
shall  sign  the  specifications  and  make  affidavit  that  he  is 
duly  authorized  to  proceed  with  the  work.  Affidavit  must 
give  the  name  and  address  of  owner  and  plumber,  etc. 
No  registered  plumber  shall  sign  the  specifications  and  act 
as  the  agent  for  a  plumber  who  has  not  obtained  a  cer¬ 
tificate  of  competency  from  the  Examining  Board  of 
Plumbers  as  an  Employing  or  Master  Plumber.  A  viola¬ 
tion  of  this  rule  will  be  deemed  a  sufficient  reason  by  the 
Superintendent  of  Buildings  for  the  cancellation  of  a  Cer¬ 
tificate  of  Registration,  in  accordance  with  Chapter  803. 
Laws  of  1896. 

10.  One  set  of  specifications  will  be  received  for  not  more 


12.  The  term  “private  sewer”  is  applied  to  main  sewers 
that  are  not  constructed  by  and  under  the  supervision  of 
the  Department  of  Public  Works. 

13.  The  term  “house  sewer”  is  applied  to  that  part  of 
the  main  drain  or  sewer  extending  from  a  point  two  feet 
outside  of  the  outer  front  wall  of  the  building,  vault  or 
area  to  its  connection  with  public  sewer,  private  sewer  or 

cesspool. 

14.  The  term  “house  drain”  is  applied  to  that  part  of 
the  main  horizontal  drain  and  its  branches  inside  the  walls 
of  the  building,  vault  or  area  and  extending  to  and  con¬ 
necting  with  the  house  sewer. 

15.  The  term  “soil  line”  is  applied  to  any  vertical  line  of 
pipe  having  outlets  above  the  floor  of  first  story  for  water 
closet  connections. 

16..  The  term  “waste  line”  is  applied  to  any  vertical  line 
of  pipe  having  outlets  above  the  first  floor  for  fixtures 
other  than  water  closet. 

17.  The  term  “vent  pipe”  is  applied  to  any  special  pipe 
provided  to  ventilate  the  system  of  piping  and  to  prevent 

trap  siphonage  and  back  pressure. 


Materials  and  Workmanship. 

18.  All  materials  must  be  of  the  best  quality,  free  from 
defects,  and  all  work  must  be  executed  in  a  thorough, 
workmanlike  manner. 

19.  All  cast-iron  pipes  and  fittings  must  be  uncoated 
sound,  cylindrical  and  smooth,  free  from  cracks,  sand  holes 
and  other  defects,  and  of  uniform  thickness. 

20.  Pipe,  including  the  hub,  shall  weigh  not  less  than  the 
following  average  weights  per  linear  foot: 


Weights  per  Linear  Foot 
Diameters  _ Standard  Extra  Heavy 


2  inches .  3  3/5  5Vj  pounds 

3  inches .  5  1/5  9%  pounds 

4  inches .  7  13  pounds 

5  !nc"es .  9  17  pounds 

6  inches . 11  20  pounds 

7  inches . 1 4  27  pounds 

8  lncJies . 17  33*/$  pounds 

10  |n(*es . 23  45  pounds 

12  inches . . 33  54  pounds 


Standard  pipe  mav  be  used  above  ground  in  residence 
buildings  not  exceeding  two  stories  and  basement  in  height. 
Tn  all  other  buildings  extra  heavy  pipe  shall  be  used. 

21.  The  size,  weight  and  maker’s  name  must  be  cast  on 
each  lenpth  of  pipe. 

22.  All  joints  must  be  made  with  picked  oakum  and 
molten,  lead  and  be  made  gas  tight.  Twelve  ounces  of  fine, 
soft  pig  lead  must  be  used  at  each  joint  for  each  inch  in 
the  diameter  of  the  pipe  when  extra  heavv  pipe  is  used, 
and  nine  ounces  when  standard  pipe  is  installed. 

23.  All  wrought  iron  and  steel  pipes  must  be  equal  in 
nualitv  to  “standard”  and  must  be  properly  tested  bv  the 
manufacturer,.  All  nine  must  be  lap-welded.  No  plain  black 
or  uncoated  nine  will  he  permitted. 

24.  All.wroueht  iron  or  steel  water  supply,  vent,  waste 
and  soil  pipes  must  be  galvanized. 
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25.  Where  galvanized  wrought  iron  or  steel  pipe  is  re¬ 
quired  the  fittings  used  on  same  must  also  be  galvanized. 

26.  Fittings  for  waste  or  soil  and  refrigerator  waste 
pipes  must  be  cast-iron  recessed  and  threaded  drainage  fit¬ 
tings,  with  smooth  interior  waterway,  and  threads  tapped, 
so  as  to  give  a  uniform  grade  to  branches  of  not  less  than 
one-fourth  of  an  inch  per  foot. 

27.  Short  nipples  on  wrought  iron  or  steel  pipe,  where 
the  unthreaded  part  of  the  pipe  is  less  than  one  and  one- 
half  inches  long,  must  be  of  the  thickness  and  weight  to 
correspond  to  weight  of  pipe. 

28.  The  pipe  shall  not  be  less  than  the  following  average 
thickness  and  weight  per  linear  foot: 


Weights  per 

Diameters  Thicknesses  Linear  Foot 


i}4 

inches . 

. 14 

inches 

2.68 

pounds 

2 

inches . 

. 15 

inches 

3.61 

pounds 

2^4 

inches . 

. 20 

inches 

5.74 

pounds 

3 

inches . 

inches 

7.54 

pounds 

3/4 

inches . 

. 22 

inches 

9.00 

pounds 

4 

inches . 

. 23 

inches 

10.66 

pounds 

4J4 

inches . 

. 24 

inches 

12.34 

pounds 

5 

inches . 

. 25 

inches 

14.50 

pounds 

6 

inches . 

. 28 

inches 

18.76 

pounds 

7 

inches . 

inches 

23.27 

pounds 

8 

inches . 

. 32 

inches 

28.18 

pounds 

9 

inches . 

. 34 

inches 

33.70 

pounds 

10 

inches . 

. 36 

inches 

40.06 

pounds 

11 

inches . 

. 37 

inches 

45.02 

pounds 

12 

inches . 

. 37 

inches 

48.98 

pounds 

33.  One  and  one-half  inch  ferrules  are  not  permitted. 

34.  Soldering  nipples  must  be  heavy  cast  brass  or  of 
brass  pipe,  iron  pipe-size.  When  cast  they  must  not  be 
less  than  the  following  weights : 


Diameters  Weights 


1 J4  inches .  0  pound  8  ounces 

2  inches .  0  pound  14  ounces 

2}4  inches .  1  pound  6  ounces 

3  inches .  2  pounds  0  ounces 

4  inches .  3  pounds  8  ounces 


35.  Brass  screw  caps  for  cleanouts  must  be  extra  heavy, 
not  less  than  one-eighth  of  an  inch  thick.  The  screw  cap 
must  have  a  solid  square  or  hexagonal  nut,  not  less  than 
one  inch  high,  with  a  least  diameter  of  one  and  one-half 
inches.  The  body  of  the  cleanout  ferrule  must  be  at  least 
equal  in  weight  and  thickness  to  the  caulking  ferrule  for 
the  same  size  of  pipe. 

36.  Where  cleanouts  are  required  by  rules  and  by  the 
approved  plans,  the  screw  cap  must  be  of  brass.  The 
engaging  part  must  have  not  less  than  six  threads  of  iron- 
pipe  size  and  be  tapered.  Cleanouts  must  be  of  full  size 
of  trap  up  to  four  inches  in  diameter,  and  not  less  than  four 
inches  for  larger  traps. 

37.  The  use  of  lead  pipes  is  restricted  to  the  short 
branches  of  the  soil  and  waste  pipes,  bends  and  traps,  roof 
connections  of  inside  leaders. 

“Short  branches”  of  lead  pipe  shall  be  construed  to  mean 
not  more  than: 


29.  All  brass  pipe  for  soil,  waste  and  vent  pipes  and 
solder  nipples  must  be  thoroughly  annealed,  drawn,  brass 
tubing,  of  standard  iron-pipe  gauge. 

30.  Connections  on  brass  pipe  and  between  brass  pipe 
and  traps  on  iron  pipe  must  not  be  made  with  slip  joints 
of  couplings.  Threaded  connections  on  brass  pipe  must 
be  of  the  same  size  as  iron  pipe  thread  for  same  size  of 
pipe  and  be  tapered. 

31.  The  following  average  thicknesses  and  weights  per 
linear  foot  will  be  required: 


Weights  per 

Diameters  Thicknesses  Linear  Foot 


V/2  inches . 14  inches  2.84  pounds 

2  inches . 15  inches  3.82  pounds 

2  y2  inches . 20  inches  6.08  pounds 

3  inches . 21  inches  7.92  pounds 

3  y2  inches . 22  inches  9.54  pounds 

4  inches . 23  inches  11.29  pounds 

4 x/2  inches . 24  inches  13.08  pounds 

5  inches . 25  inches  15.37  pounds 

6  inches . 28  inches  19.88  pounds 


32.  Where  light  or  heavy  pipe  is  used  brass  ferrules 
must  be  of  best  quality  cast  brass,  not  less  than  4  inches 
long  and  2  inches  and  3  inches  and  4  inches  in  inside  di¬ 
ameter  and  not  less  than  the  following  weights: 


Diameters  Weights 


2  inches .  1  pound  0  ounces 

3  inches .  1  pound  12  ounces 

4  inches .  2  pounds  8  ounces 


8  feet  of 

5  feet  of. 
2  feet  of. 
2  feet  of. 


V/2  inch  pipe 

2  inch  pipe 

3  inch  pipe 

4  inch  pipe 


38.  All  connections  between  lead  pipes  and  between  lead 
and  brass  or  copper  pipes  must  be  made  by  means  of  “wiped” 
solder  joint. 

39.  All  lead  waste,  soil,  vent  and  flush  pipes  must  be  of 
the  best  quality,  known  in  commerce  as  “D,m  and  of  not 
less  than  the  following  weights  per  linear  foot: 


Weights  per 


Diameters  Linear  Foot 


V/\  inch  (for  flush  pipes  only) .  2J4  pounds 

1^4  inches .  3  pounds 

2  inches .  4  pounds 

3  inches .  6  pounds 

4  and  4 1/2  inches .  8  pounds 


40.  All  lead  traps  and  bends  must  be  of  the  same  weights 
and  thicknesses  as  their  corresponding  pipe  branches.  Sheet 
lead  for  roof  flashings  must  be  six-pound  lead,  and  must 
extend  not  less  than  six  inches  from  the  pipe,  and  the  joint 
made  watertight. 

41.  Copper  tubing,  when  used  for  inside  leader  roof  con¬ 
nections,  must  be  seamless  drawn  tubing,  not  less  than  22 
gauge,  and  when  used  for  roof  flashings  must  be  not  less 
than  18  gauge. 


General  Regulations. 

42.  Each  building  must  be  separately  and  independently 
connected  with  a  public  or  private  sewer,  or  cesspool,  ex¬ 
cept  where  a  building  is  located  on  the  rear  of  the  same  lot 
with  another  building,  when  its  plumbing  and  drainage  sys¬ 
tem  may  be  connected  to  the  house-drain  of  the  front  build- 
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ing  behind  the  house  trap  and  fresh  air  inlet  which  shall 
be  used  for  both  buildings  if  sewer  connected;  or  may  be 
connected  to  an  existing  cesspool  of  front  house  and  be 
provided  with  a  separate  house  trap  and  fresh  air  inlet. 

43.  Every  building  must  have  its  sewer  connections  di¬ 
rectly  in  front  of  the  building,  unless  permission  is  other¬ 
wise  granted  by  the  Superintendent  of  Buildings. 

44.  Where  there  is  no  sewer  in  the  street  or  avenue,  and 
it  is  possible  to  construct  a  private  sewer  to  connect  in  an 
adjacent  street  or  avenue,  a  private  sewer  may  be  con¬ 
structed,  to  be  used  in  common  for  one  or  more  buildings. 
It  must  be  laid  outside  the  curb  under  the  roadway. 

45.  Cesspool  and  privy  vaults  will  be  permitted  only  after 
it  has  been  shown  to  the  satisfaction  of  the  Superintendent 
of  Buildings  that  their  use  is  absolutely  necessary. 

46.  When  allowed,  they  must  be  constructed  strictly  in 
accordance  with  the  terms  of  the  permit  issued  by  the  Su¬ 
perintendent  of  Buildings. 

47.  Cesspools  must  not  be  used  as  privy  vaults  nor  can 
privy  vaults  be  used  as  cesspools.  Cesspool  and  privy  vaults 
must  be  located  at  least  15  feet  from  any  building  and  on 
the  same  lot  as  building  for  which  their  use  is  intended. 
Walls  of  cesspools  and  privy  vaults  when  constructed  of 
brick  must  be  8  inches  thick;  if  of  stone,  18  inches  thick. 
Bottoms  of  cesspools  and  privy  vaults  must  be  of  stone 
concrete  6  inches  thick.  The  entire  interior  surface  of  cess¬ 
pools  and  privy  vaults  must  be  finished  with  a  coating  of 
Portland  cement  mortar  1  inch  thick. 

48.  As  soon  as  it  is  possible  to  connect  with  a  public 
sewer,  the  owner  must  have  the  cesspool  and  privy  vault 
emptied,  cleaned  and  disinfected  and  filled  with  fresh  earth, 
and  have  a  sewer  connection  made  in  the  manner  here¬ 
with  prescribed. 

49.  All  pipe  lines  must  be  supported  at  the  base  on 
brick  piers,  or  by  heavy  iron  hangers  from  the  cellar  ceil¬ 
ing-beams,  and  along  the  line  by  heavy  iron  hangers  at 
intervals  of  not  more  than  ten  feet. 

50.  All  pipes,  issuing  from  extensions  or  elsewhere, 
which  would  otherwise  open  within  20  feet  of  the  win¬ 
dow  of  any  building,  must  be  extended  above  the  top  of 
any  window  located  within  such  distance.  When  a 
building  exceeds  in  height  that  of  an  adjoining  building, 
and  windows  or  openings  are  cut  in  the  wall  on  the  lot 
line  within  20  feet  of  the  roof  terminal  of  anv  soil,  waste 
or  vent  line  now  in  place  or  subsequently  installed  in  the 
lower  building,  the  owner  of  the  higher  building  shall  de¬ 
fray  the  expense  of  extending  said  soil,  waste  or  vent  lines 
above  the  roof  of  the  higher  building,  or  shall  himself  make 
such  alteration. 

51.  The  arrangement  of  all  pipes  must  be  as  straight 
and  direct  as  possible.  Offsets  will  be  permitted  only  when 
unavoidable. 

52.  All  pipes  and  traps  should,  where  possible,  be  ex¬ 
posed  to  view.  They  should  always  be  readily  accessible 
for  inspection  and  repairing. 

53.  In  every  building  where  there  is  a  leader  connected 
to  the  drain,  if  there  are  any  plumbing  fixtures,  there  must 
be  at  least  one  four  (4)  inch  pipe  extending  above  the  roof 
for  ventilation. 


Yard,  Area  and  Other  Drains. 

54.  All  yards,  areas  and  courts  exceeding  15  square  feet 
in  area  must  be  drained  into  the  sewer.  A  shaft  open  at 
the  top  not  exceeding  25  square  feet  in  area,  and  which 
cannot  be  connected  in  back  of  a  leader,  yard,  court  or  area 
drain  trap,  may  be  drained  into  a  publicly-placed,  water- 
supplied,  properly-trapped  and  vented  slop  sink. 

55.  These  drains,  when  sewer-connected,  must  have  con¬ 


nections  not  less  than  three  inches  in  diameter.  They 
should  be  controlled  by  one  trap— the  leader  trap,  if  possible. 

56.  Floor  drains  will  only  be  permitted  when  it  can  be 
shown  to  the  satisfaction  of  the  Superintendent  of  Buildings 
that  their  use  is  absolutely  necessary  and  arrangements  made 
to  maintain  a  permanent  water  seal  in  the  traps. 

57.  Cellar  drains  may  be  connected  in  back  of  and  con¬ 
trolled  by  a  leader,  yard,  court  or  area  drain  trap  which 
need  not  be  vented. 

58.  Subsoil  drains  should  discharge  into  a  sump  or  re¬ 
ceiving  tank,  the  contents  of  which  if  discharged  by  grav¬ 
ity  may  be  discharged  into  a  rain  leader,  yard,  court  or 
area  drain  behind  the  trap  controlling  same  or  may  be 
discharged  through  a  properly-trapped  and  vented,  water- 
supplied  receptacle.  Where  mechanical  force  is  required  to 
discharge  the  contents  into  the  plumbing  and  drainage  sys¬ 
tem,  a  proper  automatic  cut-off  or  check  valve  must  be  pro¬ 
vided  on  the  connection  between  house-drain  and  apparatus 
used  for  raising  the  contents  of  sump-pit. 

59.  The  contents  of  settling  chamber  or  dust  receptacle 
for  vacuum  cleaners  may  be  discharged  into  a  Plumbing 
and  Drainage  system,  the  same  as  sub-3oil  drain  sump-pits. 

Leaders. 

60.  Every  building  shall  be  kept  provided  with  proper 
metallic  gutters  and  rain  leaders  for  conducting  water  from 
all  roofs  in  such  manner  as  shall  protect  the  walls  and 
foundations  from  injury.  In  no  case  shall  the  water  from 
any  rain  leader  be  allowed  to  flow  upon  the  sidewalk  or 
adjoining  property,  but  the  same  shall  be  conducted  by 
proper  pipes  to  the  sewer.  If  there  be  no  sewer  in  the 
street  upon  which  the  building  fronts,  then  the  water  from 
said  leaders  may  be  conducted  by  proper  pipes  laid  below 
the  surface  of  sidewalk  to  the  street  gutter,  or  may  be  con¬ 
ducted  by  extra  heavy  cast-iron  pipe  to  a  leeching  cess¬ 
pool  located  at  least  20  feet  from  any  building.  No  plumbing 
fixtures  shall  discharge  into  a  leeching  cesspool. 

61.  Inside  leaders  must  be  made  of  cast-iron,  wrought 
iron  or  steel,  with  roof  connections  made  gas  and  water 
tight  by  means  of  a  heavy  lead  or  copper-drawn  tubing 
wiped  to  a  brass  ferrule  or  nipple  caulked  or  screwed  into 
the  pipe. 

62.  Outside  leaders  may  be  made  of  sheet  metal,  but 
they .  must  connect  with  the  house  drain  by  means  of  a 
cast-iron  pipe  extending  vertically  five  feet  above  the  grade 

level. 

63.  Leaders  must  be  trapped  with  cast-iron  running 
traps  so  placed  as  to  prevent  freezing. 

64.  Rain-water  leaders  must  not  be  used  as  soil,  waste 
or  vent  pipes,  nor  shall  any  such  pipe  be  used  as  a  leader. 

The  House  Sewer,  House  Drain,  House  Trap  and 
Fresh  Air  Inlet. 

65.  Old  house  sewers  may  be  used  in  connection  with  new 
buildings  or  new  plumbing  only  when  they  are  found,  on  ex¬ 
amination  by  the  plumbing  inspector,  to  conform  in  all  re¬ 
spects  to  the  requirements  governing  new  sewers. 

66.  When  a  proper  foundation  consisting  of  a  »atural 
bed  of  earth,  rock,  etc.,  can  be  obtained,  the  house  sewer 
can  be  of  earthenware  pipe. 

67.  Where  the  ground  is  made  or  filled  in,  or  where 
the  pipes  are  less  than  three  feet  deep,  or  in  any  case 
where  there  is  danger  of  settlement  by  frost  or  from  any 
cause,  and  when  cesspools  are  used,  the  house  sewer  must 
be  of  extra  heavy  cast-iron  pipe,  with  lead-caulked  joints. 

68.  No  earthenware  house-drain,  when  found  in  a  leaky 
or  defective  condition,  shall  be  repaired  or  replaced  except 
with  heavy  cast-iron  pipe. 

69.  The  house-drain  and  its  branches  must  be  of  ex¬ 
tra  heavy  cast  iron  when  under  ground,  and  of  extra 
heavy  cast  iron  or  galvanized  wrought  iron  or  steel 
when  above  ground,  except  as  provided  in  Rule  20  of 
these  rules. 
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70.  The  house  drain  must  properly  connect  with  the 
house  sewer  at  a  point  two  feet  outside  of  the  outer  front 
vault  or  area  wall  of  the  building.  An  arched  or  other 
proper  opening  must  be  provided  for  the  drain  in  the  wall 
to  prevent  damage  by  settlement. 

71.  The  house  drain  if  above  the  cellar  floor  must  be 
supported  at  intervals  of  ten  feet  by  eight-inch  brick  piers 
or  suspended  from  the  floor  beams,  or  be  otherwise  prop¬ 
erly  supported  by  proper  hangers  placed  not  more  than  10 
feet  apart. 

72.  No  steam-exhaust,  boiler  blow-off  or  drip-pipe  shall 
be  connected  with  the  house-drain.  Such  pipes  must  first 
discharge  into  a  proper  condensing  tank,  and  from  this  a 
proper  outlet  to  the  house  sewer  outside  of  the  building 
must  be  provided.  In  low  pressure  steam  systems  the  con¬ 
densing  tank  may  be  omitted,  but  the  waste  connections 
must  be  otherwise  as  above  required. 

73.  The  house-drain  and  house-sewer  must  be  run  as 
direct  as  possible,  with  a  fall  of  at  least  one-quarter  inch 
per  foot,  all  changes  in  direction  made  with  proper  fittings, 
and  all  connections  made  with  Y  branches  and  one-eighth 
and  one-sixteenth  bends. 

74.  The  house-sewer  and  house-drain  must  be  at  least 
four  inches  in  diameter  when  receiving  the  discharge  of  a 
water-closet.  Where  rain  leaders  are  connected  to  the 
plumbing  system,  the  sizes  of  house-sewer,  house-drain 
and  leader  connections  shall  be  computed  according  to  the 
square  feet  of  area  drained  into  them.  No  house-sewer  or 
house-drain  shall  be  of  less  diameter  than  the  largest  line 
of  pipe  connected  thereon.  The  following  table  is. the  maxi¬ 
mum  area  allowed  to  drain  into  pipes  of  given  diameter: 


■  — ■  - - 

Diameter 

of 

Pipe 

Fall 

y  Inch  per  Foot 

Fall 

y2  Inch  per  Foot 

3 . 

.  1,200 

square 

feet 

1,500  square  feet 

4 . 

. 2,500 

square 

feet 

3,200  square  feet 

5 . 

.  4,500 

square 

feet 

6,000  square  feet 

6 . 

.  8,000 

square 

feet 

10,000  square  feet 

7 . 

. 12,400 

square 

feet 

15,600  square  feet 

8 . 

. 18,000 

square 

feet 

22,500  square  feet 

9 . 

. 25,000 

square 

feet 

31,500  square  feet 

10 . 

. 41,000 

square 

feet 

59,000  square  feet 

12 . 

. 69,000 

square 

feet 

98,000  square  feet 

75.  Full  size  Y  and  T  branch  fittings  for  handhole 
cleanouts  must  be  provided  where  required  on  house-drain 

and  its  branches.  No  cleanout  need  be  larger  than  6  inches 
in  diameter. 

76.  An  iron  running  trap  must  be  placed  in  the  house- 
drain  near  the  front  wall  of  the  house,  and  on  the  sewer 
side  of  all  connections,  except  a  Y  fitting  used  to  receive 
the  discharge  from  an  automatic  sewage  lift,  oil  sepa¬ 
rator,  or  a  drip-pipe  where  one  is  used.  If  placed  outside 
of  the  house  or  below  the  cellar  floor,  it  must  be  made 
accessible  in  a  brick  manhole,  the  walls  of  which  must 
be  eight  inches  thick,  with  an  iron  or  flagstone  cover. 
When  outside  the  house  it  must  never  be  less  than  three 
feet  below  the  surface  of  the  ground. 

77.  When  the  plumbing  system  of  any  building  is  altered 
by  the  addition  of  a  new  soil,  waste  or  vent  line  to  the 
extent  of  50  per  cent,  or  more,  and  no  house  trap  and 
fresh  air  inlet  or  leader  trap  exists  on  the  house-drain, 
same  shall  be  provided. 


The  fresh-air  inlet  pipe  shall  be  one-half  the  diameter  of 
house-drain  but  not  less  than  4  inches  in  diameter. 

80.  No  curb  box  or  similar  device  with  grating  placed 
in  sidewalk  will  be  permitted  for  fresh  air  inlets. 

Soil  and  Waste  Lines. 

81.  All  main,  soil,  waste  or  vent  pipes  must  be  of  iron, 
steel  or  brass. 

82.  When  they  receive  the  discharge  of  fixtures  on 
any  floor  above  the  first,  they  must  be  extended  in  full 
calibre  at  least  one  foot  above  the  roof  coping,  and  well 
away  from  all  shafts,  windows,  chimneys  or  other  ven¬ 
tilating  openings.  When  less  than  four  inches  in  diam¬ 
eter,  they  must  be  enlarged  to  four  inches  at  a  point  not 
less  than  one  foot  below  the  roof  surface  by  an  increaser 
not  less  than  nine  (9)  inches  long. 

83.  No  caps,  cowls  or  bends  shall  be  affixed  to  the 
top  of  such  stack. 

84.  In  all  buildings,  wire  baskets  must  be  securely  fas¬ 
tened  into  the  opening  of  each  pipe  in  an  accessible  position. 
When  roofs  are  used  for  drying  purposes  or  roof  gardens, 
all  pipes  shall  be  extended  to  a  height  of  seven  feet. 

85.  Necessary  offsets  above  the  highest  fixture  branch 
must  not  be  made  at  an  angle  of  less  than  forty-five 
degrees  to  the  horizontal. 

86.  Soil  and  waste  pipes  must  have  proper  Y  or  TY 
branches  for  all  fixture  connections. 

87.  No  connection  to  lead  branches  for  water-closets 
or  slop  sinks  will  be  permitted,  except  the  required  branch 

vent. 

88.  Branch  soil  and  waste  pipe  must  have  a  fall  of  at 
least  one-quarter  inch  per  foot. 

89.  Short  TY  branches  will  be  permitted  on  vertical 
lines  only.  Long  one-quarter  bends  and  long  TY’s  are 
permitted.  Short  one-quarter  bends  and  double  hubs,  short 
roof  increasers  and  common  offsets,  and  bands  and  sad¬ 
dles  are  prohibited. 

90.  The  diameters  of  soil  and  waste  pipes  must  not  be 
less  than  those  given  in  the  following  table: 


Main  soil  stacks  in  buildings  serving  not  more 
than  two  sets  of  fixtures  in  four  or  less  stories  4  inches 

Main  soil  stacks  in  residence  buildings  serving 
not  more  than  two  sets  of  fixtures  in  five 

or  six  stories .  4  inches 

Main  soil  stacks  in  all  other  cases .  5  inches 

Branch  soil  pipes  for  not  more  than  four  wa¬ 
ter  closets .  3  inches 

Branch  soil  pipes  for  more  than  four  water- 

closets  .  4  inches 

Main  waste  stacks .  2  inches 

Main  waste  stacks  for  kitchen  sinks  on  six  or 

more  floors .  3  inches 

Branch  waste  pipes  for  slop  sinks .  3  inches 

Branch  waste  pipes  for  laundry  tubs .  1  Vi  inches 

When  set  in  ranges  of  three .  2  inches 

Branch  waste  for  kitchen  sinks  .  2  inches 

Branch  waste  for  urinals .  2  inches 

Branch  waste  for  other  fixtures .  V/2  inches 


78.  The  house  trap  must  have  two  cleanouts,  with  brass 
screw  cap  ferrules  caulked  in. 

79.  A  fresh-air  inlet  pipe  must  be  connected  with  the 
house-drain  just  inside  of  the  house  trap  and  extended  to 
the  outer  air,  terminating  with  open  end  at  least  one  foot 
above  the  grade  at  most  available  point  to  be  approved 
by  the  Superintendent  of  Buildings  and  shown  on  plans 


A  set  of  fixtures,  as  used  in  this  rule,  shall  include  not 
more  than  one  water-closet,  one  bath  tub,  one  wash  basin, 
one  sink  and  two  laundry  trays. 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps  con- 
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nected  to  main  waste  or  soil  lines  or  to  the  house  drain 
by  branch  piping  not  over  seven  (7)  feet  in  length  with 
a  fall  not  exceeding  two  (2)  inches  per  foot,  shall  be 
protected  from  siphonage  and  back-pressure  by  special  lines 
of  vent  pipes ;  provided  that  where  approved  deep-seal 
siphon- jet  water  closet  or  slop  sink  fixtures  are  installed 
with  branch  piping  not  over  five  (5)  feet  in  length  from 
fixture  to  main  soil  or  waste  line,  the  vent  pipe  may  be 
omitted  for  such  fixtures  in  buildings  not  over  eight  (8) 
stories  in  height,  and  where  the  main  soil  or  waste  line  is 
made  one  inch  larger  in  diameter  than  required  by  these 
rules,  the  vent  pipe  may  also  be  omitted  for  such  fixtures 
in  buildings  over  eight  (8)  stories  in  height. 

92.  All  vent  pipe  lines  and  main  branches  must  be 
of  iron,  steel  or  brass.  They  must  be  increased  in  diam¬ 
eter  and  extended  above  the  roof  as  required  for  waste 
pipes.  They  may  be  connected  with  the  adjoining  soil 
or  waste  line  well  above  the  highest  fixture,  but  this  will 
not  be  permitted  when  there  are  fixtures  on  more  than 
six  floors. 

93.  All  offsets  must  be  made  at  an  angle  of  not  less 
than  forty-five  degrees  to  the  horizontal,  and  all  lines 
must  be  connected  at  the  bottom  with  a  soil  or  waste 
pipe  or  the  drain  in  such  a  manner  as  to  prevent  the  ac¬ 
cumulation  of  rust  scale. 

94.  Branch  vent  pipes  shall  be  kept  above  the  top  of  all 
connecting  fixtures,  so  as  to  prevent  the  use  of  vent  pipes 
as  soil  pipes  or  waste  pipes.  Branch  vent  pipes  should 
be  connected  not  less  than  six  inches  nor  more  than  two 
feet  from  crown  of  trap  or  side  of  lead  bend. 

95.  Except  where  “yoke  type”  ventilation  is  installed, 
vent  connection  for  water-closets  and  slop  sinks  must  be 
made  from  the  branch  soil  or  waste  pipe  just  below  the 
trap  of  the  fixture,  and  the  branch  vent  pipe  must  be  so 
connected  as  to  prevent  obstruction,  and  no  waste  pipe  con¬ 
nected  between  it  and  the  fixture.  Earthenware  traps  must 
have  no  vent  horns. 

“Yoke  type”  ventilation  shall  be  taken  to  mean  a  cross 
connection,  by  means  of  a  horizontal  branch  soil  or  waste 
pipe,  between  the  main  soil  or  waste  line  and  the  vent  line, 
and  in  which  the  connection  between  the  branch  pipe  anc 
the  vent  line  is  made  at  least  six  (6)  inches  above  the  line 
of  fixtures  discharging  into  such  branch  pipe. 

96.  No  sheet  metal,  brick  or  other  flue  shall  be  used 
as  a  vent  pipe. 

97.  The  sizes  of  vent  pipes  throughout  must  not  be  less 
than  the  following : 

For  main  vents,  two  inches  in  diameter;  for  water- 
closets  on  three  or  more  floors,  three  inches  in  diameter ; 
for  other  fixtures  on  less  than  seven  floors,  two  inches 
in  diameter;  three-inch  vent  pipe  will .  be  permitted  for 
less  than  nine  stories;  for  more  than  eight  and  less  than 
sixteen  stories,  four  inches  in  diameter ;  for.  more  than  fif¬ 
teen  and  less  than  twenty-two  stories,  five  inches  in  diam¬ 
eter  ;  for  more  than  twenty-one  stories  the  size  of  the  vent 
pipe  shall  be  determined  by  the  Superintendent  of  Buildings. 

For  fixtures  other  than  water-closets  and  slop  sinks  and 

for  more  than  eight  stories,  vent  pipes  may  be  one  inch 
smaller  in  diameter  than  above  stated. 

For  long  branch  vent  pipes  over  10  feet  in  length  but 
not  exceeding  25  feet,  two  inches  in  diameter;  when  over 
25  feet  in  length  but  not  exceeding  50  feet,  three  inches 
in  diameter.  No  branch  vent  pipe  can  exceed  50  feet  in 
length,  nor  can  any  main  vent  be  of  less  diameter  than 
the  largeset  branch  vent  connecting  to  same. 

98.  When  the  plumbing  fixtures  installed  in  any  build¬ 
ing  are  arranged  in  groups  or  batteries,  “voke  type”  ven¬ 
tilation  may  be  installed,  provided  that  for  batteries  of  wa¬ 
ter-closets  each  fixture  shall  be  set  not  more  than  two  (2) 
feet  distant  from  the  horizontal  branch  soil  pipe  into  which 
it  discharges,  and  for  batteries  of  fixtures  other  than  wa¬ 


ter-closets  each  fixture  shall  be  so  located  that  its  trap  will 
be  not  more  than  two  (2)  feet  distant  from  the  horizontal 
branch  waste  line  into  which  it  discharges.  When  the  ordi¬ 
nary  type  of  venting  is  installed  and  the  number  of  branch 
or  back  vents  from  the  traps  of  fixtures  connecting  to  any 
main  branch  vent  exceeds  the  number  and  size  given  in  the 
following  table,  a  3-inch  main  branch  vent  must  be  pro¬ 
vided  for  the  additional  vent  connections. 


2-1  Vi  inch  branches  on  a  V/2  inch  main  branch. 

4-2  inch  branches  on  a  2  inch  main  branch. 

7-1  inch  branches  on  a  2  inch  main  branch. 

2-2  ) 

4-1.54  J  ’nck  branches  on  a  2  inch  main  branch. 
1-2  | 

.  1X/  >  inch  branches  on  a  2  inch  main  branch. 


Traps. 

99.  No  form  of  trap  will  be  permitted  to  be  used  unless 
it  has  been  approved  by  the  Superintendent  of  Buildings 
or  the  Board  of  Standards  and  Appeals. 

No  anti-siphon  trap  or  deep-seal  siphon-jet  fixture  shall 
be  approved  until  it  has  successfully  passed  such  test  as 
may  be  prescribed  by  the  Board  of  Standards  and  Appeals. 

100.  No  masons’  cesspool,  bell,  pot,  bottle  or  D-trap 
will  be  permitted,  nor  any  form  of  trap  that  is  not  self¬ 
cleaning,  nor  that  has  interior  chamber  or  mechanism, 
nor  any  trap  except  earthenware  ones  that  depend  upon 
interior  partitions  for  a  seal.  Backwater  or  tide  valves 
will  only  be  permitted  when  it  can  be  shown  to  the  sat¬ 
isfaction  of  the  Superintendent  of  Buildings  that  their 
use  is  absolutely  necessary  and  of  a  type  as  approved  by 
him. 

101.  Every  fixture  must  be  separately  trapped  by  a 
water-sealing  trap  placed  as  close  to  the  fixture  outlet  as 
possible,  and  no  trap  shall  be  placed  more  than  2  feet  0 
inches  from  any  fixture. 

102.  A  set  of  not  more  than  three  wash  trays  may 
connect  with  a  single  trap,  or  into  the  trap  of  an  ad¬ 
joining  sink,  provided  both  sink  and  tub  waste  outlets  are 
on  the  same  side  of  the  waste  line,  and  the  sink  is  nearest 
the  line.  When  so  connected,  the  waste  pipe  from  the 
wash  trays  must  be  branched  in  below  the  water-seal. 

103.  The  discharge  from  any  fixture  must  not  pass 
through  more  than  one  trap  before  reaching  the  house- 
drain. 

104.  All  traps  must  be  well  supported  and  set  true  with 
respect  to  their  water  levels. 

105.  All  fixtures,  other  than  water-closets  and  urinals, 
must  have  strong  metallic  strainers  or  bars  over  the  outlets 
to  prevent  obstruction  of  the  waste  pipe. 

106.  All  exposed  or  accessible  traps,  except  water-closet 
traps,  must  have  brass  trap  screws  for  cleaning  the  trap 
placed  on  the  inlet  side,  or  below  the  water  level. 

107.  All  iron  traps  for  house-drain,  yard  and  other  drains 
and  leaders  must  be  running  traps  with  handhole  cleanouts 
of  full  size  of  the  traps,  when  same  are  less  than  five  (5) 
inches.  All  traps  under  ground  must  be  made  accessible 
by  brick  manholes  with  proper  covers. 

108.  Overflow  pipes  from  fixtures  must  in  all  cases  be 
connected  on  the  inlet  side  of  traps. 

109.  All  earthenware  traps  must  have  approved  heavy 
brass  floor  plates  properly  secured  to  the  branch  soil  pipe 
and  bolted  to  the  trap  flange,  and  the  joint  made  gas-tight. 
The  use  of  rubber  washers  for  floor  connections  is  pro¬ 
hibited.  All  floor  flanges  must  be  set  in  place  and  in¬ 
spected  before  any  water-closet  is  set  thereon. 
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110.  No  trap  shall  be  placed  at  the  foot  of  main  soil 
and  waste  pipe  lines. 

111.  Every  plunge  bath  shall  be  provided  with  a  trap 
at  least  four  inches  in  diameter,  the  waste  from  trap  to 
bath  to  be  reduced  to  two  inches  in  diameter  and  this 
waste  to  be  controlled  by  a  gate  valve.  Overflow  pipes, 
if  provided,  must  be  connected  on  inlet  side  of  trap.  Ex¬ 
cept  where  an  approved  anti-siphon  trap  is  installed  in 
the  manner  specified  in  Rule  91,  such  trap  must  be  ven¬ 
tilated  by  a  separate  vent  line  extended  above  the  roof, 
of  the  same  size  as  trap  and  water  connection. 

112.  The  sizes  for  traps  must  not  be  less  than  those 
given  in  the  following  table: 


Traps  for  water-closets 
Traps  for  slop  sinks.... 
Traps  for  kitchen  sinks. 
Traps  for  wash  trays... 

Traps  for  urinals . 

Traps  for  shower-baths. 
Traps  for  other  fixtures 


4  inches  in  diameter 

3  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

2  inches  in  diameter 

V/2  inches  in  diameter 


Traps  for  leaders,  area,  floor  and  other  drains  must 
be  at  least  3  inches  in  diameter. 

113.  Every  dental  cuspidor  must  be  separately  trapped 
by  a  trap  of  at  least  one  and  one-half  (1  Vt)  inches  in 
diameter,  which  shall  be  vented  except  where  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  and  placed  as  close  to  the  fixture  as  possible.  The  con¬ 
nection  between  trap  and  cuspidor  may  be  three-quarters 
(J4)  of  an  inch  in  diameter. 

114.  No  plumbing  fixtures,  except  bar  sinks,  soda  foun¬ 
tains  or  drinking  fountains,  shall  be  installed  with  an  in¬ 
direct  waste  connection  to  the  plumbing  and  drainage  sys¬ 
tem.  The  waste  of  every  bar  sink,  soda  fountain  and  drink¬ 
ing  fountain,  if  not  directly  connected,  must  discharge  over 
a  properly  water-supplied,  trapped  sink,  with  trap  vented, 
unless  an  approved  anti-siphon  trap  is  installed  in  the  man¬ 
ner  specified  in  Rule  91.  The  main  waste  lines  shall  be 
two  (2)  inches  in  diameter,  and  the  branches  to  fixtures 
at  least  one  and  one-half  (l'A)  inches  in  diameter.  Drink¬ 
ing  fountains  must  be  trapped  and  the  waste  line  extended 
through  the  roof.  No  vent  connections  need  be  provided. 

Safe  and  Refrigerator  Waste  Pipes. 

/ 

115.  Safe  and  refrigerator  waste  pipes  must  be  of  gal¬ 
vanized  iron,  and  be  not  less  than  1J4  inches  in  diameter 
nor  larger  than  V/2  inches  in  diameter  with  pipe  branches 
at  least  1  inch  in  diameter  with  strainers  over  each  inlet. 

116.  Safe  and  refrigerator  waste  pipes  shall  not  be 
trapped.  They  must  discharge  over  a  properly  water-sup¬ 
plied,  trapped  sink,  with  trap  vented  unless  an  approved 
anti-siphon  trap  is  installed  in  the  manner  specified  in  Rule 
91,  such  sink  to  be  publicly  placed,  and  not  more  than  4 
feet  above  the  floor.  In  no  case  shall  any  refrigerator  or 
safe  waste  pipe  discharge  over  a  sink  located  in  a  room 
used  for  living  purposes. 

117.  The  branches  on  vertical  lines  must  be  made  by 
Y  or  TY  fittings  and  carried  up  to  the  safe  with  as  much 
pitch  as  possible. 

118.  Lead  safes  must  be  graded  and  neatly  turned  over 
bevel  strips  at  their  edges. 

119.  Where  there  is  an  offset  on  a  refrigerator  waste 
pipe  in  the  cellar,  there  must  be  cleanouts  to  control  the 
horizontal  part  of  the  pipe. 

120.  In  all  lodgings  and  tenement  houses  the  safe  and 
refrigerator  waste  pipes  must  extend  above  the  roof. 


Watei  Closets.  Sinks  and  Washtubs. 


( Good  except  as  relating  to  tenement  houses  and  factories  ) 

121.  In  all  buildings  occupied  as  stores,  dwellings,  lodg¬ 
ing  or  boarding  houses,  hotels,  offices,  lofts,  workshops,  fac¬ 
tories  or  storage  houses,  there  must  be  at  least  one  water- 
closet  in  each  building.  There  must  be  sufficient  water- 
closets  so  that  there  will  never  be  more  than  15  persons  to 
each  water-closet  In  places  of  public  assembly,  the  num¬ 
ber  of  toilets  and  the  most  available  location  are  to  be  de¬ 
termined  by  the  Superintendent  of  Buildings. 

122.  Separate  water-closets  and  toilet  rooms  must  be  pro¬ 
vided  for  each  sex  in  buildings  used  as  workshops,  lofts, 
office  buildings,  factories,  hotels,  and  all  places  of  public 
assembly. 

123.  In  lodging  houses,  there  must  be  one  water-closet 
on  each  floor,  and  where  there  are  more  than  15  persons 
on  any  floor  there  must  be  an  additional  water-closet  on 
that  floor  for  every  15  additional  persons  or  fraction 
thereof. 

124.  In  tenement  houses,  lodging  houses,  factories,  work¬ 
shops,  and  all  public  buildings,  the  entire  water-closet  apart¬ 
ment,  and  side  walls  to  a  height  of  six  inches  from  the 
floor,  except  at  the  door,  must  be  made  waterproof  with 
asphalt,  cement,  tile,  metal  or  other  waterproof  material 
as  approved  by  the  Superintendent  of  Buildings. 

125.  In  all  buildings,  the  water-closet  and  urinal  apart¬ 
ments  must  be  ventilated  to  the  outer  air  by  windows  open¬ 
ing  on  the  same  lot  upon  which  the  building  is  situated 
or  by  a  ventilating  skylight  placed  over  each  room  or  apart¬ 
ment  wherein  such  fixtures  are  located. 

126.  In  all  buildings,  the  outside  partition  of  any  water- 

closet  or  urinal  apartment  must  be  air-tight  and  extend 
to  the  ceiling  or  be  independently  ceiled  over.  When  neces¬ 
sary  to  properly  light  such  apartments,  the  upper  part  of 
the  partitions  must  be  provided  with  translucent  glass.  The 
interior  partitions  of  such  apartments  must  be  dwarfed  par¬ 
titions. 

127.  The  general  water-closet  accommodation  of  any 
building  cannot  be  placed  in  the  cellar,  nor  can  any  water- 

closet  be  placed  outside  of  a  building  except  to  replace  an 

existing  water-closet 

128.  In  alteration  work  where  it  is  not  practicable  to 
ventilate  a  water-closet  or  urinal  apartment  by  windows  or 
a  skylight  directly  to  the  outer  air,  there  may  be  provided 
a  galvanized  wrought  iron  vent  duct  extended  to  the  outer 
air  which  must  be  equal  in  area  to  at  least  144  inches  for 
one  water-closet  or  urinal,  and  an  additional  72  square 
inches  for  each  water-closet  added  therein. 

129.  Where  water-closets  will  not  support  a  rim-seat,  the 
seat  must  be  supported  on  galvanized  iron  legs. 

130.  Every  earthenware  water-closet  with  connection 
through  the  floor  in  all  new  work,  and  in  all  alterations, 
must  be  set  on  an  approved  floor  slab  of  porcelain,  slate 
or  other  material  impervious  to  moisture,  same  to  be  not 
less  in  size  than  the  base  of  the  water-closet  set  thereon. 

131.  All  water-closets  must  have  earthenware  flushing 
rim  bowls.  They  must  be  set  entirely  free  and  open  from 
all  enclosing  woodwork. 

132.  Pan,  plunger,  offset-washout  and  washout,  or  other 
water-closets  having  an  unventilated  space,  or  the  walls 
of  which  are  not  thoroughly  washed  out  at  each  discharge, 
will  not  be  permitted. 

133.  Long  hopper  water-closets  will  not  be  permitted, 
except  earthenware  hoppers  where  there  is  an  exposure 
to  frost. 

134.  Drip  trays  on  water-closets  will  not  be  permitted. 

135.  Water-closets  and  urinals  must  never  be  connected 
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directly  with  or  flushed  from  the  water-supply  pipes,  ex¬ 
cept  when  flushometer  valves  are  used. 

136.  Each  water-closet  and  urinal  must  be  flushed  from 
a  separate  cistern,  the  water  from  which  is  used  for  no 
other  purpose,  or  may  be  flushed  through  flushometer  valves. 

137.  Where  “Flusiiometers”  are  used,  they  must  be  sup¬ 
plied  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings;  the  rising  lines  shall  be 
at  least  one  and  one-half  inches  in  diameter,  and  the  main 
branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter,  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall  not 
exceed  twelve  inches  in  length. 

138.  The  overflow  of  cisterns  may  discharge  into  the 
bowl  of  the  closet,  but  in  no  case  connect  with  any  part 
of  the  drainage  system. 

139.  Iron  water-closet  and  urinal  cisterns  and  automatic 
water-closet  and  urinal  cisterns  are  prohibited,  unless  ap¬ 
proved  by  the  Superintendent  of  Buildings. 

140.  The  copper  lining  of  water-closet  and  urinal  cisterns 
must  not  be  lighter  than  ten  (10)  ounce  copper. 

141.  Water-closet  flush  pipes  must  not  be  less  than 
one  and  one- fourth  inches  and  urinal  flush  pipes  one  (1) 
inch  in  diameter,  and  if  of  lead  must  not  weigh  less  than 
two  and  one-half  pounds  and  two  pounds  per  linear  foot 
Flush  couplings  must  be  of  full  size  of  the  pipe. 

142.  Rubber  connections  and  elbows  are  not  permitted 
on  flush  pipes. 

143.  Latrines,  trough  water-closets  and  similar  appliances 
may  be  used  only  on  written  permit  from  the  Superintend¬ 
ent  of  Buildings,  and  must  be  set  and  arranged  as  may  be 
required  by  the  terms  of  the  permit. 

144.  All  urinals  must  be  constructed  of  materials  im¬ 
pervious  to  moisture,  and  that  will  not  corrode  under  the 
action  of  urine.  The  floor  and  wall  of  the  urinal  apart¬ 
ments  must  be  lined  with  similar  non-absorbent  and  non- 
corrosive  material. 

145.  The  platforms  of  treads  of  urinal  stalls  must  never 
be  connected  independently  to  the  plumbing  system,  nor 
car.  they  be  connected  to  any  safe  waste  pipe. 

146.  Iron  trough  water-closets  and  trough  urinals  must 
be  enameled  or  galvanized. 

147.  Jn  all  houses,  sinks  must  be  entirely  open,  on  iron 
legs  or  brackets  without  any  inclosing  woodwork. 

148.  Wooden  wash  tubs  are  prohibited,  except  when  used 
in  hotels,  restauiants  or  bottling  establishments  for  wash¬ 
ing  dishes  or  bottles.  Cement  or  artificial  stone  tubs  will 
not  be  permitted  unless  approved  by  the  Superintendent  of 
Buildings. 

Water  Supply  for  Fixtures. 

149.  All  water-closets  and  other  plumbing  fixtures  must 
be  provided  with  a  sufficient  supply  of  water  for  flushing 
to  keep  them  in  a  proper  and  cleanly  condition. 

Flush  tanks  must  have  a  capacity  of  eight  gallons  for 
water-closets  and  five  gallons  for  urinals. 

150.  House  service  pipes  must  be  connected  to  the  street 
mains  by  means  of  taps,  and  a  stop-cock  or  valve  placed  under 
the  sidewalk  at  the  curb,  in  compliance  with  the  rules  and 
under  the  supervision  of  the  Department  of  Water  Supply, 
Gas  and  Electricity. 

151.  A  separate  stop  or  valve  must  be  placed  upon  the 
service  pipe  inside  the  front  wall. 

152.  The  diameters  of  street  service  pipes  must  not  be 
less  than  three-quarter  inch  for  dwellings  and  tenements 
occupied  by  six  families  or  less;  one  inch  for  tenements 
and  one  and  one-half  inch  for  hotels,  factories  and  other 
miscellaneous  buildings,  provided  that  in  no  case  can  the 
diameter  of  the  service  pipes  be  less  than  the  diameter  of 
the  tap  installed  under  the  supervision  of  the  Department 
of  Water  Supply,  Gas  and  Electricity. 

Riser  Lines. 

153.  The  diameter  of  all  riser  lines  in  plumbing  sys¬ 
tems  shall  be  not  less  than  three-quarters  (f£)  inches; 
except  that  when  lead  or  brass  pipe  is  used,  the  minimum 
diameter  may  be  one-half  (}4)  inch. 


Separate  stop-cocks  or  valves,  so  located  as  to  be  ac¬ 
cessible  at  all  times,  shall  be  placed  at  the  foot  of  each 
riser  line  and,  in  all  buildings  other  than  residence  build¬ 
ings  occupied  exclusively  by  one  or  two  families  or  hav¬ 
ing  not  more  than  fifteen  sleeping  rooms,  on  each  branch 
line  from  the  riser  for  each  isolated  fixture  or  each  group 
of  fixtures,  such  as  bathroom  fixtures,  kitchen  fixtures,  etc. ; 
except  that  only  one  stop  cock  or  valve  shall  be  required 
for  tb:  fixtures  contained  in  any  one  apartment,  suite, 
store  or  loft  occupied  by  one  tenant  when  all  the  fixtures 
contain  td  in  each  such  apartment,  suite,  store  or  loft  are 
supplic.  from  one  branch  line. 

154.  Diameters  of  branches  to  any  fixtures  must  not 
be  less  than  one-half  inch,  except  when  used  to  supply  wa¬ 
ter-closets,  cisterns  or  lavatories.  When  the  material  used 
is  lead  or  brass  pipe,  the  minimum  diameter  may  be  three- 
eighths  inch.  Branches  for  flush  valves  for  water  closets 
must  not  be  less  than  one  and  one-quarter  inch  in  diameter 
and  for  urinals  not  less  than  three-quarters  of  an  inch  in 
diameter. 

155.  Where  a  hot  water  supply  system  is  installed,  the 
distance  between  the  hot  and  cold  water  risers  should  not 
be  less  than  six  inches.  Where  it  is  impossible  to  place 
them  six  inches  or  more  apart,  the  hot  water  riser  must 
be  covered  with  an  approved  insulating  material  and  a 
method  of  circulation  provided  that  will  insure  a  prompt 
delivery  of  hot  water  at  the  faucet  when  required. 

All  hot  water  systems  in  buildings  of  more  than  four 
stories  in  height  shall  be  of  an  approved  circulating  type. 
In  buildings  of  four  stories  or  less  where  the  developed 
length  of  hot  water  piping  exceeds  100  feet  from  the  boiler 
to  the  fixture,  an  approved  circulating  system  shall  be 
installed. 

(In  connection  with  this  amendment  adopted  November 
12,  1931,  all  present  installations  where  complying  with  the 
current  rules  may  be  maintained  until  April  1,  1933,  with  the 
proviso  that  should  the  Commissioner  of  the  Department  of 
Water  Supply,  Gas  &  Electricity  deem  an  emergency  exists 
the  rule  shall  become  effective  on  thirty  days’  notice  of  such 
emergency  to  the  superintendent  of  buildings). 

156.  All  risers  and  branches  must  be  properly  fastened. 

157.  When  the  water  pressure  is  not  sufficient  to  sup¬ 
ply  freely  and  continuously  all  fixtures,  a  house  supply 
tank  must  be  provided  of  sufficient  size  to  afford  an  ample 
supply  of  water  to  all  fixtures  at  all  times.  Such  tanks 
must  be  supplied  from  the  pressure  or  by  power  pumps, 
as  may  be  necessary;  when  from  the  pressure,  ball  cocks 
must  be  provided. 

158.  House  supply  tanks  must  be  metal-covered  so  as 
to  exclude  dust  and  so  located  as  to  prevent  water  con¬ 
tamination  by  gas  and  odors  from  plumbing  fixtures. 

159.  House  supply  tanks  must  be  of  wood  or  iron,  or 
of  wood  lined  with  tinned  and  planished  copper. 

160.  House  tanks  must  be  supported  on  iron  beams. 

161.  The  overflow  pipe  should  discharge  upon  the  roof 
where  possible,  and  in  such  cases  should  be  brought  down 
to  within  six  (6)  inches  of  the  roof,  or  it  must  be  trapped 
and  discharged  over  an  open  and  water-supplied  sink  not 
m  the  same  room,  nor  over  three  and  one-half  feet  above 
the  floor.  In  no  case  shall  the  overflow  be  connected  with 
any  part  of  the  plumbing  system. 

162.  Emptying  pipes  for  such  tanks  must  be  provided 
and  be  discharged  in  the  manner  required  for  overflow 
pipes,  and  may  be  branched  into  overflow  pipes.  Emptying 
pipes  for  tanks  containing  more  than  five  hundred  (500) 
gallons  must  be  four  (4)  inches  in  diameter  and  provided 
with  a  valve  of  same  size  fitted  with  a  wheel  or  lever 
handle. 

163.  Acid  wastes  must  be  “B”  lead  pipe  or  earthen  pipe; 
if  of  lead  pipe  they  must  be  at  least  two  inches  in  diam¬ 
eter,  and  if  of  earthen  pipe  at  least  three  inches  &  Tam- 

and  continued  down  to  the  lower  story  of  building  and 
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so  arranged  as  to  discharge  into  a  lime  box  and  diluting 
sink  properly  trapped  and  vented  and  connected  inside  of 
house  trap.  If  the  lime  box  and  diluting  sink  are  not  used 
the  acid  waste  must  be  extended  to  an  earthen  house  sewer 
or  separately  and  independently  connected  to  a  public  or  pri¬ 
vate  sewer  in  street  and  provided  with  an  accessible  run¬ 
ning  trap  located  just  inside  of  front  wall  of  building. 
All  branches  and  joints  on  lead  acid  wastes  must  be  made 
by  means  of  burnt  lead  joints.  If  earthenware  pipe  is  used, 
vertical  joints  must  be  made  with  a  mixture  of  asphaltum 
and  cement.  Each  length  of  pipe  on  vertical  runs  and  on 
horizontal  runs  when  above  the  cellar  floor  must  be  sup¬ 
ported  at  each  hub  by  proper  supports.  All  floor  drains 
and  fixture  connections  must  be  trapped  and  run  as  direct 
as  possible. 

Sewage  Lifts. 

164.  When  it  is  necessary  to  use  a  sump  system  and 
sewage  lift  to  receive  the  discharge  from  the  waste  or  soil 
connection  to  fixtures,  same  shall  be  arranged  to  be  ac¬ 
cessible.  If  discharged  with  compressed  air  it  shall  be 
connected  to  the  house  drain  on  the  sewer  side  of  all  leader 
or  area  drain  traps  and  fixture  connections  nr  may  be  con¬ 
nected  to  house  drain  on  the  sewer  side  of  house  trap.  A 
separate  trap  and  fresh  air  inlet  must  be  provided  on  the 
inlet  side  of  sump  and  a  4-inch  pipe  line  continued  from 
drain  discharging  into  sump  up  to  and  above  roof,  for 
purposes  of  ventilation.  Relief  pipes  must  be  provided  on 
sewage  receptacles  of  sumps.  Traps  of  fixtures  connected 
to  sump  systems  must  not  be  vented  to  vent  lines  which 
are  used  to  ventilate  traps  of  fixtures  on  gravity  system. 
Sump  systems  should  be  entirely  separate  both  as  to  dis¬ 
charge  and  venting  from  rest  of  plumbing  system  in  build¬ 
ings. 

Oil  Separators. 

165.  Oil  separators  installed  in  any  building  where  vola¬ 
tile  fluids  are  used  must  be  arranged  to  be  readily  accessible. 
They  must  not  receive  the  discharge  of  any  water-closet, 
rain  leader,  yard,  court  or  area  drain. 

166.  They  must,  if  discharged  by  gravity,  be  connected 
by  a  Y  branch  fitting  to  the  house  drain  behind  the  house 
trap  in  such  a  manner  that  they  will  not  interfere  with  the 
house  drain  and  the  rest  of  the  plumbing  and  drainage  sys¬ 
tem.  When  mechanical  force  is  used  to  discharge  the  con¬ 
tents,  the  connection  must  be  made  by  a  Y  branch  fitting 
on  the  sewer  side  of  house  trap. 

167.  No  separate  running  trap  need  be  provided  on  the 
drain  entering  oil  separators,  but  a  separate  fresh  air  inlet 
and  vent  line  must  be  provided  to  keep  the  system  of  drain¬ 
age  controlled  by  the  oil  separator  entirely  separate  from 
the  rest  of  plumbing  and  drainage  system. 

168.  The  size  of  fresh  air  inlet  shall  be  determined  by 
the  size  of  inlet  connection  to  oil  separator,  which  shall 
be  considered  the  same  as  the  term  house-drain  for  de¬ 
termining  the  size  of  all  fresh  air  inlets,  which  shall  con¬ 
form  to  th't  same  requirements  as  regards  size  and  arrange¬ 
ment  of  terminals  for  fresh  air  inlets  as  called  for  in  regu¬ 
lations. 

169.  Vent  lines  shall  conform  in  all  respects  to  vent  lines 
for  plumbing  fixtures  as  regards  size  and  arrangement. 

170.  Relief  pipes  must  be  provided  at  least  1J4  inches  in 
diameter.  They  may  be  connected  to  a  vent  line  when  in¬ 
stalled  as  a  separate  system  or  must  be  carried  independently 
above  the  roof. 

Testing  the  Plumbing  System. 

171.  The  entire  plumbing  and  drainage  system  within  the 

building  must  be  tested  by  the  plumber,  in  the  presence  of 


a  Plumbing  Inspector,  under  a  water  test.  All  pipes  muff 
remain  uncovered  in  every  part  until  they  have  success  fully 
passed  the  test.  The  plumber  must  securely  close  all  open¬ 
ings,  as  directed  by  the  Inspector  of  Plumbing.  The  use 
of  wooden  plugs  for  this  purpose  is  prohibited. 

172.  The  water  test  will  be  applied  by  closing  the  lower 
end  of  the  main  house  drain  and  filling  the  pipes  to  the 
highest  opening  above  the  roof  with  water.  The  water  test 
shall  include  at  one  time  the  house  drain  and  branches,  all 
vertical  and  horizontal  soil,  waste  and  vent  and  leader  lines 
and  all  branches  therefrom  to  a  point  above  the  surface  of 
the  finished  floor  and  beyond  the  finished  face  of  walls  and 
partitions.  If  the  drain  or  any  part  of  the  system  is  to 
be  tested  separately,  there  must  be  a  head  of  water  at 
least  six  (6)  feet  above  all  parts  of  the  work  so  tested, 
and  special  provision  must  be  made  for  including  all  joints 
and  connections  in  at  least  one  test. 

173.  After  the  completion  of  the  plumbing  work  in  any 
new  or  altered  building  and  before  the  building  is  occu¬ 
pied,  a  final  smoke  test  must  be  applied  in  the  presence 
of  a  Plumbing  Inspector.  Except  that  for  a  building  not 
over  six  stories  in  height,  a  peppermint  test  may  be  applied. 

174.  The  material  and  labor  for  the  test  must  be  fur¬ 
nished  by  the  plumber.  When  the  peppermint  test  is  used, 
two  ounces  of  oil  of  peppermint  must  be  provided  for  each 
line  up  to  five  stories  and  cellar  in  height  and  an  additional 
ounce  of  oil  of  peppermint  must  be  provided  for  each  line 
when  lines  are  more  than  five  stories  in  height. 

Plumbing  in  Tenement  Houses. 

175.  All  sections  or  parts  of  sections  of  the  tenement 
house  law  relating  to  plumbing  and  drainage  of  tenement 
houses  are  to  be  observed,  and  are  hereby  made  a  part  of 
these  rules  and  regulations. 

Gas  Piping  and  Fixtures. 

176.  Hereafter  the  gas  piping  and  fixtures  in  all  new 
buildings  and  all  alterations  and  extensions  made  to  the 
gas  piping  or  fixtures  in  old  buildings  must  be  done  in  ac¬ 
cordance  with  the  following  rules,  which  are  made  in  ac¬ 
cordance  with  the  provisions  of  section  *89  of  the  Building 
Code. 

For  additional  requirements  of  public  buildings,  theatres 
and  places  of  assemblage,  see  Part  **XXI  of  the  Building 
Code. 

177.  Before  the  construction  or  alteration  of  any  gas 
piping  in  any  building  or  part  of  any  building,  a  permit  must 
be  obtained  from  the  Superintendent  of  Buildings.  This  per¬ 
mit  will  be  issued  only  to  a  registered  plumber.  Small 
alterations  may  be  made  by  notifying  the  Bureau  of  Build¬ 
ings,  using  the  same  blank  forms  provided  for  alterations 
and  repairs  to  plumbing. 

178.  All  gas  pipe  shall  be  of  the  best  quality  wrought 
iron  or  steel  and  of  the  kind  classed  as  standard  pipe,  and 
shall  weigh  according  to  the  following  scale: 


*Art.  29.  New  Building  Code 
**Art.  25.  New  Building  Code. 


Weights  pet 

Diameters  Linear  Foot 


5^  inch .  0.56  pound 

Yi  inch . 0.85  pound 

%  inch .  1.12  pound 
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1  inch .  i.67  pound 

1) 4  inch .  2.24  pounds 

\* l 2 3 4/2  inch .  2.68  pounds 

2  inch .  3.61  pounds 

2) 4  inch . ' .  5.75  pounds 

3  inch .  7.54  pounds 

3) 4  inch .  9.00  pounds 

4  inch .  10.66  pounds 


No  pipe  allowed  of  less  than  34  inch  in  diameter. 

179.  All  fittings  (except  stop-cocks  or  valves)  shall  be 
of  malleable  iron. 

180.  There  shall  be  a  heavy  brass  straightway  cock  or 
valve  on  the  service  pipe  immediately  inside  the  front  foun¬ 
dation  wall.  Iron  cocks  or  valves  are  not  permitted. 

181.  Where  it  is  not  impracticable  so  to  do,  all  risers 
shall  be  left  not  more  than  five  feet  from  front  wall. 

182.  No  pipe  shall  be  laid  so  as  to  support  any  weight 
(except  fixtures)  or  be  subjected  to  any  strain  whatsoever. 
All  pipe  shall  be  properly  laid  and  fastened  to  prevent  be¬ 
coming  trapped,  and  shall  be  laid,  when  practicable,  above 
timbers  or  beams  instead  of  beneath  them.  Where  running 
lines  or  branches  cross  beams,  they  must  do  so  within  thirty- 
six  inches  of  the  end  of  the  beams,  and  in  no  case  shall 
the  said  pipes  be  let  into  the  beams  more  than  two  inches 
in  depth.  Any  pipe  laid  in  a  cold  or  damp  place  shall  be 
properly  dripped,  protected  and  painted  with  two  coats  of 
red  lead  and  boiled  oil  or  tarred. 

183.  No  gas  pipe  shall  be  laid  in  cement  or  concrete  un¬ 
less  the  pipe  or  channel  in  which  it  is  placed  is  well  covered 
with  tar. 

184.  All  drops  must  be  set  plumb  and  securely  fastened, 
each  one  having  at  least  one  solid  strap.  Drops  and  outlets 
less  than  J4  of  an  inch  in  diameter  shall  not  be  left  more 
than  one  inch  below  plastering,  centrepieces  or  woodwork. 

185.  All  outlets  and  risers  shall  be  left  capped  until  cov¬ 
ered  by  fixtures. 

186.  No  unions  or  running  threads  shall  be  permitted. 
Where  necessary  to  cut  out  to  repair  leaks  or  make  exten¬ 
sions,  pipe  shall  be  again  put  together  with  right  and  left 
couplings. 

187.  No  gasfitters’  cement  shall  be  used,  except  in  putting 
fixtures  together. 

188.  All  gas  brackets  and  fixtures  shall  be  placed  so 
that  the  burners  of  same  are  not  less  than  three  feet  below 
any  ceiling  or  woodwork,  unless  the  same  is  properly  pro¬ 
tected  by  a  shield,  in  which  case  the  distance  shall  not 
be  less  than  eighteen  inches. 

No  swinging  or  folding  gas  brackets  shall  be  placed 
against  any  stud  partition  or  woodwork. 

No  gas  brackets  on  any  lath  and  plaster  partition  or  wood¬ 
work  shall  be  less  than  five  inches  in  length,  measured  from 
the  burner  to  the  plaster  surface  or  woodwork. 

Gas  lights  placed  near  window  curtains  or  any  other  com¬ 
bustible  material  shall  be  protected  by  a  proper  shield. 

189.  Gas  outlets  for  burners  shall  not  be  placed  under 
tanks,  back  of  doors  or  within  four  feet  of  any  meter. 

190.  All  buildings  shall  be  piped  according  to  the  follow¬ 
ing  scale: 


Diameter  Length  Burners 


34  inch .  26  feet  3 

Vi  inch .  36  feet  6 

34  inch .  60  feet  20 

1  inch .  80  feet  35 

1)4  inch .  110  feet  60 

1) 4  inch .  150  feet  100 

2  inch .  200  feet  200 

2) 4  inch .  300  feet  300 

3  inch .  450  feet  450 

3) 4  inch .  500  feet  600 

4  inch .  600  feet  750 


191.  Outlets  for  gas  ranges  shall  have  a  diameter  not 
less  than  required  for  six  burners,  and  all  gas  ranges  and 
heaters  shall  have  a  straightway  cock  on  service  pipe. 

192.  When  brass  piping  is  used  on  the  outside  of  plas¬ 
tering  or  woodwork,  it  shall  be  classed  as  fixtures. 

193.  All  brass  tubing  used  for  arms  and  stems  of  fix¬ 
tures  shall  be  at  least  No.  18  standard  gauge  and  full  size 
outside  so  as  to  cut  a  full  thread. 

All  threads  on  brass  pipe  shall  screw  in  at  least  5/16 
of  an  inch.  All  rope  or  square  tubing  shall  be  brazed  or 
soldered  into  fittings  and  distributors,  or  have  a  nipple 
brazed  into  the  tubing. 

194.  All  cast  fittings,  such  as  cocks,  swing  joints,  double 
centres,  nozzles,  etc.,  shall  be  extra  heavy  brass.  The  plugs 
of  all  cocks  must  be  ground  to  a  smooth  and  true  surface 
for  their  entire  length,  be  free  from  sandholes,  have  less 
than  34  of  an  inch  bearing  (except  in  cases  of  special  de- 
s'S11)  >  have  two  flat  sides  on  the  end  for  the  washer,  and 
have  two  nuts  instead  of  a  tail  screw.  All  stop  pins  to 
keys  or  cocks  shall  be  screwed  into  place. 

195.  After  all  piping  is  fitted  and  fastened  and  all  out¬ 
lets  capped  up,  there  must  be  aplied  by  the  plumber,  in  the 
presence  of  an  inspector  of  the  Bureau  of  Buildings,  a  test 
with  air  to  a  pressure  equal  to  a  column  of  mercury  6 
inches  in  height,  and  the  same  to  stand  for  five  minutes ; 
only  mercury  gauge  shall  be  used.  No  piping  shali  be  cov¬ 
ered  up,  nor  shali  any  fixture,  gas  heater  or  range  be  con¬ 
nected  thereto  until  a  card  showing  the  approval  of  this 
test  has  been  issued  by  the  Superintendent  of  Buildings. 

196.  No  meter  will  be  set  by  any  gas  company  until  a 
certificate  is  filed  with  them  from  the  Bureau  of  Buildings 
certifying  that  the  gas  pipes  and  fixtures  comply  with  the 
foregoing  rules. 

Modifications. 

197.  When  for  any  reason  it  may  be  impracticable  to 
comply  strictly  with  the  foregoing  rules,  the  Superintend¬ 
ent  of  Buddings  shall  have  power  to  modify  their  provi¬ 
sions  so  that  the  spirit  and  substance  thereof  shall  be  com¬ 
plied  with.  Such  modifications  shall  be  indorsed  upon  the 
permit  over  the  signature  of  the  Superintendent  of  Build¬ 
ings. 


VALIDITY  OF  PLUMBING  RULE. 

The  validity  of  Rule  50  of  the  plumbing  rules  of  the 
se\  eral  bureaus  of  buildings  is  established  in  a  decision  by 
the  Appellate  Division,  First  Department,  handed  down  in 
the  case  of  City.  of  New  York  v.  Conrad  Alheidt.  The 
case  is  reported  in.  the  New  York  Law  Journal  of  Janu¬ 
ary  10,  1918,  and  is  there  summarized  as  follows: 

<  u  ^ec*lon  th®  Plumbing  Rules,  which  provides 

that  all  pipes  issuing  from  extension  or  elsewhere 
which  would  otherwise  open  within  twenty  feet  of  the 
window  of  any  building  must  be  extended  above  the 
top  of  any.  window  located  within  such  distance’  is  a 
valid  provision,  and  should  be  liberally  construed  in  the 
interest  of  the  public  health  in  order  that  noxious  gases 
should  not  be  drawn  into  nearby  windows.” 

Phe  use  of  the  word  ‘adjoining’  in  another  and 
distinct  part  of  the  ordinance,  providing,  where  build¬ 
ings  are  of  different  height,  for  the  extension  of  vent 
lines  along  the  roofs  of  higher  buildings,  does  not  re¬ 
lict  the  application  of  such  provision  to  buildings 
actually  contiguous  to  buildings  containing  vent  lines.” 

The  decision  would  seem  to  carrv  with  it  also  a  recogni¬ 
tion  of  the  plumbing  rules  in  general,  so  that  they  have  in 
effect  the  same  force  as  any  city  ordinance. 
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METHOD  FOR  TESTS  FOR  ANTI-SIPHON 
TRAPS  OR  FIXTURES. 

Adopted  by  the  Board  of  Standards  and  Appeals, 
February  11,  1919. 

Resolved,  that  the  following  be  and  it  hereby  is  adopted 
by  the  board  of  standards  and  appeals  as  the  method  pre¬ 
scribed  for  tests  for  anti-siphon  traps  or  fixtures,  which 
must  be  successfully  passed  before  such  traps  or  fixtures 
shall  be  approved  under  Rule  88,  Rules  for  Plumbing  and 
Drainage : 

Instructions. 

1.  The  entire  cost  and  responsibility  for  the  installation 
of  the  necessary  equipment  for  such  test  shall  be  borne  by 
the  person  or  firm  submitting  the  appliance. 

2.  Such  person  or  firm  shall  also  furnish  the  board,  to¬ 
gether  with  the  application  for  test,  the  following  material 
and  information: 

(a)  A  stock  trap  of  the  size  and  design  to  be  tested, 
which  shall  be  of  the  P  and  S  type  and  shall  be  of  lead 
or  brass,  cast  in  one  piece,  and  without  interior  partitions 
or  mechanism. 

(b)  A  similar  trap  cut  in  half. 

(c)  A  similar  trap,  to  be  used  in  the  test,  provided  with 
glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  trap  during 
test,  and  such  observation  ports  shall  be  so  located  that  the 
amount  of  water  seal  remaining  after  each  test  can  be 
readily  observed. 

(d)  An  affidavit  that  the  three  traps  submitted  are  regu¬ 
lar  stock  traps. 

(e)  A  list  of  all  cities,  towns  or  municipalities  where 
such  trap  has  been  officially  approved  for  use  without  back 
venting. 

The  testing  apparatus  shall  be  located  within  the  City  of 
New  York,  and  in  a  place,  building  or  structure  to  meet 
the  approval  of  the  testing  authorities.  Such  apparatus  shall 
be  so  located  that  every  part  is  easily  accessible  for  inspec¬ 
tion. 

Apparatus. 

The  apparatus  shall  consist  of  the  following : 

A  tank  of  not  less  than  fifty  nor  more  than  one  hundred 
and  fifty  gallons  capacity,  with  adequate  water  supply  for 
refilling  the  same  during  the  test. 

A  vertical  wrought  iron  or  steel  pipe  line  fifty  feet  long, 
connected  to  the  underside  of  the  tank,  and  of  the  same 
internal  diameter  as  the  trap  to  be  tested. 

A  quick-opening  valve,  located  ten  feet  below  the  under¬ 
side  of  the  tank. 

A  TY  fitting  located  two  feet  below  the  quick-opening 
valve,  with  horizontal  branch  pipe  connected  thereto,  of 
the  same  diameter  as  the  vertical  line,  this  branch  lire  not 
to  exceed  two  feet  in.  length,  with  a  pitch  towards  the 
vertical  line  of  two  inches  to  the  foot,  and  the  trap  to 
be  tested  shall  be  connected  to  this  horizontal  branch  pipe. 

A  wash  basin,  or  fixture  answering  the  same  purpose, 
which  can  be  conveniently  connected  or  disconnected  from 
the  inlet  side  of  the  trap. 

The  test  shall  be  conducted  as  follows : 

For  Anti-Siphon  Qualities. 

For  the  purpose  of  determining  the  efficiency  of  the  trap, 
the  tank  shal  be  completely  filled,  a  water  seal  established 
in  the  trap;  and: — 

The  quick-opening  valve  shall  be  opened  for  five  seconds, 
then  closed  for  five  seconds,  and  this  alternating  process 
repeated  five  times. 

The  quick-opening  valve  shall  be  opened  and  the  entire 
contents  of  the  tank  discharged  at  one  time. 

The  wash  basin  shall  be  connected  to  the  trap,  filled  with 


water,  and  both  wash  basin  and  tank  discharged  simul¬ 
taneously.  The  quick-opening  valve  shall  be  kept  open  until 
the  entire  contents  of  the  tank  has  been  discharged. 

The  trap  shall  be  disconnected  and  a  bridge  of  solid  soap 
formed  across  the  lower  half  of  the  discharge  end  of  the 
trap,  so  as  to  effectually  block  one-half  of  the  clear  water¬ 
way,  and  the  foregoing  tests  repeated. 

Each  operation  shall  be  repeated  several  times,  if  desired 
by  the  testing  authorities. 

For  Self -Cleansing  Qualities. 

For  the  purpose  of  determining  its  self-cleansing  quali¬ 
ties,  the  trap  shall  be  filled  with  sand  and  the  wash  basin 
filled  with  water  and  allowed  to  discharge.  A  similar  opera¬ 
tion  shall  be  repeated  with  tea  leaves,  coffee  grounds,  saw¬ 
dust  and  grated  soap. 

For  Service  Qualities. 

The  service  qualities  of  the  trap  may  be  tested  as  fol¬ 
lows  : 

A  trap  which  has  been  in  actual  constant  use  for  a 
period  of  not  less  than  one  year  shall  be  removed  under 
the  supervision  of  a  representative  of  the  testing  authori¬ 
ties,  split  into  two  halves,  and  submitted  for  inspection,  for 
the  purpose  of  determining  whether  sediment  or  coating 
of  grease  or  other  foreign  matter  has  accumulated  in  the 
trap  during  service  conditions. 

Approval. 

An  approval  shall  not  be  issued  for  any  anti-siphon  trap 
which  has  been  subjected  to  the  foregoing  tests  unless  the 
trap  has: 

1.  Maintained  its  water  seal  throughout  the  test. 

2.  Been  successfully  scoured  of  any  foreign  substance 
placed  in  the  trap,  when  water  has  been  discharged  through 
same. 

3.  Upon  inspection,  after  service,  shown  no  excessive  ac¬ 
cumulation  of  grease  or  other  foreign  substance. 

Deep  Seal  Siphon-Jet  Fixtures,  or  Anti-Siphon  Fixtures.. 

Instructions :  Applicants  for  approval  of  deep  seal  siphon- 
jet  or  anti-siphon  fixtures  shall  submit  the  following  with 
their  application : — 

(a)  A  stock  fixture  of  the  size  and  design  to  be  tested. 

(b)  A  similar  fixture,  cut  in  half. 

(c)  A  similar  fixture,  to  be  used  in  the  test,  provided 
with  glass  observation  ports  of  sufficient  size  to  permit  clear 
observation  of  the  action  occurring  within  the  fixture  dur¬ 
ing  test,  and  such  observation  ports  shall  be  so  located  that 
the  amount  of  water  seal  remaining  after  each  test  can 
be  readily  observed. 

(d)  An  affidavit  that  the  three  fixtures  submitted  are 
regular  stock  fixtures. 

Apparatus. 

The  apparatus  shall  be  similar  to  that  required  for  anti¬ 
siphon  traps,  except  that  vertical  and  horizontal  pipes  shall 
have  an  internal  diameter  of  three  inches  for  testing  slop 
sinks  and  four  inches  for  testing  water  closets ;  tank  shall 
have  a  capacity  of  not  less  than  one  hundred  gallons  and 
the  fixture  shall  be  provided  with  its  usual  water  supply 
so  that  same  may  be  flushed  when  required. 

Test. 

For  the  purpose  of  determining  the  efficiency  of  the  fix¬ 
ture  to  maintain  a  water  seal,  it  shall  be  tested  in  a  manner 
similar  to  that  prescribed  for  anti-siphon  traps,  except  that 
no  soap  bridge  need  be  provided  at  the  outlet. 

Harris  H.  Murdock,  Chairman. 
William  T.  O’Gorman,  Secretary. 
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APPROVED  APPLIANCES 


1464-21-SA 


485-32-SA 

957-22-SA 


Air-Blast  Oil  Burner . 579-32-SA 

Anthony  Nebulvte  Oil  Burner .  1026-22-SA 

Auto-Heat  Oil  Burner. . .  284-33-SA 

Babcock  &  Wilcox  Mechanical  Oil  Burner....  45-21-SA 

Ballard  Automatic  Oil  Burner .  1363-23-SA 

Ballard  Low  Pressure  Mechanical  Oil  Burner..  1493-22-SA 

Ballard  Jr.  Oil  Burner .  1176-27-SA 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner .  1414-22-SA 

Best  Calorex  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil 

Burner  . 

Burn  well  Mechanical  Burner . 

Caloroil  Burner,  Type  A  A .  1361-24-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Coen  Mechanical  Oil  Burner .  942-21-SA 

Cornell  No.  1  Type  A  Oil  Burner .  397-23-SA 

Dahl  Mechanical  Fuel  Oil  Burner .  13-21-SA 

D’Elia  Oil  Burner .  155-31-SA 

DeWalt  Oil  Burner . 

Doe  Oil  Burner . 

Enco  Type  400  Steam  Atomizing  Oil  Burner 

Enco  Mechanical  Oil  Burner . 

Enterprise  Rotary  Fuel  Oil  Rurner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set 


68-24-SA 


Burners  for  Industrial  Use 

Maxon  Oil  Burner  (New  Style) .  1036-22-S/4 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . ’ 

Morse  Conical  Type  Steam  Atomizing  Burner.. 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner 
Morse  Fuel  Oil  Burner . 


National  Airoil  Low  Pressure  Burner. 
National  Airoil  Type  D-R  Rotary  Oil  Burner.. 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner.... 

Oilbilt  Burner . 

Oronoque  Oil  Burner.... 


541-31-SA 

317-31-SA 

1414-23-SA 

509-30-SA 


Frankfort  Type  P  Oil  Burner .  1046 


26-22-SA 


Gem  Fuel  Oil  Burner. 

General  Electric  Fuel  Oil  Burner,  Model  D-l. 
General  Electric  Oil  Burner,  Type  DA-2. 


23-SA 


Ghapco  Steam  Generator .  348 


11 1-26-SA 
434-32-SA 
228-33-SA 


•31-SA 


1636-21-SA 


Gilbert  &  Barker  Fuel  Oil  Burner 

Gold  Star  Oil  Burner,  Models  F  and  S .  166-33-SA 

jrant  Oil  Burner,  Model  “C” .  232-32-SA 

GRD  Fuel  Oil  Atomizer .  128-27-SA 

Hammond  Oil  Burner .  72-31-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hauck  Venturi  Low  Pressure  Oil  Burner.... 

Hayward  Oil  Burner . 

Hobeco  Oil  Burner  . 

Ho'by  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Tnduslo  Fuel  Oil  Burner  1-27 . 

Kreager  Oil  Burner . 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

Lientz  Oil  Burner . 

Lonergan  Automatic  Oil  Burner... 

Magna  Fuel  Oil  Burner . 

Mahrvel  Low  Pressure  Burner. 


327-31-SA 

938- 2'i-S  A 

939- 25-SAj 

XT  ■  ,  A  .  .  -  -  820-23-S A 

National  Airoil  High  Pressure  Burner .  185-29-SA 

186-29-SA 
548-31 -S A 
255-31-SA 
792-26-S A 
85-33-SA 

Paramount  Oil  Burner.  Model  A .  617-30-SA 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . 

Petro  Mechanical  Burner  and  Air  Register.... 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Peti  oleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner.'..'. 

Quinn  Oil  Burning  Equipment .  367-21-SA 

Ray  Rotary  Fuel  Oil  Burner.  Types  A  and  B . .  504-23-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 
Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

S.  &  K.  Mechanical  Fuel  Oil  Burner 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S‘  ^..T£nson  Co"  TyPe  30-A,  Rotary  Fuel 


044-21 -S A 
452-31-SA 
735-24-SA 


40-31-SA 


614-32-SA 
660-30-S A 
438-31-SA 


667-28-SA 
341-21-SA 
583-21-S A 
111  5-22-SA 
10-33-SA 


Oil  Burner 


S.  T  Johnson  Co..  Type  30-H.  Rotary  Fuel 
Oil  Burner  . 


197-32-SA 


88-27-SA 
696-30-SA 
1278-21-SA 
328-27-SA 
689-29-S A 
5-24-SA 
367-30-S A 
226-33-SA 
314-30-SA 
129-28-SA 
1 55-20-S A 
208-33-SA 
197-33-SA 
859-26-SA 


1 98-32-SA 
1203-22-SA 
1 83-22-S A 
146-33-SA 
603-29-S A 
106-33-SA 
624-30- S A 
92-23-SA 


Simplex  Turbine  Fuel  Oil  Burner . 

Steam  Oil  Burner . 

Stephens  Oil  Burner,  Models  No.  1  and  No. 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . 

Surface  Combustion  Low. Pressure  Burner. 

Tate-.Tones  Fuel  Oil  Burner.  “L”  Type..’...  1254-24-SA 

Tate- Jones  No.  6  Oil  Burner .  1444-2? 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner 

Todd  Spiro  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) 

Todd  Rotary  Fuel  Oil  Burner _ 

Todd  Steam  Atomizing  Fuel  Oil  Burner..]!’.’  123-23-SA 

Vaporoil  Burner . 

Winslow  Kleen  Heet  Rurner.  Models  805  &  820 
Wizard  Automatic  Oil  Burner 


23-SA 
297-29-SA 
1 525-22-SA 
470-31-SA 
94-32-S A 
454-25-S A 


44-32- S A 
19-25-S A 
1 81-33-S A 


notice 


BUILDING  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  th. 
Distribution  Division  of  the  City  Record  le~0a™, 

Broadway.  Price  $,.25;  by  $,™rd  ™  Weri 


ELECTRICAL  CODE  ON  SALE. 
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Copies  of  the  Electrical  Code  are  now  on  sale  at 
Distribution  Division ‘of  the  Citv  Record  Office  378  W 
Broadway.  Price  30c;  by  mail  35c. 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 
Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

029-27-A — 39  Fifth  avenue,  Manhattan. 

030-27-A — 13-16  Central  Park  West,  Manhattan. 

031-27- A — 20-28  West  72nd  street,  Manhattan. 

032-27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

454-25-SA — Todd  Rotary  Burner,  Models  A,  B  and  C,  ap¬ 
proval  of. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 

213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30- S A — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2^-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^4-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-3 1-S A — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31- S A — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32- S A — Croker  4-inch  Siamese,  approval  of. 

229-32-SA — Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32-SA — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

498-32-SA— Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 


528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-1J4, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA — Mohawk  Oil  Burner,  approval  of. 

218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

254-33-SA — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
282-33-SA — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

309-33-SA — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
9,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
traction  shall  not  be  prohibited  when  used  in  accordance 
vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
pecifications  for  this  material  which  have  been  adopted 
>v  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
ised  shall  conform  with  the  following  table,  all  weights 
liven  being  the  amount  of  lime  which  may  be  incorporated 
or  each  ninety-five  pound  bag  of  Portland  cement: 


1-1/4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2 J4 -5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  November  1,  1933 .  335 

Restored  to  Calendar .  94 

Miscellaneous  Applications. 

Requests  to  reopen .  286 

Requests  to  amend .  14 

Requests  for  modification . 44 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  60 

Requests  for  extension  of  permit .  9 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  13 

Administrative  requests  .  0 

Requests  for  interpretation .  26 

Total .  1144 

Disposed  of .  884 

Cases  pending  November  1,  1933 .  260 


DISPOSITION  OF  CASES. 

Withdrawn  .  44 

Dismissed .  20 

Denied  .  103 

Granted  .  4 

Granted  on  condition .  194 

Appliances  approved .  40 

Appliances  dismissed,  disapproved  or  withdrawn .  24 

Rules  approved .  l 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  237 

Requests  to  reopen  denied .  23 

Requests  to  amend  granted . • .  14 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  43 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  60 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  9 

Requests  for  extension  of  permit  denied .  o 

Requests  to  install  granted .  0 

Requests  to  install  denied .  o 

Plans  approved .  13 

Plans  disapproved  . 0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  26 

Requests  withdrawn  or  dismissed .  26 

Total .  884 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
aal  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  bv  anv 
other  method  of  delay.  .  y  y 

Sixth  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


Henry  L.  Connell 
James  P.  Holland 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


»tri 


Any  person  desiring  to  consult  the  chairman  or  the  en- 
1  "  _  gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 

Chief  John  J.  McElligott  only  between  the  hours  of  ten  in  the  morning  and  one  in 

‘  e  afternoon — Saturdays  excepted. 


John  Guilfoyle  .  mm  axis’ 

•  John  J.  McElligott 
William  J.  O’Gorman,  Secret(^,^\  \  Z  A0^t,T 


Edward  V.  Barton,  Chief  Clerk 

_ _  ysu  jo  kw an 

Office — Municipal  Building,  Rooms  1001  to  1015. 

Telephone — WOrth  2-G184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


CALL  OF  CLERK’S  CALENDAR 

"iyhe  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  November  13,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  November  20,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decision. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  November  8,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  November  8,  1933,  2 
P.  M. 

Exit  Rules  (Revolving  Doors). 

Factory  Exit  Rules. 

Smoking  in  Factory,  Rules. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall-  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

_  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  sc  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

.  Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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# 


DOCKET. 


CALL  OF  CLERK’S  CALENDAR 


New  Cases  Filed  up  to  November  8,  1933. 

Cal.  No.  Department.  Premises  Affected. 

337-33-BZ . D.B.Bx. .  .East  side  of  River  ave.,  100  ft. 

north  of  E.  161st  st.  (Block 
2484,  Lot  9),  Bx., 

- -  Decision 

336-33-S . D.B.B _ 435-445  Fulton  st.  &  408-420 

Jay  st.,  northwest  corner 

(Block  150,  Lot  1),  Bklyn., 

-  L.  D.  0434  &  L.  D.  0435 

Restored  to  Calendar. 

1393-24-BZ . D.B.M....250  Dyckman  st.  &  19  Payson 

ave.  (Block  2246,  Lot  58), 

-  Man.,  Alt.  560-33 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


Last 

Certificate  of  Occupancy,  approved 

forms  . Aug. 

Concrete  Flat  Slabs,  Kules . .June 

Concrete  Rules  (Hydrated  Lime) ..  .Nov. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) ...  Nov. 

Factory  Exit  Rules . Nov. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Oct. 

Fireproof  Wood,  Testing  of . July 

Frame  Garages,  Ruling  for . Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . .June 

Plumbing  Rules . Nov. 

Procedure.  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  tor... Nov. 

Sprinkler  Rules . Dec. 

Standpipe — Fireline  Rules  . Sept. 

Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


Publication  in  Bulletin 


2, 

1932— Vol. 

17 

No. 

31 

6, 

1933— Vol. 

18 

No. 

23 

7, 

1933— Vol. 

18  No. 

45 

38, 

1933— Vol. 

18 

No. 

13 

14, 

1933— Vol. 

18  No. 

46 

14, 

1933— Vol. 

18 

No. 

46 

26, 

1933— Vol. 

18 

No. 

39 

30, 

1933— Vol. 

18 

No. 

22 

10, 

1933 — Vol. 

18  No. 

41 

11, 

1933— Vol. 

18 

No. 

28 

21, 

1919— Vol. 

4 

No. 

3 

19, 

1933 — Vol. 

18 

No. 

38 

7, 

1925— Vol. 

10 

No. 

14 

5, 

1928— Vol. 

13 

No. 

23 

13, 

1933— Vol. 

18 

No. 

24 

7, 

1933— Vol. 

18 

No. 

45 

20, 

1933— Vol. 

18 

No. 

25 

18, 

1933— Vol. 

18 

No. 

16 

14, 

1933— Vol. 

18  No. 

46 

6, 

1932— Vol. 

17 

No. 

49 

26. 

1933— Vol. 

18 

No. 

39 

7, 

1932— Vol. 

17 

N  0. 

23 

10, 

1923— Vol. 

8 

No. 

15 

LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Oct. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Oct. 

Fuel  Oil  Burners  for  Industrial  Use.Nov. 
Fuel  Oil  Pumps . Nov. 


10,  1933— Vol.  18  No.  41 

24.  1933— Vol.  18  No.  43 
7,  1933— Vol.  18  No.  45 
7,  1933— Vol.  18  No.  45 


COURT  DECISION 

Commencing  with  the  issue  of  the  Bulletin  of  October  10, 
1933.  all  court  decisions  involving  cases  decided  by  the 
Board  since  January  1,  1933,  will  be  published  in 
this  column  as  soon  as  reports  are  available. 

Peop'e  ex  rel.  88th  Holding  Co.,  Inc.,  v.  Murdock — Mr.  Justice 
McGeehan — Certiorari  dismissed.  February  3,  1933, 
Board  denied  application  for  gas  station  in  business 
district,  under  section  21;  Cal.  No.  546-32-BZ;  prem¬ 
ises  northeast  corner  of  Williamsbridge  road  and  Lydig 
avenue.  The  Bronx. 


MONDAY,  NOVEMBER  13,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

141-33-BZ. 

APPLICANT — Archie  M.  Samuels,  substituted  for  Robert 
E.  Collyer,  for  Elsie  J.  Hassall,  owner. 

PREMISES — Northwest  corner  of  Farmers  boulevard  and 
143rd  road  (Block  No.  3238,  Lot  No.  109),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

206-33-BZ. 

APPLICANT — James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

PREMISES — South  side  of  Fleet  street,  99  ft.  west  of 
Greenway  South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  and  “F”  area  district  the 
omission  of  the  required  yaid. 

263-33-BZ. 

APPLICANT — John  F.  Seekamp,  for  John  F.  Seekamp  and 
Dorothy  A.  Seekamp,  owners. 

PREMISES — Southwest  corner  of  Hillside  avenue  and 
Cross  Island  boulevard  (Block  No.  1481,  Lot  No. 
54),  Hollis,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

287-33-BZ. 

APPLICANT — Fred  Meier,  for  William  Allan,  owner. 

PREMISES— Northwest  corner  of  Jamaica  avenue  and 
Newtown  road  (Block  No.  695,  Lot  Nos.  1  and 
D/2),  Astoria,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

319-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Nicholas  Her¬ 
man,  owner. 

PREMISES — 234-22  Merrick  boulevard,  southwest  corner 
of  235th  street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

384-31-BZ. 

APPLICANT — Charles  Goodman,  for  Apex  Gas  Station, 
Inc.,  present  owner. 

PREMISES — 2596-2604  Linden  boulevard,  southwest  corner 
of  Crescent  street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  use  district  the  erection  of 
office,  grease  pit  and  car  washing  building  to  be 
used  as  accessory  to  an  existing  gasoline  service 
station  (previously  dismissed  for  lack  of  prosecution; 
reopened  and  restored  to  Calendar  September  26, 
1933). 
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NOVEMBER  14,  1933,  10  A.  M. 

Building  Zone  Applications. 

•NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
14,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 

cal.  no.  278-33-BZ — Application,  August  22,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  Lloyd  E.  Mellor,  appli¬ 
cant,  on  behalf  of  S.  E.  &  M.  E.  Bern- 
heimer  Co.,  owner,  to  permit,  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  alteration  and  change 
of  occupancy  of  part  of  the  first  story 
of  an  existing  building  from  dwelling  to 
business  use;  premises  2401-2407  Broad¬ 
way  and  251-255  West  88th  street, 
northwest  corner  (Block  No.  1236,  Lot 
No.  10),  Manhattan. 

cal.  no.  803-27-BZ — Application,  July  12,  1927 ;  denied  De¬ 
cember  27,  1927 ;  reopened  July  11,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  John  M.  Baker,  appli¬ 
cant,  substituted  for  Edward  P.  Doyle, 
on  behalf  of  Richard  Welsh,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northeast  corner  of 
Laurel  Hill  boulevard  and  58th  street 
(Betts  avenue),  (Block  No.  2341,  Lot 
No.  46),  Winfield,  Borough  of  Queens. 

cal.  no.  202-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

CAL.  no.  240-33-BZ — Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  be¬ 
half  of  John  J.  Halleran,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Nassau  boulevard  and  250th  street 
(Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  1 90-29-BZ — Application,  March  22,  1929,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Henry  C.  Brucker,  applicant,  on  be¬ 
half  of  Faw  Realty  Co.,  Inc.,  owner,  to 
permit  in  a  business  district  the  erection 


and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  granted  by  the  board  on  No¬ 
vember  12,  1929;  time  to  obtain  permits 
and  complete  work  has  expired ;  re¬ 
opened  October  24,  1933,  for  extension 
of  time ;  premises  1927  Hancock  street, 
south  side,  100  ft.  west  of  Seneca  ave¬ 
nue  (Block  No.  2838,  Lot  No.  24), 
Ridgewood,  Borough  of  Queens. 

cal.  no.  78-33-BZ — Application,  February  27,  1933 ;  granted 
on  certain  conditions  April  25,  1933 ;  re¬ 
opened  September  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Helen  Flood,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  garage  for  five  (5) 
motor  vehicles  as  a  modification  of  the 
resolution  adopted  by  the  board  varying 
the  use  district  for  a  motor  vehicle  re¬ 
pair  shop  and  a  blacksmith  shop;  prem¬ 
ises  452-460  West  167th  street  (Block 
No.  2111,  Lot  No.  92),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon.  November 
14,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  192-33-BZ— Application,  May  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Daniel  G.  Albert,  applicant,  on  be¬ 
half  of  Kings  Lane  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  9201-9215 
Kings  highway,  northeast  corner  of  East 
92nd  street  (Block  No.  4667,  Lot  No. 
74),  Brooklyn. 

CAL.  NO.  277-33-BZ— Application,  August  19,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Casper  P.  Colla,  applicant, 
on  behalf  of  Anna  Rocco,  owner,  to  per¬ 
mit  the  extension  from  an  unrestricted 
use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five 
(5)  motor  vehicles;  premises  89-91 
Withers  street,  north  side,  80  ft.  west  of 
Leonard  street  (Block  No.  2737,  Lot 
Nos.  27  and  28),  Brooklyn. 

cal.  no.  259-33-BZ — Application,  July  2,  1933,  under  sec¬ 
tions  7c  and  21  of  the  building  zone 
resolution,  of  James  P.  Boyland,  appli¬ 
cant,  on  behalf  of  Frank  H.  Beck, 
owner,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  fac¬ 
tory  building;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of 
East  239th  street  (Block  No.  5074,  Lot 
No.  13),  The  Bronx. 
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cal.  no.  155-33-BZ — Application,  April  24,  1933,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  Nathan  D.  Aron,  applicant, 


CALENDAR 


on  behalf  of  Vito  Jacovino  and  Samuel 
Kaplan,  owners,  to  permit  in  a  residence 
district  the  maintenance  of  a  business 
use  (wrecking  automobiles  and  selling 
parts)  ;  premises  846-848  Shepherd  ave¬ 
nue,  west  side,  205  ft.  south  of  Linden 
boulevard  (Block  No.  4363,  Lot  Nos. 
17  and  18),  Brooklyn. 

cal.  no.  724-29-BZ — Application,  December  12,  1929 ;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

cal.  no.  331-32-BZ — Application,  June  9,  1932;  granted  on 
certain  conditions  September  23,  1932; 
reopened  October  31,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Elljane  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  maintenance  for  a  further 
temporary  period  of  an  existing  gasoline 
service  station;  premises  southeast  cor¬ 
ner  of  Boston  road  and  Astor  avenue 
(Block  No.  4343,  Lot  No.  30),  The 
Bronx. 

cal.  NO.  249-32-BZ — Application,  May  6,  1932;  granted  on 
certain  conditions  October  14,  1932 ;  re¬ 
opened  October  31,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Larry  Meltzer,  applicant,  substituted  for 
Benjamin  N.  Brody,  on  behalf  of 
Michelina  Volpe,  owner,  to  permit  in  a 
business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  and  of  a  gaso¬ 
line  service  station  (granted  by  the 
board)  without  the  concrete  curb  re¬ 
quired  by  the  resolution;  premises  2-8 
Meeker  avenue,  southeast  corner  of 
Manhattan  avenue  (Block  No.  2825, 
Lot  No.  1),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  20,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

602-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

PREMISES— 94-41  to  94-47  Old  South  road,  northwest 
corner  of  North  Conduit  avenue  (Block  No.  2659, 
Lot  No.  55),  South  Ozone  Park,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

509-20-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ben  Beyer  Realty 
Corp.,  present  owner. 


PREMISES — 1201-1219  Coney  Island  avenue,  east  side,  240 
ft.  north  of  Avenue  I  (Block  No.  6695,  Lot  Nos. 
61  and  66),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station  in  an  exist¬ 
ing  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board;  reopened  July  18, 
1933). 

723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Baldassare  Curreri, 
owner. 

PREMISES — 261-267  Sheridan  avenue,  southeast  corner  of 
Conduit  boulevard  (Sunrise  highway),  (Block  No. 
4239,  Lot  No.  9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  by  the  board;  reopened  September  26,  1933). 

150-33-BZ. 

APPLICANT — Emil  Guterman,  for  Samuel  H.  Livingston, 
owner. 

PREMISES — Northeast  corner  of  Liberty  avenue  and  109th 
street  (Block  No.  541,  Lot  No.  28),  Richmond 
Hill,  Borough  of  Queens. 

APPLICATION,  under  sections  7a,  7c  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  gasoline  service  station  and,  also,  the  con¬ 
version  of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop. 

267-33-BZ. 

APPLICANT — Koch  &  Wagner,  for  Bohack  Realty  Corp., 
owner. 

PREMISES — 1729-1735  Flatbush  avenue,  northeast  corner 
of  East  35th  street  (Block  No.  7599,  Lot  Nos.  6,  7, 
8  and  9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

329-33-BZ. 

APPLICANT — Joseph  J.  Furman,  for  Jack  Davidowitz, 
owner. 

PREMISES — 2-14  Clarkson  avenue  and  741-747  Flatbush 
avenue,  southeast  corner  (Block  No.  5064,  Lot  No. 
17),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
business  building. 

128-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

PREMISES — 664-690  Coney  Island  avenue,  southwest  cor¬ 
ner  of  Avenue  C  (Block  No.  5378,  Lot  No.  5), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  modification  of  a  resolution  granting  in  a 
business  district  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by 
the  board),  so  as  to  permit  the  extension  in  area 
of  the  existing  gasoline  service  station— the  inclu¬ 
sion  of .  the  gasoline  service  station  within  the 
garage  was  also  granted  by  the  board  (reopened 
September  12,  1933). 
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NOVEMBER  21,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  bearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  203-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Borden’s  Farm  Products  Co.,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and 
the  southeast  corner  of  5th  street  (Block 
No.  987,  part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  241-33-BZ — Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  no.  229-33-BZ — Application,  June  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Autumn  Goodis,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  130-09  Jerome  avenue 
(Block  No.  508,  Lot  Nos.  25  and  27), 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  147-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Celler  &  Kraushaar,  applicants,  on 
behalf  of  Arseekay  Syndicate,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  333.03  ft.  east 
of  56th  avenue  (Block  No.  1845,  Lot 
No.  41),  Elmhurst,  Borough  of  Queens. 

cal.  no.  199-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  William  H.  Parry,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northeast  corner 
of  250th  street  and  Nassau  boulevard 
(Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  332-32-BZ — Application,  June  9,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Kabor  Holding  Corp., 
owner,  to  permit  the  erection  of  a  gaso¬ 
line  service  station ;  denied  September 
27,  1932;  reopened  June  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 


trict,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  sta¬ 
tion ;  denied  July  14,  1933;  reopened 
under  new  facts  October  17,  1933 ; 
premises  3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No. 
3323,  Lot  Nos.  55,  64  and  82),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

103-33-A — 278  Madison  avenue  (Block  No.  869,  Lot  No. 
61),  Manhattan. 

286-33-A — 328-346  Henry  street  (Block  No.  290,  Lot  No. 
14),  Brooklyn. 

235-33-A— 423-431  West  123rd  street  (Block  No.  1964,  Lot 
No.  12),  Manhattan. 

248-33-A — 89-25  Parsons  boulevard  (Block  No.  834,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

Petitions  for  Variations. 

47-33-S — South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

170-33-S — -134-25  Northern  boulevard  (Block  No.  780,  Lot 
No.  72),  Flushing,  Borough  of  Queens. 
213-33-S — 404-412  Fourth  avenue  (Block  No.  858,  Lot  No. 
36),  Manhattan. 

230-33-S — 48  West  15th  street  (Block  No.  816,  Lot  No. 
68),  Manhattan. 

Appliance  Submitted  for  Approval. 

333-33-SA — Jacobsen  Balanced  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  27,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

1197-23-BZ. 

APPLICANT — Standard  Oil  Company  of  New  York,  Inc., 
for  Ross  &  Heilig  Realty  Corp.,  owner. 

PREMISES — 714  Southern  boulevard  (Block  No.  2729,  Lot 
No.  6),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  (reopened  July  5,  1933). 

207-33-BZ. 

APPLICANT — Michael  Glick,  for  O’Brien  Building  Corp., 
owner. 

PREMISES — Southwest  corner  of  Webster  avenue  and 
East  204th  street  (Block  No.  3330,  Lot  Nos.  65,  66, 
67  and  68),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
parking  space  for  more  than  five  (5)  motor 
vehicles. 

1323-25-BZ. 

APPLICANT — William  F.  Regan,  for  Marie  Bausmann, 
owner. 

PREMISES — 7021  73rd  place  (formerly  known  as  4621 
Proctor  street),  (Block  No.  3792,  Lot  Nos.  44  and 
46),  Glendale,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  September  12,  1933). 
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706-29-BZ. 

APPLICANT — Max  Levy,  owner. 

PREMISES — 238-240  Pennsylvania  avenue  and  2072-2076 
Pitkin  avenue,  southwest  corner  (Block  No.  3737, 
Lot  Nos.  19,  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  cutting  of  two  (2) 
additional  vehicular  entrances  to  an  existing  gasoline 
service  station  previously  granted  by  the  board  (re¬ 
opened  September  26,  1933). 

699-30-BZ. 

APPLICANT — William  F.  Doyle,  for  512  West  56th  Street 
Corp.,  owner. 

PREMISES — East  side  of  Jerome  avenue,  100  ft.  south  of 
196th  street  (Block  No.  3317,  Lot  Nos.  23  and  25), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack  of  prosecu¬ 
tion;  reopened  and  restored  to  Calendar  October 
17,  1933). 

495-32-BZ. 

APPLICANT — Michael  Levine,  for  Navillus  Realty  Corp., 
owner. 

PREMISES — 122-13  to  122-21  Rockaway  boulevard  (Block 
No.  2512,  part  of  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  denied  under 
section  7f;  reopened  May  31,  1933). 

326-33-BZ. 

APPLICANT — Sound  View  Properties,  Inc.,  owner. 

PREMISES — Southwest  corner  of  Randall  avenue  and 
Sound  View  avenue  (Block  No.  3523,  Lot  No.  34). 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


and  maintenance  of  a  gasoline  service 
station;  premises  5914-5924  Church  ave¬ 
nue  and  902-912  Ralph  avenue,  south¬ 
west  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

cal.  no.  262-33-BZ— Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  &  Marshall,  applicants,  on  be¬ 
half  of  John  Wild  and  Mary  C.  Wild, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Merrick  road  and  125th  ave¬ 
nue  (Block  No.  3208,  Lot  Nos.  122,  124 
and  126),  South  Jamaica,  Borough  of 
Queens. 

CAL.  NO.  265-33-BZ— Application,  August  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Guttag  Brothers,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Holland  avenue  and  Boston  road 
(Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

cal.  no.  477-31-BZ— Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  January  5,  1932;  re¬ 
opened  May  20,  1932,  under  section  7f 
of  the  building  zone  resolution;  with¬ 
drawn  July  15,  1932;  reopened  October 
17,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block 
No.  3175,  Lot  Nos.  201  and  243),  Bay- 
side,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NO  i  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  N ovember 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  233-33-BZ — Application,  June  23,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  1525  Myrtle  Avenue  Realty 
Co.,  Inc.,  owner,  to  permit  the  exten¬ 
sion  from  an  unrestricted  district  into 
a  business  district  of  an  existing  gaso¬ 
line  service  station;  premises  1517-1543 
Myrtle  avenue  (Block  No.  3328,  Lot 
No.  1),  Brooklyn. 

cal.  no.  250-33-BZ— Application,  July  11,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Anna  Hochman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 


NOVEMBER  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing-  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  November 
28,  1 93.1 1,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


cal.  no.  196-33-BZ— Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of.  J.  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 


tion  21  of  the  building  zone  resolutic 
ot  Nat  C.  Helman,  applicant,  on  beh; 
of  Marie  V.  Hogan,  owner,  to  pern 
in  a  business  district  the  erection  ai 
maintenance  of  a  gasoline  service  st 
tion;  premises  2761-2771  86th  stre 
northwest  corner  of  West  9th  stre 
(Block  No.  7141,  Lot  No.  1),  Broo 
Ivn. 
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cal.  no.  219-33-BZ— Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Milton  M.  Samuels,  applicant,  on  be¬ 
half  of  88th  Holding  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  192nd  street  and  35th  avenue  (Block 
No.  922,  Lot  No.  39),  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  1393-24-BZ — Application,  November  24,  1924; 

garage  denied  April  28,  1925 ;  reopened 
January  18,  1927 ;  granted  on  certain 
conditions  March  15,  1927;  reopened 
May  23,  1933,  under  section  21  of  the 
building  zone  resolution,  of  James  Mc¬ 
Kenna,  applicant,  on  behalf  of  Watson- 
McKenna  Realty  Corp.,  present  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  extension  of  an  existing 
garage  for  more  than  five  (5)  motor 
vehicles ;  dismissed  for  lack  of  prosecu¬ 
tion  October  10,  1933  ;  reopened  and  re¬ 
stored  to  Calendar  November  8,  1933 ; 
premises  250  Dyckman  street  (Block 
No.  2246,  Lot  No.  58),  Manhattan. 
HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
5,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  210-33-BZ — Application,  June  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Frommer,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing 
building  to  a  business  use  (store)  ; 
premises  238-240  Kosciusko  street,  south 


side,  66  ft.  east  of  Tompkins  avenue 
(Block  No.  1786,  Lot  No.  5),  Brook¬ 
lyn. 

..  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

no.  274-33-BZ — Application,  August  16,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Wilson  Dayton,  applicant,  on 
behalf  of  41-11  Bell  Avenue  Co.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  215-32  Northern 
boulevard  (Block  No.  3177,  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

L.  no.  632-23-BZ — Application,  May  23,  1923 ;  garage 
granted  on  certain  conditions  October 
7,  1 924 ;  reopened  and  resolution  modi¬ 
fied  March  17,  1925 ;  reopened  May  9, 
1933,  after  inspection  by  a  committee 
of  the  board,  under  section  21  of  the 
building  zone  resolution,  of  Talley  & 
Lamb,  applicants,  on  behalf  of  Martino’s 
Building  Corp.,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
alteration  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously 
granted  by  the  board),  so  as  to  permit 
therein  the  erection  and  maintenance  of 
a  gasoline  service  station  and,  also,  the 
extension  of  this  proposed  gasoline  serv¬ 
ice  station;  premises  1713-1729  Neptune 
avenue  (Block  No.  6994,  Lot  Nos.  1 
and  104),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  NOVEMBER  8,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  October  31,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
October  31,  1933,  were  approved  as  printed  in  Bulletin  No. 
45,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

196-33-BZ. 

APPLICANT— Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  use. 


PREMISES  AFFECTED— 57  St.  Marks  place  (Block 
No.  450,  Lot  No.  46),  Manhattan. 
APPEARANCES— 

For  Applicant :  Arthur  Deimel  and  J.  Edward 
Saltzman. 

For  Opposition:  Frank  P.  Catinela,  Irving  Hatter, 
Rev.  Father  Podgorsek,  Carl  Safir  and  Joseph 
Wolosky. 

ACTION  OF  BOARD— Laid  over  to  November  28,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


225-33-BZ. 

APPLICANT — Nat  C.  Helman,  for  Marie  V.  Hogan, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
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PREMISES  AFFECTED — 2761-2771  86th  street,  north¬ 
west  corner  of  West  9th  street  (Block  No.  7141, 
Dot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Nat  C.  Helman. 

For  Opposition:  Fil.  M.  D’Agostino. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


1393-24-BZ. 

APPLICANT — James  McKenna,  for  Watson-McKenna 
Realty  Corp.,  present  owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar — re  Application  (decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  alteration  and 
extension  of  an  existing  garage  for  more  than  five 
(5)  motor  vehicles  previously  granted  by  the 
board. 

PREMISES  AFFECTED — 230  Dyckman  street  (Block 
No.  2246,  Lot  No.  58),  Manhattan. 
APPEARANCES— 

For  Applicant:  Harrison  Brandt. 

ACTION  OF  BOARD — Application  reopened,  Calendar 
Call  waived  and  set  for  hearing  November  28,  1933, 
at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


236-33-BZ. 

APPLICANT — Otto  J.  Sambach,  for  Anthony  Gilmour, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  coal  pocket. 

PREMISES  AFFECTED — 902  Huguenot  avenue,  west 
side,  225  ft.  south  of  Staten  Island  Railroad  (Block 
No.  6815,  Lot  No.  58),  Huguenot,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Otto  J.  Sambach. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(256-33-BZ) 


Whereas,  Otto  J.  Sambach,  for  Anthony  Gilmour,  owner, 
filed,  July  19,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  coal  pocket;  premises  902  Huguenot  ave¬ 
nue,  west  side,  225  ft.  south  of  Staten  Island  Railroad  (Block 
No.  6815,  Lot  No.  58),  Huguenot,  Borough  of  Richmond; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  8,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Amboy  road  is  in  a  business  dis¬ 
trict;  Huguenot  avenue  is  in  a  business  district,  and  Hawley 
avenue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  July  5,  1933  (re  N.  B.  No.  291-33),  reads: 

“Your  application  New  Bldg.  No.  291-33  to  erect  a 
four  (4)  Silo  Concrete  Coal  Pocket  for  Anthony  Gil¬ 


mour  at  premises  No.  902  Huguenot  Ave.,  west  side, 
225'  south  of  S.I.R.R.,  Borough  of  Richmond,  is  hereby 
disapproved,  it  being  contrary  to  Article  II,  Sec.  4, 
Sub.-div.  45  of  the  Zoning  Resolution  to  build  a  coal 
pocket  in  a  business  district.’’ ; 
and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
l>lot  of  ground  having  a  frontage  of  25  ft.  on  Huguenot 
avenue,  a  distance  of  441  ft.  along  the  southeast  lot  line  and 
315  ft.  along  the  right-of-way  of  the  Staten  Island  Railroad, 
upon  which  it  is  proposed  to  erect  four  silo  concrete  coal 
pockets,  each  having  a  diameter  of  16  ft.  and  a  total  height 
of  50  ft.;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  21  on  the  grounds  of  practical  difficulty 
and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  con¬ 
struction  of  four  (4)  concrete  silos  of  the  dimensions  indi¬ 
cated  on  plans  filed  with  this  application  and  in  the  ap- 
proximate  location  shown  thereon,  on  condition  that  there 
shall  be  erected  on  the  property  line  to  the  east,  between  this 
property  and  the  adjoining  church  property,  a  substantial 
woven- wire  fence  at  least  6  ft.  in  height;  that  these  silos 
shall  be  used  for  the  storage  of  anthracite  coal  only  and  that 
no  bituminous  coal  or  other  fuel  shall  be  stored  on  the  prop¬ 
el  ty ,  that  these  silos  shall  be  painted  and  that  no  sign  shall 
>e  erected  thereon;  that  the  conveyors  and  hoppers  shall  be 
located  toward  the  railroad  track;  that  no  other  non-con- 
in  rming  use  shall  be  permitted  on  the  property  under  appeal 
during  the  continuation  of  the  zoning  variance  granted  here¬ 
in,  and  that  all  permits  shall  be  obtained  within  three  (3) 
months  and  all  work  involved  shall  be  completed  within  six 
(6)  months  from  the  date  of  this  action. 


268-33-BZ. 

APPLICANT  Bly  &  Hamann,  for  Francesca  Viegal 
owner. 

SL BJ ECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  7b  of  the  building  zone 
i  esolution,  to  permit,  partly  in  a  business  district 
and  partly  m  a  residence  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  store  on 
the  first  story  and  as  dwelling”  above 
PREMISES  AFFECTED  535  Rutland  road  north  side, 
M  ft .  &y2  in.  west  of  Kingston  avenue  (Block  No. 
4803,  Lot  bio.  43),  Brooklyn 

APPEARANCES— 

For  Applicant:  James  F.  Bly. 

For  Opposition:  None. 

THp1  VOTE— B°ARD  APpl*cation  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell . .  \ 

THE  RESOLUTION— 


((»UO-00-DZ-.  ) 


Whereas,  Bly  &  Hamann,  for  Francesca  Viegal,  owner, 
hied  August  9,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
m  a  residence  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  store  on  the  first  story  and  as 
(hvelling  above  premises  535  Rutland  road,  north  side,  94  ft. 

west  Kingston  avenue  (Block  No.  4803,  Lot  No. 
43),  Borough  of  Brooklyn;  and 

Whereas  a  pubhc  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting 
November  8  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and  h 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Rutland  road  is  in  a  resident 
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district;  Midwood  street  is  in  a  residence  district,  and 
Kingston  avenue  is  in  a  business  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  July  27,  1933  (App.  No.  7855-33),  reads: 

“Proposed  store  to  be  located  partly  in  a  business 
use  and  partly  in  a  residential  district  is  contrary  to 
Art.  II,  Section  3  of  Zone  Resolution.”; 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  two  (2)  stories  in  height,  with  a  frontage  of  20  ft.  and 
a  depth  of  60  ft. ;  to  be  occupied  as  a  store  on  the  first  story 
and  a  dwelling  above ;  and 

Whereas,  the  board  is  empowered  under  section  7,  sub¬ 
division  b,  of  the  building  zone  resolution,  to  grant  an  ap¬ 
plication  of  this  character. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  building  shall  be  erected  substantially  in  accordance 
with  the  plans  filed  in  the  application  and  shall  be  at  least 
two  stories  in  height  and  not  over  two  stories,  permitting  the 
ground  floor  to  be  used  for  business  purposes  as  a  store, 
prohibiting  its  use  as  a  fish  market,  delicatessen  or  paint 
shop,  with  residential  quarters  above ;  that  the  building  shall 
conform  in  area  and  architectural  appearance  substantially 
as  shown  on  plans  filed  herein ;  that  all  permits  shall  be  ob¬ 
tained  within  three  months  and  all  work  completed  within 
six  months  from  the  date  of  this  resolution. 


296-33-BZ. 

APPLICANT — Bertram  G.  Eadie,  for  Richmond  Railways, 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7a,  7g  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for 
more  than  five  (5)  motor  vehicles  and,  also,  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 92  Brook  street,  south  side,  180 
ft.  east  of  Jersey  street  (Block  No.  34,  Lot  Nos.  12, 
45,  52,  1  and  22),  Tompkinsville,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Bertram  G.  Eadie  and  Roderic 
Cleary. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(296-33-BZ) 

Whereas,  Bertram  G.  Eadie,  for  Richmond  Railways, 
Inc.,  owner,  filed,  September  12,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles  and,  also,  a  motor  vehicle  repair  shop; 
premises  92  Brook  street,  south  side,  180  ft.  east  of  Jersey 
street  (Block  No.  34.  Lot  Nos.  12,  45,  52,  1  and  22), 
Tompkinsville,  Borough  of  Richmond:  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  8.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Brook  (Brighton  boulevard)  street 
is  in  a  business  district ;  Jersey  street  is  in  a  business  dis¬ 
trict  ;  Pike  street  is  in  a  business  ditrict ;  Victory  boulevard 
is  in  a  business  district,  and  Castleton  avenue  is  in  a  business 
district ;  and 


W  hereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  September  9,  1933,  reads : 

“Your  application  N.  B.  Plan  462-33  filed  September 
8,  1933,  for  a  garage  and  repair  shop  at  92  Brook 
Street,  south  side,  180'  east  of  Jersey  Street,  Tompkins¬ 
ville,  Borough  of  Richmond,  is  hereby  disapproved,  for 
the  reason  that  it  is  contrary  to  the  Zoning  Resolution 
to  erect  a  garage  and  repair  shop  for  more  than  five 
motor  vehicles  in  a  business  use  district.” ; 
and 

Whereas,  the  building  is  to  be  of  incombustible  construc¬ 
tion,  one  story  (20  ft.)  in  height,  with  a  frontage  of  130  ft. 
and  26  ft.  and  a  depth  of  120  ft. ;  to  be  occupied  as  a  garage 
and  repair  shop  for  more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deems  that  the  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  sections  7g  and  21  of  the 
building  zone  resolution,  having  filed  over  80  per  cent  of 
consents  in  support  of  section  7g,  as  provided  therein. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  erected  substantially  as  indicated  on  the 
plans  filed  with  this  application  as  a  storage  garage  for  more 
than  five  (5)  motor  busses  and  for  an  automobile  repair 
shop;  that  this  building  shall  be  located  substantially  as  in¬ 
dicated  on  plans  filed  and  of  the  dimensions  indicated  there¬ 
on  and  not  to  exceed  one  story  in  height ;  that  the  building 
shall  be  erected  of  brick,  with  roof  of  incombustible  mate¬ 
rials,  supported  on  steel  trusses ;  that  the  interior  free 
standing  steel  columns  supporting  the  roof  shall  be  fire¬ 
proofed  with  at  least  1  inches  of  cement  fireproofing  with 
steel  protection  to  protect  same  for  a  height  of  at  least  6  feet 
above  the  floor ;  that  there  shall  be  installed  in  the  roof  of 
the  garage  and,  also,  of  the  overhaul  shop,  metal  skylights, 
not  less  than  8  feet  by  8  feet  in  area  or  of  equivalent  area, 
glazed  with  thin  glass  with  wire  mesh  screens  above  and 
below ;  that  these  skylights  shall  be  well  separated,  two  in 
the  roof  over  the  overhaul  shop  and  four  in  the  main  garage 
portion ;  that  there  shall  be  installed  an  approved  one-source 
wet  sprinkler  system  in  lieu  of  a  standpipe-fireline  system, 
fed  from  street  pressure,  and  covering  the  entire  area ;  that 
the  street  pressure  shall  be  at  least  45  pounds  at  all  times ; 
that  there  shall  be  no  building  erected  on  the  westerly  end 
of  the  property,  which  may  be  required  by  the  City  of  New 
York  for  the  extension  of  Castleton  avenue  to  Brook  ave¬ 
nue  ;  that  the  motor  vehicle  repair  work  shall  be  limited  to 
that  portion  of  the  building  marked  “Overhaul  Shop” ;  that 
the  wall  separating  the  overhaul  shop  from  the  bus  storage 
shall  be  at  least  8  inches  thick,  of  brick,  extending  from 
floor  to  roof,  and  unpierced  except  for  two  openings  shown 
on  the  plans,  these  openings  not  to  exceed  4  feet  in  width 
and  each  opening  to  be  protected  with  an  Underwriters 
sliding,  self-closing,  fireproof  door  on  one  side  and  an 
Underwriters  swinging,  self-closing,  fireproof  door  on  the 
other  side ;  that  there  shall  be  no  open  flame  permitted  on 
the  property  except  in  the  blacksmith  and  welding  shop  in¬ 
dicated  on  the  plan  and  enterable  from  exterior  only ;  that 
this  building  shall  be  used  for  no  other  purpose  than  for  the 
storage  of  busses  of  the  Richmond  Railways,  Inc.,  or  an 
associated  company;  that  any  gasoline  stored  on  the  prop¬ 
erty  shall  be  for  the  service  of  these  busses  and  not  for 
public  sale :  that  complete  working  drawings  shall  be  sub¬ 
mitted  to  the  chairman  for  his  approval  on  behalf  of  the 
board  before  same  are  filed  with  the  commissioner  of  build¬ 
ings  ;  that  all  permits  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  action. 


233-32-BZ. 

APPLICANT — Alfred  A.  Lama,  for  Treselmina  Co., 
owner;  request  for  amendment  made  by -Irving 
Proskauer.  -  - 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 267-271  Eastern  Parkway  Ex¬ 
tension,  northeast  corner  of  Rockaway  avenue 
(Block  No.  1455,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Proskauer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(233-32-BZ) 

Whereas,  this  application,  filed  May  3,  1932,  under  sec¬ 
tion  21  of  the  building  zone  resolution,  of  Alfred  A.  Lama, 
applicant,  on  behalf  of  Treselmina  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  was  granted  by  the  board  on  September 


23,  1932,  and  the  time  in  which  to  obtain  permits  and  com¬ 
plete  work  has  expired,  and  the  application  was  reopened 
October  17,  1933,  for  extension  of  time;  premises  267-271 
Eastern  Parkway  Extension,  northeast  corner  of  Rockaway 
avenue  (Block  No.  1455,  Lot  No.  1),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting. 
November  8,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
September  23,  1932,  be  reaffirmed  arid  amended,  only  so  far 
as  it  has  reference  to  obtaining  of  permits  and  completion 
of  the  work,  so  that  in  view  of  the  statement  made  by  the 
applicant  that  permits  have  been  obtained  and  are  in  force, 
that  the  last  clause  of  the  resolution  will  read :  “that  in 
view  of  statement  made  by  the  applicant  that  all  permits 
have  been  obtained  and  are  still  in  force,  that  all  work  in¬ 
volved  shall  be  completed  within  one  year  from  the  date  of 
this  amended  resolution” 


Adjourned  12.30  p.  m. 

W  illiam  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  NOVEMBER  8,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

219-33-BZ. 

APPLICANT — Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northwest  corner  of  192nd 
street  and  35th  avenue  (Block  No.  922,  Lot  No. 
39),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Archie  H.  Samuels  and  Milton  M. 
Samuels. 

For  Opposition:  Charles  P.  Kramer,  Henry  Bas- 
sen,  Rev.  Father  Christopher  McCormack,  T. 
A.  Weldon,  Livai  Sabatino,  William  Gardner, 
Mrs.  Companneinni  and  Minna  Weissbach. 
ACTION  OF  BOARD — Laid  over  to  November  28,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


200-33-BZ. 

APPLICANT — William  Shary,  for  Consolidated  Gas  Com¬ 
pany  of  New  York,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 

PREMISES  AFFECTED— 2153-2155  First  avenue,  north¬ 
west  corner  of  East  111th  street  (Block  No.  1683, 
part  of  Lot  No.  18),  Manhattan. 
APPEARANCES— 

For  Applicant:  William  Shary. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


mn  v  u  l  E — 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

PsiCg'cltlVC  .  q 

Absent:  Commissioner  Connell...  i 

THE  RESOLUTION—  . 

(200-33-BZ) 

Whereas,  William  Shary,  for  Consolidated  Gas  Company 
of  New  York  owner,  filed,  June  1,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  2153-2155  First  avenue,  northwest  corner 

°f  ?aSr  \\Uh  street  (Block  No.  1683,  Lot  No.  18),  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  8  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

VV  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  First  avenue  is  in  a  business, 
residence  and  unrestricted  district;  East  111th  street  is  in 
a  business,  residence  and  unrestricted  district,  and  East  112th 
street  is  in  a  business  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  May  24  1933  (re  N.  B.  App.  No.  48-1933),  reads: 

1.  Installation  of  gasoline  service  station  in  business 
district  is  contrary  to  the  provisions  of  Section  4a  of 
Building  Zone  Resolution.”; 

and 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
a  rootage  of  75  ft.  11  in.  on  First  avenue  and  100  ft  on 
East  111th  street;  it  is  proposed  to  remove  the  existing 
two-story  building  (formerly  used  as  a  stable  and  now  un¬ 
occupied),  now  located  on  part  of  the  plot,  and  to  install 

le  necessary  tanks  and  pumps  for  a  gasoline  service  sta¬ 
tion  ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  c°mmittee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and,  therefore,  is  entitled  to  relief  for  a 
temporary  period  of  two  years. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  period  of  two 
years,  under  section  21,  on  condition  that  there  shall  be 
erected  along  the  northerly  lot  line  a  brick  wall  at  least  8 
feet  in  height;  that  this  wall  may  be  racked  back  from  First 
avenue  at  the  rate  of  one  foot  in  four,  starting  with  a  wall 
4  feet  high;  that  this  wall  shall  be  suitably  coped;  that 
there  shall  be  erected  along  the  westerly  lot  line  a  substan¬ 
tial  woven  wire  fence  at  least  6  ft.  in  height;  that  such 
accessory  buildings  as  are  erected  on  this  plot,  as  indicated 
on  the  plan  filed  with  this  application,  shall  not  exceed  one 
story  in  height ;  that  the  lot  line  wall  may  be  incorporated 
as  a  portion  of  the  side  walls  of  these  buildings ;  that  the 
accessory  buildings  shall  include  only  those  shown,  namely, 
an  office  and  an  enclosure  for  greasing  pits,  with  the  fronts 
left  open ;  that  there  shall  be  no  excavation  under  these 
buildings  except  pits  for  the  greasing  stands ;  that  these 
buildings  shall  be  constructed  of  brick,  substantially  as  shown 
on  the  plans  filed  with  this  application,  and  constructed  of 
incombustible  materials ;  that  there  shall  be  no  openings  on 
the  north  side  in  these  buildings  or  wall ;  that  there  shall 
be  erected  along  the  street  building  lines  on  First  avenue 
and  on  East  111th  street  a  concrete  curb  at  least  12  inches 
in  width  and  12  inches  in  height,  with  not  more  than  three 
openings  therein,  one  to  First  avenue  and  two  to  111th 
street ;  that  these  openings  shall  not  exceed  15  feet  in  width 
and  shall  be  not  nearer  than  10  feet  to  the  side  lot  line 
northerly  or  the  intersection  of  First  avenue  and  111th  street, 
and  on  111th  street  shall  not  be  nearer  than  10  feet  to  this 
intersection  or  to  the  westerly  lot  line ;  that  opposite  these 
openings  there  shall  be  openings  in  the  street  curbs  not 
exceeding  16  feet  in  width;  that  the  balance  of  this  plot 
under  appeal,  where  not  occupied  by  accessory  buildings, 
shall  be  cement  paved  or  covered  with  cracked  blue  stone ; 
that  such  pumps  as  are  erected  shall  be  located  at  least  10 
feet  removed  from  the  street  building  lines  or  accessory 
buildings ;  that  there  shall  be  no  signs  advertising  non-con¬ 
forming  use  other  than  the  illuminated  globes  of  the  gaso¬ 
line  pumps  and  to  flat  wall  signs  permanently  attached  to 
the  accessory  buildings  or  to  the  brick  wall,  excluding  tem¬ 
porary  signs  of  every  nature ;  that  there  shall  be  no  portable 
gasoline  pumps  used  on  or  from  the  property,  and  that  all 
permits  shall  be  obtained  within  three  months  and  all  work 
completed  within  six  months  from  the  date  of  this  resolu¬ 
tion. 


201-33-BZ. 

APPLICANT— Ross  &  Ross,  for  Alpine  Service  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  the  erection 
and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 18-20  Flushing  avenue,  south¬ 
east  corner  of  North  Elliott  place  (Block  No.  2027, 
Lot  Nos.  23  and  24),  Brooklyn. 

APPEARANCES— 

For  Applicant :  T.  Henry  Ross. 

For  Opposition:  Leon  I.  Shulman. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(201-33-BZ) 


Whereas,  Ross  &  Ross,  for  Alpine  Service  Corp.,  owner, 
filed.  Tune  1,  1933.  an  application,  under  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  an  unrestricted  district,  the  erection  and  maintenance  of  a 


gasoline  service  station;  premises  18-20  Flushing  avenue, 
southeast  corner  of  North  Elliott  place  (Block  No.  2027, 
Lot  Nos.  23  and  24),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  8,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flushing  avenue  is  in  a  business, 
residence  and  unrestricted  district;  North  Elliott  place  is 
in  a  business  district,  and  North  Portland  avenue  is  in  an 
unrestricted  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  May  31,  1933  (re  Applic.  10866-1932),  reads: 

"Proposed  gasoline  service  station  to  be  located  partly 
in  a  business  use  and  partly  in  an  unrestricted  district  is 
contrary  to  Art.  II,  Sec.  4a  of  Zone  Resolution.”; 

and 

W hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  49  ft.  3  in.  on  Flushing  avenue  and  75  ft.  7  in. 
on  North  Elliott  place;  it  is  proposed  to  erect  thereon  an 
office,  grease  racks  and  the  necessary  tanks  and  pumps  for 
a  gasoline  service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspec¬ 
tion  by  a  committee  of  the  board,  and  report  of  said  in¬ 
spection  was  read  at  this  hearing;  and 
_  W hereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and,  therefore,  is  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  all 
buildings  now  on  the  premises  shall  be  completely  removed ; 
that  there  shall  be  erected  along  the  interior  property  lines 
a  brick  wall,  suitably  coped,  not  less  than  8  ft.  in  height, 
and  with  no  openings  therein ;  that  this  wall  may  start  with 
a  wall  4  ft.  in  height  at  the  street  building  line  and  be 
racked  back  at  the  rate  of  one  foot  in  four  to  the  8  ft. 
height ;  that  such  accessory  buildings  as  erected,  as  indicated 
on  the  plans  filed  with  this  application,  consisting  of  an 
office  building  and  a  building  over  the  greasing  pits,  shall  be 
erected  toward  the  southerly  end  of  the  property,  and  the 
rear  walls  of  these  buildings  may  be  incorporated  in  the 
lot  line  wall;  that  these  buildings  shall  not  exceed  one  story 
in  height  and  shall  be  constructed  of  incombustible  mate¬ 
rials  ;  that  there  shall  be  no  excavation  under  these  buildings 
except  the  pits  for  the  greasing  racks ;  that  any  pumps 
erected  on  the  property  shall  be  at  least  10  ft.  removed  from 
the  street  building  lines  and  from  an  accessory  building; 
that  the  balance  of  the  plot  not  occupied  by  accessory  build¬ 
ings  shall  be  cement  paved ;  that  there  shall  be  erected  along 
the  street  building  line  a  concrete  curb  at  least  12  in.  in 
width  and  12  in.  in  height,  and  any  openings  therein  shall 
not  exceed  15  ft.  in  width  and  be  not  nearer  than  5  ft. 
from  either  side  lot  line  or  10  ft.  from  the  corner  formed 
by  the  intersection  of  Flushing  avenue  and  North  Elliott 
place  with  curb  cuts  not  exceeding  16  ft.  in  width  directly  in 
front  of  these  openings ;  that  there  shall  be  no  portable  gas 
pumps  used  on  or  from  the  property;  that  any  sign  advertis¬ 
ing  non-  conforming  use  shall  be  restricted  to  the  illuminated 
globes  of  the  gasoline  pumps  and  to  flat  wall  signs  permanently 
attached  to  the  front  of  the  accessory  buildings  or  the  brick 
walls ;  that  illumination  shall  be  on  standards  with  metal  re¬ 
flectors  so  arranged  as  to  shine  downwardly  so  as  to  not 
cause  a  nuisance  at  night  to  the  residents  of  North  Elliott 
place :  that  there  shall  be  no  automobile  repairing  done  on  the 
prermses  and  no  open  flame  permitted,  and  that  all  permits 
shHl  be  obtained  within  three  months  and  all  work  com¬ 
pleted  within  six  months  from  the  date  of  this  action. 


595-30-BZ. 

APPLICANT — Diamond  Evangelista,  owner. 
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SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  under  new  state  of 
facts  June  13,  1933). 

PREMISES  AFFECTED— 2478-2488  Coney  Island  avenue, 
northwest  corner  of  Avenue  V  (Block  No.  7136, 
part  of  Lot  Nos.  35  and  39),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Thomas  J.  Evers. 

For  Opposition :  Max  Axelrod. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(595-30-BZ) 


Whereas,  Diamond  Evangelista,  owner,  filed,  September 
16,  1930;  denied  February  17,  1931;  reopened  under  new 
state  of  facts  June  13,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises 
2478-2488  Coney  Island  avenue,  northwest  corner  of  Avenue 
V  (Block  No.  7136,  part  of  Lot  Nos.  35  and  39),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  8,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Coney  Island  avenue  is  in  a  busi¬ 
ness  district ;  Avenue  V  is  in  a  residence  district,  and  East 
9th  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  1,  1933  (re  Applic.  No.  3575-33),  reads: 

“Proposed  gasoline  service  station  to  be  located  in  a 
bu’siness  use  district  is  contrary  to  Art.  II,  Sect.  4a  of 
Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100'  ft.  on  Coney  Island  avenue  and  50  ft.  on 
Avenue  V,  upon  which  it  is  proposed  to  erect  a  one-story 
office  and  grease  pit  structure,  54  ft.  6  in.  by  20  ft.  in  area, 
and  to  install  the  necessary  tanks  and  pumps  for  a  gasoline 
service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and,  therefore,  is  entitled  to  relief  for  a 
temporary  period  of  two  years. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  period  of  two 
years,  under  section  21,  to  permit  a  variance  of  the  zoning 
law  for  a  gasoline  service  station  on  the  plot  at  the  corner 
of  Coney  Island  avenue  and  Avenue  V,  100  ft.  on  Coney 
Island  avenue  and  50  ft.  on  Avenue  V,  on  condition  that 
there  shall  be  erected  on  the  interior  lot  lines  of  this  plot 
an  unpunctured  brick  wall,  suitably  coped,  not  less  than  8 
ft.  in  height,  and  that  a  similar  wall  shall  be  erected  on  the 
street  line  of  Avenue  V,  out  to  the  corner  of  Coney  Island 
avenue :  that  this  wall  may,  however,  be  racked  back,  start¬ 
ing  with  a  height  of  4  ft.  at  Coney  Island  avenue  and  be 
racked  back  at  the  rate  of  one  foot  in  four;  that  there  shall 
be  no  openings  for  the  entrance  of  automobiles  to  this  plot 
except  from  Coney  Island  avenue :  that  there  shall  be  erected 
along  the  street  building  line  of  Coney  Island  avenue  a  con¬ 
crete  curb  at  least  12  in.  in  height  and  12  in.  in  width,  with 


not  over  three  openings  therein,  and  no  opening  over  15  ft. 
in  width  or  nearer  than  10  ft.  from  the  corner  formed  by  the 
intersection  of  Coney  Island  avenue  and  Avenue  V,  nor  5  ft. 
from  the  northerly  line  of  this  plot  under  appeal,  with  curb 
cuts  not  exceeding  16  ft.  in  width  directly  in  front  of  these 
openings ;  that  the  accessory  buildings  to  be  erected 
on  this  plot  shall  not  exceed  those  shown  on  the 
plans  filed  with  this  application,  consisting  of  an 
office  and  housing  for  grease  racks,  with  fronts  left  open ; 
that  these  buildings  shall  not  exceed  one  story  in 
height  and  the  rear  walls  of  these  buildings  may  be  in¬ 
corporated  in  the  rear  lot  line  wall ;  that  there  shall  be  no 
excavation  under  these  buildings  except  the  greasing  pits ; 
that  these  buildings  shall  be  constructed  of  incombustible 
materials;  that  the  balance  of  the  plot  shall  be  cement  paved 
or  covered  with  cracked  blue  stone ;  that  any  gasoline  pumps 
that  are  erected  shall  be  at  least  10  ft.  from  the  building 
line  of  Coney  Island  avenue  and  not  nearer  than  10  ft.  to  any 
part  of  an  accessory  building;  that  there  shall  be  no  portable 
gas  pumps  used  on  or  from  the  property ;  that  any  signs 
advertising  non-conforming  use  shall  be  limited  to  the  illu¬ 
minated  globes  of  the  gas  pumps  and  to  flat  wall  signs  on 
the  interior  side  of  the  lot  line  wall  or  against  the  fronts 
of  the  accessory  buildings,  no  signs  to  be  erected  on  the  rear 
of  the  wall  facing  west  or  on  the  wall  facing  Avenue  V, 
excluding  all  temporary  signs  of  every  nature;  that  illumina¬ 
tion  at  night  shall  be  by  means  of  pipe  standards  not  over 
8  ft.  in  height  with  metal  reflectors  arranged  to  reflect  down¬ 
wardly  so  that  they  will  be  no  nuisance  at  night  to  any  resi¬ 
dential  buildings  in  the  neighborhood ;  that  no  portion  of 
the  balance  of  the  property  owned  by  this  applicant  shall  be 
used  for  non-conforming  use;  that  there  shall  be  no  repair*- 
ing  of  automobiles  permitted  on  the  premises,  and  that  all 
permits  shall  be  obtained  within  three  months  and  all  work 
completed  within  six  months  from  the  date  of  this  resolu¬ 
tion. 


249-33-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 1312-1314  Fifth  avenue,  north¬ 
west  corner  of  West  110th  street  (Block  No.  1594. 
Lot  No.  36),  Manhattan. 

APPEARANCES— 

For  Applicant :  Gustavus  A.  Rogers  and  Eugene  De 
Rosa. 

For  Opposition :  Marshall  AT.  Bernstein  and  Irwin 
Isaacs. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent :  Commissioner  Connell .  l 

THE  RESOLUTION— 

(249-33-BZ) 


Whereas,  Jenks  &  Rogers,  for  Gelkom  Realty  Corp., 
owner,  filed,  July  10,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises 
1312-1314  Fifth  avenue,  northwest  corner  of  West  110th 
street  (Block  No.  1594,  Lot  No.  36),  Borough  of  Man¬ 
hattan,  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  8.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fifth  avenue  is  in  a  business  and 
residence  district  and  llOth  street  is  in  a  business  and  resi¬ 
dence  district ;  and 
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Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  22,  1933  (re  N.  B.  Applic.  No.  66-1933), 
reads : 

“1.  Use  for  gasoline  station  in  a  business  district  is 
contrary  to  Art.  II,  Section  4A,  subdivision  46,  Zone 
Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  plot  of 
ground  having  a  frontage  of  approximately  178  ft.  on  Fifth 
avenue  and  a  distance  of  100  ft.  along  the  north  lot  line; 
upon  the  plot  there  is  located  a  two-story  structure  (movie 
theatre)  which  it  is  proposed  to  remove;  it  is  proposed  to 
erect  on  the  plot  a  two-story  structure  to  be  used  as  store 
and  offices,  grease  racks,  etc.,  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing ;  and 

Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building- 
zone  resolution,  and,  therefore,  is  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
existing  buildings  on  the  premises  shall  be  completely  re¬ 
moved  ;  that  there  shall  be  erected  along  the  northerly  and 
westerly  lot  lines  for  their  full  length  a  brick  wall,  suitably 
coped  with  stone  or  terra  cotta,  not  less  than  20  ft.  in 
height ;  that  there  shall  be  no  openings  in  the  interior  lot 
line  walls  to  the  adjacent  property  to  the  north  and  west; 
that  such  accessory  buildings  as  are  erected  on  the  property, 
consisting  of  office  section,  greasing  racks  and  concessions, 
shall  be  erected  toward  the  northerly  and  westerly  portion 
of  this  plot;  that  the  portion  housing  the  greasing  racks 
shall  have  an  open  front ;  that  the  rear  walls  of  these  ac¬ 
cessory  buildings  may  be  incorporated  in  the  lot  line  brick 
walls ;  that  these  buildings  shall  not  exceed  one  story  in 
height  and  shall  be  of  fireproof  construction ;  that  there 
shall  be  no  accessory  building  or  other  building  at  the  corner 
of  Fifth  avenue  and  the  Circle ;  that  the  space  not  occupied 
by  accessory  buildings  shall  be  cement  paved ;  that  such 
gasoline  pumps  that  are  erected  shall  be  at  least  10  ft. 
from  the  street  and  interior  lot  lines  and  not  nearer  than 
10  ft.  from  any  accessory  or  concession  building;  that  there 
shall  be  erected  along  the  street  building  lines  concrete 
curbs,  not  less  than  12  in.  in  width  and  12  in.  in  height, 
with  one  opening  from  Fifth  avenue  not  nearer  than  5  ft. 
from  the  side  wall  of  the  accessory  building  or  nearer  than 
5  ft.  from  the  intersection  formed  by  Fifth  avenue  and  the 
Circle  and  with  not  over  two  openings  to  the  Circle,  not 
nearer  than  5  ft.  from  the  intersection  of  Fifth  avenue  and 
the  Circle  or  from  the  westerly  building  line  or,  if  the  con¬ 
cession  building  is  erected  at  this  point,  not  nearer  than  5  ft. 
from  the  northeasterly  wall  of  this  building;  that  there  shall 
be  a  curb  between  these  two  openings  not  less  than  15  ft. 
in  length;  that  curb  cuts  opposite  these  openings  shall  not 
exceed  15  ft.  each ;  that  there  shall  be  no  excavation  under 
any  of  these  buildings  except  the  pits  under  the  greasing 
racks ;  that  these  buildings  and  walls  shall  be  constructed 
of  face  or  enamel  brick  or  glazed  terra  cotta ;  that  there 
shall  be  no  portable  gas  tanks  operated  on  or  from  the 
property;  that  signs  advertising  non-conforming  use  shall  be 
limited  tol  the  illuminated  globes  of  the  gasoline  pumps,  ex¬ 
cluding  signs  of  a  temporary  nature ;  that  there  shall  be  no 
signs  erected  on  the  roofs  of  the  accessory  buildings ;  that 
illumination  shall  be  by  means  of  standards  with  reflectors 
of  metal  arranged  to  shine  downwardly ;  that  complete  work¬ 
ing  drawings  shall  be  submitted  to  the  board  for  approval 
by  the  chairman  in  behalf  of  the  board  before  submission 
to  the  commissioner  of  buildings ;  that  all  permits  shall  be 
obtained  within  three  months  and  all  work  completed  within 
nine  months  from  the  date  of  this  action. 


596-32-BZ. 

APPLICANT — Larry  Meltzer,  for  Vincent  Esposito, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  (previously  dismissed  for 
lack  O'f  prosecution;  reopened  and  restored  to  Cal¬ 
endar  June  20,  1933). 

PREMISES  AFFECTED1 — 619  East  Fordham  road,  north¬ 
west  corner  of  Hughes  avenue  (Block  No.  3273, 
Lot  No.  252),  The  Bronx. 

APPEARANCES— 

For  Applicant — Gustave  Goldman. 

For  Opposition — Arthur  Gross,  Marie  De  Rose  and 
Gennro  Genua. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative .  0 

Absent:  Commissioner  Connell .  l 


THE  RESOLUTION— 

(596-32-BZ) 

Whereas,  Larry  Meltzer,  for  Vincent  Esposito,  owner, 
-filed,  December  2,  1932;  dismissed  for  lack  of  prosecution 
February  21,  1933 ;  reopened  and  restored  to  Calendar  June 
20,  1933,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  change  of  occupancy  of 
an  existing  building  to  a  motor  vehicle  repair  shop;  prem¬ 
ises  619  East  F'ordham  road,  northwest  corner  of  Hughes 
avenue  (Block  No.  3273,  Lot  No.  252),  Borough  of  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  appliction 
by  tire  Board  of  .Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  8,  1933,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  Fordham  road  is  in  a 
business  district ;  East  191st  street  is  in  a  residence  district, 
and  Hughes  avenue  is  in  a  residence  district; 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  30,  1932,  reads: 

“Your  request  of  November  28,  1932,  for  a  certificate 
of  occupancy  of  premises  at  No.  619  East  Fordham 
road,  northwest  corner  of  Hughes  avenue,  in  the  Bor¬ 
ough  of  The  Bronx,  for  use  as  a  repair  shop  for  motor 
vehicles  and  automobile  laundry,  is  hereby  denied,  as 
the  premises  are  located1  in  a  business  district  as  estab¬ 
lished  by  the  Building  Zone  .Resolution,  in  which  the 
occupancy  of  premises  as  a  repair  shop  for  motor  ve¬ 
hicles  is  prohibited.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  100  ft.  on 
Hughes  avenue  and  50  ft.  on  East  Fordham  road ;  to  be 
occupied  as  a  motor  vehicle  repair  shop;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  his  basis  of  appeal,  brought  under  section  21  of 
the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  to  permit  in  addition  to 
the  uses  permitted1  under  the  certificate  of  occupancy  issued 
by  the  commissioner  of  buildings,  a  motor  vehicle  repair 
shop,  on  condition  that  there  shall  be  no  forges  or  anvils 
or  open  flames  permitted  in  the  building  and  that  the  repair¬ 
ing  shall  be  limited  to  such  work  as  can  be  done  with  manual 
tools  and  with  machines  requiring  motors  of  not  over  one- 
half  horsepower  each;  on  condition  that  the  door  opening 
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near  the  rear  of  the  building  to  Hughes  avenue  shall  be 
entirely  bricked  up  except  for  a  three- foot  door  for  emer¬ 
gency  exit  only;  that  the  motors  and  blowers  in  connection 
with  the  washing  machines  shall  be  housed  in  an  enclosure 
in  order  to  minimize  the  noise ;  that  the  ceiling  shall  be 
fire-retarded  throughout  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals ;  that  no  simonizing  or  paint¬ 
ing  shall  be  carried  on  on  the  premises;  that  all  permits 
required  shall  be  obtained  within  thirty  days  and)  all  work 
completed  within  sixty  days  from  the  date  of  this  action. 


486-31-BZ. 

APPLICANT — Mary  Jamieson,  owner. 

SUBJECT — Application  for  reopening — amendment  and  ap¬ 
proval  of  plans — re  Application  (decision  of  the 
superintendent  of  buildings),  under  sections  7a  and 
21  of  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  alteration  and  extension  of  an 
existing  business  use  in  part  of  an  existing  building 
(granted  by  the  board  on  February  5,  1932,  time 
hawing  elapsed;  reopened  May  31,  1933). 

PREMISES  AFFECTED — 58  East  86th  street  (Block  No. 
1497,  Lot  No.  49),  Manhattan. 

APPEARANCES— 

For  Applicant — David  S.  Lang  and  Irwin  Rath- 
stone. 

ACTION  OF  BOARD — Reopened,  resolution  amended  and 
plan  approved. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative .  0 

Absent :  Commissioner  Connell .  1 


THE  VOTE  TO  AMEND  RESOLUTION  AND  AP¬ 
PROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(486-31-BZ) 


Whereas,  the  application,  affecting  premises  58  East 
86th  street  (Block  No.  1497,  Lot  No.  49),  Borough  of 
Manhattan,  was  granted  by  the  board  at  its  meeting  July 
18,  1933,  on  certain  conditions,  and  owner  requests  an 
amendment  to  these  conditions  and  approval  of  plans. 

Resolved,  the  plans  submitted  by  the  applicant  be  approved 
as  complying  with  the  resolution  of  the  'board  of  July  18, 
1933,  as  amended  herein,  and  that  the  resolution  be  amended 
so  as  to  permit  the  extension  to  the  building  line  to  be 
carried  for  the  full  height  of  the  existing  building  and  also 
to  permit  the  main  existing  building  to  be  extended  in  the 
rear  for  the  full  height  of  the  existing  building  for  an 
additional  depth  of  four  feet;  also,  that  the  resolution  be 
further  amended  so  that  the  variance  of  the.  zoning  (resolu¬ 
tion  for  permitting  business  shall  be  restricted  to  the  ground 
floor  only,  the  balance  of  the  building  to  be  used  solely  for 
residential  occupancy ;  that  the  conditions  of  the  resolution 
of  the  board  shall  be  complied  with  in  all  respects  other 
than  as  amended  herein. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

498-32-SA. 

PETITIONER — Micro  Corporation,  owner ;  L.  S.  Knight, 
agent. 

SUBJECT — Bettendorf  Oil  Burner,  Model  H.B.,  approval 
of. 

APPEARANCES— 

For  Petitioner — None. 

ACTION  OF  BOARD — Applianced  approved,  in  accordance 
with  report  of  engineer  of  the  board  and  bureau 
of  combustibles,  fire  department. 


THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(498-32-SA) 

V  hereas,  L.  S.  Knight,  for  Micro  Corporation,  owner 
filed,  September  21,  1932*  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  approval  of  their  device  known  as  the 
Bettendorf  Oil  Burner,  Model  H.  B. ;  and 
\\  hereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of 
the  Bureau  of  Combustibles,  fire  department,  and  the  en¬ 
gineer  of  the  board  dated  October  26,  1933,  recommends  the 
approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  'the  device  known  as  the  Bettendorf  Oil 
Burner,  Model  H.B.,  for  use  in  domestic  installations  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals  and  the  .report  of  the  assistant 
chief  of  the  Bureau  of  Combustibles,  fire  department,  and 
the  engineer  of  the  board. 


282-33-SA 

PETITIONER — Gilbert  &  Barker  Manufacturing  Co., 
owner. 

SUBJECT — Gilbert  &  Barker  Oil  Burner,  Model  S-l,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner :  Charles  S.  Gregg. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  1 


THE  RESOLUTION1 — 

(282-33-SA) 

Whereas,  Charles  S.  Gregg,  for  Gilbert  &  Barker  Manu¬ 
facturing  Co.,  owner,  filed,  August  25,  1933,  a  petition  with 
the  board  of  standards  and  appeals  for  approval  of  their 
device  known  as  the  Gilbert  &  Barker  Oil  Burner,  Model 
S-l :  and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  November  6,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Gilbert  &  Barker 
Oil  Burner,  Model  S-l,  for  use  in  domestic  and  commercial 
installations  when  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals  and  the  report 
of  the  assistant  chief  of  the  Bureau  of  Combustibles,  fire 
department,  and  the  engineer  of  the  board. 

454-25-SA. 

PETITIONER — Todd  Oil  Burner  and  Engineering  Corp. 
SUBJECT — Todd  Rotary  Burner,  Models  A,  B  and  C,  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  i 
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THE  RESOLUTION— 

(454-25-SA) 

Whereas,  Todd  Oil  Burner  and  Engineering  Corp.,  filed, 
April  27,  1925,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Todd 
Rotary  Fuel  Oil  Burner;  and 
Whereas,  this  device  was  approved  by  the  board  for  in¬ 
dustrial  and  commercial  installations,  and  petitioner  now  re¬ 
quests  an  amendment  of  the  resolution  to  approve  the  Todd 
Rotary  Burner,  Models  A,  B  and  C;  and 
Whereas,  this  device,  as  amended,  was  submitted  to  the 
fire  department  for  test  and  report,  and  a  report  of  the 
assistant  chief  of  the  Bureau  of  Combustibles,  fire  depart¬ 


ment,  and  the  engineer  of  the  board  dated  November  6,  1933, 
recommends  the  approval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Todd  Rotary  Fuel 
Oil  Burner  and  the  Todd  Rotary  Burner,  Models  A,  B  and 
C,  for  use  in  commercial  and  industrial  installations  when 
installed  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals,  the  original  report  of  the  com¬ 
mittee  of  the  board  and  the  report  of  the  assistant  chief  of 
the  Bureau  of  Combustibles,  fire  department,  and  the  engi¬ 
neer  of  the  board. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


EXIT  RULES— REVOLVING  DOORS 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6, 1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No. 
412-20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 

Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
•hall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are.  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 


aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width  with  swinging  doors  are  installed,  and 
one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
nay  be  operated  by  electricity  or  other  n^ans  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency 
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FACTORY  EXIT  RULES  ADOPTED  FEBRUARY  23,  1927 
AND  AMENDED  JANUARY  15,  1932. 


64-27-SR 

STANDARD  FACTORY  EXITS 
Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 

1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
tenter  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (y2)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (ltf)  inch 
mesh,  all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape  stair¬ 
way  shall  continue  to  the  roof,  and  if  there  be  no  safe 
means  of  egress,  a  gooseneck  ladder  shall  be  provided 
from  the  top  story  balcony  to  the  roof. 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of 
exit  under  Section  271  of  the  Labor  Law  may  consist  of 
an  outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  les» 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit 
of  an  opening  6  feet  in  height,  a  casement  door  not 
less  than  4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on 
both  sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed 
iron  step  at  least  two  feet  wide,  with  risers  not  exceed¬ 
ing  eight  (8)  inches,  and  treads  not  less  than  eight  (8) 
inches  are  provided  on  the  inside  from  floor  level  to 
sills  properly  secured. 

Rule  4  (a)  Any  such  fire  escape  erected  subse¬ 
quent  to  October  1,  1913,  and  prior  to  these  rules  taking 


-’fleet,  unless  previously  accepted  as  one  of  the  required 
means  ot  exit  or  escape  by  the  administrative  otlicial  hav¬ 
ing  jurisdiction,  shall  conform  in  every  respect  to  the 
provisions  of  these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as 
constituting  one  of  the  required  means  of  exit  or  escape 
under  Section  271-1  of  the  Labor  Law.  in  any  building 
erected  prior  to  October  l,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  ob¬ 
structions. 


Section  2 — Enclosure  of  Factory  Stairways. 

.  .-P,1116  6-,  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
hve  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule: 


N  umber 
of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non- 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Fire 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

ine  term  contents  as  used  above  means  articles,  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 


The  term  combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 


The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
ibove;— the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding.  That  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
?oof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in.  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 
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The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  hoiuuntal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire  resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways ;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  o!  Stair¬ 
ways  in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  T  *w,  or 
rule  2  of  these  rules.  Except  that  exit  door  shall  be  a  fire 
door,  with  substantial  steps  to  the  sills  properly  secured 
when  sill  is  more  than  8  inches  above  the  floor  level;  and 
where  there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof, 
except  on  the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  t*art 
of  a  story  involving  the  storage  or  use  below  the  toft  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  7  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem.  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
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opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  m  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance  of 
a  stand  to  be  built  of  incombustible  material  and  wire  glass 
or  ^-inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco1  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2  H -gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied- or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend 
to  the  roof  where  there  is  no  safe  egress  from  the  roof, 
under  Sections  270.  271  and  272,  Labor  Law. 

('a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party 
wall  fire  escape,  party  wall  exterior  screened  stairway, 
party  wall  balconies  or  bridges,  or  where  any  outside 
exits  do  not  connect  to  adjoining  buildings  at  roof  level, 
or  where  there  are  no  unbarred  window  openings  five 
feet  above  the  roof  or  parapet  wall  of  the  building  in 
question. 

(b)  When  the  roof  of  the  building  in  question  has  a 

pitch  exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12.  (a)  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at 
least  a  double-rung  ladder  at  the  top  of  the  interior 
stairway,  and  within  the  interior  stairway  enclosure  when 
stairway  is  enclosed.  Such  ladder  shall  be  at  least  18 
inches  in  width  and  shall  be  properly  secured  at  top 
and  bottom.  The  ladder  shall  lead  to  a  scuttle  opening 
not  less  than  2  feet  by  3  feet  or  be  of  such  additional 
area  as  may  be  required  to  provide  ample  head  room. 
The  scuttle  cover  shall  be  hingea  and  of  light  weight 
construction,  or  be  counter-balanced.  An  easily  operated 
hook  mav  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10 
feet  from  the  open  edge  of  the  roof,  an  iron  railing  prop¬ 
erly  braced  at  least  3  feet  high  and  at  least  10  feet  long 
shall  be  provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS. 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 

any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  require¬ 
ments  of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  such  means  of  egress  may  be  re¬ 
tained  under  the  following  conditions: 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on 
factory  buildings  shall  be  maintained  structurally  safe, 
properly  painted,  and  with  the  openings  leading  thereto, 
kept  in  good  repair. 
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In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder 
in  guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place,  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 

court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining 
yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  to  the  roof  of 
adjoining  extensions,  or  other  means  of  egress  satis¬ 
factory  to  the  authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Sectioru  5 — Stairways  and  Bridges. 

Rule  14. — Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 


rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  un¬ 
obstructed,  halls  are  properly  lighted,  and  all  landings, 
passageways,  etc.,  are  maintained  free  and  unobstructed. 
An  easily  operated  panic  bolt  or  other  similar  device  may 
be  installed  at  street  exit  door. 

Rule  15.— Exterior  Screened  Stairways. — Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  provided  as  required  for  sub¬ 
standard  fire  escapes  in  subdivision  a. 

Rule  16. — Horizontal  Bridges. — Horizontal  bridges  and 

party  wall  balconies  between  buildings  shall  be  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained 
unobstructed. 

Rule  17. — No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  sub-standard  exits. 


RULES 


SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  fire  commissioner. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  fire  commissioner  shall 
direct  a  notice  of  such  prohibition,  and  the  penalty  for  its 
violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  fire  commissioner. 

(c)  Time  Lmit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  fire  com¬ 
missioner,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in:— 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cJ^are^es’  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  fire 
commissioner  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
fire  commissioner  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 
Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  A pplications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31- A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2k2-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30- S A — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2k2-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^1-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA— Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

229-32-SA — Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 
286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32- S A— S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32- S A— Weldon  Extinguisher,  approval  of. 


561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614- 32- S A — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-1J4, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA— Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

1 62-33- S A — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA— Firemaster  Fire  Extinguisher,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA— Mohawk  Oil  Burner,  approval  of. 

218-33-SA— Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA— Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 

238-33- S A — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

254-33- S A — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33- S A — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA— Perfect-Pantex  Oil  Burner,  approval  of. 

298-33-SA— American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

309-33-SA — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  Jjoard.  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  wilt  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement . 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1 -2^4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 


DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  November  8,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . . 

Requests  to  amend . . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . ! . 

Requests  for  interpretation . 

Total . 

Disposed  of . 

Cases  pending  November  8,  1933 . 


DISPOSITION  OF  CASES. 

261  Withdrawn  . 

Dismissed . 

Denied  . 

337  Granted  . 

Granted  on  condition . 

•  Appliances  approved . 

95-  '-  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

.  Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

288  Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

15  Requests  to  amend  granted . 

Requests  to  amend  denied . 

44  Requests  for  modification  granted . 

Requests  for  modification  denied . . 

2  Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

60  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

9  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

0  Requests  to  install  granted . 

Requests  to  install  denied . 

14  Plans  approved  . 

Plans  disapproved  . 

0  Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

26  Interpretations  . 

-  Requests  withdrawn  or  dismissed . 

1151 

Total . 

900 


251 


44 

20 

103 

4 

203 

43 

24 

1 

0 

239 

23 

15 

0 

43 

1 

o 

0 

60 

0 

9 

0 

0 

0 

14 

0 

0 

0 

26 

26 

900 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building-, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay.  3  3 

Sixth.  That  no  appeal,  application  or  petition  will  be  ac- 
cepted  for  filing  unless  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  SO')  fnr  cuRcrrir,*;^  _ 

LETIN  OF  THE  BOARD  OF  STANDARDS* aMpPEAlTK 

Name . 

Street . 

P.  O .  . I 

My  Subscription  is  to  begin  with  the  issue  for . 
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,  1933. 


4 


BULLETIN 


OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916,  and 

the  Municipal  Assembly,  Local  Law  No.  13,  of  1925. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1001  to  1015,  Municipal  Building, 

New  York  City. 


Vol.  XVIII  l^fyear  NOVEMBER  21,  1933 


Single  Copies,  5  cents 
By  mail,  7  cents 
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DIRECTORY 
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BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


Henry  L.  Connell 
James  P.  Holland 
John  Guilfoyle 
Chief  John  J.  McElligott 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Rooms  1001  to  1015. 
Telephone — WOrth  2-0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays  9  a.  m 
12  noon. 

All  communications  should  be  addressed  to  the  chairman  of 

the  board 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


jjR  CALL  OF  CLERK’S  CALENDAR 

Tne^tryll r&’sQCalZfndqr  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested/  property  owners  opportunity  to  file  objections,  if  any, 
ana  wilfcbe  c^Ij^djn  Room  1013,  Monday,  November  20, 1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent,  Call  of  the  Calendar  will  be  on 
Monday,  November  27,  J1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


.  to 

-  - 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decision. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  November  14,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  November  14,  1933,  2 
P.  M. 

Approved  Fuel  Oil  Pumps 

Approved  Burners  for  Domestic  and  Industrial  Use. 
Approved  Burners  for  Industrial  Use. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  November  15,  1933. 

Cal.  No.  Department.  Premises  Affected. 

344-33-BZ . D.B.B ....  1048-1072  Ocean  pkwy.  (Block 

5495,  Lots  870  &  872), 

-  Bklyn.,  Applic.  12716-33 

343-33-BZ . D.B.B ...  .1384-1392  Linden  blvd.  (Block 

3642,  Lot  22),  Bklyn., 

-  Applic.  13147-33 

342-33-S . H.D . 2048  First  ave.  (Block  1699, 

Lot  46),  Man., 

- -  Decision 

341-33-SA . F.D . Volcano  Automatic  Oil  Burner, 

Models  E.W.-l,  E.W.-2  & 

-  E.W.-3,  Appliance 

340-33-BZ . D.B.B. ..  .161-167  Atlantic  ave.  (Block 

275,  Lot  1),  Bklyn., 

-  Applic.  13546-33 

339-33-BZ . D.B.Q. ...  14-57  29th  ave.  (Block  538, 

Lots  46  &  48),  Astoria,  Q., 

-  N.  B.  2262-33 

338-33-A . F.D . 700-718  Eighth  ave.  (Block 

1016,  Lot  1),  Man., 

-  L.  C.  78805 

Restored  to  Calendar. 

133-33-A . D.B.B ....  1526  Avenue  M,  southwest  cor¬ 

ner  of  E.  16th  st.  (Block 
6744,  Lot  8),  Bklyn., 

- -  Applic.  2631-1933 

101-32-BZ. ....  ..D.B.Bx. .  .West  side  of  Bailey  ave.,  182  ft. 

south  of  W.  230th  st.  (Block 
3264,  Lot  70),  Bx., 

-  N.  B.  33-1932 

512-31-BZ . D.B.Q. ..  .2139-2145  Mott  ave.,  southeast 

corner  of  Regina  blvd.  (Block 
216,  Lot  Nos.  100  &  105), 
Far  Rockaway,  Q., 

-  N.  B.  4962-1931 


CODE 

F-D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q. . Department  of  Buildings,  Queens 

D.B.R . . . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . . Tenement  House  Department 


RULES 

Last 

Certificate  of  Occupancy,  approved 


forms  . Aug. 

Concrete  Flat  Slabs,  Rules . .June 

Concrete  Rules  (Hydrated  Lime)... Nov. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) ...  Nov. 

Factory  Exit  Rules . Nov. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Oct. 

Fireproof  Wood,  Testing  of . July 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . June 


Publication  in  Bulletin 

2,  1932 — Vol.  17  No.  31 
6,  1933— Vol.  18  No.  23 
21,  1933— Vol.  18  No.  47 
28,  1933 — Vol.  18  No.  13 
14,  1933— Vol.  18  No.  46 
14,  1933— Vol.  18  No.  46 
26,  1933— Vol.  18  No.  39 
30,  1933— Vol.  18  No.  22 


10,  1933— Vol.  18  No. 

11,  1933 — Vol.  18  No. 
21,  1919— Vol.  4  No. 


41 

28 

3 


19,  1933— Vol.  18  No.  38 
7,  1925 — Vol.  10  No.  14 
5,  1928 — Vol.  13  No.  23 


13,  1933— Vol.  18  No.  24 


Plumbing  Rules . Nov.  7,  1933— Vol.  18  No.  45 

Procedure,  Rules  of . June  20,  1933 — Vol.  18  No.  25 

Refrigerating  Systems,  Extract  C.  O.Apr.  18,  1933 — Vol.  18  No.  16 

Smoking  in  Factories,  Rules  ior...Nov.  14,  1933 — Vol.  18  No.  46 

Sprinkler  Rules . Dec.  6,  1932 — Vol.  17  No.  49 

Standpipe — Fireline  Rules  . Sept.  26,  1933 — Vol.  18  No.  39 

Structural  Alterations,  Reporting.  ..June  7,  1932 — Vol.  17  No.  23 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Apr.  10,  1923 — Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves . Oct.  10,  1933 — Vol.  18  No.  41 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Nov.  21,  1933— Vol.  18  No.  47 

Fuel  Oil  Burners  for  Industrial  Use.Nov.  21,  1933 — Vol.  18  No.  47 

Fuel  Oil  Pumps . Nov.  21,  1933— Vol.  18  No.  47 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  20,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

602-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

PREMISES — 94-41  to  94-47  Old  South  road,  northwest 
corner  of  North  Conduit  avenue  (Block  No.  2659, 
Lot  No.  55),  South  Ozone  Park,  Borough  of 
Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 

509-20-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ben  Beyer  Realty 
Corp.,  present  owner. 

PREMISES — 1201-1219  Coney  Island  avenue,  east  side,  240 
ft.  north  of  Avenue  I  (Block  No.  6695,  Lot  Nos. 
61  and  66),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station  in  an  exist¬ 
ing  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board;  reopened  July  18, 
1933). 

723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Baldassare  Curreri, 
owner. 

PREMISES — 261-267  Sheridan  avenue,  southeast  corner  of 
Conduit  boulevard  (Sunrise  highway),  (Block  No. 
4239,  Lot  No.  9),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied  by  the  board;  reopened  September  26,  1933). 

150-33-BZ. 

APPLICANT — Emil  Guterman,  for  Samuel  H.  Livingston, 
owner. 

PREMISES — Northeast  corner  of  Liberty  avenue  and  109th 
street  (Block  No.  541,  Lot  No.  28),  Richmond 
Hill,  Borough  of  Queens. 

APPLICATION,  under  sections  7a,  7c  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  business  district  the  extension  of  an 
existing  gasoline  service  station  and,  also,  the  con¬ 
version  of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop. 

267-33-BZ. 

APPLICANT— Koch  &  Wagner,  for  Bohack  Realty  Corp., 
owner. 

PREMISES — 1729-1735  Flatbush  avenue,  northeast  corner 
of  East  35th  street  (Block  No.  7599,  Lot  Nos.  6,  7, 
8  and  9),  Brooklyn. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

329-33-BZ. 

APPLICANT — Joseph  J.  Furman,  for  Jack  Davidowitz, 
owner. 

PREMISES — 2-14  Clarkson  avenue  and  741-747  Flatbush 
avenue,  southeast  corner  (Block  No.  5064,  Lot  No. 
17),  Brooklyn. 

APPLICATION,  under  sections  7b  and  21  of  the  building 
zone  resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
business  building. 

128-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner. 

PREMISES — 664-690  Coney  Island  avenue,  southwest  cor¬ 
ner  of  Avenue  C  (Block  No.  5378,  Lot  No.  5), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  the  modification  of  a  resolution  granting  in  a 
business  district  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by 
the  board),  so  as  to  permit  the  extension  in  area 
of  the  existing  gasoline  service  station— the  inclu¬ 
sion  of  the  gasoline  service  station  within  the 
garage  was  also  granted  by  the  board  (reopened 
September  12,  1933). 


NOVEMBER  21,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  bearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
21,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  203-33-BZ— Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Borden’s  Farm  Products  Co.,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and 
the  southeast  corner  of  5th  street  (Block 
No.  987,  part  of  Lot  No.  1),  Brooklyn. 

cal.  no.  241-33-BZ — Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  no.  229-33-BZ — Application,  June  21,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on  be¬ 
half  of  Autumn  Goodis,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 


tion;  premises  130-09  Jerome  avenue 
(Block  No.  508,  Lot  Nos.  25  and  27), 
Richmond  Hill,  Borough  of  Queens. 

cal,  no.  147-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Celler  &  Kraushaar,  applicants,  on 
behalf  of  Arseekay  Syndicate,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  north 
side  of  Queens  boulevard,  333.03  ft.  east 
of  56th  avenue  (Block  No.  1845,  Lot 
No.  41),  Elmhurst,  Borough  of  Queens. 

cal.  no.  199-33-BZ— Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  William  H.  Parry,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northeast  corner 
of  250th  street  and  Nassau  boulevard 
(Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  332-32-BZ— Application,  June  9,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Kabor  Holding  Corp., 
owner,  to  permit  the  erection  of  a  gaso¬ 
line  service  station ;  denied  September 
27,  1932;  reopened  June  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of 
stores  and,  also,  a  gasoline  service  sta¬ 
tion;  denied  July  14,  1933;  reopened 
under  new  facts  October  17,  1933 ; 
premises  3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No. 
3323,  Lot  Nos.  55,  64  and  82),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21.  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

103-33-A — 278  Madison  avenue  (Block  No.  869,  Lot  No. 
61),  Manhattan. 

286-33-A— 328-346  Henry  street  (Block  No.  290,  Lot  No. 
14),  Brooklyn. 

235-33-A — 423-431  West  123rd  street  (Block  No.  1964,  Lot 
No.  12),  Manhattan. 

248-33- A — 89-25  Parsons  boulevard  (Block  No.  834,  Lot 
No.  1),  Jamaica,  Borough  of  Queens. 

Petitions  for  Variations. 

47.33. S— South  side  of  East  166th  street,  196.23  ft.  west  of 
Washington  avenue  (Block  No.  2387,  Lot 
No.  27),  The  Bronx. 

170-33-S — 134-25  Northern  boulevard  (Block  No.  780,  Lot 
No.  72),  Flushing,  Borough  of  Queens. 
213-33-S — 404-412  Fourth  avenue  (Block  No.  858,  Lot  No. 
36),  Manhattan. 

230-33-S — 48  West  15th  street  (Block  No.  816,  Lot  No 
68),  Manhattan. 

Appliance  Submitted  for  Approval. 

333-33-SA— Jacobsen  Balanced  Oil  Burner,  approval  of. 
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CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  27,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

1197-23-BZ. 

APPLICANT— Standard  Oil  Company  of  New  York,  Inc., 

.  for  Ross  &  Heilig  Realty  Corp.,  owner. 

PREMISES— 714  Southern  boulevard  (Block  No.  2729,  Lot 
No.  6),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  (reopened  July  5,  1933). 

207-33-BZ. 

APPLICANT — Michael  Glick,  for  O’Brien  Building  Corp., 
owner. 

PREMISES— Southwest  corner  of  Webster  avenue  and 
East  204th  street  (Block  No.  3330,  Lot  Nos.  65,  66, 
67  and  68),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
parking  space  for  more  than  five  (5)  motor 
vehicles. 

1323-25-BZ. 

APPLICANT — William  F.  Regan,  for  Marie  Bausmann, 
owner. 

PREMISES — 7021  73rd  place  (formerly  known  as  4621 
Proctor  street),  (Block  No.  3792,  Lot  Nos.  44  and 
46),  Glendale,  Borough,  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  September  12,  1933). 

706-29-BZ. 

APPLICANT — Max  Levy,  owner. 

PREMISES — 238-240  Pennsylvania  avenue  and  2072-2076 
Pitkin  avenue,  southwest  corner  (Block  No.  3737, 
Lot  Nos.  19,  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  cutting  of  two  (2) 
additional  vehicular  entrances  to  an  existing  gasoline 
service  station  previously  granted  by  the  board  (re¬ 
opened  September  26,  1933). 

699-30-BZ. 

APPLICANT — William  F.  Doyle,  for  512  West  56th  Street 
Corp.,  owner. 

PREMISES— East  side  of  Jerome  avenue,  100  ft.  south  of 
196th  .street  (Block  No.  3317,  Lot  Nos.  23  and  25), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack  of  prosecu¬ 
tion  ;  reopened  and  restored  to  Calendar  October 
17,  1933). 

495-32-BZ. 

APPLICANT — Michael  Levine,  for  Navillus  Realty  Corp., 
owner. 

PREMISES — 122-13  to  122-21  Rockaway  boulevard  (Block 
No.  2512,  part  of  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens.  . 

APPLICATION,  under  section  21  of  the  building  zone 
-.  resolution, 


TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  denied  under 
section  7f;  reopened  May  31,  1933). 

326-33-BZ. 

APPLICANT — Sound  View  Properties,  Inc.,  owner. 

PREMISES — Southwest  corner  of  Randall  avenue  and 
Sound  View  avenue  (Block  No.  3523,  Lot  No.  34), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


NOVEMBER  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  233-33-BZ — Application,  June  23,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  1525  Myrtle  Avenue  Realty 
Co.,  Inc.,  owner,  to  permit  the  exten¬ 
sion  from  an  unrestricted  district  into 
a  business  district  of  an  existing  gaso¬ 
line  service  station;  premises  1517-1543 
Myrtle  avenue  (Block  No.  3328,  Lot 
No.  1),  Brooklyn. 

cal.  no.  250-33-BZ — Application,  July  11,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Anna  Hochman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  5914-5924  Church  ave¬ 
nue  and  902-912  Ralph  avenue,  south¬ 
west  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

cal.  no.  262-33-BZ — Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  &  Marshall,  applicants,  on  be¬ 
half  of  John  Wild  and  Mary  C.  Wild, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Merrick  road  and  125th  ave¬ 
nue  (Block  No.  3208,  Lot  Nos.  122,  124 
and  126),  South  Jamaica,  Borough  of 
Queens. 

cal.  no.  265-33-BZ — Application,  August  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Guttag  Brothers,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  southwest  corner 
of  Holland  avenue  and  Boston  road 
(Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

cal.  no,  477-3 1-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion ;  withdrawn  January  5,  1932;  re¬ 
opened  May  20,  1932,  under  section  7f 
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of  the  building  zone  resolution;  with¬ 
drawn  July  15,  1932;  reopened  October 
17,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block 
No.  3175,  Lot  Nos.  201  and  243),  Bay- 
side,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  November 
28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  196-33-BZ— Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 

cal.  no.  225-33-BZ — Application,  June  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Nat  C.  Helman,  applicant,  on  behalf 
of  Marie  V.  Hogan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  2761-2771  86th  street, 
northwest  corner  of  West  9th  street 
(Block  No.  7141,  Lot  No.  1),  Brook¬ 
lyn. 

cal.  no.  219-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Milton  M.  Samuels,  applicant,  on  be¬ 
half  of  88th  Holding  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northwest  corner 
of  192nd  street  and  35th  avenue  (Block 
No.  922,  Lot  No.  39),  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  1393-24-BZ- — Application,  November  24,  1924; 

garage  denied  April  28,  1925;  reopened 
January  18,  1927 ;  granted  on  certain 
conditions  March  15,  1927 ;  reopened 
May  23,  1933,  under  section  21  of  the 
building  zone  resolution,  of  James  Mc¬ 
Kenna,  applicant,  on  behalf  of  Watson- 
McKenna  Realty  Corp.,  present  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  extension  of  an  existing 
garage  for  more  than  five  (5)  motor 
vehicles ;  dismissed  for  lack  of  prosecu¬ 
tion  October  10,  1933;  reopened  and  re¬ 
stored  to  Calendar  November  8,  1933; 
premises  250  Dyckman  street  (Block 
No.  2246,  Lot  No.  58),  Manhattan. 


cal.  no.  202-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

cal.  no.  331-32-BZ — Application,  June  9,  1932;  granted  on 
certain  conditions  September  23,  1932; 
reopened  October  31,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Elljane  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  maintenance  for  a  further 
temporary  period  of  an  existing  gasoline 
service  station;  premises  southeast  cor¬ 
ner  of  Boston  road  and  Astor  avenue 
(Block  No.  4343,  Lot  No.  30),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  4,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

141-33-BZ. 

APPLICANT — Archie  H.  Samuels,  substituted  for  Robert 
F.  Collyer,  for  Elsie  J.  Hassall,  owner. 

PREMISES — Northwest  corner  of  Farmers  boulevard  and 
143rd  road  (Block  No.  3238,  Lot  No.  109),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

206-33-BZ. 

APPLICANT — James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

PREMISES— South  side  of  Fleet  street,  99  ft.  west  of 
Greenway  South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a,  residence  use  and  “F”  area  district  the 
omission  of  the  required  yard. 

276-33-BZ. 

APPLICANT— James  P.  Boyland,  for  William  Jay  Building 
Corp.,  owner. 

PREMISES — Northeast  corner  of  Grand  concourse  and 
East  203rd  street  (Block  No.  3309,  Lot  No.  42). 
The  Bronx.  _ _ 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business  use. 

283-33-BZ. 

APPLICANT — Herman  Wolff,  for  Gussie  Gordon,  owner. 

PREMISES — 4601  10th  avenue  (Block  No.  5620,  Lot  No. 
11),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  dwelling 
to  business  use. 
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295-33-BZ. 

APPLICANT — William  Shary,  for  Henry  M.  Rinder, 
owner. 

PREMISES — West  side  of  Jerome  avenue,  193.47  ft.  north 
of  Cromwell  avenue  (Block  No.  2855,  Lot  No.  12), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

299- 33-BZ. 

APPLICANT — Abraham  J.  Halprin,  for  Sarah  Beckman, 
owner. 

PREMISES — 90-100  Hegeman  avenue,  southeast  corner  of 
Hopkinson  avenue  (Block  No.  3633,  Lot  No.  27), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 

300- 33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Christina  Coppola, 
owner. 

PREMISES — Southwest  corner  of  Queens  boulevard  and 
Simonson  place  (Block  No.  2474,  Lot  No.  44), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

68-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

PREMISES — 9707-9719  Kings  highway,  northwest  corner 
of  Clarkson  avenue  and  Rockaway  boulevard  (Block 
No.  4633,  Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  withdrawn;  re¬ 
opened  and  restored  to  Calendar  September  19, 
1933). 

344-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Parkville  Amuse¬ 
ment  Corp.,  owner. 

PREMISES — 1048-1072  Ocean  parkway,  west  side,  380  ft. 
south  of  Avenue  J  (Block  No.  5495,  Lot  Nos.  870 
and  872),  Brooklyn. 

APPLICATION,  under  sections  7a,  7c  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  recreation  centre. 


DECEMBER  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  December 
5,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  210-33-BZ — Application,  June  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Frommer,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing 
building  to  a  business  use  (store)  ; 


premises  238-240  Kosciusko  street,  south 
side,  66  ft.  east  of  Tompkins  avenue 
(Block  No.  1786,  Lot  No.  5),  Brook¬ 
lyn. 

cal.  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

cal.  no.  274-33-BZ — Application,  August  16,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Wilson  Dayton,  applicant,  on 
behalf  of  41-11  Bell  Avenue  Co.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  215-32  Northern 
boulevard  (Block  No.  3177,  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

cal.  no.  632-23-BZ — Application,  May  23,  1923;  garage 
granted  on  certain  conditions  October 
7,  ]  924 ;  reopened  and  resolution  modi¬ 
fied  March  17,  1925;  reopened  May  9, 
1933,  after  inspection  by  a  committee 
of  the  board,  under  section  21  of  the 
building  zone  resolution,  of  Talley  & 
Lamb,  applicants,  on  behalf  of  Martino’s 
Building  Corp.,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
alteration  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously 
granted  by  the  board),  so  as  to  permit 
therein  the  erection  and  maintenance  of 
a  gasoline  service  station  and,  also,  the 
extension  of  this  proposed  gasoline  serv¬ 
ice  station ;  premises  1713-1729  Neptune 
avenue  (Block  No.  6994,  Lot  Nos.  1 
and  104),  Brooklyn. 

cal.  no.  263-33-BZ— Application,  July  27,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  F.  Seekamp,  applicant,  on  be¬ 
half  of  John  F.  Seekamp  and  Dorothy 
A.  Seekamp,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southwest  corner  of  Hillside 
avenue  and  Cross  Island  boulevard 
(Block  No.  1481,  Lot  No.  54),  Hollis, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
5,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association. 
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owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 

CAL.  NO.  240-33-BZ— Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  be¬ 
half  of  John  J.  Halleran,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Nassau  boulevard  and  250th  street 
(Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  724-29-BZ — Application,  December  12,  1929 ;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 


12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 

on  the  following  matters : 

cal.  no.  287-33-BZ — Application,  September  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Fred  Meier,  applicant,  on  be¬ 
half  of  William  Allan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
.  Jamaica  avenue  and  Newtown  road 

(Block  No.  695,  Lot  Nos.  1  and  1)4), 
Astoria,  Borough  of  Queens. 

cal.  no.  319-33-BZ — Application,  October  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Nicholas  Herman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  234-22 
Merrick  road,  southwest  corner  of  235th 
street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

cal.  no.  384-31-BZ — Application,  July  31,  1931;  dismissed 
for  lack  of  prosecution  January  26, 
1932 ;  reopened  and  restored  to  Calen¬ 
dar  September  26,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Charles  Goodman,  applicant,  on  behalf 
of  Apex  Gas  Station,  Inc.,  present 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  office,  grease  pit 
and  car-washing  building  to  be  used  as 
accessory  to  an  existing  gasoline  service 
station;  premises  2596-2604  Linden 
boulevard,  southwest  corner  of  Crescent 
street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  14,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Wednesday  morning,  November  8,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Wednesday  after¬ 
noon,  November  8,  1933,  were  approved  as  printed  in  Bul¬ 
letin  No.  46,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

216-33-BZ. 

APPLICANT— William  F.  Doyle,  for  M.  M.  L.  Realty 
Association,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2414-2420  Flatbush  avenue, 
southwest  corner  of  Avenue  T  (Block  No.  8542,  Lot 
No.  41),  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  John  Schier. 
For  Opposition:  Arthur  Brown,  Richard  F.  Veit 
and  Frank  Merz. 


ACTION  OF  BOARD — Laid  over  to  December  5,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


202-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Kapet  Holding  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — Northeast  corner  of  Gun  Hill 
road  and  Mickle  avenue  (Block  No.  4786,  Lot  No. 
36),  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Jacob  Granat,  Abraham  M. 

Schwartz  and  Mrs.  M.  Abplanalp. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1933, 
at  2  p.  m.,  to  obtain  further  information  concerning 
private  restriction. 


240-33-BZ. 

APPLICANT — Irving  Proskauer,  for  John  J.  Halleran, 
owner. 
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SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Nassau 
boulevard  and  250th  street  (Block  No.  4080,  part 
of  Lot  No.  250),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  December  5,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


512-31-BZ. 

APPLICANT — George  Tiernan,  for  Regina  Boulevard 
Corp.,  owner. 

SUBJECT — Application  for  reopening — restoration  to  Cal¬ 
endar — re  Application  (decision  of  the  superintend¬ 
ent  of  buildings),  under  section  21  of  the  building 
zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 2139-2145  Mott  avenue,  south¬ 
east  corner  of  Regina  boulevard  (Block  No.  216, 
Lot  Nos.  100  and  105),  Far  Rockaway,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  George  Tiernan. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar;  to  be  set  for  Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


101-32-BZ. 

APPLICANT — Joseph  Schafran,  substituted  for  Charles  S. 
Clark,  for  Thema  Rosen,  owner. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  garages  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED — West  side  of  Bailey  avenue, 
182  ft.  south  of  West  230th  street  (Block  No.  3264, 
Lot  No.  70),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Schafran. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


1 97-19-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Sadie  Wohlberg, 
owner. 

SUBJECT — Request  for  reopening — reconsideration — re  Ap¬ 
plication  (decision  of  the  commissioner  of  build¬ 
ings),  under  sections  7a  and  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  alteration  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  board)  so  as  to  include  a 
gasoline  service  station. 

PREMISES  AFFECTED— 950-954  Fulton  street,  south 
side,  189  ft.  5 in.  east  of  St.  James  place  (Block 
No.  2014,  Lot  No,  20),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  Lederer. 


AC  I  ION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . . .  o 

Absent :  Commissioner  Connell .  1 


344-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Parkville  Amuse¬ 
ment  Corp.,  owner. 

SUBJECT — Request  for  acceptance  and  preferential  hear¬ 
ing — re  Application  (decision  of  the  commissioner 
of  buildings),  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  recreation 
centre. 

PREMISES  AFFECTED — 1064  Ocean  parkway  (Block 
No.  5495,  Lot  Nos.  870  and  872),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  accepted  and  preferen¬ 
tial  hearing  granted  and  set  for  Calendar  Call  De¬ 
cember  4,  1933,  at  2  p.  m. 

THE  VOTE  TO  ACCEPT  APPLICATION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  1 


THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 


278-33-BZ. 


APPLICANT — Lloyd  E.  iMellor,  for  S.  E.  and  M.  E. 
Bernheimer  Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  alteration 
and  change  of  occupancy  of  part  of  the  first  story 
of  an  existing  building  from  dwelling  to  business 
use. 


PREMISES  AFFECTED- — 2401-2407  Broadway  and  251- 
255  West  88th  street,  northwest  corner  (Block  No. 
1236,  Lot  No.  10),  Manhattan. 
APPEARANCES— 

For  Applicant:  Lloyd  E.  Mellor  and  Charles  D. 
Steffens. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(278-33-BZ) 


W hereas,  Lloyd  L.  Mellor,  for  S.  E.  and  M.  E.  Bern¬ 
heimer  Co.,  owner,  filed,  August  22,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  the  first  story  of 
an  existing  building  from  dwelling  to  business  use ;  premises 
2401-2407  Broadway  and  251-255  West  88th  street,  north¬ 
west  corner  (Block  No.  1236,  Lot  No.  10),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Broadway  is  in  a  business  dis¬ 
trict;  West  88th  street  is  in  a  residence  district;  West  End 
avenue  is  in  a  residence  district,  and  West  89th  street  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  August  9,  1933  (re  Alt.  Applic.  No.  1434-1933), 
reads : 

“1.  Proposed  alteration  is  unlawful  in  that  addition 
to  restaurant  is  shown  to  extend  15'  10"  into  a  residence 
district  for  a  length  of  50'  8 y2" .  Article  2  of  Building 
Zone  Resolution.” ; 

and 

W hereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  fourteen  stories  and  pent  house  in  height,  with  a  front¬ 
age  of  100  ft.  8  in.  on  Broadway  and  125  ft.  10  in.  on  West 
88th  street ;  the  existing  building  is  occupied  as  stores  and 
dwelling  on  the  first  story  and  as  dwellings  above ;  the  east¬ 
erly  (Broadway)  front  of  the  building,  having  a  depth  of 
100  ft.,  is  in  the  business  district ;  the  westerly  portion  of 
the  building  extends  into  the  residence  district  for  a  max¬ 
imum  distance  of  25  ft.  1C  in.;  the  northerly  Broadway  front 
of  the  first  story  of  the  building  is  occupied  as  a  restaurant ; 
this  existing  restaurant  lies  wholly  within  the  business  dis¬ 
trict  and  has  a  depth  of  84  ft.  10  in.;  it  is  proposed  to  alter 
a  portion  of  the  building  (lying  immediately  adjacent  to  the 
west  (rear)  of  the  restaurant)  and  change  the  occupancy 
from  a  dwelling  use  to  restaurant  use;  this  proposed  exten¬ 
sion  to  the  rear  of  the  restaurant  has  a  width  of  approx¬ 
imately  50  ft.  and  a  depth  of  21  ft.  and  it  extends  from  the 
business  district  into  the  residence  use  district  for  a  distance 
of  15  ft.  10  in. ;  and 

Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  sections  7c  and  21  of  the  building"  zone  resolu¬ 
tion. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  (/ranted,  permitting  the  parti¬ 
tions  forming  the  apartment  in  the  rear,  facing  east,  as  in¬ 
dicated  on  plans  filed  with  this  application,  to  be  removed 
and  the  space  now  occupied  by  this  apartment  located  in  a 
residential  area  to  be  used  for  business  in  connection  with 
the  existing  restaurant  and  dining  room  indicated  on  the 
plans,  on  condition  that  there  shall  be  no  exit  door  or  other 
opening  from  the  restaurant  and  dining  room  to  the  main 
hall  of  the  multiple  dwelling ;  that  the  windows  in  the 
kitchen  opening  upon  the  inner  court  shall  be  made  fireproof 
and  self-closing  and  glazed  with  wire  glass ;  that  the  stair 
indicated  from  the  kitchen  to  the  basement  shall  be  con¬ 
structed  of  fireproof  materials,  enclosed  in  fireproof  parti¬ 
tions,  and  with  a  fireproof,  self-closing  door  at  the  bottom 
thereof ;  that  the  space  used!  by  this  restaurant  in  the  base¬ 
ment  for  storage  or  other  purposes  shall  be  cut  off  from 
the  balance  of  the  basement  with  fireproof  walls  and  with  no 
opening  from  that  space  to  the  balance  of  the  basement ; 
that  the  second  means  of  exit  from  this  restaurant  and  dining 
room  shall  be  maintained  as  indicated  by  means  of  a  door 
to  the  passage  leading  to  the  rear  yard  and  thence  to  West 
88th  street;  that  all  permits  required  shall  be  obtained  within 
two  months  and  all  work  completed  within  four  months  from 
the  date  of  this  action. 


803-27-BZ. 

APPLICANT — John  M.  Baker,  substituted  for  Edward  P. 
Doyle,  for  Richard  Welsh,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  July  11,  1933). 

PREMISES  AFFECTED — Northeast  corner  of  Laurel 
Hill  boulevard  and  58th  street  (Betts  avenue), 
(Block  No.  2341,  Lot  No.  46),  Winfield,  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant :  John  M.  Baker. 

F°r  Opposition :  Harry  Pastor  and  Louis  Kaplan. 
AC  1  ION  Ob  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(803-27-BZ) 


Whereas,  John  M.  Baker,  substituted  for  Edward  P. 
Doyle,  for  Richard  Welsh,  owner,  filed,  July  12,  1927;  denied 
December  27,  1929;  reopened  July  11,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gasoline  service 
station;  premises  northeast  corner  of  Laurel  Hill  boulevard 
and  58th  street  (Betts  avenue),  (Block  No.  2341,  Lot  No. 
46),  Winfield,  Borough  of  Queensland 
Whereas,  a  public  hearing  was  held  on  this  application  by 
thei  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Laurel  Hill  boulevard  is  in  a  busi¬ 
ness  and  residence  district ;  58th  street  is  in  a  business  and 
residence  district,  and  58th  place  is  in  a  residence  district ; 
and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  August  29,  1933  (re  Plan  No.  1801-1933),  reads: 

“1.  The  erection  of  a  gasoline  station  within  a  Busi¬ 
ness  District  is  contrary  to  section  4,  Sub.Div.  A  46  of 
the  Zone  Resolution. 

“Not  further  examined.” ; 
and 

W  hereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  71  ft.  on  Laurel  Hill  boule¬ 
vard  and  126.8  ft.  on  58th  street,  upon  which  it  is  proposed  to 
erect  a  one-story  structure,  19  ft.  by  50  ft.,  to  be  used  as 
grease  pits,  office  and  store  and,  also,  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 
Whereas,  the  board,  being  familiar  with  the  vicinity  of 
the  site  in  question,  having  recently  inspected  the  site  and 
having  granted  an  application  for  a  gasoline  station  on  the 
corner  opposite  premises  under  appeal,  deemed  that  the  ap¬ 
plicant  is  entitled  to  relief  under  section  21  of  the  building 
zone  resolution. 

i Rdsolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  (/ranted  on  condition  that  all 
buildings  now  on  the  site  shall  be  entirely  removed;  that 
there  shall  be  erected  on  the  northerly  and  "easterly  lot  lines 
a  wall  constructed  of  face  brick  not  less  than  8  ft."  in  height 
and  suitably  coped;  that  this  wall  may  be  racked  back  at 
the  rate  of  one  foot  in  four  from  Laurel  Hill  boulevard 
only,  starting  with  a  height  of  4  ft.;  that  such  accessory 
buildings  as  are  erected,  as  indicated  on  the  plan  filed  with 
this  application,  shall  be  erected  along  the  easterly  lot  line 
and  the  rear  wall  of  these  accessory  buildings  may  be  in¬ 
corporated  in  the  lot  line  wall;  that  these  buildings  shall 
not  exceed  one  story  in  height  and  shall  consist  of  an  office, 
accessory  stores  and  a  greasing  section ;  that  the  front  of  the 
building  of  this  greasing  section  shall  remain  open;  that 
these  buildings  shall  be  constructed  of  incombustible  mate¬ 
rials  and  the  walls  shall  be  of  face  brick  harmonizing  with 
the  brick  wall;  that  the  balance  of  the  plot  shall  be  cement 
paved  or  covered  with  cracked  blue  stone ;  that  there  shall 
be  no  excavation  under  these  accessory  buildings  except  the 
pits  for  the  greasing  racks;  that  there  shall  be  no  windows 
in  the  wall  of  these  buildings  facing  easterly ;  that  there  shall 
be  erected  along  the  street  building  line  of  58th  street  (Betts 
avenue)  and  Laurel  Hill  boulevard  a  concrete  curb  not  less 
than  12  in.  in  width  and  12  in.  in  height,  with  not  over 
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three  (3)  openings  therein,  two  (2)  from  58th  street  (Betts 
avenue)  and  one  from  Laurel  Hill  boulevard ;  that  no  open¬ 
ing  shall  be  nearer  than  15  ft.  from  the  northerly  property 
line  and  not  nearer  than  5  ft.  to  the  easterly  lot  line  on 
Laurel  Hill  boulevard;  that  no  opening  shall  be  nearer  than 
5  ft.  from  the  corner  formed  by  the  intersection  of  Laurel 
Hill  boulevard  and  58th  street  (Betts  avenue)  ;  that  these 
openings  for  driveways  shall  not  exceed  15  ft.  in  width;  that 
opposite  the  driveways  there  shall  be  cuts  in  the  sidewalk 
curb  not  exceeding  16  ft.  in  width ;  that  any  gasoline  pumps 
erected  shall  be  not  nearer  than  10  ft.  to  either  street  building 
line  or  to  any  portion  of  an(  accessory  building;  that  there 
shall  be  no  portable  gasoline  pumps  operated  on  or  from  the 
property ;  that  signs  advertising  non-conforming  uses  shall 
be  limited  to  the  illuminated  globes  of  the  gasoline  pumps 
and  to  flat  signs  attached  permanently  to  the  fronts  of  the 
accessory  buildings  or  to  the  brick  wall,  excluding  signs  on 
the  wall  facing  easterly  and  northerly  and  also  excluding  all 
signs  of  a  temporary  nature;  that  all  lights  for  illumination 
shall  be  on  pipe  standards  with  metal  reflectors  arranged  so 
as  to  shine  downwardly  so  as  not  to  form  a  nuisance  to  the 
adjacent  residential  buildings  to  the  north  and  east  of  prem¬ 
ises;  that  all  permits  required  shall  be  obtained  within  three 
months  and  all  work  completed  within  nine  months  from  the 
date  of  this  action. 


190-29-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Faw  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  (previously 
granted  by  the  board  and  the  time  in  which  to  obtain 
permits  and  complete  work  has  expired ;  reopened 
for  extension  of  time  October  24,  1933). 

PREMISES  AFFECTED — 1927  Hancock  street,  south 
side,  100  ft.  west  of  Seneca  avenue  (Block  No.  2838, 
Lot  No.  24),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  William  A.  Fluhr. 

For  Opposition:  Noone. 

ACTION  OF  BOARD — Resolution  amended  and  time  ex¬ 
tended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


THE  RESOLUTION— 


78-33-BZ. 

APPLICANT — Helen  Flood,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  five  (5)  motor 
vehicles  as  an  amendment  of  the  resolution  adopted 
by  the  board  varying  the  use  district  for  a  motor 
vehicle  repair  shop  and  a  blacksmith  shop  (reopened 
September  26,  1933). 

PREMISES  AFFECTED — 452-460  West  167th  street 
(Block  No.  2111,  Lot  No.  92),  Manhattan. 
APPEARANCES— 

For  Applicant:  Jerry  Mahoney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(78-33-BZ) 


Whereas,  this  application,  affecting  premises  452-460 
West;  167th  street  (Block  No.  2111,  Lot  No.  92),  Borough 
of  Manhattan,  was  granted  by  the  board  at  its  meeting  April 
25,  1933,  on  certain  conditions,  and  owner  requested  an 
amendment  of  these  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  resolution  adopted  April  25,  1933,  be 
amended,  only  so  far  as  it  has  reference  to  the  use  of  the 
balance  of  the  plot  not  occupied  by  automobile  repair  shop 
to  remain  unbuilt  on,  so  that  as  amended  the  resolution  will 
read :  “permitting  a  one-story  building,  constructed  substan¬ 
tially  as  shown  on  the  plans  submitted  with  this  application, 
to  be  erected  on  the  westerly  side  of  this  plot  leaving  a  yard 
in  the  rear  thereof  of  approximately  61  ft.  and  a  yard  to  the 
east  of  approximately  60  ft.  by  the  full  depth  of  the  plot, 
with  no  buildings  erected  within  these  yards  except  that 
there  may  be  erected  five  (5)  portable  all-metal  garages  on 
the  easterly  yard,  with  the  rear  of  these  garages  approx¬ 
imately  at  the  lot  line  but  not  beyond  the  line  of  the  fronts 
of  the  adjoinging  apartment  houses  to  the  east  and  with  a 
space  not  less  than  20  ft.  left  open  between  the  automobile 
repair  shop  and  these  garages,  and  that  the  requirements  of 
the  resolution  adopted  by  the  board  on  April  25,  1933,  shall 
be  complied  with  in  all  respects  other  than  as  amended 
herein. 


(190-29-BZ) 

Whereas,  this  application,  affecting  premises  1927  Han¬ 
cock  street,  south  side,  100  ft.  west  of  Seneca  avenue  (Block 
No.  2838,  Lot  No.  24),  Ridgewood,  Borough  of  Queens, 
was  granted  by  the  board  on  November  12,  1929,  on  certain 
conditions,  and  the  time  to  obtain  permits  and  complete  the 
work  extended  from  time  to  time,  the  last  extension  being 
March  11,  1932,  all  work  to  be  completed  within  one  year 
from  March  16,  1932;  the  case  was  reopened  October  24, 
1933,  and  set  for  a  public  hearing  on  November  14,  1933, 
for  an  extension  of  time  to  complete  the  work ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  resolution  of  the  board  adopted  on 
March  11,  1932,  be  amended,  only  so  far  as  refers  to  obtain¬ 
ing  of  permits  and1  completion  of  work,  so  that  as  amended 
the  last  clause  of  this  resolution  shall  read :  “that  all  per¬ 
mits  required  shall  be  obtained  within  six  months  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


617-31-BZ. 

APPLICANT — De  Rose  &  Cavalieri,  substituted  for  Klein, 
Kinsley  &  Klein,  for  Domenico  Sabatino,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re .  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  (5) 
motor  vehicles  and,  also,  a  gasoline  service  station. 

PREMISES  AFFECTED — East  side  of  Sedgwick  avenue, 
153.1]  ft.  south  of  West  169th  street  (Block  No 
2530,  Lot  No.  32),  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended  to  complete  work 
THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell . .  '  j 
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THE  VOTE  Tp  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(617-31-BZ) 


V  hereas,  this  application,  affecting  premises  east  side  of 
Sedgwick  avenue,  153.11  ft.  south  of  West  169th  street 
(Block  No.  2530,  Lot  No.  32),  Borough  of  The  Bronx,  was 
granted  by  the  board  at  its  meeting  May  17,  1932,  on  certain 
conditions,  and  owner  requested  an  amendment  of  these  con¬ 
ditions. 

Resolved ,  that  the  resolution  of  the  board  adopted  May  17, 
1932,  be!  and  it  hereby  is  amended,  only  so  far  as  it  relates 
to  obtaining  permit  and  completing  the  work,  so  that  as 
amended  the  last  clause  of  the  resolution  will  read:  “in 
view  of  the  statement  made  by  the  applicant  that  all  per¬ 
mits  have  been  obtained,  that  all  work  involved  under  this 
resolution  shall  be  completed  within  eighteen  months  from 
the  date  of  this  amended  resolution.” 


1072-23-BZ. 

APPLICANT — Viola  M.  Smith,  present  owner. 

SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (order  of  the  fire  commissioner), 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5)  motor  vehicles, 
four  (4)  spaces  rented  to  persons  not  residing  on 
premises. 

PREMISES  AFFECTED — 41  Richmond  street  (Block  No. 
4103,  Lot  No.  8),  Brooklyn. 


APPEARANCES— 

For  Applicant :  Viola  M.  Smith  and  Charles  A.  P. 
Smith. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 
porary  permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott 

Negative  . 

Absent :  Commissioner  Connell . 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT 
Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott 

Negative  . 

Absent :  Commissioner  Connell . 

THE  RESOLUTION— 

(1072-23-BZ) 

Whereas,  this  application,  affecting  premises  41  Rich¬ 
mond  street  (Block  No.  4103,  Lot  No.  8),  Borough  of 
Brooklyn,  was  granted  by  the  board  at  its  meeting  Novem¬ 
ber  20,  1923,  for  a  temporary  period,  and  permit  extended 
from  time  to  time,  and  owner  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  resolution  of  the  board  adopted  No¬ 
vember  12,  1931,  be  reaffirmed  in  all  respects  except  as  to 
the  termination  of  the  temporary  permit  and  that  the  resolu¬ 
tion  be  amended  so  that  the  last  clause  will  read :  “and  that 
this  permit  shall  be  a  temporary  permit  not  extending  be¬ 
yond  two  years  from  the  date  of  this  amended  resolution.” 


Adjourned  1.50  p.  m. 

William  J.  O’Gorman,  Sc  ere!  ary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  14,  1933. 
Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


PREMISES  AFFECTED — Southeast  corner  of  Boston 
road  and  Astor  avenue  (Block  No.  4343,  Lot  No. 
30),  The  Bronx. 

APPEARANCES— 


BUILDING  ZONE  CASES. 

724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (laid  over  for  a  full  vote  of  board;  restored  to 
Calendar  and  set  for  hearing). 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street  (Block  No.  4975, 
Lot  Nos.  7,  8,  9  and  10),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Christopher  McGrath. 

For  Opposition :  Harry  Lesser. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1933,  at 
2  p.  m.,  on  request  of  representative  for  the  oppo¬ 
sition  (full  board  not  present). 


331-32-BZ. 

APPLICANT— William  F.  Doyle,  for  Elljane  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  maintenance  for  a  further  temporary  period  of 
an  existing  gasoline  service  station  (reopened  Octo¬ 
ber  31,  1933). 


For  Applicant :  William  F.  Doyle. 

For  Opposition:  Michael  Moses. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1933,  at 
2  p.  m.,  on  request  of  representative  for  the  oppo¬ 
sition. 


192-33-BZ. 

APPLICANT — Daniel  G.  Albert,  for  Kings  Lane  Holding 
Corp.,  owner. 

SUBJECT-  Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 9201-9215  Kings  highwav, 
northeast  corner  of  East  92nd  street  (Block  No. 
4667,  Lot  No.  74),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Daniel  G.  Albert. 

For  Opposition:  Jacob  Hirsch. 

ACTION  OF  BOARD — Application  withdrawn  with  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 

Holland  and  Chief  McElligott .  3 

Negative:  Commissioner  Guilfoyle .  1 

Absent :  Commissioner  Connell .  ] 


277-33-BZ. 

APPLICANT  Casper  P.  Colla,  for  Anna  Rocco,  owner. 
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SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7b  and  21  of  the  building 
zone  resolution,  to  permit  the  extension  from  an  un¬ 
restricted  use  district  into  a  business  use  district 
of  a  proposed  garage  for  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 89-91  Withers  street,  north 
side,  80  ft.  west  of  Leonard  street  (Block  No.  2737, 
Lot  Nos.  27  and  28),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Casper  P.  Colla. 

For  Opposition :  None. 

ACTION  OF  BOARD- — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(277-33-BZ) 

Whereas,  Casper  P.  Colla,  for  Anna  Rocco,  owner,  filed, 
August  19,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension  from  an  unrestricted  use 
district  into  a  business  use  district  of  a  proposed  garage  for 
more  than  five  (5)  motor  vehicles;  premises  89-91  Withers 
street,  north  side,  80  ft.  west  of  Leonard  street  (Block  No. 
2737,  Lot  Nos.  27  and  28),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Withers  street  is  in  an  unre¬ 
stricted  and  business  district ;  Leonard  street  is  in  an  unre¬ 
stricted  and  business  district,  and  Frost  street  is  in  an  un¬ 
restricted  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  July  31,  1933  (re  Applic.  No.  7800-33),  reads: 

“Proposed  public  garage  for  more  than  five  motor 
vehicles  to  be  located  partly  in  a  business  use  and 
partly  in  an  unrestricted  district,  is  contrary  to  Art.  II, 
Sect.  4a  of  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  45  ft.  on  Withers  street  and 
a  distance  of  125  ft.  along  the  east  lot  line ;  on  the  south¬ 
west  corner  of  the  plot  there  is  located  a  three-story  frame 
structure  which  will  remain;  the  present  frame  stable  lo¬ 
cated  on  the  east  lot  line,  about  56  ft.  north  of  the  building 
line,  is  to  be  demolished;  it  is  proposed  to  erect  on  the  plot 
(excepting  for  that  portion  now  occupied  by  the  three-story 
frame  building  and  rear  yard  of  same)  a  two-story  non- 
fireproof  structure  to  be  used  on  the  first  story  as  a  garage 
for  more  than  five  motor  vehicles,  to  be  used  in  the  conduct 
of  the  owner's  trucking  business,  and  on  the  second  story 
as  a  dwelling  for  one  family ;  the  easterly  portion  of  the 
plot  extends  into  the  business  district  for  a  distance  of  20  ft., 
the  remainder  is  in  the  unrestricted  district ;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and,  therefore,  is  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  to  permit  the  erection 
of  a  one-story  garage  with  an  apartment  above,  as  indicated 
on  the  plans  filed  with  this  application,  on  condition  that  the 
garage  portion  shall  be  completely  fireproof ;  that  the  roof 
over  the  two-story  portion  to  be  used  for  residential  pur¬ 
poses  may  be  non-fireproof ;  that  the  plans  shall  be  rear¬ 


ranged  so  that  the  stairway  to  the  apartment  is  towards  the 
westerly  side  and  the  boiler  stack  towards  the  easterly ;  that 
any  ventilation  stack  from  the  boiler  room  that  passes 
through  the  building  to  the  roof  shall  be  constructed  of  ap¬ 
proved  masonry;  that  all  windows  on  the  lot  line  shall  be 
fireproof,  self-closing;  that  any  skylights  erected  on  the  roof 
of  the  garage  shall  be  removed  at  least  15  ft.  from  the  rear 
wall  of  the  second  story  portion ;  that  these  skylights  shall 
be  glazed  with  plain  glass,  with  wire  screens  over  and  under, 
and  that  the  windows  on  the  rear  of  the  two-story  extension 
shall  also  be  fireproof  and  glazed  with  wire  glass ;  that  there 
shall  be  one  exit  door,  not  over  3  ft.  in  width,  from  the  first 
floor  garage  to  the  rear  yard ;  that  the  boiler  room  shall  be 
located  as  indicated  on  the  plans,  entirely  cut  off  from  the 
balance  of  the  building,  with  fireproof  construction,  and 
enterable  only  from  the  exterior ;  that  any  gasoline  tanks 
and  pumps  that  are  installed  on  the  premises  shall  be  lo¬ 
cated  at  least  20  ft.  away  from  any  portion  of  the  cellar 
occupied  by  the  boiler  room ;  that  the  gasoline  stored  on  the 
premises  shall  be  for  servicing  the  owner’s  trucks  and  not 
for  public  sale ;  that  any  signs  erected  on  the  premises  for 
advertising  non-conforming  use  shall  be  limited  to  a  perma¬ 
nent  flat  sign,  not  over  3  ft.  by  5  ft.,  erected  on  the  front 
wall  of  the  garage  building;  that  there  may  be  one  window 
in  the  first  story  garage  wall  opening  upon  the  yard  behind 
the  frame  dwelling,  provided  this  window  is  removed  at  least 
10  ft.  from  the  rear  wall  of  the  frame  building  on  the  east 
side  and  is  fireproof,  glazed  with  wire  glass  and  made  sta¬ 
tionary  ;  that  the  residential  occupancy  of  the  second  story 
shall  be  limited  to  the  occupation,  of  one  family  only;  that 
complete  working  drawings  shall  be  submitted  to  the  chair¬ 
man  and  approved  by  him  in  behalf  of  the  board  before  the 
same  are  filed  with  the  commissioner  of  buildings;  that  such 
plans  shall  be  filed  within  six  weeks  from  the  date  of  this 
resolution  and  all  permits  shall  be  obtained  within  three 
months  and  all  work  completed  within  one  year  from  the 
date  of  the  approval  of  plans  by  the  chairman  of  the  board. 


259-33-BZ. 

APPLICANT — James  P.  Boyland,  for  Frank  H.  Beck, 
owner. 

SUBJ  ECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7c  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  factory  building. 

PREMISES  AFFECTED — West  side  of  Bronx  boulevard, 
103.24  ft.  north  of  East  239th  street  (Block  No. 
5074,  Lot  No.  13),  The  Bronx. 
APPEARANCES— 

For  Applicant:  James  P.  Boyland. 

For  Opposition:  Peter  J.  Hickey,  Eric  J.  Caroe, 
Mrs.  Claussen,  Mrs.  Haas  and  Caesar  Tiro- 


mam. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  l 


THE  RESOLUTION— 

(259-33-BZ) 

Whereas,  James  P.  Boyland.  for  Frank  H.  Beck,  owner, 
filed.  July  2,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  factory  building;  premises  west  side  of 
Bronx  boulevard,  103.24  ft.  north  of  East  239th  street  (Block 
No.  .)0i 4,  Lot  No.  13),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bronx  boulevard  is  in  an  unre- 
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stricted  and  residence  district  and  Bullard  avenue  is  in  an  un¬ 
restricted  district ;  and 

Whereas,  the  decision  ofi  the  commissioner  of  buildings, 
rendered  July  24,  1933  (re  N.  B.  App.  238-1933),  reads: 

“1.  Erection  of  business  building  (factory)  in  resi¬ 
dence  district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  ofi  69  ft.  on  Bronx  boulevard,  69  ft.  on  Bullard 
avenue  and  a  depth  of  140  ft.  3  in. ;  the  Bronx  boulevard 
frontage  of  the  plot  extends  into  the  residence  district  for 
a  distance  of  100  ft.  and  the  remainder  of  the  plot  is  located 
in  the  unrestricted  district ;  on  the  Bullard  avenue  frontage 
of  the  plot  there  is  located  a  two-istory  factory  building;  it 
is  proposed  to  erect  on  the  Bronx  boulevard  frontage  a  two- 
story  structure,  69  ft.  by  60  ft.  in  area,  to  be  used  as  factory 
on  the  first  story  and  as  dwelling  and  office  on  the  second 
story;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing,  and  which  report  recommends  the 
denial  of  this  application;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


155-33-BZ. 

APPLICANT — Nathan  D.  Aron,  for  Vito  Jacovino  and 
Samuel  Kaplan,  owners. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  business  use  (wrecking  auto¬ 
mobiles  and  selling  parts), 

PREMISES  AFFECTED — 846-848  Shepherd  avenue,  west 
side,  205  ft.  south  of  Linden  boulevard  (Block  No. 
4363,  Lot  Nos.  17  and  18),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Nathan  D.  Aron. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(155-33-BZ) 


Whereas,  Nathan  D.  Aron,  for  Vito  Jacovino  and  Samuel 
Kaplan,  owners,  filed,  April  24,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  business  use  (wrecking  automobiles 
and  selling  parts)  ;  premises  846-848  Shepherd  avenue,  west 
side,  205  ft.  south  of  Linden  boulevard  (Block  No.  4363, 
Lot  Nos.  17  and  18),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  14,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Shepherd  avenue  is  in  a  residence 
district :  Essex  street  is  in  a  residence  district ;  Stanley  ave¬ 
nue  is  in  a  business  district,  and  Linden  boulevard  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  April  5,  1933  (re  Applic.  No.  2759-33),  reads: 

“Application  denied.  Use  contrary  to  Zoning  Reso¬ 
lution,  Art.  II,  Section  3.  ‘Wrecking  Automobiles  and 
selling  parts’  not  permitted  in  Residence  Districts.’”; 
and 


W  hereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  40  ft.  and  a  depth  of  100  ft.,  upon  which  it  is 
proposed  to  wreck  automobiles  and  to  sell  the  parts  of  same ; 
and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  and  report  of  said  inspection 
was  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution,  and,  therefore,  is  entitled  to  relief  for  a 
temporary  period  of  two  years. 

Resolved,  rhat  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  for  a  temporary  period 
of  two  years  under  section  21,  to  permit  the  plot  under  ap¬ 
peal  to  be  used  for  business  purposes  and  limited  to  its 
present  use,  namely,  wrecking  automobiles  and  selling  parts 
for  same  under  a  license  obtained  or  to  be  obtained  from 
the  proper  city  departments  as  a  second-hand  dealer,  on  con¬ 
dition  that  the  property  shall  remain  in  its  present  condition, 
surrounded  by  a  board  fence,  and  with  no  additional  build¬ 
ings  erected  other  than  the  two  small  frame  buildings  now  in 
place. 


249-32-BZ. 

APPLICANT — Larry  Meltzer,  substituted  for  Benjamin  N. 
Brody,  for  Michelina  Volpe,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop  and  of  a 
gasoline  service  station  (granted  by  the  board) 
without  the  concrete  curb  required  by  the  resolu¬ 
tion. 

PREMISES  AFFECTED — 2-8  Meeker  avenue,  southeast 
corner  of  Manhattan  avenue  (Block  No.  2825,  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  Peter  Schwartz. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent ;  Commissioner  Connell .  1 


THE  RESOLUTION— 

(249-32-BZ) 

W hereas,  this  application,  affecting  premises  2-8  Meeker 
avenue,  southeast  corner  of  Manhattan  avenue  (Block  No. 
2825,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the 
board  at  its  meeting  October  14,  1932,  on  certain  conditions, 
and  time  extended  July  5,  1933,  and  owner  requested  a  fur¬ 
ther  amendment  of  the  conditions  of  the  original  resolution. 

Resolved,  that  the  resolution  of  the  board  adopted  October 
14,  1932,  be  amended,  only  so  far  as  it  relates  to  the  require¬ 
ment  for  the  erection  of  a  concrete  curbing  and  openings  to 
Meeker  avenue  and  Richardson  street,  so  that  as  amended 
this  clause  of  the  resolution  will  read :  “that  there  shall  be 
erected  along  the  building  line  on  all  street  fronts  a  con¬ 
crete  curbing,  not  less  than  12  in.  in  height  and  12  in.  in 
width,  as  indicated  on  revised  plans  marked  ‘Received  No¬ 
vember  14,  1933,’  which  provide  for  a  curbing  on  Meeker 
avenue  and  Richardson  street,  westerly  from  the  corner 
of  the  automobile  repair  shop  on  each  street  for  a  distance 
of  5  ft.,  and  also  for  a  curbing  at  the  westerly  end  of  the 
plot  for  the  full  width  of  the  plot  on  Manhattan  avenue  with 
a  return  curbing  easterly  on  Meeker  avenue  for  a  distance 
of  5  ft.  and  easterly  on  Richardson  street  for  a  distance  of 
5  ft.,  on  condition  that  the  cuts  in  the  curb  and  all  conditions 
in  the  resolution  adopted  October  14,  1932,  other  than  as 
modified  herein,  shall  be  complied  with.” 
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617-24-BZ. 

APPLICANT — Newman,  Hauser  &  Teitler,  substituted  for 
William  De  Goode,  for  M.  H.  S.  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  7c  of  the  building  zone  resolu¬ 
tion,  to  permit  the  alteration  and  conversion  of 
occupancy  of  building  used  as  a  factory,  stable  and 
garage,  located  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  to  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 41-57  Third  avenue  (Block 
No.  186,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  L.  Teitler,  Walter  Pfaendler 
and  Louis  Carroll. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0, 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  AMEND— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(617-24-BZ) 


Whereas,  this  application,  affecting  premises  41-57  Third 
avenue,  southeast  corner  of  Atlantic  avenue  (Block  No.  186, 
Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the  board 
at  its  meeting  May  5,  1925,  on  certain  conditions,  and  owner 
requested  an  amendment  of  these  conditions. 

Resolved,  that  the  resolution  of  the  board  adopted  on  May 
5,  1925,  be  reaffirmed  and  said  resolution  amended  to  permit 
alteration  to  the  first  story,  as  indicated  on  the  plans  filed 
with  this  application  marked  “Received  November  1,  1933,” 
under  which  the  wall  of  the  first  story  is  to  be  completely 
removed  along  Atlantic  avenue  and  for  a  distance  of  32  ft. 
southerly  from  Atlantic  avenue  along  Third  avenue,  so  that 
the  Atlantic  avenue  front  portion  of  the  first  story  of  this 
building  may  be  used  as  a  gasoline  selling  area,  on  condition 
that  there  shall  be  erected  between  the  gasoline  selling  area 
and  the  balance  of  the  first  story  used  as  public  garage  a 
fireproof  wall  for  the  full  height  of  the  first  story  continu¬ 
ously  from  the  easterly  wall  to  the  Third  avenue  wall  and 
with  all  openings  therein  protected  with  fireproof  doors ;  that 
the  entire  gasoline  selling  area  shall  be  cement  paved;  that 
the  ceiling  over  the  gasoline  selling  area  shall  be  fire-re¬ 
tarded  in  accordance  with  the  rules  of  the  board  of  standards 
and  appeals ;  that  the  boiler  room  located  in  the  bay  in  the 
cellar  at  the  corner  of  Atlantic  and  Third  avenues  shall  be 
entirely  separated  from  the  balance  of  the  building  with  fire¬ 
proof  material  and  enterable  only  from  the  exterior  by  means 
of  a  new  stairway  to  be  erected  from  Third  avenue  at  a 
point  approximately  35  ft.  southerly  from  Atlantic  avenue; 
that  this  entrance  to  the  boiler  room  shall  be  separated  from 
the  building  by  fireproof  walls  and  that  the  present  opening 
to  the  boiler  room  from  Atlantic  avenue  shall  be  discon¬ 
tinued  and  permanently  closed;  that  no  gasoline  pumps  or 
tanks  shall  be  erected  over  the  boiler  room  or  within  15  ft. 
thereof ;  that  working  drawings  shall  be  submitted  to  the 
chairman  and  approved  by  him  in  behalf  of  the  board  before 
filing  with  the  commissioner  of  buildings ;  that  all  structural 
changes  and  the  installation  of  the  oil-burning  equipment 
shall  be  satisfactory  to  and  approved  by  the  commissioner 
of  buildings ;  that  the  conditions  in  the  resolution  of  the 
board  adopted  on  May  5,  1925,  other  than  as  amended  herein, 
shall  be  complied  with,  and  that  all  permits  shall  be  obtained 
within  three  months  and  all  work  completed  within  nine 
months  after  the  approval  of  plans  by  this  board. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 

133-33-A. 

APPELLANT. — Charles  G.  Wessel,  for  Prager  &  Goldfarb, 
lessees. 

SUBJECT — Appeal  from  a  decision  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — 1526  Avenue  M,  southwest 
corner  of  East  16th  street  (Block  No.  6744,  Lot 
No.  8),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent :  Commissioner  Connell .  i 

THE  RESOLUTION— 

(133-33-A) 

Whereas,  Charles  G.  Wessel,  for  Prager  &  Goldfarb, 
lessees,  filed,  April  10,  1933,  an  appeal  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  1526  Ave¬ 
nue  M,  southwest  corner  of  East  16th  street  (Block  No. 
6744,  Lot  No.  8),  Borough  of  Brooklyn;  and 
Whereas,  this  appeal  was  dismissed  as  improperly  before 
the  board  June  6,  1933,  in  that  it  was  an  appeal  from  a  de¬ 
cision  of  the  superintendent  of  buildings  under  section  170  : 
of  the  building  code,  which  does  not  apply,  the  street  in  ques¬ 
tion  not  having  been  acquired  by  the  city,  and  that  the 
appeal  should  have  been  from  a  decision  under  section  35  of 
chapter  690  of  the  laws  of  1926,  which  confers  power  upon 
this  board  to  act  in  the  case  of  a  building  in  the  bed  of  a 
mapped  street;  and 

Whereas,  under  date  of  June  24,  1933,  appellant  filed  with 
this  appeal  a  decision  of  the  commissioner  of  buildings 
rendered  June  13,  1933,  which  reads: 

"In  the  matter  of  application  No.  2631-1933. 

“1.  This  newsstand  has  been  erected  entirely  beyond 
the  building  line  of  E.  16th  St.,  which  is  a  mapped  street 
title  to  which  has  not  been  vested  in  the  City.  Appli¬ 
cation  may  be  made  to  the  Board  of  Standards  and  Ap¬ 
peals  for  permission  to  erect  a  structure  in  the  bed  of  a 
mapped  street  under  Section  35,  Chapter  690,  Laws  of 
1926.  This  application  is  therefore  denied”- 
and 

Whereas,  the  board  is  in  receipt  of  a  letter  from  the 
office  of  the  President  of  the  Borough  of  Brooklyn,  dated 
October  31,  1933,  stating  that  this  newsstand  has  been  re¬ 
moved  ;  and 

Whereas,  a  committee  of  the  board  inspected  this  location 
on  November  2,  1933,  and  found  that,  as  reported,  the  news¬ 
stand  had  been  removed  and,  also,  found  that  the  newsstand 
had  never  been  apparently  located  on  the  land  leased  from 
the  Long  Island  Railroad  Company,  but,  on  the  contrary, 
had  been  erected  within  the  line  of  East  16th  street  on  a 
public  highway ;  and 

Whereas,  the  appellant  was  notified  to  appear  before  the 
board,  but  failed  to  appear  when  his  case  was  called. 

Resolved^,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


PETITION  FOR  VARIATION. 

480-26-S. 

PETITIONER  Cross  &  Brown  Co.,  substituted  for  Wil- 
F.  Doyle,  for  Central  Zone  Corp.,  owner. 

oUbjELl  —Application  for  reopening — amendment _ re  Va¬ 

riation  of  the  labor  law  as  cited  in  a  decision  of  the 
superintendent  of  buildings. 

PREMISES  AFFECTED— 18-22  East  34th  street  and  15- 
19  East  33rd  street  (Block  No.  863,  Lot  Nos.  13 
14,  15,  71  and  73),  Manhattan. 
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APPEARANCES— 

For  Petitioner :  Albert  J.  Courtney  and  Edward 
Bloodgood. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  AMEND— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(480-26-S) 

Whereas,  this  petition,  affecting  premises  15-19  East  33rd 
street  and  18-22  East  34th  street  (Block  No.  863,  Lot  Nos. 
13,  14,  15,  71  and  73),  Borough  of  Manhattan,  was  granted 
by  the  board  at  its  meeting  July  20,  1926,  on  certain  condi¬ 
tions,  and  owner  requested  an  amendment  of  these  condi¬ 
tions. 

Resolved,  that  the  resolution  adopted  by  the  board  on  July 
20,  1926,  be  and  it  hereby  is  amended,  so  that  as  amended 
the  resolution  will  read :  “granted,  permitting  a  factory  occu¬ 
pancy  of  25  per  cent  of  the  entire  floor  area,  on  condition 
t  that  all  windows  above  the  second  story  ceiling  on  the  34th 
street  front  and  above  the  first  story  ceiling  on  the  33rd 
street  front  and  all  side  lot  line  windows  shall  be  made  fire¬ 
proof  and  self-closing  in  compliance  with  the  requirements  of 
t  the  labor  law ;  that  all  ingress  and  egress  of  factory  em¬ 
ployees,  raw  material  and  manufactured  products  shall 
be  confined  exclusively  to  33rd  street,  and  that  the  labor  law 
shall  be  complied  with  in  all  respects  other  than  as  modified 
herein.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
309-33-SA. 

PETITIONER — American  Heating  Co.,  owner;  H.  W. 
Ordeman,  agent. 

SUBJECT — Hercules  Oil  Burner,  Models  H  and  HF,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  H.  W.  Ordeman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
■  with  the  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . . . . .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(309-33-SA) 


Whereas,  H.  W.  Ordeman,  for  American  Heating  Co,, 
owner,  filed,  September  25,  1933,  a  petition  with  the  board 
of  standards  and  appeals  for  approval  of  their  device  known 
as  the  Hercules  Oil  Burner,  Models  H  and  HF ;  and 
Whereas,  this  device  uras  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  November  13,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Hercules  Oil  Burner, 
Models  H  and  HF,  for  use  in  domestic  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  the  report  of  the  assistant  chief 
of  the  Bureau  of  Combustibles,  fire  department,  and  the  engi¬ 
neer  of  the  board. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set -  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary . 935-24-SA 

I  Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump . 60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump... .  1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary . 52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary . . .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  . . .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil . . .  705-30-SA 

Viking  . 438-21-SA 

Warren  Oil  Pump . 1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  . . . .  184-22-SA 

Worthington  Show  Model  Duplex . 194-22-SA 
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Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Auto-Heat  Oil  Burner .  284-33-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner....  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner..  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bettendorf  Oil  Burner,  Model  H.B .  498-32-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D _  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31- S A 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS _  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32- S A 

Carborundum  Burner  .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner -  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

F.lectrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 . *  225-32-SA 

Espo  Oil  Gas  Burner . 1431-23-SA 


Name  of  Burner  Caletidar  No. 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O... .  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner . .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

!0  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  . .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2 _  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Oil  Burner,  Model  S-l .  282-33-SA 

Gill  Oil  Burner .  1231-23-SA 

Gold  Star  Oil  Burner,  Models  F  and  S .  166-33-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” .  232-32-SA 

Gulf  Oil  Burner .  382-26-SA 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner . ..  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Heil  Combustion  Fuel  Oil  Burner .  1105-22-SA 

Heil  Combustion  Fuel  Oil  Burner,  Type  B _  295-29-SA 

Hercules  Oil  Burner . 510-29-SA 

Hercules  Oil  Burner,  Models  H  and  HF .  309-33-SA 

Hercules  Oil  Burner,  Models  M  1200  and 

M  1800  .  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner _  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D _  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lonergan  Automatic  Oil  Burner .  208-33-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 
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Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner . 637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner. .  938-25-SA 

Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Heat  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30- A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner . 1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

!  Petro  Domestic  Burner .  161-26-SA 

!  Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C....  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6 

and  G7 .  411-32-SA 

Quaker  Burnoil  Stove .  11-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner . 504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner .  304-32-SA 


Name  of  Burner  Calendar  No. 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  Oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA .  436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  O .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Auomatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  Model  G .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A _  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stephens  Oil  Burner,  Models  No.  1  and  No.  2. .  146-33-SA 

Stuhler  Oil  Burner . .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner.... .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air  Furnaces  400-32-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Timken  Oil  Burner,  Model  20 . 287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Rotary  Burner,  Models  A,  B  and  C _  454-25-SA 

Todd  Spiro  Oil  Burner . 470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  803  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O.  A 

and  B .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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Air-Blast  Oil  Burner . 

Anthony  Nebulyte  Oil  Burner . 

Auto-Heat  Oil  Burner . 

Babcock  &  Wilcox  Mechanical  Oil  Burner.... 

Ballard  Automatic  Oil  Burner . 

Ballard  Low  Pressure  Mechanical  Oil  Burner. . 

Ballard  Jr.  Oil  Burner . 

Ballard  Staples  &  Pfeiffer  Steam  Atomizing 

High  Pressure  Burner . 

Best  Calorex  Burner . 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner. . 

Burnwell  Mechanical  Burner . . 

Caloroil  Burner,  Type  AA . 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 . 

Coen  Mechanical  Oil  Burner . 

Cornell  No.  1  Type  A  Oil  Burner . 

Dahl  Mechanical  Fuel  Oil  Burner . 

D’Elia  Oil  Burner . . 

DeWalt  Oil  Burner . . . 

Doe  Oil  Burner . . . 

Enco  Type  400  Steam  Atomizing  Oil  Burner. . 

Enco  Mechanical  Oil  Burner.. . 

Enterprise  Rotary  Fuel  Oil  Burner . 

Enterprise  Steam  Atomizing  Burner . 

Fess  Turbine  Burner  &  Airoil  Fan  &  Pump  Set 

Frankfort  Type  P  Oil  Burner..... . 

Gem  Fuel  Oil  Burner. . . 

General  Electric  Fuel  Oil  Burner,  Model  D-l . . 

General  Electric  Oil  Burner,  Type  DA-2 . 

Ghapco  Steam  Generator . . 

Gilbert  &  Barker  Fuel  Oil  Burner . 

Gold  Star  Oil  Burner,  Models  F  and  S . 

Grant  Oil  Burner,  Model  “C” . . 

GRD  Fuel  Oil  Atomizer . . 

Hammond  Oil  Burner . 

Harris  Fuel  Oil  Burner . . 

Hart  Oil  Burner.  Model  “H” . 

Hauck  Venturi  Low  Pressure  Oil  Burner. 

Hayward  Oil  Burner . . 

Hobeco  Oil  Burner . V . 

Holby  Oil  Burner . 

Holby  Type  B  Fuel  Oil  Burner . 

Induslo  Fuel  Oil  Burner  1-27 . . 

Kraeger  Oil  Burner . 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D . . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . . . 

Lientz  Oil  Burner . . 

Lonergan  Automatic  Oil  Burner . 

Magna  Fuel  Oil  Burner . . . 

Mahrvel  Low  Pressure  Burner . 


Burners  for 

579-B2-SA 

1026-22-SA 

284-33-SA 

45-21-SA 

1363-23-SA 

1493-22-SA 

1176-27-SA 

1414-22-SA 

1464-21-SA 

485-32-SA 

957-22-SA 

1361-24-SA 


608 

942 

397- 

13 

155 

541- 

317 

1414- 

509 

1149 

15 

26 

1046 

111 

434 

228 

348 

1636 

166 

232 

128 

72 

690 

221 

88 

696 

1278 

328 

689 

5- 

367 

226- 

314 

129 

155 

208 

197- 

859 


-32-SA 
■21-SA 
•23-SA 
-21-SA 
-31-SA 
-31-SA 
-31-SA 
-23-SA 
-30-SA 
■27- S  A 
-33-SA 
-22-SA 
-23-SA 
-26-SA 
-32-SA 
-33-SA 
-31-SA 
-21-SA 
-33-SA 
-32-SA 
-27-SA 
-31-SA 
-30-SA 
-33-SA 
-27-SA 
-30-SA 
-21-SA 
-27-SA 
-29-SA 
-24-SA 
-30-SA 
■33-SA 
30-SA 
-28-S  A 
-20-SA 
-33-SA 
-33-SA 
-26-SA 


Industrial  Use 

Maxon  Oil  Burner  (New  Style) . 

May  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morse  Conical  Type  Steam  Atomizing  Burner 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

Nichols-McCann-Harrison  Burners . 

North  American  Low  Pressure  Oil  Burner. . . . 

Oilbilt  Burner . 

Oronoque  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Peabody-Fisher  Wide  Range  Mech.  Oil  Burner 

Petro  Model  W  Oil  Burner . 

Petro  Mechanical  Burner  and  Air  Register. . . . 
Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Model  W-AH . 

Quiet  Ballard  Automatic  Oil  Burner . 

Quigley  No.  10  Low  Pressure  Oil  Burner.... 

Quinn  Oil  Burning  Equipment. . . . 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. . 
Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

Rockwell  Fuel  Oil  Burner . 

Rohr  Schanck  Fuel  Oil  Burner . 

S.  &  Iv.  Mechanical  Fuel  Oil  Burner . 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel 

Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel 

Oil  Burner . 

Simplex  Turbine  Fuel  Oil  Burner . 

Steam  Oil  Burner . 

Stephens  Oil  Burner,  Models  No.  1  and  No.  2. . 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner . . . 

Surface  Combustion  Low  Pressure  Burner.... 

Tate- Jones  Fuel  Oil  Burner,  “L”  Type . 

Tate-Jones  No.  6  Oil  Burner . 

Timken  Rotary  Oil  Burner . 

Todd  Mechanical  Fuel  Oil  Burner . 

Todd  Rotary  Burner,  Models  A,  B  and  C.... 

Todd  Spiro  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Todd  Steam  Atomizing  Fuel  Oil  Burner . 

Vaporoil  Burner  . 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
Wizard  Automatic  Oil  Burner . 


1036-22-SA 

68-24-SA 


327-31-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 

185- 29-SA 

186- 29-SA 
548-31-SA 
255-31-SA 
792-26-SA 

85-33-SA 

394-30-SA 

617-30-SA 

644-21-SA 

452-31-SA 

735-24-SA 

40-31-SA 

614-32-SA 

660-30-SA 

436-31-SA 

367-21-SA 

504-23-SA 

667-28-SA 

341-21-SA 

583-21-SA 

1115-22-SA 

10-33-SA 

197-32-SA 


198-32-SA 

1203-22-SA 

183-22-SA 

146-33-SA 

603-29-SA 

106-33-SA 

624-30-SA 

92-23-SA 

1254-24-SA 

1444-23-SA 

297-29-SA 

1525-22-SA 

454-25-SA 

470-31-SA 

94-32-SA 

123-23-SA 

44-32-SA 

19-25-SA 

181-33-SA 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $1.25;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadwav.  Price  30c;  by  mail  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 
Rule's. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  Applications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

1031- 27- A — 20-28  West  72nd  street,  Manhattan. 

1032- 27-A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29- S A— Safe- Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^4 -inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2^4-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30- S A — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2j4-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2j4-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

229-32-SA — Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 
286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32-SA — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

501-32-S A — Diard.  Oil  Burner,  approval  of. 


528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-1J4, 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33- S A — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 

195-33 -S  A— Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA — Mohawk  Oil  Burner,  approval  of. 

218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA— Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

254-33-SA — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-S A — Perfect-Pantex  Oil  Burner,  approval  of. 

298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
‘Burning  Heaters,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  arc  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  wifi  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

*  The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement : 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated. lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 


927 


PROGRESS  REPORT 

DOCKET.  DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  November  15,  1933 .  344 

Restored  to  Calendar .  98 

Miscellaneous  Applications. 

Requests  to  reopen .  296 

Requests  to  amend .  17 

Requests  for  modification .  44 

Requests  to  rescind .  2 

Requests  for  extension  of  time .  61 

Requests  for  extension  of  permit .  10 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  14 

Administrative  requests  .  0 

Requests  for  interpretation .  26 

Total .  1173 

Disposed  of .  923 

Cases  pending  November  15,  1933 .  250 


Dismissed  . 21 

Denied  . . . '. .  104 

Granted  .  4 

Granted  on  condition .  210 

Appliances  approved  .  44 

Appliances  dismissed,  disapproved  or  withdrawn .  24 

Rules  approved  . : .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  246 

Requests  to  reopen  denied .  23 

Requests  to  amend  granted .  17 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  43 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  2 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  61 

Requests  for  extension  of  time  denied .  P 

Requests  for  extension  of  permit  granted .  10 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  .  14 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  26 

Requests  withdrawn  or  dismissed . • .  27 

Total  .  923 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth.  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth.  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decision. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar, 

Minutes  of  Regular  Meeting,  November  21,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  November  21,  1933,  2 
P.  M. 

Smoking  in  Factories,  Rules. 

Fire  Retarding  Rules  for  Garages,  etc. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  November  27, 1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  December  4,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  up  to  November  22,  1933. 

Cdl.^Np.  Department.  . Premises  Affected. 

358-33-A . D.B.M....241  Madison  ave.  (Block  867, 

Lot  55),  Man., 

—  :  .•  ,  v.  :  F-6889 

357-33-BZ . D.B.Bx.  ..3349-3357  East  Tremont  ave. 

(Block  5311,  Lot  8  &  part 
of  Lot  11),  Bx., 

Alt.  474-33 


-;  '6i ' 


356-33-BZ.. . D.B.B ... .2628-2632  Avenue  V  (Block 

•  '  7352,-.  Lots  41  &  42),  Bklyn., 

Applic.  11798-33 

355-33-SA... _ F.D . Lange  Economical  Oil  Burner, 

-  Appliance 

354-33-BZ . D.B.Bx. .  .Northwest  corner  of  Bailey  ave. 

&  Van  Cortlandt  Park  South 
(Block  3271,  Lot  45),  Bx., 

-  N.  B.  150-33 

353-33-BZ . D.B.B  ...  .407-417  Sheepshead  Bay  rd. 

(Block  7275,  Lot  7),  Bklyn., 

-  Applic.  13620-33 

...D.B.M.... 101-117  W.  67th  st.  (Block 
1139,  Lot  24),  Man., 

N.  B.  119-33 


352-33-BZ. 


351-33-A . D.B.M ..  ..584-586  Broadway  (Block  511, 

Lot  8),  Man., 

- —  .  .,  F-5661 


350-33-A . D.B.M ...  .588-590  Broadway  (Block  511, 

Lot  10)  j  Man., 

- .  F-5663 

349-33-SA. - , - F.D . Herco  Oil  Burner, 

— - —  Appliance 


348-33-BZ . ..D.B.B ....  2837-2859  Coney  Island  ave. 

(Block  7454,  Lot  1),  Bklyn., 
— - —  Applic.  12912-33 


347-33-BZ. ...  ...D.B.Bx. ..  138  Eames  pi.  (Block  3248, 

Lot  62),  Bx., 

— - -  .  Alt.  523-33 


346-33-SA . . .F.D.  !  . . .  .Goodspeed  Oil  Burner  Nozzle 

Type  II,  Appliance 


345-33-BZ . D.B.Bx.  .  .3146  Heath  ave.  (Block  3257, 

Lot  53),  Bx., 

- — —  N.  B.  357-33 

Restored  to  Calendar. 

532-32-BZ . D.B.Q ....  Southeast  corner  of  Astoria 

ave.  &  31st  st.  (Block  620, 
Lots  24  &  25),  Astoria,  Q., 

-  Plan  No.  7194-32 

493-32-BZ . D.B.M ...  .999-1015  Columbus  ave.  (Block 

1845,  Lot  3),  Man., 

— : - —  Alt.  867-32 

132-31-BZ . D.B.Q ...  .129-03  to  129-07  Liberty  ave. 

(Block  577,  Lots  51,  52  & 
54),  Richmond  Hill,  Q., 

— - —  Decision 


20-28-BZ,., ,  . ,  ..D.B.B. .  .  .99-100-101  Prospect  Park  South¬ 
west  (Block  5259,  part  of 
Lot  22),  Bklyn., 

- — - — : — -  Decision 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . . Tenement  House  Department 


RULES 


Last  Publication  in 


Certificate  of  Occupancy,  approved 


forms  . Aug. 

Concrete  Flat  Slabs,  Rules . .June 

Concrete  Rules  (Hydrated  Lime)  ..  .Nov. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) ...  Nov. 

Factory  Exit  Rules . Nov. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . Nov. 

Fireproof  Wood,  Testing  of . July 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 


Paint,  Varnish  and  Lacquer  Spray- 


2,  1982— Vol. 

6,  1938— Vol. 
28,  1933- Vol. 
28,  1933— Vol. 
14,  1933— Vol. 
14,  1933— Vol. 
26,  1933— Vol. 
30,  1933— Vol. 

28,  1933— Vol. 
11,  1933— Vol. 
21,  1919— Vol. 
19,  1933— Vol. 

7,  1925— Vol. 
5,  1928— Vol. 


ing  Rules . June 

Plumbing  Rules . Nov. 

Procedure,  Rules  of . June 

Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for... Nov. 

Sprinkler  Rules . Dec. 

Standpipe — Fireline  Rules  . Sept. 

Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


13,  1933— Vol. 
7,  1933— Vol. 
20,  1933—  Vol. 
18,  1933— Vol. 
28,  1933- Vol. 

6,  1932— Vol. 
26,  1933— Vol. 

7,  1932— Vol. 

10,  1923— Vol. 


Bulletin 

17  No.  31 

18  No.  23 
18  No.  48 
18  No.  13 
18  No.  46 
18  No.  46 
18  No.  39 
18  No.  22 

18  No.  4S 
18  No.  28 
4  No.  3 
18  No.  38 
10  No.  14 
13  No.  23 

18  No.  24 
18  No.  45 
18  No.  25 
18  No.  16 
18  No.  48 

17  No.  49 

18  No.  39 
17  No.  23 

8  No.  15 


LIST  OF  APPROVED  APPLIANCES 

Fireline  Hose  Valves . Oct.  10,  1933 — Vol.  18  No.  41 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Nov.  21,  1933 — Vol.  18  No.  47 

Fuel  Oil  Burners  for  Industrial  Use.Nov.  21,  1933 — Vol.  18  No.  47 

Fuel  Oil  Pumps . Nov.  21,  1933 — Vol.  18  No.  47 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  NOVEMBER  27,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

1197-23-BZ. 

APPLICANT — Standard  Oil  Company  of  New  York,  Inc., 
for  Ross  &  Heilig  Realty  Corp.,  owner. 

PREMISES- — 714  Southern  boulevard  (Block  No.  2729,  Lot 
No.  6),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop  (reopened  July  5,  1933). 


207-33-BZ. 

APPLICANT — Michael  Glick,  for  O’Brien  Building  Corp., 
owner. 

PREMISES — Southwest  corner  of  Webster  avenue  and 
East  204th  street  (Block  No.  3330,  Lot  Nos.  65,  66, 
67  and  68),  The  Bronx. 

x\PPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
parking  space  for  more  than  five  (5)  motor 
vehicles. 

1323-25-BZ. 

APPLICANT — William  F.  Regan,  for  Marie  Bausmann, 
owner. 

PREMISES — 7021  73rd  place  (formerly  known  as  4621 
Proctor  street),  (Block  No.  3792,  Lot  Nos.  44  and 
46),  Glendale,  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  (previously 
denied;  reopened  September  12,  1933). 

70G-29-BZ. 

APPLICANT — Max  Levy,  owner. 

PREMISES — 238-240  Pennsylvania  avenue  and  2072-2076 
Pitkin  avenue,  southwest  corner  (Block  No.  3737, 
Lot  Nos.  19,  20  and  21),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  cutting  of  two  (2) 
additional  vehicular  entrances  to  an  existing  gasoline 
service  station  previously  granted  by  the  board  (re¬ 
opened  September  26,  1933). 

699-30-BZ. 

APPLICANT — William  F.  Doyle,  for  512  West  56th  Street 
Corp.,  owner. 

PREMISES — East  side  of  Jerome  avenue,  100  ft.  south  of 
196th  street  (Block  No.  3317,  Lot  Nos.  23  and  25), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  dismissed  for  lack  of  prosecu¬ 
tion;  reopened  and  restored  to  Calendar  October 
17,  1933). 

495-32-BZ. 

APPLICANT — Michael  Levine,  for  Navillus  Realty  Corp., 
owner. 

PREMISES — 122-13  to  122-21  Rockaway  boulevard  (Block 
No.  2512,  part  of  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  denied  under 
section  7f;  reopened  May  31,  1933). 

326-33-BZ. 

APPLICANT — Sound  View  Properties,  Inc.,  owner. 

PREMISES — Southwest  corner  of  Randall  avenue  and 
Sound  View  avenue  (Block  No.  3523,  Lot  No.  34), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


NOVEMBER  28,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  November 
28,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

CAL.  NO.  233-33-BZ— Application,  June  23,  1933,  under  sec¬ 
tions  7b  and  21  of  the  building  zone 
resolution,  of  Murray  Klein,  applicant, 
on  behalf  of  1525  Myrtle  Avenue  Realty 
Co.,  Inc.,  owner,  to  permit  the  exten¬ 
sion  from  an  unrestricted  district  into 
a  business  district  of  an  existing  gaso¬ 
line  service  station;  premises  1517-1543 


Myrtle  avenue  (Block  No.  3328,  Lot 
No.  1),  Brooklyn. 

cal.  no.  250-33-BZ — Application,  July  11,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Anna  Hochman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  5914-5924  Church  ave¬ 
nue  and  902-912  Ralph  avenue,  south¬ 
west  corner  (Block  No.  4707,  I,ot  No. 
37),  Brooklyn. 

cal.  no.  262-33-BZ— Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  &  Marshall,  applicants,  on  be¬ 
half  of  John  Wild  and  Mary  C.  Wild, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  southwest 
corner  of  Merrick  road  and  125th  ave¬ 
nue  (Block  No.  3208,  Lot  Nos.  122,  124 
and  126),  South  Jamaica,  Borough  of 
Queens. 

cal.  no.  265-33-BZ — Application,  August  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Guttag  Brothers,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Holland  avenue  and  Boston  road 
(Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

cal.  no.  477-31-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  January  5,  1932;  re¬ 
opened  May  20,  1932,  under  section  7f 
of  the  building  zone  resolution;  with¬ 
drawn  July  15,  1932;  reopened  October 
17,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block 
No.  3175,  Lot  Nos.  201  and  243),  Bay- 
side,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  28,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  November 
28,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  196-33-BZ— Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 
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cal.  xo.  225-33-BZ — Application,  June  17,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Nat  C.  Helman,  applicant,  on  behalf 
of  Marie  V.  Hogan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  2761-2771  86th  street, 
northwest  corner  of  West  9th  street 
(Block  No.  7141,  Lot  No.  1),  Brook¬ 
lyn. 

cal.  no.  219-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Milton  M.  Samuels,  applicant,  on  be¬ 
half  of  88th  Holding  Co.,  Inc.,  owner, 
....  to  permit  in  a  business  district  the  erec¬ 

tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northwest  corner 
of  192nd  street  and  35th  avenue  (Block 
No.  922,  Lot  No.  39),  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  1393-24-BZ— Application,  November  24,  1924; 

'  garage  denied  April  28,  1925;  reopened 

January  18,  1927;  granted  on  certain 
conditions  March  15,  1927 ;  reopened 
May  23,  1933,  under  section  21  of  the 
building  zone  resolution,  of  James  Mc¬ 
Kenna,  applicant,  on  behalf  of  Watson- 
McKenna  Realty  Corp.,  present  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
alteration  and  extension  of  an  existing 
garage  for  more  than  five  (5)  motor 
vehicles ;  dismissed  for  lack  of  prosecu¬ 
tion  October  10,  1933 ;  reopened  and  re¬ 
stored  to  Calendar  November  8,  1933 ; 
premises  250  Dyckman  street  (Block 
No.  2246,  Lot  No.  58),  Manhattan. 

cal.  nq.  202-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station ;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

cal.  no.  331-32-BZ — Application,  June  9,  1932;  granted  on 
certain  conditions  September  23,  1932 ; 
reopened  October  31,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Ell  jane  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  maintenance  for  a  further 
temporary  period  of  an  existing  gasoline 
service  station;  premises  southeast  cor¬ 
ner  of  Boston  road  and  Astor  avenue 
(Block  No.  4343,  Lot  No.  30),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  4,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

141-33-BZ. 

APPLICANT — Archie  H.  Samuels,  substituted  for  Robert 
F.  Collyer,  for  Elsie  J.  Hassall,  owner. 


PREMISES — Northwest  corner  of  Farmers  boulevard  and 
143rd  road  (Block  No.  3238,  Lot  No.  109),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 

206-33-BZ. 

APPLICANT — James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

PREMISES — South  side  of  Fleet  street,  99  ft.  west  of 
Greenway  South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  ai  residence  use  and  “F”  area  district  the 
omission  of  the  required  yard. 

276-33-BZ. 

APPLICANT — James  P.  Boyland,  for  William  Jay  Building 
Corp.,  owner. 

PREMISES — Northeast  corner  of  Grand  concourse  and 
East  203rd  street  (Block  No.  3309,  Lot  No.  42), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business  use. 

283-33-BZ. 

APPLICANT — Herman  Wolff,  for  Gussie  Gordon,  owner. 

PREMISES — 4601  10th  avenue  (Block  No.  5620,  Lot  No. 
11),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  dwelling 
to  business  use. 

295-33-BZ. 

APPLICANT — William  Shary,  for  Henry  M.  Rinder, 
owner. 

PREMISES — West  side  of  Jerome  avenue,  193.47  ft.  north 
of  Cromwell  avenue  (Block  No.  2855,  Lot  No.  12), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

299- 33-BZ. 

APPLICANT — Abraham  J.  Halprin,  for  Sarah  Beckman, 
owner. 

PREMISES — 90-100  Hegeman  avenue,  southeast  corner  of 
Hopkinson  avenue  (Block  No.  3633,  Lot  No.  27), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 

300- 33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Christina  Coppola, 
owner. 

PREMISES — Southwest  corner  of  Queens  boulevard  and 
Simonson  place  (Block  No.  2474,  Lot  No.  44), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 
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68-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

PREMISES — 9707-9719  Kings  highway,  northwest  corner 
of  Clarkson  avenue  and  Rockaway  boulevard  (Block 
No.  4633,  Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  withdrawn;  re¬ 
opened  and  restored  to  Calendar  September  19, 
1933). 

344-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Parkville  Amuse¬ 
ment  Corp.,  owner. 

PREMISES — 1048-1072  Ocean  parkway,  west  side,  380  ft. 
south  of  Avenue  J  (Block  No.  5495,  Lot  Nos.  870 
and  872),  Brooklyn. 

APPLICATION,  under  sections  7a,  7c  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  recreation  centre. 


DECEMBER  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  December 
5,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  210-33-BZ — Application,  June  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Frommer,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing 
building  to  a  business  use  (store)  ; 
premises  238-240  Kosciusko  street,  south 
side,  66  ft.  east  of  Tompkins  avenue 
(Block  No.  1786,  Lot  No.  5),  Brook¬ 
lyn. 

cal.  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

cal.  no.  274-33-BZ — Application,  August  16,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Wilson  Dayton,  applicant,  on 
behalf  of  41-11  Bell  Avenue  Co.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  215-32  Northern 
boulevard  (Block  No.  3177,  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

cal.  no.  632-23-BZ — Application,  May  23,  1923 ;  garage 
granted  on  certain  conditions  October 
7,  1924;  reopened  and  resolution  modi¬ 
fied  March  17,  1925 ;  reopened  May  9, 
1933,  after  inspection  by  a  committee 
of  the  board,  under  section  21  of  the 
building  zone  resolution,  of  Talley  & 


Lamb,  applicants,  on  behalf  of  Martino’s 
Building  Corp.,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
alteration  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously 
granted  by  the  board),  so  as  to  permit 
therein  the  erection  and  maintenance  of 
a  gasoline  service  station  and,  also,  the 
extension  of  this  proposed  gasoline  serv¬ 
ice  station;  premises  1713-1729  Neptune 
avenue  (Block  No.  6994,  Lot  Nos.  1 
and  104),  Brooklyn. 

cal.  no.  263-33-BZ— Application,  July  27,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  F.  Seekamp,  applicant,  on  be¬ 
half  of  John  F.  Seekamp  and  Dorothy 
A.  Seekamp,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southwest  corner  of  Hillside 
avenue  and  Cross  Island  boulevard 
(Block  No.  1481,  Lot  No.  54),  Hollis, 
Borough  of  Queens. 

cal.  no.  602-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Peter  Martinen,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  94-41  to  94-47  Old 
South  road,  northwest  corner  of  North 
Conduit  avenue  (Block  No.  2659,  Lot 
No.  55),  South  Ozone  Park,  Borough 
of  Queens. 

cal.  no.  509-20-BZ — Application,  August  28,  1920;  extension 
of  garage  granted  on  certain  conditions 
October  13,  1920;  reopened  July  18, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick, 
applicant,  on  behalf  of  Ben  Beyer  Realty 
Corp.,  present  owner,  to  permit  in  a, 
business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station 
in  an  existing  garage  for  more  than 
five  (5)  motor  vehicles;  premises  1201- 
1219  Coney  Island  avenue,  east  side, 
240  ft.  north  of  Avenue  I  (Block  No. 
6695,  Lot  Nos.  61  and  66),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
5,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
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Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 

Cal.  no.  240-33- BZ — Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  be¬ 
half  of  John  J.  Halleran,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  southeast  corner  of 
Nassau  boulevard  and  25t)th  street 
(Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  724-29-BZ — Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

cal.  no.  241-33-BZ- -Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  875- 
881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  no.  1 47-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Celler  &  Kraushaar,  applicants,  on 
behalf  of  Arseekay  Syndicate,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station ;  premises  north 
side  of  Queens  boulevard,  333.03  ft.  east 
of  56th  avenue  (Block  No.  1845,  Lot 
No.  41),  Elmhurst,  Borough  of  Queens. 

cal.  no.  199-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  William  H.  Parry,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  northeast  corner 
of  250th  street  and  Nassau  boulevard 
(Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  723-29-BZ — Application,  December  11,  1929;  denied 
June  3,  1930;  reopened  September  26, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Baldassare  Cur- 
reri,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station : 
premises  261-267  Sheridan  avenue, 
southeast  corner  of  Conduit  boulevard 
(Sunrise  highway).,  (Block  No.  4239, 
Lot  No.  9),  Brooklyn. 


cal.  no.  150-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Emil  Guterman,  applicant, 
on  behalf  of  Samuel  H.  Livingston, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline 
service  station  and,  also,  the  conversion 
of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Liberty 
avenue  and  109th  street  (Block  No.  541, 
Lot  No.  28),  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  329-33-BZ — Application,  October  20,  1933,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Joseph  J.  Furman,  applicant,  on 
behalf  of  Jack  Davidowitz,  owner,  to 
permit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
building ;  premises  2-14  Clarkson  avenue 
and  741-747  Flatbush  avenue,  southeast 
corner  (Block  No.  5064,  Lot  No.  17), 
Jirooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

340-33-BZ. 

APPLICANT — Levy  &  Berger,  for  Hoona  Realty  Corp. 
and  Leighton  Realty  Corp.,  owners. 

PREMISES — 161-167  Atlantic  avenue,  northwest  corner  of 
Clinton  street  (Block  No.  275,  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  an  existing  six  (6)  story  building  to  a 
three  (3)  story  garage  for  more  than  five  (5)  motor 
vehicles. 

668-29-BZ. 

APPLICANT — Frank  Giorgio,  Jr.,  for  Elmer  Senger, 
owner. 

PREMISES — Northwest  corner  of  Liberty  avenue  and  92nd 
street  (Block  No.  390,  Lot  No.  22),  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  permanent  main¬ 
tenance  of  a  motor  vehicle  repair  shop  (previously 
granted  by  the  board  for  a  temporary  period  of  one 
year  from  March  11,  1932;  reopened  April  11, 
1933). 

137-33-BZ. 

APPLICANT — Joseph  A.  Marck,  for  Jeffem  Realty  Co., 
owner. 

PREMISES — Southwest  corner  of  Reeves  avenue  and  Kis- 
sena  boulevard  (Block  No.  2168,  Lot  Nos.  1  and  9), 
Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

236-33-BZ. 

APPLICANT — Karl  Propper,  for  Klion  Holding  Corp., 
owner. 


CALENDAR 


PREMISES — 1983-1985  Bryant  avenue  (Block  No.  3130, 
Lot  No.  20),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business  use. 

260- 33-BZ. 

APPLICANT — Saul  Goldsmith,  for  Chris  Peter  Dahl, 
owner. 

PREMISES — 91  Clark  street  (Block  No.  232,  Lot  No.  10), 

Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  illegally  installed. 

261- 33-BZ. 

APPLICANT — Saul  Goldsmith,  for  Ella  J.  Filson,  owner. 

PREMISES— 93-95  Clark  street  (Block  No.  232,  Lot  No. 
8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  first  story  of  an  existing 
dwelling  from  residence  to  business  use  (stores). 

74-33-BZ. 

APPLICANT — Martin  J.  Ort,  for  Packard  Motor  Car 
Company  of  New  York,  owner. 

PREMISES — 4650-4664  Broadway  and  2-16  Sherman  ave¬ 
nue  (Block  No.  2175,  Lot  No.  1),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  conversion  of  occupancy  of  a 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board  for  auto¬ 
mobile  showroom,  sales  and  distributing  and  serv¬ 
ice  station;  reopened  September  12,  1933). 


DECEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  287-33-BZ — Application,  September  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Fred  Meier,  applicant,  on  be¬ 
half  of  William  Allan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Jamaica  avenue  and  Newtown  road 
(Block  No.  695,  Lot  Nos.  1  and  ll/2), 
Astoria,  Borough  of  Queens. 

cal.  no.  319-33-BZ — Application,  October  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Nicholas  Herman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  234-22 
Merrick  road,  southwest  corner  of  235th 
street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 


cal.  no.  384-31-BZ — Application,  July  31,  1931;  dismissed 
for  lack  of  prosecution  January  26, 
1932;  reopened  and  restored  to  Calen¬ 
dar  September  26,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Charles  Goodman,  applicant,  on  behalf 
of  Apex  Gas  Station,  Inc.,  present 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  office,  grease  pit 
and  car- washing  building  to  be  used  as 
accessory  to  an  existing  gasoline  service 
station ;  premises  2596-2604  Linden 
boulevard,  southwest  corner  of  Crescent 
street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

cal.  no.  267-33-BZ — Application,  August  9,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Koch  &  Wagner,  applicants,  on  be¬ 
half  of  Bohack  Realty  Corp.,  owner,, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1729-1735  Flatbush 
avenue,  northeast  corner  of  East  35th 
street  (Block  No.  7599,  Lot  Nos.  6,  7, 
8  and  9),  Brooklyn. 

cal.  no.  128-32-BZ— Application,  March  11,  1932;  gasoline 
service  station  granted  on  certain  con¬ 
ditions  June  10,  1932;  reopened  Septem¬ 
ber  12,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  applicant,  on  behalf  of  Black- 
stone  Service  Garage,  owner,  to  permit 
the  modification  of  a  resolution  granting 
in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board),  so  as  to  permit  the  extension 
in  area  of  the  existing  gasoline  service 
station;  premises  664-690  Coney  Island 
avenue,  southwest  corner  of  Avenue  C 
(Block  No.  5378,  Lot  No.  5),  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1933,  2  P.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
12,  1933,  at  2  o  clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matter : 

cal.  no.  532-32-BZ — Application,  October  19,  1932;  granted 
on  certain  conditions  March  14,  1933; 
reopened  November  21,  1933,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  change  in  area  and  recon¬ 
struction  of  a  gasoline  service  station 
due  to  property  condemnation  for  ap¬ 
proach  to  Triborough  Bridge;  prem¬ 
ises  southeast  corner  of  Astoria  avenue 
and '31st  street  (Block  No.  620,  Lot 
Nos.  24  and  25),  Astoria,  -Borough  of 
Queens.' 

HARRIS  H.  MURDOCK,  Chairman. 
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DECEMBER  15,  1933,  2  P.  M. 

Appeals  from  Administrative  Orders. 

243-33- A — 2271  Bathgate  avenue  (Block  No.  3050,  Lot  No. 
73),  The  Bronx. 

247-33-A — 57-05  to  57-15  Mazeau  street  and  72-02  to  72-10 
57th  avenue  (Block  No.  2808,  Lot  No.  79), 
Maspeth,  Borough  of  Queens. 

251-33-A — 34  West  100th  street  (Block  No.  1835,  Lot  No. 
43),  Manhattan. 

253-33- A — 54-56  Bleecker  street  (Block  No.  522,  Lot  No. 
32),  Manhattan. 

264-33-A — Northeast  corner  of  East  177th  street  and  Long 
street  (Block  No.  5519,  Lot  Nos.  157,  159, 
160,  162,  18,  9,  190  and  191),  The  Bronx. 


281-33-A — 67-89  East  45th  street  and  230  Park  avenue 
(Block  No.  1300,  Lot  No.  1),  Manhattan. 
288-33- A — 20-40  Jay  street  (Block  No.  19,  Lot  No.  l), 

Brooklyn. 

290- 33-A — 1270-1280  Broadway  and  60-66  West  33rd  street 

(Block  No.  834,  Lot  No.  80),  Manhattan. 

291- 33-A — 38-42  West  45th  street  (Block  No.  1260,  Lot 

No.  56),  Manhattan. 

Petitions  for  Variations. 

213-33-S — 404-412  Fourth  avenue  (Block  No.  858,  Lot  No. 
36),  Manhattan. 

275-33-S — 126  Chambers  street  (Block  No.  136,  Lot  No. 
19),  Manhattan. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  21,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  November  14,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
November  14,  1933,  were  approved  as  printed  in  Bulletin  No. 
47,  Vol.  XVIII. 


resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northeast  corner  of  250th  street 
and  Nassau  boulevard  (Block  No.  4084,  part  of  Lot 
No.  200),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1933,  at 
2  p.  m. 


BUILDING  ZONE  CASES. 

241-33-BZ. 

APPLICANT— Edward  L.  Kelly,  for  The  New  York  Asso¬ 
ciation  for  the  Blind,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 875-881  Fourth  avenue,  north¬ 
east  corner  of  33rd  street  (Block  No.  681,  part  of 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  L.  Kelly. 

For  Opposition:  Morris  Stein,  S.  Giaquinto  and 
Meyer  Stein. 

ACTION  OF  BOARD— Laid  over  to  December  5,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


147-33-BZ. 

APPLICANT— Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— North  side  of  Queens  boule¬ 
vard,  333.03  ft.  east  of  56th  avenue  (Block  No. 
1845,  Lot  No.  41),  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Meyer  Kraushaar. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


APPLICANT— Lama  &  Proskauer,  for  William  H.  Parry, 

owner.  .  .  . 

SUBJECT _ Application  (re  decision  of  the  commissioner  ot 

buildings),  under  section  21  of  the  building  zone 


203-33-BZ. 

APPLICANT — Borden’s  Farm  Products  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 363-381  Fourth  avenue,  east 
side,  northeast  corner  of  6th  street  and  southeast 
corner  of  5th  street  (Block  No.  987,  part  of  Lot 
No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  T.  J.  Mahoney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  l 


207-33-BZ. 

APPLICANT — Michael  Click,  for  O’Brien  Building  Corp., 
owner. 

.SUBJECT — Application  (re  order  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  parking  space  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Webster 
avenue  and  East  204th  street  (Block  No.  3330,  Lot 
Nos.  65,  66,  67  and  68),  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  by  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 
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532-32-BZ. 

APPLICANT — Croker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  sections  7a  and  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  ex¬ 
tension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  31st  street  (Block  No.  620,  Lot  Nos. 
24  and  25),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  Straus. 

ACTION  OF  BOARD — Application  reopened,  Calendar 
Call  waived  and  set  for  hearing  December  12,  1933, 
at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


132-31-BZ. 

APPLICANT— Samuel  J.  Fox,  for  Charles  P.  O’Hara, 
owner ;  request  for  reopening  made  by  Kennedy  & 
Ellner,  for  Wandel  Realty  Corp.,  present  owner. 

SUBJECT — Application  for  reopening — restoration  to  the 
Calendar,  previously  dismissed  for  lack  of  prosecu¬ 
tion — re  Application  (decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and  repair  shop. 

PREMISES  AFFECTED— 129-03  to  129-07  Liberty  ave¬ 
nue  and  103-24  to  103-28  130th  street,  northwest 
corner  (Block  No.  577,  Lot  Nos.  51,  52  and  54), 
Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Samuel  Thorn. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


493-32-BZ. 

APPLICANT — Joseph  B.  Schwartz,  for  Manhattan  Rail¬ 
way  Co.,  owner. 

SUBJECT— Application  for  reopening — restoration  to  Cal¬ 
endar,  previously  withdrawn — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED- — 999-1015  Columbus  avenue  and 
360-368  Cathedral  parkway,  southeast  corner  (Block 
No.  1845,  Lot  No.  3),  Manhattan. 
APPEARANCES— 

For  Applicant:  Christian  Johnston. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN  AND  RESTORE  TO  CAL¬ 
ENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


229-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Autumn  Goodis, 
owner. 


SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 130-09  Jerome  avenue  (Block 
No.  508,  Lot  Nos.  25  and  27),  Richmond  Hill,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  Kearney  and  Autumn  Goodis. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(229-33-BZ) 


Whereas,  Lama  &  Proskauer,  for  Autumn  Goodis,  owner, 
filed,  June  21,  1933,  an  application,  under'  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district  and  partly 
in  a  residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  130-09  Jerome  avenue 
(Block  No.  508,  Lot  Nos.  25  and  27),  Richmond  Hill,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  (101st  avenue)  is 
in  a  business  district ;  130th  street  is  in  a  residence  district, 
and  131st  street  is  in  a  residence  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  19,  1933  (re  Plan  No.  731-1933),  reads: 

“The  erection  of  a  gas  station  on  a  plot  located  in  a 
business  district  and  extending  into  a  residence  district, 
is  contrary  to  article  2,  sections  3  and  4,  of  the  Zoning 
Law.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  and  a  depth  of  103  ft.,  upon  which  is 
located  a  one-story  cement  block  building,  30  ft.  by  60  ft. ; 
the  north  portion  of  the  plot  extends  for  a  distance  of  ap¬ 
proximately  3  ft.  into  the  residence  district,  the  remainder  is 
in  the  business  district ;  it  is  proposed  to  use  this  building 
for  auto  laundry,  grease  pits  and  office  and  to  install  the 
necessary  tanks  and  pumps  for  a  gasoline  service  station; 
and 

Whereas,  the  board,  a  committee  of  which  being  familiar 
with  the  site,  having  on  November  16,  1933,  made  an  in¬ 
formal  inspection  of  same,  deems  that  the  applicant  is  en¬ 
titled  to  relief  under  section  21  of  the  building  zone  resolu¬ 
tion. 

Resolzred.  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  site  as 
indicated  on  the  plans  filed  with  this  application,  namely,  100 
ft.  on  Jerome  avenue  by  103.25  ft.  in  depth,  located  mainly 
in  a  business  district  and  partly,  as  to  the  rear,  in  a  residence 
district,  to  be  used  for  a  gasoline  service  station,  on  condition 
that  all  buildings  now  located  on  the  property  shall  be  re¬ 
moved  except  the  building  where  indicated  along  the  westerly 
lot  line,  which  is  to  be  altered  for  office,  grease  pits  and 
auto  laundry ;  that  there  shall  be  erected  on  the  interior  lot 
lines  a  face  brick  wall,  not  less  than  8  ft.  in  height,  and  suit¬ 
ably  coped :  that  this  wall  may  be  omitted  on  the  westerly 
lot  line,  where  the  building  proposed  to  be  altered  exists, 
and  from  that  point  to  the  street,  provided  there  are  no 
openings  on  the  lot  line  in  the  garage  building  adjoining  to 
the  west ;  that  the  wall  on  the  easterly  lot  line  may  be  racked 
back  at  a  rate  of  one  foot  in  four,  starting  at  a  height  of 
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4  ft.  at  the  street  building  line ;  that  the  building  to  be 
altered  shall  be  constructed  of  incombustible  materials  hous¬ 
ing  office,  grease  pit  and  auto  laundry ;  that  there  shall  be 
no  excavation  under  any  of  these  sections  of  the  building 
except  for  the  pits  of  the  greasing  racks ;  that  the  front  of 
this  greasing  rack  section  shall  be  left  open ;  that  the  balance 
of  the  property  shall  be  either  cement  paved  or  covered  with 
cracked  blue  stone;  that  such  gasoline  pumps  as  are  erected 
shall  be  located  not  nearer  than  10  ft.  to  any  lot  line>  or  any 
portion  of  an  accessory  building ;  that  there  shall  be  erected 
along  the  street  building  line  a  concrete  curb  at  least  12  in. 
in  height  and  12  in.  in  width,  with  not  over  two  openings 
therein,  no  opening  to  exceed  15  ft.  in  width  and  no  part  of 
any  opening  nearer  than  8  ft.  from  the  interior  lot  lines  on 
•either  side;  that  there  shall  be  curb  cuts  not  over  16  ft.  in 
width  opposite  said  openings ;  that  there  shall  be  no  portable 
gas  tanks  used  on  or  from  the  property;  that  signs  advertis¬ 
ing  non-conforming  uses  shall  be  limited  to  the  illuminated 
globes  of  the  gasoline  pumps  and  to  permanent  flat  signs 
attached  to  the  accessory  building  or  to  the  interior  side  of 
lot  line  walls;  that  there  shall  be  no  open  flame  permitted 
on  the  property  and  no  automobile  repairing ;  that  there  shall 
be  no  storage  or  parking  of  cars  on  the  premises ;  that  all 
permits  required  shall  be  obtained  within  three  months  and 
all  work  completed  within  nine  months  from  the  date  of  this 
action. 


332-32-BZ. 

APPLICANT— William  F.  Doyle,  for  Kabor  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7f  and  21  of  the  building 
zone  resolution,  to  permit,  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  stores  and,  also,  a  gasoline  serv¬ 
ice  station  (previously  denied;  reopened  under  new 
facts  October  17,  1933). 

PREMISES  AFFECTED — 3276  Jerome  avenue,  southeast 
corner  of  Grand  concourse  (Block  No.  3323,  Lot 
Nos.  55,  64  and  82),  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

>.  For  Opposition :  Louis  J.  Witkin. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . . .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(332-32-BZ) 


Whereas,  William  F.  Doyle,  for  Kabor  Holding  Corp., 
owner,  filed,  June  9,  1932;  denied  (for  gas  station)  Septem¬ 
ber  27,  1932;  reopened  June  6,  1933;  withdrawn  July  18, 
1933 ;  reopened  October  17,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district,  the  erection  and  main¬ 
tenance  of  stores  and,  also,  a  gasoline  service  station ;  prem¬ 
ises  3276  Jerome  avenue,  southeast  corner  of  Grand  con¬ 
course  (Block  No.  3323,  Lot  Nos.  55.  64  and  82),  Borough 
of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  .  21,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  .resolution  show  that  Jerome  avenue  is  in  a  business 
and  unrestricted  district ;  Grand  concourse  is  in  a  residence 
district,,  and.  East  Mosholu  parkway  is  in  a  residence  dis¬ 
trict  ;  and  ...  . 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered . June  3,  1933  (re  N.  B.  274-1932 — as  amended), 
reads : . 


“1.  Erection  of  building  and  occupancy  of  premises 
partly  in  a  business  district  and  partly  in  a  residence  dis¬ 
trict  for  stores  and  gasoline  service  station  is  contrary  to 
provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  183.1  ft.  on  Jerome  avenue  and  245.9  ft.  on 
Grand  concourse,  irregular  in  area ;  the  west  portion  of  the 
plot  is  in  the  business  district  and  the  east  portion  is  in  the 
residence  district;  proposes  to  erect  stores  on  the  Grand 
concourse  portion  of  the  plot  and  to  use  the  remainder  of 
the  plot  as  a  gasoline  service  station ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  sub¬ 
stantiated  his  basis  of  appeal  under  section  21  in  view  of  the 
conditions  at  this  location. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
property  under  appeal,  of  the  dimensions  indicated  on  plans 
filed  with  this  appeal,  marked  “Received  June  5,  1933,”  and 
comprising  Lots  55,  64  and  82,  with  a  frontage  of  183.10  ft. 
on  Jerome  avenue  and  a  frontage  of  245.94  ft.  on  the  pro¬ 
posed  widening  of  Grand  concourse  and  Boulevard  shall  be 
under  one  ownership ;  that  no  buildings  shall  be  erected  on 
this  plot  under  appeal  until  there  has  been  constructed  by 
the  City  of  New  York  or  by  the  owner  of  this  plot  under 
appeal  a  street  from  East  Van  Cortlandt  avenue  to  Jerome 
avenue,  this  street  to  be  not  less  than  55  ft.  in  width,  of 
which  20  ft.  is  to  be  a  sidewalk  abutting  the  property  under 
appeal ;  that  this  street,  if  constructed  by  the  owner  of  prem¬ 
ises  under  appeal,  shall  be  done  under  the  plans  and  super¬ 
vision  of  the  Borough  President  and  to  his  satisfaction ;  that 
after  and  not  before  this  street  has  been  completely  con¬ 
structed,  the  owners  of  the  plot  under  appeal  shall  construct 
the  one-story  store  buildings,  as  indicated  on  plans  filed 
with  this  appeal ;  that  these  store  buildings  shall  be  not  over 
one  story  in  height,  constructed  of  brick,  and  with  roof  con¬ 
structed  of  incombustible  materials,  and  with  the  buildings 
extending  along  the  entire  frontage  of  this  proposed  exten¬ 
sion  of  Grand  concourse  and  Boulevard;  that  these  stores 
shall  not  exceed  40  ft.  in  depth ;  that  along  the  rear  of  these 
stores  there  shall  be  a  rear  yard,  not  less  than  8  ft.  in  width, 
running  continuously  from  Jerome  avenue  eastwardly  to  the 
easterly  lot  line;  that  this  rear  yard  shall  be  cement  paved; 
that  there  shall  be  erected  on  the  southerly  line  of  this  rear 
yard,  to  separate  the  store  portion  from  the  proposed  gaso¬ 
line  selling  portion,  a  brick  wall  not  less  than  6  ft.  in  height ; 
that  there  shall  be  erected  and  maintained  at  the  entrance 
to  the  rear  yard  on  Jerome  avenue  ornamental  iron  gates; 
that  the  gas  selling  station  shall  not  be  constructed  or  oper¬ 
ated  until  there  is  issued  by  the  commissioner  of  buildings 
a  certificate  of  occupancy  for  the  store  buildings  facing  the 
extension  of  the  Grand  concourse  and  Boulevard;  that  after 
such  certificate  of  occupancy  has  been  issued  there  may  be 
erected  on  the  southerly  portion  of  this  area  under  appeal, 
where  not  occupied  by  the  stores  and  rear  yard  above  re¬ 
ferred  to,  a  gasoline  service  station,  on  condition  that  this 
gas  selling  area  shall  be  so  graded  as  to  have  a  pitch  of  not 
less  than  in.  to  a  foot  from  all  points  toward  Jerome 
avenue ;  that  the  entire  area,  where  not  occupied  by  accessory 
building  hereafter  referred  to,  shall  be  cement  paved;  that 
the  yard  wall  above  referred  to,  separating  the  gas  selling 
station  from  the  stores,  shall  be  at  least  6  ft.  in  height  at  all 
points  above  the  level  of  the  gas  selling  area;  that  there 
shall  be  no  openings  in  this  wall ;  that  if  any  windows  exist 
in  the  garage  wall  to  the  south,  there  shall  be  erected  along 
the  interior  lot  line  from  Jerome  avenue  eastwardly  a  brick 
wall  not  less  than  8  ft.  in  height  against  the  wall  of  this 
adjoining  two-story  garage;  that  a  wall  without  any  open¬ 
ings  therein  and  not  less  than  8  ft.  in  height  shall  be  erected 
on  all  other  interior  lot  lines  where  not  specifically  men¬ 
tioned  herein  so  that  the  entire  gasoline  selling  area  will  be 
entirely  enclosed  within  unpunctured  walls  except  on  the 
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Jerome  avenue  front ;  that  the  accessory  buildings  in  this 
gas  selling  area  shall  consist  of  an  office  and  a  building  for 
grease  pits  located  toward  the  rear  center  of  the  gas  selling 
area ;  that  these  buildings  shall  be  constructed  of  brick  and 
of  incombustible  materials;  that  the  front  of  the  greasing 
rack  section  shall  remain  open;  that  there  shall  be  no  ex¬ 
cavation  under  any  of  these  buildings  except  the  pits  of  the 
grease  racks ;  that  gasoline  pumps  erected  on  the  property 
shall  be  at  least  10  ft.  back  from  the  street  buikling  line  of 
Jerome  avenue  and  at  least  10  ft.  from  any  part  of  an  ac¬ 
cessory  building  or  wall;  that  there  shall  be  erected  along 
the  street .  building  line  of  Jerome  avenue  a  concrete  curb 
at  least  12  in.  in  width  by  12  in.  in  height,  with  not  over  two 
openings  therein;  these  opening  not  to  exceed  15  ft.  in  width 
and  no  part  of  any  opening  to  be  nearer  than  10  ft.  to  the 
southerly  lot  line  or  the  line  of  the  wall  separating  the  gas 
selling  area  from  the  rear  yard  behind  the  proposed  stores,  and 
that  opposite  these  openings  there  shall  be  openings  in  the  curb 
not  over  16  ft.  in  width ;  that  there  shall  be  no  portable  gasoline 
tanks  used  on  or  from  the  premises  ;  that  any  signs  advertising 
non-conforming  uses  shall  be  limited  to  the  globes  of  the 
gasoline  pumps,  excluding  all  other  signs  advertising  non- 
conforming  uses  on  all  portions  of  the  plot  under  appeal  or 
buildings  erected  thereon;  that  there  shall  be  no  open  flame 
permitted  on  the  property ;  that  there  shall  be  no  auto¬ 
mobile  repairing  carried  on  in  any  part  of  the  premises 
under  appeal ;  that  no  portion  of  the  premises  shall  be  used 
for  the  storage  or  parking  of  cars ;  that  the  stores  to  be 
erected  along  the  Grand  concourse  and  Boulevard  shall  not 
be  used  for  paint  stores,  automobile  repairing  or  for  any  use 
deemed  hazardous  by  the  commissioner  of  buildings ;  that 
complete  working  drawings  shall  be  filed  with  this  board  for 
approval  before  same  are  filed  with  the  commissioner  of 
buildings ;  that  such  plans  shall  be  filed  within  three  months 
from  the  date  of  this  action ;  that  after  approval  of  plans  by 
this  board  all  permits  shall  be  obtained  within  three  months 
thereafter  and  all  work  completed  within  eighteen  months 
from  the  date  of  this  action. 


122-32-BZ. 

APPLICANT — S.  J.  Kessler,  for  William  Peat,  owner; 
request  for  reopening  made  by  Kessler,  Rothman 
&  Kessler. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 416-426  West  204th  street 
(Block  No.  2200,  Lot  No.  15),  Manhattan. 
APPEARANCES— 

For  Applicant :  Lawrence  Rothman. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(122-32-BZ) 


Whereas,  this  application,  affecting  premises  416-426 
West  204th  street  (Block  No.  2200,  Lot  No.  J5),  Borough 
of  Manhattan,  was  granted  by  the  board  at  its  meeting  June 
3,  1932,  on  certain  conditions,  and  owner  requested  an  ex¬ 
tension  of  time  to  complete  the  work. 

Resolved,  that  the  resolution  adopted  by  the  board  June  3, 
1932.  be  amended,  only  so  far  as  it  has  reference  to  obtaining 


of  permits  and  completion  of  the  work,  so  that,  as  amended, 
this  clause  will  read:  “that  in  view  of  statement  made  by  the 
representative  of  the  applicant  that  all  permits  have  been 
obtained,  all  work  involved  shall  be  completed  within  one 
year  from  December  3,  1933.” 


608-28-BZ. 

APPLICANT — I.  H.  Lee,  owner;  request  for  reopening 
made  by  Henry  J.  Herzog. 

SUBJECT — Application  for  reopening — extension  of  permit 
—re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 366  Beryl  avenue  and  193 
Parkwood  avenue,  southeast  corner  (Block  No. 
6907,  Lot  No.  6),  Princes  Bay,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  I.  H.  Lee. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(608-28-BZ) 


Whereas,  this  application,  affecting  premises  366  Beryl 
avenue  and  193  Parkwood  avenue  (Block  No.  6907,  Lot  No. 
6),  Princes  Bay,  Borough  of  Richmond,  was  granted  by  the 
board  at  its  meeting  November  24,  1931,  on  certain  condi¬ 
tions,  and  owner  requested  an  extension  of  permit. 

Rcisolved,  that  the  resolution  of  the  board  adopted  No¬ 
vember  24,  1931,  be  reaffirmed  in  all  respects,  except  as  to 
the  date  of  termination  of  the  period  of  the  temporary  vari¬ 
ance,  and  that  the  resolution  be  amended  in  that  respect  so 
that  this  variance  will  be  granted  for  a  temporary  period  of 
two  years  from  November  26,  1933. 


264-31-BZ. 

APPLICANT — Cairn  Operating  Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  business  building  (store) 
(reopened  for  modification). 

PREMISES  AFFECTED — 93-95  Lafayette  avenue,  north 
side,  33  ft.  east  of  South  Portland  avenue  (Block 
No.  2100.  Lot  Nos.  78  and  79),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  for  modification  dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(264-31-BZ) 


Whereas,  this  application,  affecting  premises  93-95 
Lafayette  avenue,  north  side,  33  ft.  east  of  South  Portland 
avenue  (Block  No.  2100,  Lot  Nos.  78  and  79),  Borough  of 
Brooklyn,  was  granted  by  the  board  November  19,  1931 ; 
amended  February  9,  1932,  and  owner  requested  a  reopening 
of  this  case,  which  was  reopened  April  4,  1933 ;  and 
Whereas,  applicant  has  failed  to  complete  his  papers  on 
the  reopened  case. 
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Resolved,  that  the  resolution  of  the  board  of  November 
19,  1931;  as  amended  February  9,  1932,  be  reaffirmed  and 
the  reopened  application  be  dismissed  for  lack  of  prosecution. 


364-31-BZ. 

APPLICANT — Emil  Guterman,  for  James  Carter,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  reopened  May  16,  1933). 

PREMISES  AFFECTED— 139-15  South  Conduit  boule¬ 
vard  (Sunrise  highway),  south  side,  74  ft.  east  of 
245th  street  (Prospect  place),  (Block  No.  4916,  Lot 
No.  18),  Rosedale,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(364-31-BZ) 


Whereas,  this  application,  affecting  premises  139-15  South 
Conduit  boulevard  (Sunrise  highway),  south  side,  74  ft.  east 
of  245th  street  (Prospect  place),  (Block  No.  4916,  Lot  No. 
18),  Rosedale,  Borough  of  Queens,  was  withdrawn,  and 
owner  requested  a  reopening  of  this  case,  which  was  re¬ 
opened  May  16,  1933;  and 

Whereas,  applicant  has  failed  to  complete  his  papers  on 
the  reopened  case. 

Resolved,  that  the  reopened  application  be  dismissed  for 
lack  of  prosecution. 


730-19-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Max  Taigman,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7e  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district, 
extending  into  a  residence  district,  the  extension  in 
height  and  area  of  a  garage  for  more  than  five  (5) 
motor  vehicles  (reopened  for  reconsideration  under 
new  facts). 

PREMISES  AFFECTED — 2479-2491  Amsterdam  avenue 
(Block  No.  2149,  Lot  No.  16),  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  for  reconsideration  dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commisisoner  Connell .  1 

THE  RESOLUTION— 

(730-19-BZ) 


Whereas,  this  application,  affecting  premises  2479-2491 
Amsterdam  avenue  (Block  No.  2149,  Lot  No.  16),  Borough 
of  Manhattan,  was  granted  by  the  board  October  28,  1919, 
and  owner  requested  a  reopening  of  this  case,  which  was 
reopened  July  14,  1933;  and 
Whereas,  applicant  has  failed  to  complete  his  papers  on 
the  reopened  case. 

Resolved,  that  the  resolution  of  the  board  of  October  28, 
1919,  be  reaffirmed  and  the  reopened  application  be  dismissed 
for  lack  of  prosecution. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  21,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

40-33-A. 

APPELLANT— Morris  Rothstein,  for  Shore  Road  Apart¬ 
ments,  Inc.,  owner. 

SUBJECT — Request  for  reopening— reconsideration — re  Ap¬ 
peal  from  a  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 7115-7125  Shore  road,  northeast 
corner  of  72nd  street  (Block  No.  5887,  Lot  No.  1), 


Brooklyn. 

APPEARANCES— 

For  Appellant:  Morris  Rothstein. 

ACTION  OF  BOARD — Request  for  reopening  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent :  Commissioner  Connell .  1 


1 03-33- A 

APPELLANT — Robert  Teichman,  for  Peter  B.  Behr,  re¬ 
ceiver. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 278  Madison  avenue  (Block 
No.  869,  Lot  No.  61),  Manhattan. 


APPEARANCES— 

For  Appellant :  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

AC  CION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(103-33-A) 


Whereas,  Robert  Teichman,  for  Peter  B.  Behr,  receiver, 
filed,  March  15,  1933,  an  appeal  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  278  Madison  avenue  (Block 
No.  869,  Lot  No.  61),  Borough  of  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb¬ 
ruary  25,  1933,  read: 

“Order  No.  1278-F: 

“L  Raise  the  standpipe  gravity  tank  so  that  bottom 
of  said  tank  is  not  less  than  20'  above  the  hose  outlet 
in  the  highest  story.”  ; 
and 

“Order  No.  1279-F: 

“1.  Provide  adequate  heating  apparatus  for  standpipe 
tank  to  prevent  water  in  same  from  freezing. 

“3.  Provide  a  2]/2"  approved  hose  outlet  vaive  at  roof 
outlet  in  fire  tower.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  54  ft.  1  in.  by  120  ft.  in  area;  OCCUPIED:  1st 
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story,  stores,  100  persons;  upper  stories,  offices,  40  persons 
per  story;  pent  house,  15  persons;  and 

Whereas,  the  appellant  claims  the  standpipe  system  was 
installed  when  the  building  was  erected  in  1915,  consisting 
of  two  4-inch  rising  lines  in  stair  halls,  cross  connected  at 
cellar  ceiling  with  header  to  Siamese  connections  at  street 
front;  the  easterly  riser  extends  up  to  tank;  the  westerly 
riser  up  to  and  terminates  at  the  highest  full  (twelfth) 
story,  fed  from  a  0, 000-gallon  house  supply  tank,  3,500  gal¬ 
lons  reserved  for  standpipe  lines,  the  bottom  of  which  is 
8  ft.  3  in.  above  the  hose  outlet  in  pent  house  story;  as  to 
Order  No.  1279-F,  Item  No.  1,  that  the  tank  is  protected  by 
a  fireproof  enclosure  and  the  water  has  not  frozen  during 
the  past  eighteen  years ;  as  to  Item  3,  the  length  of  public 
hall  in  pent  house  between  the  two  stairways  is  90  ft. ;  the 
appellant  proposes  to  provide  100  ft.  of  regulation  hose  for 
the  outlet  at  pent  house  story  of  easterly  stair  hall  riser ; 
as  to  Order  No.  1278-F,  the  existing  standpipe  system  con¬ 
formed  to  law  at  time  of  installation  in  1915 ;  furthermore, 
the  appellant  proposes  to  increase  the  3,500  gallons  reserved 
for  standpipe  lines  to  4,000  gallons  by  rearranging  the  tank 
connection  of  the  house  supply  line  and,  also,  to  provide  two 
auxiliary  fire  extinguishers  in  room  adjoining  the  tank  house. 

Resolved,  that  the  order  of  the  fire  commissioner  (Order 
No.  1278-F)  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted,  permitting  the  gravity  tank  to 
remain  in  its  present  location,  on  condition  that  the  bottom 
of  tank  shall  not  be  less  than  8  ft.  above  the  highest  outlet 
in  pent  house;  that  there  shall  be  provided  at  the  outlet  in 
pent  house  at  least  100  ft.  of  approved  hose  in  two  (2)  50  ft. 
lengths;  that  the  hose  nozzles  shall  be  not  over  inch  in 
diameter ;  that  such  auxiliary  fire-fighting  appliances  shall  be 
provided  and  maintained  in  this  pent  house  as  the  commis¬ 
sioner  may  direct;  that  the  order  of  the  fire  commissioner 
(Order  No.  1279-F,  Item  1)  be  and  it  hereby  is  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
tank  shall  be  used  for  both  standpipe  and  house  supply  and 
that  a  steam  radiator  with  not  less  than  50  ft.  of  radiating 
service  shall  be  installed  and  maintained  during  the  heating 
season  within  the  tank  enclosure;  that  the  tank  enclosure 
shall  be  of  fireproof  construction  and  reasonably  weather- 
tight,  and  modified,  as  to  Item  3  of  this  order,  on  condition 
that  the  above  requirements  shall  be  complied  with  and  that 
the  requirements  of  section  91  of  the  fireline-standpipe  rules 
shall  be  complied  with  in  all  respects  other  than  as  modified 
herein. 


286-33-A. 

APPELLANT— Long  Island  College  Hospital,  owner. 
SUBJECT— Appeal  from  orders  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 328-346  Henry  street  (Block 
No.  290,  Lot  No.  14),  Brooklyn. 

APPEARANCES—  „  , 

For  Appellant:  Bernard  McDermott  and  Mr.  Carl- 

sen. 

For  Administration :  Inspector  James  McCauley  of 
department  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . .  ® 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(286-33-A) 

Whereas,  Long  Island  College  Hospital,  owner,  filed, 
August  29,  1933,  an  appeal  from  orders  of  the  commissioner 
of  buildings,  affecting  premises  328-346  Henry  street  (Block 
No.  290,  Lot  No.  14),  Borough  of  Brooklyn;  and 
Whereas,  the  orders  of  the  commissioner  of  buildings, 
dated  June  28,  1933,  read: 


“Order  No.  5354-F: 

“1.  Raise  the  standpipe  gravity  tank  so  that  the  bot¬ 
tom  of  said  tank  is  not  less  than  20'  above  the  hose  out¬ 
let  in  the  highest  story.” ; 
and 

“Order  No.  5355-F : 

“4.  Provide  a  Y open  or  automatic  ball  drip  for 
standpipe  line,  inside  of  building  at  lower  level  between 
check  valve  and  outside  Siamese  connection.” ; 

and 

Whereas,  the  building,  erected  in  1905,  is  fireproof,  five 
stories  (approximately  80  ft.)  in  height,  approximately  219 
ft.  by  200  ft.,  irregular  (approximately  25,000  sq.  ft.)  in 
area;  OCCUPIED  as  a  hospital,  having  a  bed  capacity  of 
480 ;  and 

Whereas,  appellant  contends  that  the  building  is  provided 
with  a  standpipe  system  which  was  installed  about  1905  and 
which  complied  with  all  requirements  in  effect  at  that  time; 
the  standpipe  system  is  supplied  from  two  cross-connected 
tanks  (superimposed),  each  having  a  capacity  of  2,500  gal¬ 
lons,  or)  a  total  capacity  of  5,000  gallons ;  these  tanks  con¬ 
tain  the  standpipe  and  also  house  supply;  it  is  proposed  to 
rearrange  the  house  supply  line  so  as  to  be  in  conformity  with 
the  standpipe  rules ;  the  tanks  are  supplied  by  means  of  a 
4-inch  line  connected  with  a  500-gallons-per-minute  capacity 
fire  pump ;  the  bottom  of  the  lower  tank  is  located  approx¬ 
imately  16  ft.  above  the  outlet  on  the  top  (fifth)  story;  there 
are  four  (4)  standpipe  risers,  one  in  the  main  building,  two 
in  the  north  wing  and  one  in  the  south  wing ;  there  are 
three  (3)  Siamese  connections  to  the  standpipe  system,  one 
on  each  street  front ;  there  are  also  city  fire  hydrants  in  front 
of  the  building  on  each  street  front  practically  opposite  each 
Siamese ;  fire  drills  are  conducted  monthly ;  there  is  a  watch¬ 
man  service  throughout  the  building  with  boxes  throughout 
the  building;  a  local  fire  alarm  system  is  installed  and  also 
an  American  District  Telephone  pull  box  in  the  main  office; 
auxiliary  fire-fighting  apparatus  is  distributed  throughout  the 
building ;  the  building  is  adequately  supplied  with  exits ;  as 
to  Item  4  of  Order  No.  5355-F,  appellant  contends  that  pres¬ 
ent  facilities  meet  requirements. 

Resolved,  that  the  order  of  the  commissioner  of  buildings 
(Order  No.  5354-F)  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted,  to  permit  the  standpipe 
tanks  to  remain  in  their  present  location,  on  condition  that 
the  bottom  of  the  tank  shall  be  not  less  than  14  ft.  above 
highest  outlet  in  the  fifth  story;  that  there  shall  be  no  addi¬ 
tional  pent  houses  erected  on  the  roof  other  than  the  existing 
structure,  which  existing  structure  shall  not  be  in  use  except 
in  daytime:  that  there  shall  be  a  2^ -inch  line  from  the 
tank  into  this  existing  pent  house,  with  proper  hose  valve 
and  sufficient  hose  to  cover  entire  area  and  with  a  hose 
nozzle  of  Yi  inch  diameter ;  that  there  shall  be  an  approved 
high  and  low  alarm  installed  in  this  tank,  with  indicator  in 
boiler  room ;  that  there  shall  be  maintained  at  all  times  not 
less  than  3,500  gallons  in  the  existing  tanks  available  for 
standpipe  purposes ;  that  the  present  fire  drills,  watchman 
service  and  fire  alarm  system  shall  be  maintained  and  that 
rule  91  of  the  standpipe-fireline  rules  shall  be  complied  with 
in  all  respects  other  than  as  modified  herein,  and  that  the 
appeal  as  to  Order  No.  5355-F,  Item  4,  be  and  it  hereby  is 
urithdrawn  to  comply. 


235-33-A. 

APPELLANT — Teachers  College,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 423-431  West  123rd  street 
(Block  No.  1964,  Lot  No.  12),  Manhattan. 
APPEARANCES— 

For  Appellant:  George  H.  Porter  and  C.  J.  Claes. 
For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION 

(235-33-A) 


Whereas,  Teachers  College,  owner,  filed,  June  24,  1933, 
an  appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  423-431  West  123rd  street  (Block 
No.  1964,  Lot  No.  12),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
April  28,  1933  (re  Order  No.  80953-LC),  reads: 

“With  reference  to  your  application,  dated  recently, 
for  a  permit  to  store  chlorine  at  above  location,  I  regret 
to  inform  you  that  I  am  without  power  to  grant  such  a 
permit  for  the  reason :  Section  214-4F,  Chapter  10,  Code 
of  Ordinances,  prohibits  the  storage  or  use  of  liquefied 
chlorine  in  a  building  used  as  a  school. 

“YOU  ARE  THEREFORE  ORDERED  TO: 

“1.  Discontinue  the  storage  or  use  of  liquefied  chlorine 
on  these  premises.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  5,  1933,  reads: 

“Your  favor  of  May  22  in  reference  to  our  letter  No. 
80953-LC,  requiring  the  Teacher’s  College  to  discon¬ 
tinue  the  use  and  storage  of  liquefied  chlorine  at  the  Lin¬ 
coln  High  School,  423-31  West  123rd  Street  has  been 
received. 

“As  soon  as  the  Board  of  Standards  and  Appeals  has 
given  your  appeal  a  calendar  number,  furnish  us  with 
the  number.”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
228  ft.  by  100  ft.  11  in.  in  area  at  first  story  and  228  ft.  by 
90  ft.  5  in.,  irregular,  in  area  above;  OCCUPIED  as  a 
school ;  a  swimming  pool  in  the  rear  one-story  extension, 
twenty-five  persons ;  and 

Whereas,  the  appellant  claims  the  water  supplying  swim¬ 
ming  pool  is  sterilized  by  the  use  of  liquefied  chlorine  mixed 
with  water  as  required  by  the  Department  of  Health;  there 
is  a  fireproof  room,  4  ft.  by  4  ft.  6  in.,  mostly  below  ground 
level,  located  on  the  adjoining  property  at  north  which  is 
under  the  same  ownership ;  a  chlorine  cylinder  of  100  pounds 
and  a  chlorinator  connected  with  water  supply  and  discharge 
pipes  leading  to  the  swimming  pool  are  installed  in  the  room 
where  the  chlorine  is  mixed  with  the  water ;  such  room  is 
located  55  ft.  from  all  parts  of  the  building  used  for  school 
purposes ;  a  capable  engineer  is  in  charge  of  the  chlorine 
equipment ;  furthermore,  the  appellant  proposes  to  install  an 
open  sprinkler  head  on  the  ceiling  of  the  room  connected  with 
the  house  water  supply  with  an  outside  control  valve ;  pro¬ 
vide  a  3-inch  pipe  vent  extending  from  a  point  6  inches 
above  the  floor  to  the  outside  air,  also  another  pipe  vent 
directly  connected  with  the  mixing  machine ;  the  door  to 
the  chlorinator  room  will  be  made  self-closing. 

Resolved,  that  the  decision  and  order  of  the  fire  commis¬ 
sioner  (Order  No.  80953-LC)  be  and  it  hereby  is  modified 
and  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
no  more  than  one  (1)  cylinder  containing  100  pounds  of 
chlorine  shall  be  carried  on  the  premises ;  that  the  cylinder 
shall  be  placed  in  the  room  as  indicated  on  plans  filed  with 
this  appeal ;  that  this  room  shall  be  constructed  of  fireproof 
material ;  that  the  door  to  this  enclosure  may  be  of  wood 
with  a  louvre  not  over  six  (6)  inches  from  the  floor  so  as  to 
provide  ventilation  in  addition  to  the  ventilation  provided  at 
the  top  to  the  outer  air ;  that  the  tank  shall  at  all  times  be 
immersed  in  water;  that  there  shall  be  an  open  sprinkler 
head  connected  with  the  house  cold-water  service  maintained 
in  the  ceiling  of  this  room  with  a  valve  on  the  exterior  of 
the  room  controlling  the  water  supply:  that  the  apparatus 
.shall  be  equipped  with  Wallace  &  Tiernan  or  similar  valve 
approved  by  the  commissioner,  and  that  the  equipment  shall 


■Nat  all  times  be  under  the  supervision  of  a  duly  licensed  engi- 
MJneer  holding  a  certificate  of  fitness. 

248-33-A. 

APPELLANT — Brooklyn  and  Queens  Y.  M.  C.  A.,  owner. 
SUBJEC  1  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFEC I  ED — 89-25  Parsons  boulevard  (Block 
No.  834,  Lot  No.  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant:  R.  Frank  Woodhull. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(248-33-A) 

Whereas,  Brooklyn  and  Queens  Y.  M.  C.  A.,  owner,  filed, 
July  10,  1933,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  89-25  Parsons  boulevard  (Block 
No.  834,  Lot  No.  1),  Jamaica,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
3,  1933  (re  Order  No.  59768-LC),  reads: 

“With  reference  to  application,  dated  Oct.  13th,  1933, 
for  a  permit  to  store  and  use  one  cylinder  of  chlorine 
gas  at  premises  8925  Parsons  Blvd.,  Jamaica,  Borough 
of  Queens,  N.  Y.,  I  regret  to  state  that  I  am  without 
power  to  grant  such  a  permit  for  the  following  reasons  : 

“Sub-div.  4F,  Sec.  214A,  Chap.  10,  Code  of  Or¬ 
dinances,  N.  Y.,  reads  as  follows : 

No  permit  shall  be  issued  for  the  storage  or  use  of 
liquefied  chlorine  in  any  building  used  for  a  hotel,  lodg¬ 
ing  house,  tenement  house  or  dwelling  or  in  a  building, 
lot  or  enclosure  located  within  50  feet  of  the  nearest 
wall  of  a  building  occupied  as  a  hospital,  school,  theatre 
or  other  place  of  public  amusement  or  assembly. 

“You  are  therefore  ordered  to  remove  all  cylinders  of 
chlorine  gas  from  the  premises  and  to  discontinue  the 
further  storage  and  use  of  chlorine  gas  on  said  prem¬ 
ises.”  ; 
and 

Whereas,  the  building  is  fireproof,  nine  stories  and  base¬ 
ment  in  height,  100  ft.  by  168  ft.  in  area;  OCCUPIED  by 
branch  of  the  Y.  M.  C.  A.,  swimming  pool,  gymnasium, 
cafeteria,  club  rooms  and  dormitories,  thirty-five  employees ; 
located  within  a  business  district ;  and 
Whereas,  the  appellant  proposes  to  construct  a  room,  3  ft. 
6  in.  by  3  ft.  6  in.,  enclosed  in  4-,inch  hollow  tile  partitions 
in  the  sub-basement,  with  a  fireproof,  vaporproof  and  self¬ 
closing  door,  the  door  sill  to  be  6  in.  high,  a  ventilating 
metal  duct,  6  in.  by  6  in.,  extending  from  a  point  6  in.  above 
the  floor  to  the  outer  air,  a  vent  opening  6  in.  by  3  in.  in 
the  enclosing  wall  near  the  ceiling  with  a  hinged,  light  metal 
shutter  on  the  inside  to  permit  intake  of  air  from  cellar,  an 
open  sprinkler  head  connected  with  the  house  water  supply 
to  be  located  at  the  ceiling  with  a  controlling  valve  outside 
the  enclosure ;  one  chlorine  cylinder,  immersed  in  water,  of 
not  more  than  twenty  pounds,  and  a  chlorinator  connected 
with  water  pipes  will  be  installed  in  the  enclosure  for  the 
purpose  of  sterilizing  water  supplying  swimming  pools,  the 
mixture  of  chlorine  will  be  as  required  by  the  Department 
of  Health ;  furthermore,  the  appellant  contends  that  the  use 
of  liquid  chlorine  for  sterilization  has  been  in  operation  since 
the  building  was  erected  in  1927 ;  that  a  competent  operator 
having  a  certificate  of  fitness  will  be  in  charge  of  the  chlorine 
equipment :  all  danger  of  accidents  will  be  eliminated. 

Resolved,  that  the  order  of  the  fire  commissioner  (Order 
No.  59768-LC)  be  and  it  hereby  is  modified  and  the  appeal 
he  and  it  hereby  is  granted  on  condition  that  there  shall  be  at 
no  time  over  two  (2)  tanks  of  chlorine  on  the  premises,  each 
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tank  containing  no  more  than  twenty  pounds  of  chlorine; 
that  each  tank  shall  be  immersed  in  water  in  a  room  as 
indicated  on  plans  filed  with  this  appeal ;  that  this  room  shall 
be  completely  enclosed  with  fireproof  construction ;  that  there 
shall  be  provided  a  vent  not  less  than  G  in.  above  floor  of 
room  and  a  vent  at  the  top  of  the  room  carried  to  open  air 
through  a  metal  duct ;  that  an  open  sprinkler  head  shall  be 
installed  in  this  room  near  the  ceiling,  supplied  with  water 
from  house  service  line  and  with  valve  on  exterior  of  room 
to  control  the  water  supply ;  that  the  equipment  shall  be 
properly  regulated  with  Wallace  &  Tiernan  or  similar  valve 
approved  by  the  commissioner  and  that  the  system  shall  be 
at  all  times  under  the  supervision  of  an  engineer  holding  a 
certificate  of  fitness. 


PETITIONS  FOR  VARIATIONS. 

213-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Shenk  Realty  and  Construction  Co.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  orders  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  commissioner  of  buildings. 

PREMISES  AFFECTED — 404-412  Fourth  avenue  (Block 
No.  858,  Lot  No.  36),  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  depart¬ 
ment  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  December  15,  1933,  at 
2  p.  m.,  on  request  of  inspector  of  department  of 
buildings. 


47-33-S 

PETITIONER — Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  a  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED— South  side  of  East  166th  street, 
196.23  ft.  west  of  Washington  avenue  (Block  No. 
2387,  Lot  No.  27),  The  Bronx. 
APPEARANCES— 

For  Petitioner :  Bernard  J.  Sheftman. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(47-33-S) 

Whereas,  Bernard  J.  Sheftman,  for  Beckie  Sheftman, 
owner,  filed,  February  7,  1933,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  south 
side  of  East  166th  street.  196.23  ft.  west  of  Washington  ave¬ 
nue  (Block  No.  2387,  Lot  No.  27),  Borough  of  The  Bronx; 
and  .  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  19,  1933  (re  Applic.  N.  B.  1966-1924), 
reads : 

“1.  Provide  exits  in  compliance  with  the  Labor 

Law.” ; 

and  . 

Whereas,  the  building  is  non-fireproof,  three  stones  in 
height,  111  ft.  by  59  ft.  in  area:  OCCUPIED:  1st  story, 
manufacture  of  sheet  steel,  4  persons;  2nd  story,  manufacture 
of  baby  carriages,  8  persons;  3rd  story,  manufacture  of 
mattresses,  5  persons;  EXITS:  an  interior  steel  stairway 
(wood  from  third  story  to  roof),  extending _ from  the  first 
story  to  roof,  enclosed  in  fire-resisting  partitions,  with  fiie- 
proof  doors  at  openings ;  an  interior  wooden  stairway  at 
south,  extending  from  first  story  to  third  story, ,  enclosed  in 
fire-resisting  partitions  at  first  and  second  stories  (open  at 


third  story),  with  fireproof  doors  at  openings;  no  passage¬ 
way  from  foot  of  stairway  to  the  street ;  an  iron  bridge  from 
second  and  third  stories  to  warehouse  at  south,  with  no 
egress  to  street  from  warehouse;  ROOFS  of  adjoining 
buildings :  same  level  at  west ;  and 

Whereas,  the  petitioner  has  filed  plans  showing  the  build¬ 
ing  in  question  erected  on  a  rear  lot  with  two  other  build¬ 
ings,  the  lot  is  enclosed  on  all  sides  except  a  driveway,  10  ft. 
in  width,  extending  110  ft.  to  East  166th  street;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1924;  no  certificate  of  occupancy  has  been  issued  to  date; 
that  the  building  is  provided  with  two  legal  means  of  exits 
consisting  of  an  interior  stairway  and  horizontal  bridges  to 
warehouse  at  south ;  furthermore,  the  petitioner  proposes  to 
install  a  sprinkler  system. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  three-story  building  shall  be  separated  from  the 
four-story  building  on  all  floors  with  a  brick  wall  and  Under¬ 
writers  automatic  fire  doors  at  all  openings ;  that  the  build¬ 
ing  shall  be  equipped  with  an  approved  one-source  sprinkler 
system,  and  that  the  court  area  between  the  three-story 
building  and  the  four-story  building,  including  the  yard  at 
the  southeast  corner  of  the  property,  shall  remain  open  and 
unobstructed  at  all  times ;  that  there  shall  be  a  gate  pro¬ 
vided  in  a  fence,  to  be  constructed  on  the  southerly  lot  line, 
this  gate  leading  to  the  passageway  in  the  property  at  437 
East  165th  street,  which  passageway  shall  be  open  and  un¬ 
obstructed  and,  available  for  exit  at  all  times ;  that  consent 
from  the  owner  of  this  property  at  437  East  165th  street 
shall  be  obtained  and  filed  with  this  board  and  the  commis¬ 
sioner  of  buildings ;  that  all  stairways  shall  be  carried  to  the 
roof  and  completely  enclosed  with  fire-retarding  material, 
with  all  doors  therein  fireproof  and  self-closing  and  opening 
in  direction  of  exit,  and  that  the  requirements  of  the  labor 
law  shall  be  complied  with  in  all  respects  other  than  as 
herein  modified. 


170-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
for  Louise  Schumacher,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED— 134-25  Northern  boulevard 
(Block  No.  780,  Lot  No.  72),  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Richard  Albert  of 
department  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 


THE  RESOLUTION— 

(170-33-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  for 
Louise  Schumacher,  owner,  filed,  May  2,  1933,  a  petition 
for  a  variation  from  the  requirements  of  the  labor  law  as 
cited  in  an  order  and  a  decision  of  the  fire  commissioner  and 
a  decision  of  the  commissioner  of  buildings,  affecting  prem¬ 
ises  134-25  Northern  boulevard  (Block  No.  780,  Lot  No. 
72) ,  Flushing,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  1,  1932  (Order  No.  98207-LD),  reads: 

“1.  Discontinue  the  use  of  the  above  premises  occu¬ 
pied  for  factory  purposes  in  violation  of  Section  270  of 
the  Labor  Law.” ; 
and 
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Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  12,  1933,  reads : 

“In  reply  to  your  letter  of  April  1st,  advising  that  you 
have  been  retained  by  the  owners  to  appeal  from  the  re¬ 
quirements  of  order  98207-LD  and  that  you  are  unable 
to  do  so  due  to  the  fact  that  the  Board  of  Standards 
and  Appeals  will  not  accept  an  appeal  for  the  reason 
that  the  time  limit,  twenty  days,  had  elapsed,  and  request 
dismissal  and  reissuance  of  the  above  order. 

“You  are  advised  that  the  order  cannot  be  dismissed 
or  reissued.  Therefore  your  request  is  denied.” ; 

and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  August  16,  1933,  reads : 

“Replying  to  your  letter  of  the  14th  inst.,  in  which 
you  refer  to  our  letter  of  August  5th  and  inquire  as  to 
what  changes  are  necessary  in  order  to  secure  a  cer¬ 
tificate  of  occupancy  for  the  above  premises,  please  be 
advised  that  the  building  does  not  conform  to  the  Labor 
haw  in  the  following  respects : 

“1.  Stairways  are  not  constructed  of  incombustible 
material  and  are  not  extended  to  the  roof  as  required 
by  Section  270  L.  L. 

“3.  Entrance  doors  and  doors  on  the  2nd  story  do 
not  open  outwardly.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  115  ft.  6  in.  by  50  ft.  in  area;  OCCUPIED:  1st 
story,  stores,  20  persons;  2nd  story,  blue  printer  and  manu¬ 
facture  of  ladies’  lingerie,  20  persons;  EXITS:  two  interior 
wooden  stairways,  38  in.  and  46  in.  in  width,  extending  from 
the  first  story  to  second  story,  enclosed  in  wood  studs,  wood 
lath  and  plaster  partitions,  with  wooden  doors  at  openings ; 
the  easterly  stairway  leads  to  a  large  yard ;  the  central  stair¬ 
way  leads  direct  to  Northern  boulevard;  ROOFS  of  ad¬ 
joining  buildings:  same  level  at  east;  and 

Whereas,  the  petitioner  claims  the  building  was  erected 
in  1920  for  store  and  office  purposes ;  no  certificate  of  occu¬ 
pancy  has  never  been  issued;  as  to  Order  No.  98207-LD, 
there  is  only  one  factory  tenant  in  the  building  occupying 
the  three  easterly  rooms  on  the  second  story  for  the  manu¬ 
facture  of  ladies’  lingerie,  about  eighteen  persons  engaged  at 
factory  work;  as  to  Item  3  of  decision  rendered  August  16, 
1933,  it  is  proposed  to  arrange  entrance  doors  to  open  out¬ 
wardly  and  also  the  doors  on  the  second  story  from  rooms 
where  factory  work  is  being  done ;  furthermore,  the  peti¬ 
tioner  contends  that  it  is  impossible  to  rent  the  entire  build¬ 
ing  strictly  for  business  purposes ;  two  adequate  means  of 
exit  are  provided. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  the  petition  be  and  it  hereby  is  granted,  limiting  the  por¬ 
tion  of  the  building  to  be  used  for  work  for  a  factory  to  that 
portion  of  the  second  floor,  east  of  the  primary  means  of 
exit,  on  condition  that  all  doors  exiting  from  this  portion  of 
the  building  to  the  corridor  shall  open  outwardly  and  that 
the  doors  leading  to  stairways  and  exiting  from  same  shall 
also  swing  outwardly;  that  the  two  existing  stairways  from 
the  stores  on  the  ground  floor  to  the  space  on  the  second 
story  shall  be  protected  with  trap  doors,  equipped  with 
fusible  links,  so  as  to  be  kept  normally  closed;  that  the 
secondary  means  of  exit  shall  at  all  times  have  free  access 
to  the  yard  and  thence  to  an  open  passageway  to  Northern 
boulevard;  further,  on  condition,  that  the  stores  on  the 
ground  floor  under  this  portion  of  the  second  story  where 
work  for  a  factory  is  herein  permitted  shall  have  ceilings 
protected  with  metal ;  that  the  number  of  occupants  at  fac¬ 
tory  work  shall  at  no  time  exceed  twenty-five;  that  the 
stairways  shall  be  enclosed  with  partitions  of  studs  and  hard 
plaster ;  that  the  primary  means  of  exit  shall  be  not  less 
than  44  in.  in  width,  with  doors  not  less  than  36  in.  in  width ; 
that  the  secondary  means  of  exit  shall  be  not  less  than  29 
in.  in  width,  with  no  door  at  the  head  of  same,  and  leading 
directly  to  the  exit  door  in  the  rear  wall  of  the  building, 
with  no  openings  in  the  course  of  the  stairway  to  any  part 
of  the  first  floor  area;  that  the  soffit  under  the  first  and 


second  means  of  exit  shall  be  fire-retarded  and  that  the 
labor  law  shall  be  complied  with  in  all  respects  other  than 
as  modified  herein. 


230-33-S. 

PETITIONER — Edgar  J.  Moeller,  for  48  West  15th  Street, 
Inc.,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as  cited 
in  a  decision  of  the  commissioner  of  buildings. 
PREMISES  AFFECTED— 48  West  15th  street  (Block 
No.  816,  Lot  No.  68),  Manhattan. 
APPEARANCES— 


For  Petitioner :  Edgar  J.  Moeller. 

For  Administration:  Inspector  Maher  of  depart¬ 
ment  of  buildings. 


ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott 

Negative  . 

Absent:  Commissioner  Connell . 


4 

0 

1 


THE  RESOLUTION— 

(230-33-S) 

Whereas,  Edgar  J.  Moeller,  for  48  West  15th  Street, 
Inc.,  owner,  filed,  June  22,  1933,  a  petition  for  a  variation 
from  the  requirements  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  commissioner  of  buildings,  affecting  premises  48 
West  15th  street  (Block  No.  816,  Lot  No.  68),  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  8,  1933  (Alt.  App.  No.  942-1933),  reads: 

“1.  Provide  a  fireproof  passageway  from  termination 
of  rear  fire  escape  to  the  street.  Labor  Law,  Sec.  273.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  (70 
ft.)  in  height,  25  ft.  by  93  ft.  in  area;  OCCUPIED:  cellar, 
boiler  room,  3  persons ;  1st  story,  store,  10  persons ;  upper 
stories,  tenant  factory,  20  persons  each  story;  EXITS:  an 
interior  wooden  stairway,  extending  from  the  first  story  to 
roof,  enclosed  in  fire-retarded  partitions,  with  fireproof  doors 
at  openings ;  a  fire  escape  on  the  rear  of  the  building,  having 
fireproof  openings  along  the  course  thereof,  extending  from 
the  roof  down  to  the  yard  level,  with  EGRESS  from  the 
termination  of  the  fire  escape  by  means  of  open  yard  and 
through  building  adjoining  at  east  to  the  street;  ROOFS 
of  adjoining  buildings:  20  ft.  lower  at  east  and  west;  and 

W hereas,  the  petitioner  claims  the  building  was  erected 
prior  to  1880 ;  to  comply  with  the  order  would  create  an 
undue  hardship  upon  the  owner  in  that  the  construction  of  a 
fireproof  passageway  from  yard  to  street  would  reduce  the 
width  of  the  small  store  on  the  first  story  or  basement  and 
seriously  affect  the  rental  value  in  addition  to  the  expensive 
structural  changes  required ;  however,  the  petitioner  proposes 
to  construct  an  iron  stairs  from  rear  fire  escape  leading  to 
open  yard  adjoining  at  east  and  maintain  an  exit  through, 
the  adjoining  premises  to  the  street;  a  copy  of  letter  from 
adjoining  owner  permitting  such  exit  is  filed  with  this  peti¬ 
tion  ;  furthermore,  the  petitioner  contends  there  is  an  addi¬ 
tional  unobstructed  means  of  exit  to  the  next  adjoining  yard 
at  east ;  also,  that  the  exits  proposed  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  the  petition  be  and  it  hereby  is  granted  to  permit  the 
existing  fire  escape  on  the  rear  of  the  building  to  be  legally 
used  as  a  secondary  means  of  exit  from  this  building  in  com¬ 
pliance  with  the  labor  law,  on  condition  that  iron  steps  shall 
be  provided  from  the  first  story  balcony  to  the  level  of  the 
rear  yard  of  the  adjoining  building  at  46  West  15th  street 
with  unobstructed  exit  through  the  rear  yard,  with  iron  or 
stone  steps  to  be  provided  in  this  yard  to  overcome  the  dif¬ 
ference  in  levels,  and  through  the  basement  of  that  building  to 
West  15th  street:  that  there  shall  be  filed  with  this  board 
and  with  the  commissioner  of  buildings  consent  from  the 
owner  of  No.  46  West  15th  street  to  use  this  yard  and  base¬ 
ment  at  all  times  during  working  hours  as  the  secondary 
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means  of  exit ;  that  the  building  shall  not  be  increased  in 
height  or  area  and  that  the  labor  law  shall  be  complied 
with  in  all  respects  other  than  as  modified  herein. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  1 


BUILDING  ZONE  CASE. 

20-28-BZ. 

APPLICANT — Philip  Freshman,  for  Markus  Siegelman, 
owner. 

SUBJECT — Application  for  reopening — reconsideration  under 
new  facts — re  Application  decision  of  the  superin¬ 
tendent  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  buildings  for  store 
purposes  (previously  denied  September  25,  1928). 

PREMISES  AFFECTED — 99-100-101  Prospect  Park 
Southwest  and  617-617A-617I4  16th  street,  north¬ 
west  corner,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened;  to  be  set  for 
Calendar  Call. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
333-33-SA. 

PETITIONER — Jacobsen  Manufacturing  Co.,  owner;  A. 

F.  Brombacher  &  Co.,  Inc.,  agent. 

SUBJECT- — Jacobsen  Balanced  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  Norman  Pedlar,  J.  F.  Wolf  and 
A.  F.  Brombacher. 

ACTION  OF  BOARD — Petition  placed  on  Reserve  Calen¬ 
dar,  referred  to  engineer  of  the  board  and  Bureau 
of  Combustibles,  fire  department,  for  test  and  reporr. 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 

SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  commissioner  of  build¬ 
ings. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and.  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  commissioner  of  build¬ 
ings  shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  commissioner  of  buildings. 

(c)  Time  Lmit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours .  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  commissioner 
of  buildings,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the 
commissioner  of  buildings  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 
Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
commissioner  of  buildings  may  direct  are  installed  ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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FIRE  RETARDING  RULES  FOR  GARAGES,  ETC. 


Adopted  by  the  Board  of  Standards  and  Appeals  August 
30,  1917;  Amended  November  1,  1917,  and  Feb.  3,  1922. 

Rule  1.  Fire  Retarding  Materials  for  Garages,  Motor 
Vehicle  Repair  Shops  and  Oil  Selling  Stations.  In  ga¬ 
rages,  motor  vehicle  repair  shops  and  all  selling  stations  any 
material  or  form  of  construction  shall  be  deemed  fire-retard¬ 
ing  within  the  meaning  of  §73,  subdivision  3,  of  the  building 
code,  that  resists  the  action  of  flame  and  heat  when  subjected 
to  a  continuous  fire  for  one  hour  at  an  average  temperature 
of  seventeen  hundred  (1700)  degrees  Fahrenheit  without  the 
passage  of  flame,  and  with  a  maximum  temperature  rise  to 
four  hundred  (400)  degrees  Fahrenheit  on  the  side  away 
from  the  fire.  The  point  at  which  the  temperature  of  trans¬ 
mitted  heat  is  measured  shall  be  protected  from  external  air 
and  weather  conditions. 

When  the  test  specimen  is  in  the  form  of  partition  con¬ 
struction,  the  area  under  test  shall  be  not  less  than  one  hun¬ 
dred  (100)  square  feet  and  least  dimension  shall  be  not  less 
than  nine  (9)  feet.  When  in  the  form  of  floor  construction, 
the  area  under  test  shall  be  not  less  than  two  hundred  (200) 
square  feet  and  the  least  dimension  shall  be  not  less  than 
fourteen  (14)  feet. 

During  the  fire,  the  floor  construction  shall  support  the 
live  load  for  which  it  is  designed,  and  after  the  fire  shall 
safely  sustain  twice  the  designed  live  load  with  a  maximum 
deflection  of  not  more  than  one  two-hundredth  ( 1/200)  part 
of  the  span. 

Rule  2.  Wood  Joisted  Floor  Construction.  Wood 
joisted  floor  construction  shall  be  accepted  as  fire-retarding 
construction  in  non-fireproof  buildings  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  when  the  beams 
are  protected  on  the  upper  and  under  sides  with  the  fire- 
retarding  materials  specified  in  rules  for  floor  and  ceiling 
coverings. 

Rule  3.  Floor  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  upper  sides  of  wood  floor  beams  in  joisted 
floor  construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations. 

(a)  Seven-eighths  (J4)  inch  wood  underflooring  pro¬ 
tected  with  a  membrane  of  two-ply  waterproofing 
covered  with  not  less  than  two  and  one-half  ( 2J/2 ) 
inches  of  1  :2 :5  concrete  or  better,  reinforced  with  not 
less  than  one-fourth  (%)  of  one  (l)  per  cent  of  steel 
mesh ; 

(b)  Two  and  one-half  (2*4)  inches  of  1  :2  :4  concrete 
applied  directly  to  the  top  of  the  joists,  with  or  without 
temporary  support,  reinforced  with  not  less  than  one- 
fourth  of  one  per  cent  steel  rods,  mesh  or  steel  lath,  and 
having  the  tops  of  the  joists  coated  with  approved  water¬ 
proof  paint  or  protected  by  tar  paper  on  the  top  and  on 
the  sides  for  a  distance  of  three  inches  from  the  top. 
(Amendment,  Nov.  1,  1917.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding  for 
the  covering  of  the  undersides  of  wood  floor  beams  in  joisted 
floor  construction  in  non-fireproof  buildings  used  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations : 

(a)  One-half  (14)  inch  plaster  boards,  or  three- 
eighths  ($4)  inch  gypsum  wall  boards  weighing  not  less 
than  16  pounds  per  square  yard  with  pointed  joints 
covered  with  No.  26  U.  S.  gauge  sheet  metal  with  one 
(1)  inch  lapped  seams  nailed  to  the  wood  beams  when 
spaced  not  more  than  sixteen  (16)  inches  on  centers,  or 
nailed  to  furring  strips  when  the  floor  beams  are  spaced 
more  than  sixteen  (16)  inches  on  centers: 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbestos 
board  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches 


on  centers,  or  nailed  to  furring  strips  when  the  floor 
beams  are  more  than  sixteen  (16)  inches  on  centers; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters 
04)  inch  thick. 

Rule  5.  Attachment  to  Ceiling.  Fire-retarding  ceil¬ 
ings  in  non-fireproof  buildings  used  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  be  attached  to  wood 
floor  beams  and  girders  in  such  manner  as  to  maintain  an 
air  space  between  the  wood  beams  and  all  wood  beams  shall 
be  seasoned  before  applying  the  protective  coat. 

Rule  6.  Openings  in  Fire-Retarding  Floors.  Pipes 
or  conduits  which  pass  through  floors  shall  be  fitted  with 
metal  thimbles  and  made  watertight  for  a  height  of  three  (3) 
inches  above  the  floor. 

Rule  7.  Columns.  All  structural  posts  and  columns 
in  non-fireproof  buildings  required  to  be  fire-retarded  shall 
be  protected  with  fire-retarding  materials  specified  for  ceil¬ 
ing  coverings  in  these  rules,  or  with  any  of  the  materials 
accepted  in  fireproof  construction;  except  that  an  air  space 
shall  not  be  required  around  steel  or  cast  iron  columns. 

Where  necessary  for  protection  against  mechanical  injury, 
the  fire-retarding  protection  on  columns  shall  be  jacketed  to 
a  height  of  five  (5)  feet  from  the  ground  with  No.  4  U.  S. 
gauge  metal. 

Rule  8.  Girders.  All  girders  in  non-fireproof  build¬ 
ings  required  to  be  fire-retarded  shall  be  protected  with  the 
fire-retarding  materials  specified  for  ceiling  coverings  in 
these  rules,  or  with  any  of  the  materials  acceptable  in  fire¬ 
proof  construction ;  except  that  an  air  space  need  not  be  pro¬ 
vided  around  steel  girders. 

Rule  9.  Shaft  Enclosures.  Existing  stairways  and 
vertical  shafts  in  non-fireproof  business  buildings  hereafter 
converted  to  be  used  as  garages,  motor  vehicle  repair  shops 
or  oil  selling  stations  shall  be  enclosed  in  fire-retarding  parti¬ 
tions  continued  through  the  non-fireproof  floor  construction, 
and  when  unfilled  wood  stud  partitions  are  used,  the  space 
between  the  floor  beams  shall  be  fire-stopped  with  incom¬ 
bustible  materials.  All  openings  in  such  partitions  shall  be 
protected  with  accepted  metal-covered  fire  doors  or  windows. 
Wherever  necessary  for  protection  against  mechanical  injury, 
the  partition  shall  be  jacketed  to  a  height  of  five  (5)  feet  on 
the  garage  side  with  No.  4  U.  S.  gauge  metal.  Any  one 
of  the  following  forms  of  partitions  shall  be  accepted  for 
the  enclosure : 

(a)  Two  by  four  inch  wood  studs,  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  metal  lath  weighing  not  less  than  three  pounds  per 
square  yard,  attached  to  furring  strips  and  plastered  with 
Portland  cement  mortar  at  least  three-quarters  (n) 
of  an  inch  thick ; 

(b)  Two  by  four  inch  wood  studs  placed  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (%)  inch  wood  sheathing,  one-half 
(A)  inch  plaster  boards  with  pointed  joints  and  No.  26 
U.  S.  gauge  sheet  metal  with  one-inch  lapped  seams ; 

(c)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  covered  both  sides 
with  seven-eighths  (V»)  inch  wood  sheathing,  two  thick¬ 
nesses  of  one-quarter  (A)  inch  asbestos  boards  laid  with 
tight  staggered  joints  and  jacketed  with  No.  16  U.  S. 
gauge  metal  on  the  garage  side  to  a  height  of  five  (5) 
feet ; 

(d)  Two  by  four  inch  wood  studs  spaced  not  more 
than  sixteen  (16)  inches  on  centers,  filled  in  solidly  be¬ 
tween  the  studs  with  four  inches  of  approved  fireproof 
materials  and  covered  on  both  sides  with  No.  26  U.  S. 
gauge  metal ; 

(e)  Existing  wood  stud,  lath  and  plaster  partitions 
covered  on  the  garage  side  with  No.  26  U.  S.  gauge 
sheet  metal  with  one  inch  lapped  seams. 
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?VE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 
Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

A  dm  inistrative  A  pplications. 

1029- 27- A — 39  Fifth  avenue,  Manhattan. 

1030- 27-A — 13-16  Central  Park  West,  Manhattan. 

103 1- 27- A — 20-28  West  72nd  street,  Manhattan. 

1032- 27- A — 242-248  West  76th  street,  Manhattan. 

737-30-S — 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2k2-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31- S  A — Lunkenheimer  2^4-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2}4-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

229-32-SA — Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 

286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32-SA — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

501-32-SA — Diard.  Oil  Burner,  approval  of. 


528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

614- 32-SA — Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner,  Models  W-AH,  W-l  and  W-1J4. 
approval  of. 

615- 32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 

Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA- — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

I62-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 

195-33 -S A — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA— Mohawk  Oil  Burner,  approval  of. 

218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

254-33-SA — Superheet  Oil  Burner,  Model  D,  approval  of. 
269-33-SA — Thoroburn  Oil  Burner,  Models  A-1-16-E  and 
A-1-16-G,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

333-33-SA — Jacobsen  Balanced  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  arc  eases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zuill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2^4 -5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  November  22,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total . 

Disposed  of  . 


261 

358 

102 


303 

17- 

44 

2 


62 


11 

0 

14 

0 

26 

1200 
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DISPOSITION  OF  CASES. 

Withdrawn  . . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  disrqifsed,  disapproved  or  withdrawn 

Rules  approved  . . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

.Requested  tq  jf^Open-  granted . 

Requests  to  reopen  denied . 

Requests  to  ameqd ..  granted . 

Request^  ifo^mdnd.;, 'denied . 

Request's” for  'modification  granted . 

Requests  for' modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn... 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total . 


Cases  pending  November  22,  1933 


254 


47 

24 

104 

4 

219 

44 

24 

1 

0 


252 

24 

17 

0 

43 

1 

2 

0 

62 

0 

11 

0 

0 

0 

14 

0 

0 

0 

26 

27 
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WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decision. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  November  28,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  November  28,  1933,  2 
P.  M. 

Smoking  in  Factories,  Rules. 

Approved  Fireline  Hose  Valves. 

Approved  Burners  for  Domestic  and  Commercial 
Use. 

Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  December  4,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Motuiay,  December  11,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  sc  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

_  Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

New  Cases  Filed  up  to  November  29,  1933. 

Cal.  No.  Department.  Premises  Affected. 

363-33-A . D.B.B ...  .492-518  Kingsland  ave.  (Block 

2517,  Lot  14),  Bklyn., 

-  Applic.  13077-33 

362-33-BZ . D.B.B....195  Graham  ave.  (Block  3034, 

Lot  27),  Bklyn., 

-  Applic.  10350-33 

361-33-A. .  ..F.D.  &  D.B.M. .  ..67-69  Irving  pi.  (Block  874, 

Lot  17),  Man., 

-  F-2363  &  F-2364 

360-33-SA . F.D . Trane  Climate  Changer  Oil 

-  Burner,  Appliance 

359-33-SA . F.D . Morrissey  Oil  Burner,  Models 

MA-2,  MA-3,  SP-1  &  MP-1, 

-  Appliance 

Restored  to  Calendar. 

183-33-BZ . D.B.Bx. ..  Southeast  corner  of  E.  233rd 

st.  &  Harper  ave.  (Block 
4946,  Lots  58,  59  &  60),  Bx., 

-  N.  B.  111-33 


COURT  DECISIONS 

Commencing  with  the  issue  of  the  Bulletin  of  October  10, 
1933,  all  court  decisions  involving  cases  decided  by  the 
Board  since  January  1,  1933,  will  be  published  in 
this  column  as  soon  as  reports  are  available. 

Bleachine  Manufacturing-  Co.  vs.  Board  of  Standards  and  Appeals — 
Mr.  Justice  McCooey — Board  sustained.  July  14,  1933, 
Board  denied  appeal  from  decision  of  Fire  Department 
re  storage  of  fifteen  one-ton  chlorine  gas  tanks  in 
building  on  premises  at  25-29  to  25-37  51st  avenue, 
Long  Island  City,  Borough  of  Queens.  Cal.  No. 
4S3-32-A. 

*  *  * 

Chloral  Chemical  Co.,  Inc.  vs.  Board  of  Standards  and  Appeals — 
Mr.  Justice  McCooey — Board  sustained.  July  14,  1933, 
Board  denied  appeal  from  decision  of  Fire  Department 
re  stotage  of  fifteen  one-ton  chlorine  gas  tanks  in 
building  on  premises  at  25-20  to  25-22  50th  avenue  and 
25-21  to  25-23  51st  avenue,  Long  Island  City,  Borough 
of  Queens.  Cal.  No.  484-32-A. 

*  *  * 

In  re  Zengendal  Realty  Co.  (Board  of  Standards  and  Appeals  of 
City  of  New  York) — Mr.  Justice  Frankenthaler — Board 
sustained.  February  7,  1933,  Board  granted  application 
for  alteration  of  building  to  garage,  in  business  district, 
under  sections  7e  and  21;  Cal.  No.  567-32-BZ ;  prem¬ 
ises  3320-3338  Broadway,  east  side,  West  134th  street 
to  West  135th  street,  Manhattan.  Objector’s  order  of 
certiorari  dismissed. 

*  *  * 

People  ex  rel.  Tracy  v.  Murdock — Mr.  Justice  Wenzel — Board  sus¬ 
tained.  July  14,  1933,  Board  denied  appeal  from  de¬ 
cision  of  commissioner  of  buildings  to  establish  or  in¬ 
crease  use  of  alleged  gasoline  station,  no  record  of 
which  exists,  in  business  and  residence  district;  Cal. 
No.  232-33- A;  premises  4200-4212  Fort  Hamilton  park¬ 
way,  southwest  corner  of  42nd  street,  Brooklyn. 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

D.B.B . . . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


RULES 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  4,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

141-33-BZ. 

APPLICANT — Archie  H.  Samuels,  substituted  for  Robert 
F.  Collyer,  for  Elsie  J.  Hassall,  owner. 

PREMISES — Northwest  corner  of  Farmers  boulevard  and 
143rd  road  (Block  No.  3238,  Lot  No.  109),  Spring- 
field,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station. 


Last  Publication  in 


Certificate  of  Occupancy,  approved 


forms  . Aug. 

Concrete  Flat  Slabs,  Rules . .June 

Concrete  Rules  (Hydrated  Lime).. .Dec. 

Elevator  Rules  . Mar. 

Exit  Rules  (Revolving  Doors) ...  Nov. 

Factory  Exit  Rules . Nov. 

Fire  Alarm  Rules  (Interior) . Sept. 

Fire  Drill  Rules . May 

Fire  Retarding  Rules  for  Garages, 

etc . N  ov. 

Fireproof  Wood,  Testing  of . -July 

Frame  Garages,  Ruling  for . .Jan. 

Fuel  Oil  Rules . Sept. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Paint,  varnish  and  Lacquer  Spray¬ 
ing  Rules . June 

Plumbing  Rules . Nov. 

Procedure,  Rules  of . June 


Refrigerating  Systems,  Extract  C.  O.Apr. 
Smoking  in  Factories,  Rules  for...  Dec. 


Sprinkler  Rules . Dec. 

Standpipe — Fireline  Rules  . . Sept. 


Structural  Alterations,  Reporting.  ..June 
Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Apr. 


2,  1932— Vol. 

6,  1933— Vol. 
5,  1933— Vol. 

28,  1933— Vol. 
14,  1933— Vol. 
14,  1933— Vol. 
2G,  1933— Vol. 
30,  1933— Vol. 

28,  1933— Vol. 
11,  1933— Vol. 
21,  1919— Vol. 

19,  1933— Vol. 

7,  1925 — Vol. 
5,  1928— Vol. 

13,  1933— Vol. 
7,  1933— Vol. 

20,  1933— Vol. 
18,  1933— Vol. 

5,  1933— Vol. 

6,  1932— Vol. 
26,  1933— Vol. 

7,  1932— Vol. 

10,  1923— Vol. 


Bulletin 

17  No.  31 

18  No.  23 
IS  No.  49 
18  No.  13 
18  No.  46 
18  No.  46 
18  No.  39 
18  No.  22 

18  No.  48 
18  No.  28 
4  No.  3 
18  No.  38 
10  No.  14 
13  No.  23 

18  No.  24 
18  No.  45 
18  No.  25 
18  No.  16 
18  No.  49 

17  No.  49 

18  No.  39' 
17  No.  23 

8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Dec. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use . Dec. 

Fuel  Oil  Burners  for  Industrial  Use.Nov. 
Fuel  Oil  Pumps . Nov. 


5, 

1933— Vol. 

18 

No. 

49 

5. 

1933— Vol. 

18 

No. 

49 

21, 

1933— Vol. 

18 

No. 

47 

21, 

1933— Vol. 

18 

No. 

47 

206-33-BZ. 

APPLICANT — James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

PREMISES— South  side  of  Fleet  street,  99  ft.  west  of 
Greenway  South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a,  residence  use  and  “F”  area  district  the 
omission  of  the  required  yard. 

276-33-BZ. 

APPLICANT — James  P.  Boyland,  for  William  Jay  Building 
Corp.,  owner. 

PREMISES — Northeast  corner  of  Grand  concourse  and 
East  203rd  street  (Block  No.  3309,  Lot  No.  42), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business  use. 


2S3-33-BZ. 

APPLICANT — Herman  Wolff,  for  Gussie  Gordon,  owner. 
PREMISES — 4601  10th  avenue  (Block  No.  5620,  Lot  No. 
11),  Brooklyn. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  dwelling 
to  business  use. 

295-33-BZ. 

APPLICANT — William  Shary,  for  Henry  M.  Rinder, 
owner. 

PREMISES — West  side  of  Jerome  avenue,  193.47  ft.  north 
of  Cromwell  avenue  (Block  No.  2855,  Lot  No.  12), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

299- 33-BZ. 

APPLICANT — Abraham  J.  Halprin,  for  Sarah  Beckman, 
owner. 

PREMISES — 90-100  Hegeman  avenue,  southeast  corner  of 
Hopkinson  avenue  (Block  No.  3633,  Lot  No.  27), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  and,  also,  a 
motor  vehicle  repair  shop. 

300- 33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Christina  Coppola, 
owner. 

PREMISES— Southwest  corner  of  Queens  boulevard  and 
Simonson  place  (Block  No.  2474,  Lot  No.  44), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

68-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  M.  C.  R.  Holding 
Corp.,  owner. 

PREMISES — 9707-9719  Kings  highway,  northwest  corner 
of  Clarkson  avenue  and  Rockaway  boulevard  (Block 
No.  4633,  Lot  No.  44),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of  a 
gasoline  service  station  (previously  withdrawn;  re¬ 
opened  and  restored  to  Calendar  September  19, 
1933). 

344-33-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Parkville  Amuse¬ 
ment  Corp.,  owner. 

PREMISES — -1048-1072  Ocean  parkway,  west  side,  380  ft. 
south  of  Avenue  J  (Block  No.  5495,  Lot  Nos.  870 
and  872),  Brooklyn. 

APPLICATION,  under  sections  7a,  7c  and  21  of  the  build¬ 
ing  zone  resolution, 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  recreation  centre. 


DECEMBER  5,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
5,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 


cal.  no.  210-33-BZ — Application,  June  7,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Jacob  Frommer,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing 
building  to  a  business  use  (store)  ; 
premises  238-240  Kosciusko  street,  south 
side,  66  ft.  east  of  Tompkins  avenue 
(Block  No.  1786,  Lot  No.  5),  Brook¬ 
lyn. 

cal.  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

cal.  no.  274-33-BZ — Application,  August  16,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  J.  Wilson  Dayton,  applicant,  on 
behalf  of  41-11  Bell  Avenue  Co.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  215-32  Northern 
boulevard  (Block  No.  3177,  Lot  No.  1), 
Bayside,  Borough  of  Queens. 

cal.  no.  632-23-BZ— Application,  May  23,  1923 ;  garage 
granted  on  certain  conditions  October 
7,  1 924 ;  reopened  and  resolution  modi¬ 
fied  March  17,  1925 ;  reopened  May  9, 
1933,  after  inspection  by  a  committee 
of  the  board,  under  section  21  of  the 
building  zone  resolution,  of  Talley  & 
Lamb,  applicants,  on  behalf  of  Martino’s 
Building  Corp.,  present  owner,  to  per¬ 
mit,  partly  in  a  business  district  and 
partly  in  an  unrestricted  district,  the 
alteration  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously 
granted  by  the  board),  so  as  to  permit 
therein  the  erection  and  maintenance  of 
a  gasoline  service  station  and,  also,  the 
extension  of  this  proposed  gasoline  serv¬ 
ice  station;  premises  1713-1729  Neptune 
avenue  (Block  No.  6994,  Lot  Nos.  1 
and  104),  Brooklyn. 

cal.  no.  263-33-BZ — Application,  July  27,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  F.  Seekamp,  applicant,  on  be¬ 
half  of  John  F.  Seekamp  and  Dorothy 
A.  Seekamp,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  southwest  corner  of  Hillside 
avenue  and  Cross  Island  boulevard 
(Block  No.  1481,  Lot  No.  54),  Hollis, 
Borough  of  Queens. 

cal.  no.  602-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Peter  Martinen,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  94-41  to  94-47  Old 
South  road,  northwest  corner  of  North 
Conduit  avenue  (Block  No.  2659,  Lot 
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No.  55),  South  Ozone  Park,  Borough 
of  Queens. 

cai..  no.  509-20-BZ — -Application,  August  28,  1920 ;  extension 
of  garage  granted  on  certain  conditions 
October  13,  1920;  reopened  July  18, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick, 
applicant,  on  behalf  of  Ben  Beyer  Realty 
Corp.,  present  owner,  to  permit  in  a, 
business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station 
in  an  existing  garage  for  more  than 
five  (5)  motor  vehicles;  premises  1201- 
1219  Coney  Island  avenue,  east  side, 
240  ft.  north  of  Avenue  I  (Block  No. 
6695,  Lot  Nos.  61  and  66),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
5,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  216-33-BZ — Application,  June  12,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  M.  M.  L.  Realty  Association- 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  2414-2420 
Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No. 
41),  Brooklyn. 

cal.  no.  240-33-BZ — Application,  June  29,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Irving  Proskauer,  applicant,  on  be¬ 
half  of  John  J.  Halleran,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  southeast  corner  of 
Nassau  boulevard  and  25"0th  street 
(Block  No.  4080,  part  of  Lot  No.  250), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  724-29-BZ — Application,  December  12,  1929;  denied 
June  24,  1930,  under  section  21 ;  reopened 
June  10,  1932,  under  section  7f  of  the 
building  zone  resolution,  of  Christopher 
McGrath,  applicant,  on  behalf  of  Beam 
Holding  Corp.,  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  (October  14,  1932,  laid  over  for 
full  vote  of  board)  ;  premises  1740 
Edenwald  avenue,  northeast  corner  of 
East  233rd  street  (Block  No.  4975,  Lot 
Nos.  7,  8,  9  and  10),  The  Bronx. 

cal.  no.  241-33-BZ  -Application,  June  30,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Edward  L.  Kelly,  applicant,  on  be¬ 
half  of  The  New  York  Association  for 
the  Blind,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  875- 


881  Fourth  avenue,  northeast  corner  of 
33rd  street  (Block  No.  681,  part  of  Lot 
No.  1),  Brooklyn. 

cal.  no.  147-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Celler  &  Kraushaar,  applicants,  on 
behalf  of  Arseekay  Syndicate,  Inc., 
owner,  to  permit,  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  north 
side  of  Queens  boulevard,  333.03  ft.  east 
of  56th  avenue  (Block  No.  1845,  Lot 
No.  41),  Elmhurst,  Borough  of  Queens. 

cal.  no.  199-33-BZ — Application,  June  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Lama  &  Proskauer,  applicants,  on 
behalf  of  William  H.  Parry,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  northeast  corner 
of  250th  street  and  Nassau  boulevard 
(Block  No.  4084,  part  of  Lot  No.  200), 
Little  Neck,  Borough  of  Queens. 

cal.  no.  723-29-BZ — Application,  December  11,  1929;  denied 
June  3,  1930;  reopened  September  26, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Baldassare  Cur- 
reri,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station ; 
premises  261-267  Sheridan  avenue, 
southeast  corner  of  Conduit  boulevard 
(Sunrise  highway),  (Block  No.  4239, 
Lot  No.  9),  Brooklyn. 

cal.  no.  150-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Emil  Guterman,  applicant, 
on  behalf  of  Samuel  H.  Livingston, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline 
service  station  and,  also,  the  conversion 
of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Liberty 
avenue  and  109th  street  (Block  No.  541, 
Lot  No.  28),  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  329-33-BZ — Application,  October  20,  1933,  under 
section  7b  of  the  building  zone  resolu¬ 
tion,  of  Joseph  J.  Furman,  applicant,  on 
behalf  of  Jack  Davidowitz,  owner,  to 
permit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erec¬ 
tion  and  maintenance  of  a  business 
building;  premises  2-14  Clarkson  avenue 
and  741-747  Flatbush  avenue,  southeast 
corner  (Block  No.  5064,  Lot  No.  17), 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 

CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

340-33-BZ. 

APPLICANT— Levy  &  Berger,  for  Hoona  Realtv  Corp. 
and  Leighton  Realty  Corp.,  owners. 
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PREMISES — 161-167  Atlantic  avenue,  northwest  corner  of 
Clinton  street  (Block  No.  275,  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  an  existing  six  (6)  story  building  to  a 
three  (3)  story  garage  for  more  than  five  (5)  motor 
vehicles. 

668-29-BZ. 

APPLICANT — Frank  Giorgio,  Jr.,  for  Elmer  Senger, 
owner. 

PREMISES — Northwest  corner  of  Liberty  avenue  and  92nd 
street  (Block  No.  390,  Lot  No.  22),  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  permanent  main¬ 
tenance  of  a  motor  vehicle  repair  shop  (previously 
granted  by  the  board  for  a  temporary  period  of  one 
year  from  March  11,  1932;  reopened  April  11, 
1933). 

137-33-BZ. 

APPLICANT — Joseph  A.  Marck,  for  Jeffem  Realty  Co., 
owner. 

PREMISES — Southwest  corner  of  Reeves  avenue  and  Kis- 
sena  boulevard  (Block  No.  2168,  Lot  Nos.  1  and  9), 
Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

236-33-BZ. 

APPLICANT — Karl  Propper,  for  Klion  Holding  Corp., 
owner. 

PREMISES — 1983-1985  Bryant  avenue  (Block  No.  3130, 
Lot  No.  20),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business  use. 

260- 33-BZ. 

APPLICANT — Saul  Goldsmith,  for  Chris  Peter  Dahl, 
owner. 

PREMISES — 91  Clark  street  (Block  No.  232,  Lot  No.  10), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  illegally  installed. 

261- 33-BZ. 

APPLICANT — Saul  Goldsmith,  for  Ella  J.  Filson,  owner. 

PREMISES — 93-95  Clark  street  (Block  No.  232,  Lot  No. 
8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  first  story  of  an  existing 
dwelling  from  residence  to  business  use  (stores). 

74-33-BZ. 

APPLICANT — Martin  J.  Ort,  for  Packard  Motor  Car 
Company  of  New  York,  owner. 

PREMISES — 4650-4664  Broadway  and  2-16  Sherman  ave¬ 
nue  (Block  No.  2175,  Lot  No.  1),  Manhattan. 


APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  conversion  of  occupancy  of  a 
building  to  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board  for  auto¬ 
mobile  showroom,  sales  and  distributing  and  serv¬ 
ice  station;  reopened  September  12,  1933). 

352-33-BZ. 

APPLICANT — Albert  J.  Courtney,  for  Columbus  67th 
Corp.,  owner. 

PREMISES — 101-117  West  67th  street,  160-176  Columbus 
avenue,  100-124  West  68th  street  and  1980-1998 
Broadway  (Block  No.  1139,  Lot  No.  24),  Man¬ 
hattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  bus  terminal 
and  parking  space. 


DECEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  287-33-BZ — Application,  September  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Fred  Meier,  applicant,  on  be¬ 
half  of  William  Allan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Jamaica  avenue  and  Newtown  road 
(Block  No.  695,  Lot  Nos.  1  and  1J4), 
Astoria,  Borough  of  Queens. 

cal.  no.  319-33-BZ — Application,  October  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Nicholas  Herman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  234-22 
Merrick  road,  southwest  corner  of  235th 
street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

cal.  no.  384-31-BZ — Application,  July  31,  1931;  dismissed 
for  lack  of  prosecution  January  26, 
1932 ;  reopened  and  restored  to  Calen¬ 
dar  September  26,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Charles  Goodman,  applicant,  on  behalf 
of  Apex  Gas  Station,  Inc.,  present 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  office,  grease  pit 
and  car-washing  building  to  be  used  as 
accessory  to  an  existing  gasoline  service 
station;  premises  2596-2604  Linden 
boulevard,  southwest  corner  of  Crescent 
street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

cal.  no.  267-33-BZ — Application,  August  9,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Koch  &  Wagner,  applicants,  on  be¬ 
half  of  Bohack  Realty  Corp.,  owner, 
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id  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1729-1735  Flatbush 
avenue,  northeast  corner  of  East  35th 
street  (Block  No.  7599,  Lot  Nos.  6,  7, 
8  and  9),  Brooklyn. 

cal.  no.  128-32-BZ — Application,  March  11,  1932;  gasoline 
service  station  granted  on  certain  con¬ 
ditions  June  10,  1932;  reopened  Septem¬ 
ber  12,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  applicant,  on  behalf  of  Black- 
stone  Service  Garage,  owner,  to  permit 
the  modification  of  a  resolution  granting 
in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board),  so  as  to  permit  the  extension 
in  area  of  the  existing  gasoline  service 
station;  premises  664-690  Coney  Island 
avenue,  southwest  corner  of  Avenue  C 
(Block  No.  5378,  Lot  No.  5),  Brook¬ 
lyn. 

cal.  no.  326-33-BZ — Application,  October  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sound  View  Properties,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Randall  avenue  and  Sound  View  ave¬ 
nue  (Block  No.  3523,  Lot  No.  34),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
12,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters  : 

cal.  no.  532-32-BZ— Application,  October  19,  1932;  granted 
on  certain  conditions  March  14,  1933; 
reopened  November  21,  1933,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  change  in  area  and  recon¬ 
struction  of  a  gasoline  service  station 
due  to  property  condemnation  for  ap¬ 
proach  to  Triborough  Bridge;  prem¬ 
ises  southeast  corner  of  Astoria  avenue 
and  31st  street  (Block  No.  620,  Lot 
Nos.  24  and  25),  Astoria,  Borough  of 
Queens. 

CAL.  NO.  262-33- BZ— Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  &  Marshall,  applicants,  on  be¬ 
half  of  John  Wild  and  Mary  C.  Wild, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Merrick  road  and  125th  ave¬ 
nue  (Block  No.  3208,  Lot  Nos.  122,  124 
and  126),  South  Jamaica,  Borough  of 
Queens. 


cal.  no.  265-33-BZ — Application,  August  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Guttag  Brothers,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Holland  avenue  and  Boston  road 
(Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

cal.  no.  477-31-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  January  5,  1932;  re¬ 
opened  May  20,  1932,  under  section  7f 
of  the  building  zone  resolution;  with¬ 
drawn  July  15,  1932;  reopened  October 
17,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block 
No.  3175,  Lot  Nos.  201  and  243),  Bay- 
side,  Borough  of  Queens. 

cal.  no.  331-32-BZ — Application,  June  9,  1932;  granted  on 
certain  conditions  September  23,  1932 ; 
reopened  October  31,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Ell  jane  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  maintenance  for  a  further 
temporary  period  of  an  existing  gasoline 
service  station;  premises  southeast  cor¬ 
ner  of  Boston  road  and  Astor  avenue 
(Block  No.  4343,  Lot  No.  30),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  15,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  December 
15,  1933,  at  10  o'clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  250-33-BZ — Application,  July  11,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Anna  Hochman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station;  premises  5914-5924  Church  ave¬ 
nue  and  902-912  Ralph  avenue,  south¬ 
west  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

cal.  no.  196-33-BZ— Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J.  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 
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cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building^  zone  resolu¬ 
tion  ;  withdrawn  February  3,  1933 ;  re¬ 
opened  February  15,  1933,  under  sec¬ 
tion  7f ;  denied  May  2,  1933 ;  reopened 
May  31,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Michael 
Levine,  applicant,  on  behalf  of  Navillus 
Realty  Corp.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  122-13  to  122-21  Rock- 
away  boulevard,  northwest  corner  of 
123rd  street  (Block  No.  2512,  part  of 
Lot  No.  7),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

cal.  no.  1197-23-BZ — Application,  October  19,  1923;  garage 
granted  on  certain  conditions  December 
14,  1923;  reopened  July  5,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Standard  Oil  Company  of  New 
York,  applicant,  on  behalf  of  Ross  and 
Heilig  Realty  Corp.,  present  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop ; 
premises  714  Southern  boulevard  (Block 
No.  2729,  Lot  No.  6),  The  Bronx. 

cal.  no.  1323-25-BZ— Application,  December  21,  1925 ;  denied 
April  27,  1926;  reopened  September  12, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Marie  Baus- 
mann,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station ;  premises  7021 
73rd  place  (formerly  known  as  4621 
Proctor  street),  (Block  No.  3792,  Lot 
Nos.  44  and  46),  Glendale,  Borough  of 
Queens. 

cal.  no.  706-29-BZ — Application,  December  5,  1929 ;  denied 
May  6,  1930 ;  reopened  under  new  facts 
May  19,  1931 ;  gasoline  service  station 
granted  on  condition  July  7,  1931 ;  re¬ 
opened  for  modification  of  resolution 
September  26,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Max 
Levy,  applicant  and  owner,  to  permit  in 
a  business  district  the  cutting  of  two 
(2)  additional  vehicular  entrances  to  an 
existing  gasoline  service  station;  prem¬ 
ises  238-240  Pennsylvania  avenue  and 
2072-2076  Pitkin  avenue,  southwest  cor¬ 
ner  (Block  No.  3737,  Lot  Nos.  19,  20 
and  21),  Brooklyn. 

cal.  no.  699-30-BZ — Application,  November  22,  1930;  dis¬ 
missed  for  lack  of  prosecution  June  30, 
1931;  reopened  and  restored  to  Calen¬ 
dar  October  17,  1933,  under  section  2,1 
of  the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
512  West  56th  Street  Corp.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  mol  or 
vehicles;  premises  east  side  of  Jerome 
avenue,  100  ft.  south  of  East  196th 
street  (Block  No.  3317,  Lot  Nos.  23 
and  25),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


Appeal  from  Administrative  Order. 

223-33-A — East  side  of  Jerome  avenue,  100  ft.  south  of  East 
196th  street  (Block  No.  3317,  Lot  No.  23), 
The  Bronx. 


DECEMBER  15,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

243-33-A — 2271  Bathgate  avenue  (Block  No.  3050,  Lot  No. 
73),  The  Bronx. 

247-33-A — 57-05  to  57-15  Mazeau  street  and  72-02  to  72-10 
57th  avenue  (Block  No.  2808,  Lot  No.  79), 
Maspeth,  Borough  of  Queens. 

251-33-A — 34  West  100th  street  (Block  No.  1835,  Lot  No. 
43),  A'lanhattan. 

253-33-A — 54-56  Bleecker  street  (Block  No.  522,  Lot  No. 
32),  Manhattan. 

264-33- A — Northeast  corner  of  East  177th  street  and  Long 
street  (Block  No.  5519,  Lot  Nos.  157,  159, 
160,  162,  18,  9,  190  and  191),  The  Bronx. 
281-33-A- — 67-89  East  45th  street  and  230  Park  avenue 
(Block  No.  1300,  Lot  No.  1),  Manhattan. 
288-33-A — 20-40  Jay  street  (Block  No.  19,  Lot  No.  l), 
Brooklyn. 

290- 33-A — 1270-1280  Broadway  and  60-66  West  33rd  street 

(Block  No.  834,  Lot  No.  80),  Manhattan. 

291- 33-A — 38-42  West  45th  street  (Block  No.  1260,  Lot 

No.  56),  Manhattan. 

Petitions  for  Variations. 

213-33-S — 404-412  Fourth  avenue  (Block  No.  858,  Lot  No. 
36),  Manhattan. 

275-33-S — 126  Chambers  street  (Block  No.  136,  Lot  No. 
19),  Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

289-33-BZ. 

APPLICANT — Max  Siegel,  for  Harlem  Tennis  Club  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 3609-3621  Bailey  avenue,  west  side,  83.25  ft. 
north  of  West  236th  street  (Block  No.  3270A,  part 
of  Lot  No.  125),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

293- 33-BZ 

APPLICANT — William  F.  Doyle,  for  Abraham  Halperin, 
owner. 

PREMISES — 758-766  Utica  avenue,  west  side,  175  ft.  2  in. 
south  of  Lenox  road  (Block  No.  4655,  Lot  No.  16), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

294- 33-BZ. 

APPLICANT — Theodore  C.  Krautter,  owner. 

PREMISES- — 189-21  Linden  boulevard  (Block  No.  1955, 
Lot  No.  28),  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 
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307-33-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  1758  Coney  Island 
Avenue  Realty  Co.,  Inc.,  owner. 

PREMISES — 1758-1766  Coney  Island  avenue,  west  side,  220 
ft.  south  of  Avenue  N  (Block  No.  6592,  Lot  No. 
18),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and,  also,  the  inclusion  of 
a  gasoline  service  station. 

313-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Isaac  Klapper, 
owner. 

PREMISES — 38-04  to  38-10  Greenpoint  avenue  (Block  No. 
212,  Lot  No.  23),  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

101-32-BZ. 

APPLICANT— Joseph  Schafran,  for  Thema  Rosen,  owner. 

PREMISES — West  side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street  (Block  No.  3264,  Lot  No.  70), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  maintenance  of  an  open  air 
parking  space  for  more  than  five  (5)  cars  and  the 
installation  of  two  (2)  gasoline  tanks  and  pumps 
as  accessory  to  the  parking  space  and  individual 
garages,  these  garages  having  been  previously 
granted  by  the  board  (reopened  November  14, 
1933). 

185-33-BZ. 

APPLICANT — William  Richter,  for  Sadie  Teitelbaum, 
owner. 

PREMISES — 2284-2296  West  8th  street  and  129-143  Ave¬ 
nue  W,  northwest  corner  (Block  No.  7142,  Lot  Nos. 
48  and  53),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  an  automobile 
wrecking  and  junk  storage  yard). 

323-33-BZ. 

APPLICANT — G.  A.  Schonewald,  for  Elgeo  Realty  Corp., 
owner. 

PREMISES — Southeast  corner  of  Morrison  avenue  and 
Sound  View  avenue  (Block  No.  3745,  Lot  No.  18), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 


TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


DECEMBER  22,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

258-33- A— 122-124  East  25th  street  (Block  No.  880,  Lot 
No.  78),  Manhattan. 

301-33-A — 100-104  Lafayette  street  (Block  No.  209,  Lot 
No.  19),  Manhattan. 

303-33- A — 7-11  East  40th  street  (Block  No.  1275,  Lot 
Nos.  8  and  9),  Manhattan. 

3 1 6-33- A — 140  Fifth  avenue  (Block  No.  820,  Lot  No.  47), 
Manhattan. 

324- 33-A — 107-111  Myrtle  avenue  and  318-320  Bridge 

street  (Block  No.  143,  Lot  No.  30),  Brook¬ 
lyn. 

325- 33-A — 244  West  49th  street  (Block  No.  1020,  Lot  No. 

59),  Manhattan. 

328-33-A — 42991  Boston  road,  west  side,  283.31  ft.  south  of 
City  Line  (Block  No.  5655,  Lot  No.  313), 
The  Bronx. 

Appliances  Submitted  for  Approval. 

126-33-SA — Tower  Range  Oil  Burner,  approval  of. 

244- 33-SA — Petro  Oil  Burner,  Model  W-2,  approval  of. 

245- 33-S A — Petro  Oil  Burner,  Models  W-l  and  W-1^2,  ap¬ 

proval  of. 

349-33-SA — Herco  Oil  Burner,  approval  of. 

355-33-SA — Lange  Economical  Oil  Burner,  approval  of. 

359- 33-S A — Morrissey  Oil  Burner,  Models  MA-2,  MA-3, 

SP-1  and  MP-1,  approval  of. 

360- 33- S A — Trane  Climate  Changer  Oil  Burner,  approval 

of. 


JANUARY  3,  1934,  10  A.  M. 

Building  Zone  Application. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  January 
3,  1934,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matter : 

cal.  no.  202-33-BZ— Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  only  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 

BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  Room 
1018,  Municipal  Building,  Manhattan,  at  three  cents  each — 
postage  to  be  added  if  the  forms  are  forwarded  by  mail. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULx\R  MEETING 

TUESDAY  MORNING,  NOVEMBER  28,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  November  21,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
November  21,  1933,  were  approved  as  printed  in  Bulletin  No 
48,  Vol.  XVIII. 


(previously  withdrawn  under  section  7f;  reopened 
and  restored  to  Calendar  October  17,  1933). 
PREMISES  AFFECTED — Southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block  No.  3175,  Lot 

APPEARANCES— d  ^ ’  Bayside’  Borough  of  Queens. 
For  Applicant:  Peter  H.  Brandt. 

For  Opposition :  Michael  F.  Duggan,  William  Cor¬ 
coran,  Charles  H.  Meyer  and  Claudis  Offrav 
ACTION  OF  BOARD-Laid  over  to  December  12?  l^ 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


BUILDING  ZONE  CASES. 

250-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Anna  Hochman, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 5914-5924  Church  avenue  and 
902-912  Ralph  avenue,  southwest  corner  (Block  No. 
4707,  Lot  No.  37),  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  A.  Levingson,  Max  Fuller,  E. 

Berevonsky  and  William  C.  Vincent. 

ACTION  OF  BOARD — Laid  over  to  December  15,  1933, 
at  10  a.  m.,  on  request  of  applicant. 


262-33-BZ. 

APPLICANT — Wood  &  Marshall,  for  John  Wild  and 
Mary  C.  Wild,  owners. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southwest  corner  of  Merrick 
road  and  125th  avenue  (Block  No.  3208,  Lot  Nos. 
122,  124  and  126),  South  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Clifford  B.  Marshall  and  R.  B. 
Mitchell. 

For  Opposition :  Thomas  W.  Biddle,  Charles  M. 
Spindler  and  Alexander  Hesterberg. 

ACTION  OF  BOARD— Laid  over  to  December  12,  1933,  at 
2  p.  m.,  for  report  of  committee  on  inspection. 


265-33-BZ. 

APPLICANT — Joseph  M.  Lonergan,  for  Guttag  Brothers, 
owners. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southwest  corner  of  Holland 
avenue  and  Boston  road  (Block  No.  4431,  Lot  No. 
22),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition :  George  Becker,  Max  Corin  and 
Louis  Solomon. 

ACTION  OF  BOARD— Laid  over  to.  December  12,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


477-31-BZ. 

APPLICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 


183-33-BZ. 

APPLICANT— James  P.  Boyland,  for  Michael  Beirne 
owner. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  previously  withdrawn— re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  East  233rd 
street  and  Plarper  avenue  (Block  No.  4946,  Lot 
Nos.  58,  59  and  60),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Michael  Beirne. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  Calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  q 

Absent :  Commissioner  Connell .  l 


1014-27-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Uniford  Construction 
Co.,  present  owner. 

SUBJECT — Request  for  reopening — reconsideration  under 
new  facts,  previously  denied — re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  seer 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— 61-65  Quentin  road  and  176- 
188  Kings  highway,  southwest  corner  of  West  11th 
street  (Block  No.  6620,  Lot  No.  46),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  J.  Nurick  and  Norman  Salit. 
ACTION  OF  BOARD — Request  for  reopening  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


352-33-BZ. 

APPLICANT — Albert  J.  Courtney,  for  Columbus  67th 
Corp.,  owner. 

SUBJECT — Request  for  preferential  hearing — re  Applica¬ 
tion  (decision  of  the  commissioner  of  buildings), 
under  section  21  of  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  bus  terminal 
and  parking  space. 

PREMISES  AFFECTED— 101-117  West  67th  street,  160- 
176  Columbus  avenue,  100-124  West  68th  street  and 
1980-1998  Broadway  (Block  No.  1139,  Lot  No.  24), 
Manhattan. 

APPEARANCES— 

For  Applicant ;  Albert  J.  Courtney  and  Louis 
Abrons,  : 


957 


MINUTES 


ACTION  OF  BOARD— Request  for  preferential  hearing 
granted. 

THE  VOTE  TO  GRANT  PREFERENTIAL  HEAR¬ 
ING— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  l 


233-33-BZ. 

APPLICANT — Murray  Klein,  for  1525  Myrtle  Avenue 
Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  sections  7b  and  21  of  the  building 
zone  resolution,  to  permit  the  extension,  from  an 
unrestricted  district  into  a  business  district,  of  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 1517-1543  Myrtle  avenue  (Block 
No.  3328,  Lot  No.  1),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Murray  Klein,  Harry  J.  Cook  and 
Bernard  Fliashnick. 

For  Opposition:  K.  Karl  Klein. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent:  Commissioner  Connell . .  1 

THE  RESOLUTION— 

(233-33-BZ) 

Whereas,  Murray  Klein,  for  1525  Myrtle  Avenue  Realty 
Co.,  Inc.,  owner,  filed,  June  23,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  the  extension,  from 
an  unrestricted  district  into  a  business  district,  of  an  exist¬ 
ing  gasoline  service  station;  premises  1517-1543  Myrtle  ave¬ 
nue  (Block  No.  3328,  Lot  No.  1),  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Myrtle  avenue  is  in  a  business 
and  unrestricted  district ;  Grove  street  is  in  a  business  and 
unrestricted  district,  and  Linden  street  is  in  a  business  and 
unrestricted  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  19,  1933  (re  Applic.  No.  2334-33),  reads: 

“Application  contrary  to  Art.  II,  Sect.  4,  Zoning 
Resolution — removing  curb  between  gasoline  station  and 
adjoining  premises,  is  in  effect,  extending  use  of  gasoline 
station  into  business  district.  DENIED.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  278  ft.  5  in.  on  Myrtle  avenue,  34  ft.  7  in.  on 
Linden  street  and  230  ft.  on  Grove  street ;  on  the  east  por¬ 
tion  of  the  plot  (having  a  frontage  of  approximately  130 
ft.  on  Grove  street)  there  is  located  a  gas  station  which  is  in 
the  unrestricted  district;  there  is  an  18-inch-high  terra  cotta 
curbing  along  the  west  line  of  the  existing  gas  station;  also, 
it  (the  curb)  is  located  on  the  dividing  line  of  the  business 
and  unrestricted  district :  lying  to  the  west  of  the  existing 
station  there  is  a  plot  of  ground  having  a  frontage  of  50 
ft.  on  Grove  street  upon  which  are  located  greasing  pits ; 
it  is  proposed  to  remove  the  curbing  between  the  gas  station 
and  the  plot  and  to  use  this  whole  area  as  a  gasoline  service 
station :  at  the  apex  of  the  nlot  there  is  located  a  one-story 
(brick)  store  building  which  is  to  remain ;  and 
W hereas.  the  board  having  informally  inspected  the  prop¬ 
erty  and  being  familiar  with  the  circumstances  involved, 
deemed  that  applicant  is  not  entitled  to  relief  because  of 
hardship,  as  defined  by  section  31  of  the  building  zone  reso¬ 
lution. 


,  Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


G38-23-BZ. 

APPLICANT — Max  Notess,  owner. 

SUBJECT — Application  for  reopening — extension  of  permit 
—re  Application  (decision  of  the  fire  commis¬ 
sioner),  under  sections  7g  and  21  of  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three 
(3)  pleasure  motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED — 2965  Valentine  avenue  (Block 
No.  3306,  Lot  No.  42),  The  Bronx. 

APPEARANCES — 

For  Applicant :  Charles  Schaefer. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 
porary  permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent:  Commissioner  Connell .  i 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent :  Commissioner  Connell .  i 

THE  RESOLUTION— 

(638-23-BZ) 

Whereas,  this  application,  affecting  premises  2965  Valen¬ 
tine  avenue  (Block  No.  3306,  Lot  No.  42),  Borough  of  The 
Bronx,  was  granted  by  the  board  November  24,  1925,  for 
a  temporary  period,  and  this  permit  extended  from  time  to 
time,  on  certain  conditions,  and  owner  requests  a  further 
extension. 

Resolved,  that  the  variation  be  extended  for  a  temporary 
Period  of  two  (2)  years,  under  section  7g,  commencing 
December  11,  1933,  on  condition  that  the  capacity  of  the 
garage  shall  be  limited  to  three  (3)  automobiles  of  the 
pleasure-car  type,  space  for  which  may  be  rented  to  persons 
not.  residing  on  the  premises;  that  no  gasoline  storage 
equipment  shall  be  installed  on  the  premises ;  that  there  shall 
be  no  signs  or  advertising  displayed  on  the  premises. 


423-31-BZ. 

APPLICANT— Nathan  Rotholz,  for  Constantin  Wagner, 
owner. 

SUBJECT — Application  for  reopening — modification — re  Ap¬ 
plication  (decision  of  the  tenement  house  commis¬ 
sioner),  under  section  7b  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  maintenance  of  a  tailor 
shop. 

PREMISES  AFFECTED— 2481-2487  Broadway  and  251 
West  92nd  street,  northwest  corner  (Block  No.  1240, 
Lot  No.  10),  Manhattan. 

APPEARANCES— 

For  Applicant:  Nathan  Rotholz. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock.  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Murdock.  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  1 
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THE  RESOLUTION— 

(423-31-BZ) 

W  hereas,  this  application,  affecting  premises  2481-2487 
Broadway  and  251  West  92nd  street,  northwest  corner 
(Block  No.  1240,  Lot  No.  10),  Borough  of  Manhattan,  was 
granted  by  the  board  January  19,  1932,  on  certain  conditions, 
and  applicant  requested  a  modification  of  these  conditions. 

Resolved  that  the  resolution  adopted  by  the  board  on  Janu¬ 
ary  19,  1932,  be  modified,  only  so  far  as  it  has  relation  to  the 
use  of  the  basement  space  under  appeal,  so  as  to  permit  the 
space  under  appeal  to  be  used,  in  addition  to  the  occupancy 
of  a  tailor  shop,  for  a  laundry  agency,  on  condition  that  this 
use  shall  be  restricted  to  the  receiving  and  delivery  of  laun¬ 
dry,  excluding  all  laundering  of  every  nature  on  the  prem¬ 
ises,  and  that  the  requirements  of  the  resolution  adopted  by 
the  board  on  January  19,  1932,  shall  be  complied  with  in  all 
respects  other  than  as  modified  herein. 


285-31-BZ. 


APPLICANT — John  Potts,  for  Constantinos  Demetrookas 
owner;  request  for  reopening  made  by  Conroy  & 
Hardy. 

SUBJECT — Application  for  reopening — extension  of  permit 
— re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Jamaica 
Bay  boulevard  and  Nolins  avenue  (165th  avenue), 
(Block  No.  4153,  Lot  No.  146),  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 
porary  permit  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 


(285-31-BZ) 

Whereas,  this  application,  affecting  premises  northwest 
corner  of  Jamaica  Bay  boulevard  and  Nolins  avenue  (165th 
avenue),  (Block  No.  4153,  Lot  No.  146),  Borough  of 
.Queens,  was  granted  by  the  board  December  15,  1931,  for 
a  temporary  period,  on  certain  conditions,  and  owner  re¬ 
quests  an  extension  of  this  temporary  period. 

Resolved,  that  the  resolution  adopted  by  the  board  on  De¬ 
cember  15,  1931,  be  amended,  only  so  far  as  it  has  reference 
;o  the  period  for  the  temporary  permit,  so  that  as  amended 
•hat  clause  of  the  resolution  will  read:  “granted  for  a  tem¬ 
porary  period  of  two  (2)  years  from  December  15,  1933,  on 
condition  that  all  requirements  of  the  resolution  adopted  De¬ 
cember  15,  1931,  other  than  as  amended  herein,  shall  be  corn- 
died  with  in  all  respects.” 


12-32-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Samuel  L.  Schwartz, 
owner ;  request  for  reopening  made  by  the  owner. 

SUBJECT — Application  for  reopening — -amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

DEMISES.  AFFECTED — 2263-2273  Linden  boulevard, 
northwest  corner  of  Elton  street  (Block  No.  4336, 
Lot  No.  21),  Brooklyn. 


APPEARANCES— 

\  nmT^^0^^PP*'cant :  Samuel  L.  Schwartz. 

ACTION  OF  BOARD — Application  reopened,  temporary 
,^™t^xtendeed  and  resolution  amended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  i 

ri!xrr^V9T^  T0  EXTEND  TEMPORARY  PERMIT 
AND  AMEND  RESOLUTION— 

Affii  mative  :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(42-32-BZ) 

Whereas,  this  application,  affecting  premises  2263-2273 
Linden  boulevard,  northwest  corner  of  Elton  street  (Block 
Xo.  4336,  Lot  No.  21),  Borough  of  Brooklyn,  was  granted 
by  the  board  May  6,  1932,  for  a  temporary  period,  on  cer¬ 
tain  conditions,  and  owner  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  resolution  adopted  by  the  board  on  May 
6,  1932,  be  amended,  only  so  far  as  it  has  reference  to  the 
period  of  the  variance  and  also  as  to  entrances  to  the  gaso¬ 
line  selling  station  from  Elton  street,  so  that  as  amended  the 
resolution  will  read :  “granted  for  a  further  temporary  period 
of  two  years,  under  section  7,  subdivision  f,  commencing 
May  6,  1934,  permitting  an  entrance  to  the  gas  selling  area 
from  Elton  street  not  to  exceed  12  ft.  in  width  and  not  to  be 
nearer  than  10  ft.  to  the  corner  formed  by  the  intersection 
of  Elton  street  and  Linden  boulevard,  on  condition  that  the 
resolution  shall  be  complied  with  in  all  respects  other  than 
as  amended  herein. 


381-32-BZ. 

APPLICANT— Martin  J.  Ort,  for  Polros  Building  Co., 
owner;  request  for  reopening  made  by  Benjamin 
Chester,  for  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decsion  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alter¬ 
ation  of  a  garage  (previously  granted  by  the  board) 
so  as  to  permit  the  inclusion  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 1632-1638  Fulton  street,  south 
side,  25  ft.  east  of  Troy  avenue  (Block  No.  1700, 
Lot  No.  7),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . .  o 

Absent:  Commissioner  Connell .  l 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(381-32-BZ) 


^  Whereas,  this  application,  affecting  premises  1632-1638 
Fulton  street,  south  side,  25  ft.  east  of  Troy  avenue  (Block 
No.  1700,  Lot  No.  7).  Borough  of  Brooklyn,  was  granted 
by  the  board  December  2.  1932,  on  certain  conditions,  and 
owner  requested  an  extension  of  time  to  complete  work. 

Resolved,  that  the  resolution  adopted  by  the  board  on  De¬ 
cember  2,  1932,  be  amended,  only  so  far  as  it  has  reference 
to  obtaining  of  permits  and  completion  of  work,  so  that  as 
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amended  the  last  clause  of  the  resolution  will  read :  “that  in 
view  of  statement  by  applicant  that  all  permits  have  been 
obtained,  all  work  involved  shall  be  completed  within  one 
year  from  the  date  of  this  amended  resolution.” 


AREA  FIXED. 

(318-33-BZ) 

The  chairman  presented  and  read  a  communication  from 
Jerome  F.  Healy,  Jr.,  requesting  this  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  to  per¬ 


mit  in  a  business  district  the  conversion  of  an  existing  stable 
for  more  than  five  (5)  horses  to  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises  2259-2261  Washington 
avenue,  west  side,  101  ft.  north  of  East  182nd  street  (Block 
No.  3038,  Lot  No.  35),  Borough  of  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Washington  avenue  from  a  point  400  ft. 
north  to  a  point  400  ft.  south  of  premises  in  question. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  28,  1933. 
Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

196-33-BZ. 

APPLICANT— Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  use. 

PREMISES  AFFECTED— 57  St.  Marks  place  (Block  No. 
450,  Lot  No.  46),  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  M.  Bloom. 

For  Opposition :  Frank  T.  Catinella  and  Carl  Safir. 

ACTION  OF  BOARD— Laid  over  to  December  15,  1933, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 


202-33-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Kapet  Holding  Corp., 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta- 

P REMISES  AFFECTED— Northeast  corner  of  Gun  Hill 
road  and  Mickle  avenue  (Block  No.  4786,  Lot  No. 
36),  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Jacob  Granat. 

ACTION  OF  BOARD— Laid  over  to  January  3,  1934,  at 
10  a.  m.,  on  written  request  of  applicant. 


APPLICANT— William  F.  Doyle,  for  Elljane  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7f  and  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  maintenance  for  a  further  temporary  period  of 
an  existing  gasoline  service  station  (reopened  Octo¬ 
ber  31,  1933). 

PREMISES  AFFECTED— Southeast  corner  of  Boston 
road  and  Astor  avenue  (Block  No.  4343,  Lot  No. 
30).  The  Bronx. 

APPEARANCES— 

For.  Applicant :  William  F.  Doyle. 

For  Opposition:  Michael  Moses. 


ACTION  OF  BOARD — Laid  over  to  December  12,  1933. 
at  2  p.  m.,  on  request  of  representative  of  opposition. 

225-33-BZ. 

APPLICANT — Nat  C.  Helman,  for  Marie  V.  Hogan, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 2761-2771  86th  street,  north¬ 
west  corner  of  West  9th  street  (Block  No.  7141, 
Lot  No.  l),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Nat  C.  Helman. 

For  Opposition :  Fil.  O.  D’Agostino. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(225-33-BZ) 


Whereas,  Nat  C.  Helman,  for  Marie  V.  Hogan,  owner, 
filed,  June  17,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  2761-2771 
86th  street,  northwest  corner  of  West  9th  street  (Block  No. 
7141,  Lot  No.  1),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals:  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  86th  street  is  in  a  business  dis¬ 
trict;  Avenue  V  is  in  a  residence  district,  and  West  9th 
street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  7.  1933  (re  Applic.  No.  3310-33).  reads: 

“Application  denied.  Use  contrary  to  Zone  Resolu¬ 
tion.  Art.  II,  Sec.  4(a),  Sub-div.  46.  Gasoline  Service 
Station  not  permitted  in  Business  Districts.”; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped 
plot  of  ground  having  a  frontage  of  69  ft.  9  in.  on  Avenue 
V  and  101  ft  7  in.  on  86th  street,  upon  which  it  is  proposed 
to  erect  a  one-storv  office  and  grease  pit  structure,  38  ft.  by 
18  ft.,  and  to  install  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station:  and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  and  report  by  a  committee  of  the  hoard,  and  report 
of  said  inspection  was  read  at  this  hearing:  and 
Whereas,  the  board  deems  that  applicant  has  substantiated 
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his  basis  of  appeal  under  section  21  of  the  building  zone 
resolution  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  erected  on  the  street  property  lines  for  their  full 
length,  on  both  Avenue  V  and  West  9th  street,  a  brick  wall 
constructed  of  face  brick  on  both  sides,  suitably  coped,  and 
not  less  than  8,  ft.  in  height ;  that  this  wall  may  be  racked 
back  where  it  meets  the  street  building  line  at  86th  street, 
starting  with  a  height  of  4  ft.  and  racked  back  at  the  rate 
of  one  foot  in  four;  that  the  accessory  buildings  located  on 
this  property  shall  consist  only  of  a  building  for  an  office  and 
for  a  greasing  pit,  as  indicated  on  the  plans  filed  with  this 
application;  that  these  buildings  shall  be  located  toward  the 
rear  line  of  the  property  on  West  9th  street;  that  the  rear 
walls  of  these  buildings  may  be  incorporated  in  the  lot  line 
walls ;  that  these  buildings  shall  not  exceed  one  story  in 
height  and  shall  be  constructed  of  face  brick  to  conform 
with  the  brick  used  in  the  wall,  and  shall  have  roofs  of  in¬ 
combustible  materials ;  that  the  front  of  the  greasing  section 
shall  remain  open;  that  there  shall  be  no  excavations  under 
any  of  these  buildings  except  the  pits  for  the  greasing  racks ; 
that  such  pumps  as  are  erected  shall  be  at  least  10  ft.  back 
from  the  street  line  of  86th  street  and  not  nearer  than  10  ft. 
to  any  portion  of  any  accessory  building ;  that  that  portion 
of  the  premises  not  covered  by  accessory  buildings  shall  be 
cement  paved ;  that  there  shall  be  erected  along  the  building 
line  of  86th  street  a  concrete  curbing  at  least  12  in.  in  width 
and  12  in.  in  height,  with  not  over  two  openings  therein, 
each  opening  not  to  exceed  18  ft.  in  width  and  no  part  of 
any  opening  to  be  nearer  than  10  ft.  to  the  intersection  of 
Avenue  V  and  86th  street  or  West  9th  street  and  86th 
street ;  that  opposite  these  openings  there  shall  be  cuts  in 
the  curb  not  more  than  20  ft.  in  width;  that  there  shall  be 
no  portable  gas  tanks  operated  on  or  from  the  property ;  that 
any  signs  advertising  non-conforming  use  shall  be  limited 
to  the  illuminated  globes  of  the  gasoline  pumps  and  to  per¬ 
manent  flat  signs  placed  against  the  wall  of  the  accessory 
building  and  inside  surface  of  the  lot  line  walls,  excluding 
all  signs  on  the  exterior  of  the  lot  line  walls  and  temporary 
signs  of  every  nature ;  that  there  shall  be  no  open  flame  per¬ 
mitted  on  the  property  and  no  repairing  of  automobiles  nor 
storing  or  parking  of  automobiles ;  that  lighting  for  general 
illumination  at  night  shall  be  by  means  of  standards,  not 
over  8  ft.  6  in.  in  height,  with  metal  reflectors  so  arranged 
as  to  reflect  downwardly  so  as  to  avoid  nuisance  to  _  the 
adjacent  property  owners;  that  all  permits  shall  be  obtained 
within  six  months  and  all  work  completed  within  one  year 
from  the  date  of  this  action,  and  that  working  drawings 
shall  be  submitted  to  the  board  and  approved  by  the  chair¬ 
man  in  behalf  of  the  board  before  same  are  filed  with  the 
commissioner  of  buildings. 


219-33-BZ. 

APPLICANT— Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  192nd 
street  and  35th  avenue  (Block  No.  922,  Lot  No. 
39),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Archie  H.  Samuels.  . 

For  Opposition:  Henry  Brassen,  William  Gardner 
and  Charles  P.  Kramer. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  . . ;  •  •. .  0 

Negative:  Chairman  Murdock,  Commissioners 
”  Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  I 


THE  RESOLUTION— 

(219-33-BZ) 

Whereas,  Milton  M.  Samuels,  for  88th  Holding  Co., 
Inc.,  owner,  filed,  June  12,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  gasoline  service  station ;  prem¬ 
ises  northwest  corner  of  192nd  street  and  35th  avenue  (Block 
No.  922,  Lot  No.  39),  Flushing,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  192nd  street  is  in  a  business  dis¬ 
trict;  35th  avenue  is  in  a  business  and  residence  district,  and 
191st  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  May  31,  1933  (re  Plan  No.  985-33),  reads: 

“The  erection  of  a  gasoline  station  in  a  business  dis¬ 
trict  is  contrary  to  art.  2,  section  4,  sub.  46,  of  the  Zone 
Law. 

“Not  further  examined.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  192nd  street  and  100  ft.  on  35th 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story  office, 
20  ft.  by  20  ft.,  and  to  install  the  necessary  tanks  and  pumps 
for  a  gasoline  service  station ;  and 
Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  and  report  by  a  committee  of  the  board,  and  report 
of  said  inspection  was  read  at  this  hearing,  and  which  report 
reads  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  219-33-BZ. 

“Premises  northwest  corner  of  192nd  street  and  35th  ave¬ 
nue  (Block  No.  922,  Lot  No.  39),  Flushing,  Borough 
of  Queens. 

“This  is  an  application  to  permit  a  variance  of  the 
zoning  resolution  to  permit  a  gasoline  selling  station  on 
a  corner  plot,  now  vacant,  100  ft.  by  100  ft.,  at  the  north¬ 
west  corner  of  35th  (State  street)  avenue  and  192nd 
street,  Flushing,  Borough  of  Queens,  in  a  business  dis¬ 
trict. 

“The  applicant  held  a  mortgage  on  the  property  and 
has  taken  it  back,  the  total  cost  involved  being  $7,000, 
and  they  desire  to  put  the  property  to  use  to  carry  it, 
but  claim  that  under  existing  conditions  no  conforming 
use  is  possible. 

“192nd  street,  while  zoned  for  business,  is  mainly 
residential.  It  leads  to  neighborhood  stores  on  Cross 
Island  boulevard,  which  is  one  block  to  the  north,  and 
to  the  railroad  station,  several  blocks  to  the  south.  In 
the  opinion  of  the  committee  this  street  is  improperly 
zoned.  It  should  be  restricted  to  residential  use.  The 
adjoining  area  to  the  west  is  zoned  for  residence  and  is 
highly  developed  with  private  houses  and  apartment 
buildings,  one  immediately  adjoining  to  the  west  and 
one  across  35th  avenue.  To  the  southeast  and  south 
there  is  considerable  vacant  property.  _ 

“While  it  is  undoubtedly  true  that  it  is  difficult  if 
not  practically  impossible  to  improve  this  property  at 
this  time,  the  committee  which  inspected  the  property 
believe  that  to  grant  the  non-conforming  use  sought 
would  be  to  impose  a  hardship  far  greater  on  the  prop¬ 
erty  adjacent  than  the  hardship  that  might  be  considered 
exists  as  to  the  premises  under  appeal.  The  adjoining 
owners  have  a  great  deal  at  stake  because  of  their  in¬ 
vestment  in  conforming  buildings  and  were  entitled  to 
expect  that  the  adjoining  business  area  would  be  de¬ 
veloped  for  conforming  uses  only. 

“There  were  twenty-one  objections  filed  and  two  con¬ 
sents  which  the  engineers  of  the  board  found  were  not 
in  proper  form. 
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“The  gasoline  station  referred  to,  namely,  at  Cross 
Island  boulevard  and  191st  street,  aboot  600  ft.  to  the 
north,  was  granted  by  the  board.  The  situation  there 
is  quite  different.  It  is  located  where  the  neighborhood 
stores  are  and  is  enclosed  under  conditions  imposed  by 
the  board  with  high  brick  walls  so  as  to  shut  it  off  from 
the  street  frontages  other  than  Cross  Island  boulevard. 
Furthermore,  it  is  on  a  triangular  plot  difficult  to  im¬ 
prove  with  a  conforming  use. 

“Reference  was  made  to  the  decision  of  the  Court  of 
Appeals  in  the  St.  Albans- Springfield  case,  but  in  the 
opinion  of  the  committee  conditions  here  are  far  dif¬ 
ferent  than  they  were  in  that  case  at  the  time  the  appeal 
was  first  taken  from  the  board’s  decision. 

“The  inspection  was  made  on  November  16,  1933,  by 
a  committee  of  the  board,  consisting  of  Chairman  Mur¬ 
dock  and  Commissioners  Holland  and  Guilfoyle,  and  the 
committee  finds  that  hardship  has  not  been  shown  to 
warrant  granting  the  application. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 

Resolved ,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

1393-24-BZ. 

APPLICANT— James  McKenna,  for  Watson-McKenna 
Realty  Corp.,  present  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  alteration  and 
extension  of  an  existing  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted  by  the 
board) . 

PREMISES  AFFECTED— 250  Dyckman  street  (Block. 

No  2246.  Lot  No.  58),  Manhattan. 
APPEARANCES— 

For  Applicant:  James  McKennan  and  Harrison 
Brandt. 

For  Opposition:  None. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(1393-24-BZ) 

Whereas,  this  application,  affecting  premises  250  Dyck- 
man  street  (Block  No.  2246,  Lot  No.  58),  Borough  of  Man- 
hattan,  was  granted  by  the  board  for  a  garage  on  March 
15,  1927,  on  certain  conditions,  among  others,  that  an  open, 
unobstructed  yard  shall  be  maintained  not  less  than  30  ft.  by 
25  ft.  in  least  dimensions  at  the  southeasterly  end  of  the 
property;  and 

Whereas,  present  owner  requests  an  amendment  of  these 
conditions  and  permission  to  cover  this  yard  space  by  an  ex¬ 
tension  on  the  first  story  ;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
thq  board  of  standards  and  appeals,  at  its  regular  meeting, 
November  28,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under ’section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  amend  the  resolution 
adonted  by  the  board  on  March  15,  1927,  as  amended  De¬ 
cember  31  1929,  onlv  so  far  as  it  refers  to  the  yard  at  the 
southeast  corner  of  the  property  left  open  and  unobstructed, 


so  that  as  amended  this  portion  of  the  resolution  will  read: 
“that  the  yard  space  of  approximately  25  ft.  by  30  ft.  may 
be  built  over  to  a  height  of  not  over  one  story  and  in  no 
event  over  15  ft.  above  the  curb  level  of  Dyckman  street, 
on  condition  that  the  skylight  on  the  rear  of  this  roof  ex¬ 
tension  shall  be  glazed  with  plain  glass,  with  wire  guards 
over  and  under;  that  there  shall  be  no  openings  in  the  rear 
wall  of  this  extension  of  any  nature  to  adjoining  property; 
that  there  shall  be  maintained  a  self-closing,  fireproof  door 
between  the  main  first  floor  of  the  garage  and  this  exten¬ 
sion  ;  that  this  extension  shall  be  used  for  the  storage  of  cars 
only  and  not  for  storage  of  accessory  supplies ;  that  there 
shall  be  constructed  in  the  roof  a  scuttle  not  less  than  24  in. 
by  28  in.  with  a  fixed  iron  ladder  giving  access  thereto ;  that 
there  shall  be  no  openings  between  the  first  floor  garage 
and  the  extension  other  than  the  fire  door  and,  further  on  con¬ 
dition  that  the  resolution  adopted  by  the  board  on  March  15, 
1927,  as  amended  December  31,  1929,  shall  be  complied  with 
in  all  respects  other  than  as  amended  herein.” 


PLANS  APPROVED. 

547-32-BZ. 

APPLICANT — Ivadel,  Van  Kirk  &  Trencher,  for  Sobol 
Brothers  Co.  (long-term  lease). 

SUBJECT — Application  for  approval  of  plans  in  accordance 
with  a  resolution  adopted  by  the  board. 
PREMISES  AFFECTED — 1519-4525  Broadway,  southwest 
corner  of  Bennett  avenue  (Block  No.  2180,  part  of 
Lot  No.  646),  Manhattan. 

APPEARANCES— 

For  Applicant:  Bernard  Trencher  and  R.  C.  Browe. 
ACTION  OF  BOARD — Plans  approved  on  condition. 
THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(547-32-BZ) 


Whereas,  this  application,  affecting  premises  4519-4525 
Broadway,  southwest  corner  of  Bennett  avenue  (Block  No. 
2180,  part  of  Lot  No.  646),  Borough  of  Manhattan,  was 
granted  by  the  board  January  24,  1933,  on  certain  conditions, 
and  applicant  now  submits  the  plans  for  approval. 

Resolved,  that  the  plans  submitted  be  approved  as  comply¬ 
ing  with  the  resolution  adopted  by  the  board  on  January 
24,  1933,  on  condition  that  the  mechanical  venting  system  for 
the  greasing  pit  section  shall  consist  of  stationary  electric 
rotary  fans  installed  in  the  rear  wall  under  the  main  floor 
level  and  exhausting  into  three  open  areaways  to  be  con¬ 
structed  in  the  rear  yard,  widely  separated  as  possible  to 
give  proper  circulation ;  that  the  fans  shall  be  completely 
enclosed,  specially  designed  for  explosive  atmospheres ;  that 
there  shall  be  erected  in  the  roof  over  the  greasing  section 
two  skylights,  each  not  less  than  4  ft.  by  5  ft.  or  equivalent 
area,  separated  at  least  25  ft.  and  glazed  with  thin  glass,  with 
screens  under  and  over;  that  there  shall  be  no  portable 
gasoline  tanks  used  on  or  from  the  property ;  that  signs 
advertising  non-conforming  use  shall  be  limited  to  the  illu¬ 
minated  globes  of  the  gasoline  pumps  and  to  a  post  standard 
at  the  northeasterly  corner,  where  indicated  on  the  plans,  to 
carry  a  neon  sign  and  excluding  all  other  signs  and  signs 
of  a  temporary  nature,  and  that  illumination  shall  be  pro¬ 
vided  by  lights  on  pipe  standards  with  metal  reflectors  so 
arranged  as  to  shine  downwardly  to  avoid  nuisances  to  ad¬ 
joining  property. 


PETITION  FOR  VARIATION. 

201-31-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Phillips  Jones  Corp.;  request  for 
reopening  made  by  Ansonia  Fire  Prevention  Engi¬ 
neering  Co.,  Inc.,  for  owner. 
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SUBJECT — Application  for  reopening — amendment — re  Va¬ 
riation  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner  and  a  decision  of  the  superin¬ 
tendent  of  buildings. 

PREMISES  AFFECTED — 1215-1225  Broadway  (Block 
No.  831,  Lot  No.  64),  Manhattan. 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . . .  0 

Absent:  Commissioner  Connell .  1 


THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(201-31-S) 

Whereas,  this  petition,  affecting  premises  1215-1225 
Broadway  (Block  No.  831,  Lot  No.  64),  Borough  of  Man¬ 
hattan,  was  granted  by  the  board  October  21,  1932,  on  cer¬ 
tain  conditions,  and  owner  requested  an  amendment  of  these 
conditions,  particularly  as  to  occupancy. 

Resolved,  that  the  resolution  of  the  board  adopted  on  Octo¬ 
ber  21,  1932,  be  and  it  hereby  is  amended,  so  that  as  amended 
it  will  read  as  follows:  “permitting  a  total  of  not  over 
twenty-five  persons  at  any  time  at  work  for  factory  above 
the  street  floor  of  the  building  with  at  no  time  more  than 
ten  persons  at  work  for  factory  on.  any  one  floor;  that  the 
rooms  in  which  those  at  factory  work  are  engaged  shall  be 
separated  from  all  other  portions  of  the  building  by  walls 
constructed  of  not  less  than  3  in.  of  masonry,  with  all  doors 
thereto  fireproof,  self-closing  and  opening  outwardly;  that 
the  protective  and  fire-fighting  appliances  in  connection 
therewith  shall  be  kept  in  good  working  order  and  to  the 
satisfaction  of  the  departments  having  jurisdiction;  permit¬ 
ting  the  doors  to  the  stairways  to  remain  of  their  present 
width,  on  condition  that  these  doors  open  in  direction  of 
exit  and,  also,  permitting  wood  doors  and  trim  to  all  the 
offices  not  in  use  for  manufacturing  purposes  provided  the 
doors  and  trim  are  of  hard  wood ;  permitting  the  rails  around 
the  fire  tower  balcony  to  remain  at  the  present  height  of 
3  ft.;  permitting  the  doors  to  the  fire  tower  to  have  wire 
glass  panels,  provided  the  wire  glass  does  not  exceed  720 
sq.  in.,  and  permitting  the  windows  in  the  front  of  the 
building  to  be  non-fireproof,  on  condition  that  all  other  win¬ 
dows  on  the  lot  lines  and  on  the  rear  yard  shall  be  fireproof, 
self-closing ;  that  there  shall  be  no  occupancy  of  a  hazardous 
nature  permitted  in  the  building,  and  that  such  auxiliary 
fire-fighting  appliances  shall  be  installed  as  the  _  commis¬ 
sioner  may  direct,  and  that  the  building  shall  be  not  increased 
in  height  or  area.” 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 


PETITIONER— Petroleum  Heat  &  Power  Co.,  owner; 

Power  Plant  Engineering  Co.,  agent. 

SUBJECT — Petroleum  Heat  &  Power  Company  Fuel  Un 
Burner.  Models  W-l  and  W-VA,  approval  of. 


APPEAR  AN  CES— None. 
ACTION  OF  BOARD— 


Action  of  board  of  June  23,  1933, 


THE  VOTE  TO  RESCIND  ACTION  OF  BOARD— 
Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott 

Negative  . . •• . . 

Absent:  Commissioner  Connell . 


4 

0 

1 


THE  RESOLUTION— 

(614-32-SA) 

Whereas,  this  petition  for  the  approval  of  the  Petroleum 
Heat  &  Power  Company  Fuel  Oil  Burner,  Model  W-AH, 
was  filed  December  16,  1932,  and  the  burner  was  approved 
March  14,  1933 ;  and 

Whereas,  the  petitioner  requested  a  reopening  of  this 
petition,  and  this  petition  was  reopened  June  23,  1933,  and 
the  petitioner  now  requests  that  this  reopening  be  rescinded. 

Resolved,  that  the  action  of  the  board  of  June  23,  1933,  be 
rescinded  and  the  action  of  the  board  of  March  14,  1933,  be 
reaffirmed. 

254-33-SA. 

PETITIONER — Industrial  Plumbing  &  Supply  Co.,  Inc., 
for  Super-Heet  Burner  Corp.,  owner. 

SUBJECT — Superheet  Oil  Burner,  Model  D,  approval  of. 
APPEARANCES— 

For  Petitioner:  Nathaniel  G.  Richmond. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  u 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(254-33-SA) 


Whereas,  Industrial  Plumbing  &  Supply  Co.,  Inc.,  for 
Super-Heet  Burner  Corp.,  owner,  filed,  July  15,  1933,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  approval  of 
their  device  known  as  the  Superheet  Oil  Burner,  Model  D ; 
and 

Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  November  22,  1933,  recommends  the  ap¬ 
proval  of  this  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Superheet  Oil 
Burner,  Model  D,  for  use  in  domestic  installations  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  and  the  report  of  the  assistant  chief 
of  department  in  charge  of  the  Bureau  of  Combustibles,  fire 
department,  and  the  engineer  of  the  board. 


269-33-S A. 

PETITIONER— Modern  Machine  &  Tool  Co.,  Inc.;  F.  J. 
Cozzoli,  president  and  owner. 

SUBJECT— Thoroburn  Oil  Burner,  Model  A-1-16-G,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  Frank  Cozzoli. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  engineer  of  board  and  Bureau  of 
Combustibles,  fire  department. 

THE  VOTE  TO  APPROVE  APPLIANCE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  4 

THE  RESOLUTION— 

(269-33-SA) 

Whereas,  Modern  Machine  &  Tool  Co.,  Inc.,  owner,  filed, 
August  10,  1933,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Thoroburn 
Oil  Burner,  Models  A-1-16-G  and  A-1-16-E ;  and 
Whereas,  this  device  was  submitted  to  the  fire  department 
for  test  and  report,  and  a  report  of  the  assistant  chief  of  the 
Bureau  of  Combustibles,  fire  department,  and  the  engineer 
of  the  board  dated  November  22,  1933,  recommends  the  ap¬ 
proval  of  this  device;  and 
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Whereas,  the  petitioner  withdrew  that  portion  of  his  peti¬ 
tion  which  referred  to  Model  A-1-16-E. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Thoroburn  Oil 
Burner,  Model  A-1-16-G,  for  use  in  domestic  installations 
when  installed  in  accordance  with  the  fuel  oil  rules  of  the 


board  of  standards  and  appeals  and  the  report  of  the  assist¬ 
ant  chief  of  the  Bureau  of  Combustibles,  fire  department,  and 
the  engineer  of  the  board. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 

SMOKING  IN  FACTORIES. 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

RULE  1.  PERMIT. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  commissioner  of  build¬ 
ings. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  commissioner  of  build¬ 
ings  shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall 
be  made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  commissioner  of  buildings. 

(c)  Time  Lmit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  de¬ 
termining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  commissioner 
of  buildings,  and  he  shall  not  again  issue  a  permit  for  the 
same  premises  until  at  least  one  year  has  elapsed. 


RULE  2.  PERMISSIBLE  CASES. 

Smoking  may  be  permitted  in : — 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room 
provided  especially  for  that  purpose,  separated 
from  the  rest  of  the  building  by  fireproof  or 
fire-resisting  partitions,  with  all  openings  therein 
protected  by  self-closing  fire  doors,  and,  further, 
unless  the  building  is  of  fireproof  construction 
or  equipped  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall 
be  covered  with  fire-retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the 
commissioner  of  buildings  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the 
commissioner  of  buildings  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  . - .  14-31- S  A 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) _  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  .  15-31-SA 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  No. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26- S A 

Auto-Heat  Oil  Burner .  284-33-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner....  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner..  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bettendorf  Oil  Burner,  Model  H.B .  498-32-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D....  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31- SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

i  Caloroil  Burner,  Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS -  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner  .  571-29-SA 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

1  Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

'  Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner....  354-31-SA 

1  Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31-SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner . •.  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151 .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SA 


Name  of  Burner  Calendar  No. 

Evenheet  Oil  Burner .  554-32-SA 

Everedy  Oil  Burner .  102-33-SA 

Fairfield  Oil  Burner .  584-31-SA 

Faultless  Oil  Burner .  493-24-SA 

Fluid  Heat  Domestic  Oil  Burner,  Type  O _  1094-27-SA 

Fluid  Heat  Oil  Burner .  361-32-SA 

Foster  Oil  Burner .  715-26-SA 

Franklin  Domestic  Oil  Burner .  560-26-SA 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 .  97-33-SA 

Fuelo  Oil  Burner .  47-30-SA 

Gar  Wood  Oil  Burner .  373-30-SA 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  . .  481-32-SA 

General  Electric  Fuel  Oil  Burner .  434-32-SA 

General  Electric  Oil  Burner,  Type  DA-2....  228-33-SA 

Ghapco  Steam  Generator .  348-31-SA 

Gilbert  &  Barker  Flexible  Flame  Burner .  109-31-SA 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner .  520-31-SA 

Gilbert  &  Barker  Oil  Burner,  Model  S-l .  282-33-SA 

Gill  Oil  Burner .  1231-23-SA 

Gold  Star  Oil  Burner,  Models  F  and  S .  166-33-SA 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 .  444-31-SA 

Goodspeed  Automatic  Oil  Burner .  957-27-SA 

Grant  Oil  Burner,  Model  “C” . 232-32-SA 

Gulf  Oil  Burner .  382-26-SA 

Hardinge  Oil  Burner .  813-25-SA 

Hardinge  Oil  Burner,  Model  23 .  33-33-SA 

Harris  Fuel  Oil  Burner .  690-30-SA 

Hart  Automatic  Oil  Burner .  1162-24-SA 

Hart  Automatic  Oil  Burner,  Model  Series  “DO”  595-29-SA 

Hart  Oil  Burner,  Model  “H” .  221-33-SA 

Hayward  Oil  Burner .  696-30-SA 

Heatiator  Oil  Burner .  1346-23-SA 

Heil  Combustion  Fuel  Oil  Burner .  1105-22-SA 

Heil  Combustion  Fuel  Oil  Burner,  Type  B....  295-29-SA 

Hercules  Oil  Burner .  510-29-SA 

Hercules  Oil  Burner,  Models  H  and  HF .  309-33-SA 

Hercules  Oil  Burner,  Models  M  1200  and 

M  1800  .  486-32-SA 

Holby  Type  A  Fuel  Oil  Burner .  688-29-SA 

Homer  Domestic  Oil  Burner .  1211-25-SA 

Improved  Kres-Kno  Oil  Burner .  591-29-SA 

International  Mechanical  Draft  Oil  Burner -  372-30-SA 

International  Oil  Burner .  1305-24-SA 

Johnson  Improved  Rotary  Fuel  Oil  Burner...  938-22-SA 

Joyce  Oil  Burner .  852-26-SA 

K.  F.  C.  Oil  Burner .  846-25-SA 

Kelco  Oil  Burner .  237-33-SA 

KeWaNee  Oil  Burner,  Model  “C” .  518-32-SA 

Kleen  Heet  Oil  Burner .  62-24-SA 

Kleen  Heet  Oil  Burner,  Type  “R” .  49-33-SA 

Kreager  Oil  Burner .  367-30-SA 

Kres-Kno  Oil  Burner .  443-28-SA 

Laco  Oil  Burner,  Model  NL .  670-30-SA 

Laco  Oil  Burner,  Models  F,  JF,  BF  and  D -  226-33-SA 

Lawrence  May  Oil  Burner .  1034-27-SA 

Leader  Oil  Burner .  425-31-SA 

Leiman  Brothers  Fuel  Oil  Burner .  314-30-SA 

Liberty  Automatic  Heater .  129-28-SA 

Lonergan  Automatic  Oil  Burner .  208-33-SA 

“M  W”  Domestic  Oil  Burners,  Models  Nos.  25, 

26,  65,  66,  307,  308,  309,  400  and  800 .  341-32-SA 

M.  W.  Oil  Burning  Water  Heater .  737-29-SA 

Magna  Fuel  Oil  Burner .  197-33-SA 

Majestic  Oil  Burner .  693-30-SA 

Marr  Oil  Heat  Machine .  765-26-SA 

Master  Fuel  Oil  Burner .  350-32-SA 

Master-Kraft  Oil  Burner .  83-33-SA 

May  Oil  Burner .  68-24-SA 
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APPROVED  APPLIANCES 


Name  of  Burner  Calendar  No. 

Mayfield  Oil  Burner .  568-31-SA 

Mayflower  Oil  Burner .  124-29-SA 

Mcllvane  Oil  Burner .  544-29-SA 

Melco  Automatic  Oil  Burner,  Type  “A” .  1032-25-SA 

Merco  Oil  Burner .  637-29-SA 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 .  327-31-SA 

Morrissey  Oil  Burner .  673-27-SA 

Morse  Conical  Type  Steam  Atomizing  Burner..  938-25-SA 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner  939-25-SA 

Morse  Fuel  Oil  Burner .  820-23-SA 

Moto-Heat  Oil  Burner .  195-32-SA 

Mousette  Oil  Burner .  887-25-SA 

National  Airoil  High  Pressure  Burner .  185-29-SA 

National  Airoil  Low  Pressure  Burner .  186-29-SA 

National  Airoil  Type  D-R  Rotary  Oil  Burner. .  548-31-SA 

National  Rotary  Oil  Burner .  836-25-SA 

New  Perfection  Oil  Burner,  Type  “C” .  518-29-SA 

New  Process  Oil  Burner .  1071-27-SA 

Nichols-McCann-Harrison  Burners .  255-31-SA 

Noiseless  Nokol  Model  G  Oil  Burner .  801-28-SA 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R  584-28-SA 

Nokol  Automatic  Burner .  1078-24-SA 

Nu-Way  Oil  Burner .  773-26-SA 

Oilbilt  Burner .  85-33-SA 

Oliver  Oil  Gas  Burner,  No.  30-A .  1359-24-SA 

Oronoque  Oil  Burner .  394-30-SA 

Orr  Fuel  Oil  Burner .  113-26-SA 

Paramount  Oil  Burner .  1193-25-SA 

Paramount  Oil  Burner,  Model  A .  617-30-SA 

Pascoe  Oil  Burner .  1029-26-SA 

Petro  Domestic  Burner .  161-26-SA 

Petro  Model  T  Oil  Burner .  451-31-SA 

Petro  Model  W  Oil  Burner .  452-31-SA 

Petro  Burner,  Model  O .  78-28-SA 

Petro  Burner,  Model  P-2 .  735-30-SA 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 .  40-31-SA 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH .  614-32-SA 

Pioneer  Automatic  Oil  Burner .  1259-27-SA 

Powerlight  Oilheat  Burner .  628-23-SA 

Pressure  Oil  Burners,  Models  A,  B  and  C _  146-31-SA 

Progressive  Oil  Burner,  Models  G4,  G5,  G6 

and  G7 .  411-32-SA 

Quaker  Burnoil  Stove .  11-31-SA 

Quiet  Ballard  Automatic  Oil  Burner .  660-30-SA 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. .  504-23-SA 

Rayfield  Oil  Burner .  504-26-SA 

Re-Ly-On  Oil  Burner .  745-26-SA 

Remington  Domestic  Oil  Burner,  Type  B .  532-31-SA 

Remington  Oil  Burner .  891-26-SA 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner  667-28-SA 

Richmond  Gravity  Fuel  Oil  Burner .  1193-22-SA 

Rickard  Oil  Burner .  1011-27-SA 

Rightway  Oil  Burner .  339-31-SA 

Rotoflame  Oil  Burner .  187-33-SA 

Ryan  &  Scully  Commercial  and  Domestic  Oil 

Burner .  304-32-SA 


Name  of  Burner  Calendar  No. 

S.  &  K.  Mechanical  Fuel  Oil  Burner .  1115-22-SA 

S  &  K  Wide  Range  Fuel  Oil  Burner .  10-33-SA 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  Oil 

Burner .  197-32-SA 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner .  198-32-SA 

Schulse  Home  Oil  Burner .  1487-23-SA 

Scott- Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA .  436-32-SA 

Security  Oil  Burner .  56-28-SA 

Shepard  Oil  Burner .  563-30-SA 

Shill  Oil  Burner .  315-30-SA 

Silent-Auburn  Fuel  Oil  Burner,  Models  A, 

B,  C  and  0 .  463-31-SA 

Silent  Automatic  Oil  Burner .  458-26-SA 

Silent  Auomatic  Burner,  Model  “B” .  709-30-SA 

Silent  Automatic  Burner,  Model  “E” .  710-30-SA 

Silent  Flash  Oil  Burner,  Model  Cl .  38-33-SA 

Silent  Glow  Oil  Burner,  Model  G .  600-30-SA 

Silent  Glow  Oil  Burner,  Model  1000 .  345-31-SA 

Simplex  Domestic  Oil  Burner,  Type  P.A _  446-30-SA 

Simplex  Domestic  Type  “S.P.”  Oil  Burner _  145-31-SA 

Socony  Arrow  Oil  Burner .  1191-24-SA 

Standard  Automatic  Oil  Burner,  Type  14-G..  536-31-SA 

Standard  Automatic  Oil  Burner,  Type  11-G _  537-31-SA 

Stephens  Oil  Burner,  Models  No.  1  and  No.  2..  146-33-SA 

Stuhler  Oil  Burner .  618-27-SA 

Summerheat  Oil  Burner .  581-26-SA 

Sundstrand  Automatic  Oil  Burner .  755-26-SA 

Sundstrand  Purmaco  Automatic  Oil  Burner, 

Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U, 

B-5K  and  C-6U .  658-30-SA 

Sunflower  Model  S-l  Oil  Burner .  657-29-SA 

Sunflower  Oil  Burner,  Model  S-2 .  587-30-SA 

Sun  Heat  Oil  Burner .  603-29-SA 

Sun-Ray  Fuel  Oil  Burner .  106-33-SA 

Sunway  Oil  Burner .  624-30-SA 

Super  Automatic  Oil  Heater  Model  SSH .  715-29-SA 

Superfex  Oil  Burning  Heater .  491-31-SA 

Superfex  Oil  Burner,  for  Warm  Air  Furnaces  400-32-SA 

Superheet  Oil  Burner,  Model  D .  254-33-SA 

Sword  Automatic  Oil  Burner .  951-25-SA 

Tabor  Automatic  Oil  Heater,  Type  “D” .  778-28-SA 

Thoroburn  Oil  Burner,  Model  A-1-16-G .  269-33-SA 

Timken  Oil  Burner,  Model  20 .  287-28-SA 

Timken  Rotary  Oil  Burner .  297-29-SA 

Todd  Rotary  Burner,  Models  A,  B  and  C _  454-25-SA 

Todd  Spiro  Oil  Burner .  470-31-SA 

Todd  Spiro  Burner  (pump  type) .  94-32-SA 

Toridheet  Oil  Burner .  63-28-SA 

Twin  City-on-the-Door  Oil  Burner .  129-27-SA 

Uni-Lec-Tric  Oil  Burner .  498-29-SA 

United  States  Oil  Burner .  620-28-SA 

Universal  Fuel  Oil  Burner .  6-24-SA 

Vaporoil  Burner .  44-32-SA 

Vesta  Oil  Burner .  451-26-SA 

Victor  Oil  Burner .  612-30-SA 

Victory  Oil  Burner .  320-30-SA 

Viking  Oil  Burner .  396-32-SA 

Volcano  Automatic  Oil  Burner .  556-29-SA 

Wayne  Oil  Burner .  1155-25-SA 

Wayne  S-2  Domestic  Oil  Burner .  115-32-SA 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Tr.,  Models  “K”,  “KA”, 

“KB”  and  Model  “JJ” .  918-22-SA 

Winslow  Kleen  Heet  Burner,  Models  805  &  820  19-25-SA 

Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B .  32-33-SA 

Wizard  Automatic  Oil  Burner .  181-33-SA 

York  Automatic  Oil  Burner .  44-29-SA 
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BOARD  OF  STANDARDS  AND  APPEALS 
Rules. 

!81-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline’’ 
Rules. 

Administrative  Applications. 

129-27-A — 39  Fifth  avenue,  Manhattan. 

(30-27-A — 13-16  Central  Park  West,  Manhattan. 

)31-27-A — 20-28  West  72nd  street,  Manhattan. 

)32-27-A — 242-248  West  76th  street,  Manhattan. 

'37-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

J99-31-A— 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA — Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA — Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2^-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30-SA — Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31-SA — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2j4-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2}4-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA— Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 

229-32-SA — Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 


286-32-SA — Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32-SA — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

501-32-S A — Diard.  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA— Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 
65-33-SA — Economy  Oil  Burner  (Junior  Model),  approval 
of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA— Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33-SA— Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

162-33-SA— Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA — Firemaster  Fire  Extinguisher,  approval  of. 
193-33-SA — Nemes-Gluck  Oil  Burner,  approval  of. 

195-33 -SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA — Mohawk  Oil  Burner,  approval  of. 

218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

271-33-S A — Perfect-Pantex  Oil  Burner,  approval  of. 
298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

333-33-SA— Jacobsen  Balanced  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zmll  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
9,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con- 
truction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
pecifications  for  this  material  which  have  been  adopted 
y  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
lsed  shall  conform  with  the  following  table,  all  weights 
riven  being  the  amount  of  lime  which  may  be  incorporated 
or  each  ninety-five  pound  bag  of  Portland  cement . 


1-114-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-214-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 
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DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  November  29,  1933 .  363 

Restored  to  Calendar .  103 

Miscellaneous  Applications. 

Requests  to  reopen .  312 

Requests  to  amend .  19 

Requests  for  modification .  45 

Requests  to  rescind .  3 

Requests  for  extension  of  time .  63 

Requests  for  extension  of  permit .  13 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  15 

Administrative  requests  .  0 

Requests  for  interpretation .  26 

Total .  1223 

Disposed  of  .  970 

Cases  pending  November  29,  1933 .  253 


DISPOSITION  OF  CASES. 

Withdrawn  .  47 

Dismissed  .  24 

Denied  .  106 

Granted  .  4 

Granted  on  condition .  221 

Appliances  approved  .  46 

Appliances  dismissed,  disapproved  or  withdrawn....  25 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  259 

Requests  to  reopen  denied .  24 

Requests  to  amend  granted .  19 

Requests  to  amend  denied .  0 

Requests  for  modification  granted .  44 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  63 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  13 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  .  15 

Plans  disapproved  .  0 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  26 

Requests  withdrawn  or  dismissed .  29 

Total .  970 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancy  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi¬ 
cial  in  enforcing  his  order,  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  data,  or  by  any 
other  method  of  delay. 

Sixth,  That  no  appeal,  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers,  plans 
and  data  required  by  law  are  supplied,  as  specified  on  the 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  RTTT 
LETTN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name . 


My  Subscription  is  to  begin  with  the  issue  for 


Street. 
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the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Court  Decisions. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  December  5,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  December  5,  1933,  2 
P.  M. 

Correction. 

Approved  Fireline  Hose  Valves. 

Elevator  Rules. 

Approved  Fuel  Oil  Pumps. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  December  11, 1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Monday,  December  18,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli- 

Capetitio^te1mi!®ASX  ftft  SS  plans  must  indicate  the 
points  of  the  compass  sc  as  to  establish  the  true  location 
and  position  qf  subject  of  the  appeal. 

Appeals,  app)lfektioiIs'4nd'^efn:ioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 

’rec  TuiVEr.SilMA^iH- Burdock,  chai  rman. 
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CALENDAR 


DOCKET. 

Nezv  Cases  Filed  up  to  December  6,  1933. 

Cal.  No.  Department.  Premises  Affected. 

367-33-A . D.B.M.... 842-846  Broadway  (Block  565, 

Dot  21),  Man., 

-  F-7211  &  F-7213 

366-33-BZ . D.B.M _ 71  W.  11th  st.  (Block  575,  Lot 

-  85),  Man.,  Decision 

365-33-SA . F.D . Trojan  Quiet  Automatic  Oil 

-  Burner,  Appliance 

364-33-BZ . D.B.Q. ..  .Northeast  corner  of  Hillside 

ave.  &  Chelsea  rd.  (Block 
1007,  Lot  23),  Jamaica,  Q., 

-  N.  B.  1729-33 

Restored  to  Calendar. 

396-30-BZ . D.B.Q _ 64-04  to  64-06  Woodside  ave.  & 

42-01  to  42-05  65th  st.,  south¬ 
east  corner  (Block  530,  Lot 
21),  Woodside,  Q., 

-  Decision 


CODE 

F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . Tenement  House  Department 


COURT  DECISIONS 

Commencing  zirith  the  issue  of  the  Bulletin  of  October  10, 
1933,  all  court  decisions  involving  cases  decided  by  the 
Board  since  January  1,  1933,  will  be  published  in 
this  column  as  soon  as  reports  are  available. 

Gershenhorn  v.  Murdock — Mr.  Justice  MacCrate — Board  sustained. 

May  16,  1933,  Board  granted  application  for  gas  sta¬ 
tion  in  business  district,  under  section  21.  Cal.  No. 
13-33-BZ;  premises  1552-1560  .Stillwell  avenue,  south¬ 
west  corner  of  Kings  highway,  Brooklyn.  Objectors’ 
certiorari  order  dismissed. 

*  *  * 

Matter  of  Bennett  (Murdock  et  al.) — Mr.  Justice  Cuff — Board  sus¬ 
tained.  May  16,  1933,  Board  granted  application  for 
gas  station  in  business  district,  under  section  21.  Cal. 
No.  618-29-BZ ;  premises  651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street,  Brooklyn.  Ob¬ 
jector’s  certiorari  order  dismissed. 

*  *  * 

Peo.  ex  rel.  Ligniform  Holding  Corp.  v.  Murdock  et  al. — Mr. 

Justice  Conway— Board  sustained.  July  14,  1933,  Board 
denied  application  for  gas  station  and  motor  vehicle 
repair  shop,  partly  in  business  and  partly  in  residence 
use  district,  under  section  21.  Cal.  No.  115-33-BZ ; 
premises  north  side  of  Merrick  road.  7.53  ft.  west  of 
223rd  street,  Laurelton,  Borough  of  Queens. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  11,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

340-33-BZ. 

APPLICANT— -Levy  &  Berger,  for  Hoona  Realty  Corp. 
and  Leighton  Realty  Corp.,  owners. 

PREMISES — 161-167  Atlantic  avenue,  northwest  corner  of 
Clinton  street  (Block  No.  275,  Lot  No.  1),  Brook¬ 
lyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  alteration  and  con¬ 
version  of  an  existing  six  (6)  story  building  to  a 
three  (3)  story  garage  for  more  than  five  (5)  motor 
vehicles. 


RULES 


Last  Publication  in 

Certificate  of  Occupancy,  approved 

forms  . Aug.  2,  1932— Vol. 

Concrete  Flat  Slabs,  Rules . June  6,  1933 — Vol. 

Concrete  Rules  (Hydrated  Lime)  . .  Dec.  5,  1933 — Vol. 

Elevator  Rules  . Dec.  12,  1933 — Vol. 

Exit  Rules  (Revolving  Doors)  ....  Nov.  14,  1933 — Vol. 

Factory  Exit  Rules . Nov.  14,  1933 — Vol. 

Fire  Alarm  Rules  (Interior) . Sept.  26,  1933 — Vol. 

Fire  Drill  Rules . May  30,  1933 — Vol. 

Fire  Retarding  Rules  for  Garages, 

„  etc . Nov.  28,  1933— Vol. 

Fireproof  Wood,  Testing  of . Tuly  11,  1933 — Vol 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol. 

Fuel  Oil  Rules.  . Sept.  19,  1933— Vol. 

Gas  Shut-Off  Rules . Apr.  7,  1925 _ Vol. 

Hatchway  Protection  . June  5,  1928 — Vol! 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . June  13,  1933— Vol. 

Plumbing  Rules  . Nov.  7.  1933 — Vol 

Procedure,  Rules  of . June  20,  1933— Vol. 

Refrigerating  Systems,  Extract  C.  O.  Apr.  18,  1933 — Vol. 
Smoking  in  Factories,  Rules  for..  Dec.  5.  1933 — Vol! 

Sprinkler  Rules  . Dec.  6,  1932 — Vol 

Standpipe- Fireline  Rules  . Sept.  26.  1933 — Vol. 

Structural  Alterations,  Reporting. .  June  7,  1932 — Vol! 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Apr.  10,  1923 — Vol. 


Bulletin 

17  No.  31 

18  No.  23 
18  No.  49 
18  No.  50 
18  No.  46 
18  No.  46 
18  No.  39 
18  No.  22 

18  No.  48 
18  No.  28 
4  No.  3 
18  No.  38 
10  No.  14 
13  No.  23 

18  No.  24 
18  No.  45 
18  No.  25 
18  No.  16 
18  No.  49 

17  No.  49 

18  No.  39 
17  No.  23 

8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Dec. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Dec. 

Fuel  Oil  Burners  for  Industrial  Use.  Nov. 
Fuel  Oil  Pumps . Dec. 


12,  1933— Vol.  18  No.  50 

5.  1933— Vol.  18  No.  49 
21,  1933— Vol.  18  No.  47 
12,  1933 — Vol.  18  No.  50 


668-29-BZ. 

APPLICANT — Frank  Giorgio,  Jr.,  for  Elmer  Senger, 
owner. 

PREMISES — Northwest  corner  of  Liberty  avenue  and  92nd 
street  (Block  No.  390,  Lot  No.  22),  Ozone  Park, 
Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  permanent  main¬ 
tenance  of  a  motor  vehicle  repair  shop  (previously 
granted  by  the  board  for  a  temporary  period  of  one 
year  from  March  11,  1932;  reopened  April  11, 
1933). 

137-33-BZ. 

APPLICANT — Joseph  A.  Marck,  for  Jeffem  Realty  Co., 
owner. 

PREMISES — Southwest  corner  of  Reeves  avenue  and  Kis- 
sena  boulevard  (Block  No.  2168,  Lot  Nos.  1  and  9), 
Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

236-33-BZ. 

APPLICANT — Karl  Propper,  for  Klion  Holding  Corp., 
owner. 

PREMISES — 1983-1985  Bryant  avenue  (Block  No.  3130, 
Lot  No.  20),  The  Bronx. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business  use. 

260- 33-BZ. 

APPLICANT — Saul  Goldsmith,  for  Chris  Peter  Dahl, 
owner. 

PREMISES— 91  Clark  street  (Block  No.  232,  Lot  No.  10), 

Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  illegally  installed. 

261- 33-BZ. 

APPLICANT — Saul  Goldsmith,  for  Ella  J.  Filson,  owner. 

PREMISES — 93-95  Clark  street  (Block  No.  232,  Lot  No. 
8),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  the  first  story  of  an  existing 
dwelling  from  residence  to  business  use  (stores). 

74-33-BZ. 

APPLICANT — Martin  J.  Ort,  for  Packard  Motor  Car 
Company  of  New  York,  owner. 

PREMISES — 4650-4664  Broadway  and  2-16  Sherman  ave¬ 
nue  (Block  No.  2175,  Lot  No.  1),  Manhattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  conversion  of  occupancy  of  a 
budding  to  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board  for  auto¬ 
mobile  showroom,  sales  and  distributing  and  serv¬ 
ice  station;  reopened  September  12,  1933). 

352-33-BZ. 

APPLICANT — Albert  J.  Courtney,  for  Columbus  67th 
Corp.,  owner. 

PREMISES— 101-117  West  67th  street,  160-176  Columbus 
avenue,  100-124  West  68th  street  and  1980-1998 
Broadway  (Block  No.  1139,  Lot  No.  24),  Man¬ 
hattan. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  bus  terminal 
and  parking  space. 


DECEMBER  12,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
12,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  287-33-BZ — Application,  September  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Fred  Meier,  applicant,  on  be¬ 
half  of  William  Allan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  northwest  corner  of 
Jamaica  avenue  and  Newtown  road 
(Block  No.  695,  Lot  Nos.  1  and  1 1/2), 
Astoria,  Borough  of  Queens. 


cal.  no.  319-33-BZ — Application,  October  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Nicholas  Herman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  234-22 
Merrick  road,  southwest  corner  of  235th 
street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

cal.  no.  384-31-BZ — Application,  July  31,  1931;  dismissed 
for  lack  of  prosecution  January  26, 
1932 ;  reopened  and  restored  to  Calen¬ 
dar  September  26,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Charles  Goodman,  applicant,  on  behalf 
of  Apex  Gas  Station,  Inc.,  present 

owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  office,  grease  pit 
and  car-washing  building  to  be  used  as 
accessory  to  an  existing  gasoline  service 
station ;  premises  2596-2604  Linden 
boulevard,  southwest  corner  of  Crescent 
street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

cal.  no.  267-33-BZ— Application,  August  9,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Koch  &  Wagner,  applicants,  on  be¬ 
half  of  Bohack  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  1729-1735  Flatbush 
avenue,  northeast  corner  of  East  35th 
street  (Block  No.  7599,  Lot  Nos.  6,  7, 
8  and  9),  Brooklyn. 

cal.  no.  128-32-BZ — Application,  March  11,  1932;  gasoline 
service  station  granted  on  certain  con¬ 
ditions  June  10,  1932;  reopened  Septem¬ 
ber  12,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  applicant,  on  behalf  of  Black- 
stone  Service  Garage,  owner,  to  permit 
the  modification  of  a  resolution  granting 
in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board),  so  as  to  permit  the  extension 
in  area  of  the  existing  gasoline  service 
station;  premises  664-690  Coney  Island 
avenue,  southwest  corner  of  Avenue  C 
(Block  No.  5378,  Lot  No.  5),  Brook¬ 
lyn. 

cal.  no.  326-33-BZ — Application,  October  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sound  View  Properties,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion  ;  premises  southwest  corner  of 
Randall  avenue  and  Sound  View  ave¬ 
nue  (Block  No.  3523,  Lot  No.  34),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Tuesday  afternoon,  December 

12,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 

the  following  matters : 

cal.  no.  532-32-BZ— Application,  October  19,  1932;  granted 
on  certain  conditions  March  14,  1933 ; 
reopened  November  21,  1933,  under 
sections  7a  and  21  of  the  building  zone 
resolution,  of  Croker  Fire  Prevention 
Corp.,  applicant,  on  behalf  of  Frank 
Fischer,  owner,  to  permit  in  a  business 
district  the  change  in  area  and  recon¬ 
struction  of  a  gasoline  service  station 
due  to  property  condemnation  for  ap¬ 
proach  to  Triborough  Bridge;  prem¬ 
ises  southeast  corner  of  Astoria  avenue 
and  31st  street  (Block  No.  620,  Lot 
Nos.  24  and  25),  Astoria,  Borough  of 
Queens. 

cal.  no.  262-33-BZ — Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Wood  &  Marshall,  applicants,  on  be¬ 
half  of  John  Wild  and  Mary  C.  Wild, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  southwest 
corner  of  Merrick  road  and  125th  ave¬ 
nue  (Block  No.  3208,  Lot  Nos.  122,  124 
and  126),  South  Jamaica,  Borough  of 
Queens. 

CAL.  NO.  265-33-BZ— Application,  August  4,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Joseph  M.  Lonergan,  applicant,  on 
behalf  of  Guttag  Brothers,  owners,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  southwest  corner 
of  Holland  avenue  and  Boston  road 
(Block  No.  4431,  Lot  No.  22),  The 
Bronx. 

cal.  no.  477-31-BZ — Application,  September  28,  1931,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  January  5,  1932;  re¬ 
opened  May  20,  1932,  under  section  7f 
of  the  building  zone  resolution;  with¬ 
drawn  July  15,  1932;  reopened  October 
17,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Peter  H.  Brandt, 
applicant,  on  behalf  of  Hildegarde 
Realty  Corp.,  owner,  to  permit  in.  a 
business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block 
No.  3175,  Lot  Nos.  201  and  243),  Bay- 
side,  Borough  of  Queens. 

cal.  no.  331-32-BZ — Application,  June  9,  1932;  granted  on 
certain  conditions  September  23,  1932 ; 
reopened  October  31,  1932,  under  sec¬ 
tions  7f  and  21  of  the  building  zone 
resolution,  of  William  F.  Doyle,  appli¬ 
cant,  on  behalf  of  Elljane  Holding 
Corp.,  owner,  to  permit  in  a  business 
district  the  maintenance  for  a  further 
temporary  period  of  an  existing  gasoline 
service  station;  premises  southeast  cor¬ 
ner  of  Boston  road  and  Astor  avenue 
(Block  No.  4343,  Lot  No.  30),  The 
Bronx. 


cal.  no.  723-29-BZ — Application,  December  11,  1929 ;  denied 
June  3,  1930;  reopened  September  26, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Baldassare  Cur- 
reri,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  261-267  Sheridan  avenue, 
southeast  corner  of  Conduit  boulevard 
(Sunrise  highway),  (Block  No.  4239, 
Lot  No.  9),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  15,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Friday  morning,  December 
15,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  250-33-BZ — Application,  July  11,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  F.  Doyle,  applicant,  on  be¬ 
half  of  Anna  Hochman,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service 
station ;  premises  5914-5924  Church  ave¬ 
nue  and  902-912  Ralph  avenue,  south¬ 
west  corner  (Block  No.  4707,  Lot  No. 
37),  Brooklyn. 

cal.  no.  196-33-BZ — Application,  May  31,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Arthur  Deimel,  applicant,  on  behalf 
of  J.  Edward  Saltzman,  owner,  to  per¬ 
mit  in  a  residence  district  the  extension 
of  an  existing  business  use ;  premises  57 
St.  Marks  place  (Block  No.  450,  Lot 
No.  46),  Manhattan. 

cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion  ;  withdrawn  February  3,  1933 ;  re¬ 
opened  February  15,  1933,  under  sec¬ 
tion  7f ;  denied  May  2,  1933 ;  reopened 
May  31,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Michael 
Levine,  applicant,  on  behalf  of  Navillus 
Realty  Corp.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  122-13  to  122-21  Rock- 
away  boulevard,  northwest  corner  of 
123rd  street  (Block  No.  2512,  part  of 
Lot  No..  7),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

cal.  no.  1197-23-BZ- — Application,  October  19,  1923;  garage 
granted  on  certain  conditions  December 
14,  1923;  reopened  July  5,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Standard  Oil  Company  of  New 
York,  applicant,  on  behalf  of  Ross  and 
Heilig  Realty  Corp.,  present  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  714  Southern  boulevard  (Block 
No.  2729,  Lot  No.  6),  The  Bronx. 
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cal.  no.  1323-25-BZ — Application,  December  21,  1925;  denied 
April  27,  1926;  reopened  September  12, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Marie  Baus- 
mann,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  gasoline  service  station;  premises  7021 
73rd  place  (formerly  known  as  4621 
Proctor  street),  (Block  No.  3792,  Lot 
Nos.  44  and  46),  Glendale,  Borough  of 
Queens. 

cal.  no.  706-29-BZ — Application,  December  5,  1929 ;  denied 
May  6,  1930 ;  reopened  under  new  facts 
May  19,  1931 ;  gasoline  service  station 
granted  on  condition  July  7,  1931;  re¬ 
opened  for  modification  of  resolution 
September  26,  1933,  under  section  21  of 
the  building  zone  resolution,  of  Max 
Levy,  applicant  and  owner,  to  permit  in 
a  business  district  the  cutting  of  two 
(2)  additional  vehicular  entrances  to  an 
existing  gasoline  service  station ;  prem¬ 
ises  238-240  Pennsylvania  avenue  and 
2072-2076  Pitkin  avenue,  southwest  cor¬ 
ner  (Block  No.  3737,  Lot  Nos.  19,  20 
and  21),  Brooklyn. 


291-33-A— 38-42  West  45th  street  (Block  No.  1260,  Lot 
No.  56),  Manhattan. 

Petitions  for  Variations. 

213-33-S — 404-412  Fourth  avenue  (Block  No.  858,  Lot  No. 
36),  Manhattan. 

275-33-S — 126  Chambers  street  (Block  No.  136,  Lot  No. 
19),  Manhattan. 

342-33-S — 2048  First  avenue  (Block  No.  1699,  Lot  No.  46), 
Manhattan. 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

289-33-BZ. 

APPLICANT — Max  Siegel,  for  Harlem  Tennis  Club  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 3609-3621  Bailey  avenue,  west  side,  83.25  ft. 
north-  of  West  236th  street  (Block  No.  3270A,  part 
of  Lot  No.  125),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


cal.  NO.  699-30-BZ — Application,  November  22,  1930;  dis¬ 
missed  for  lack  of  prosecution  June  30, 
1931 ;  reopened  and  restored  to  Calen¬ 
dar  October  17,  1933,  under  section  21 
of  the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
512  West  56th  Street  Corp.,  present 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  more  than  five  (5)  motor 
vehicles ;  premises  east  side  of  Jerome 
avenue,  100  ft.  south  of  East  196th 
street  (Block  No.  3317,  Lot  Nos.  23 
and  25),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 

Appeal  from  Administrative  Order. 

223-33- A — East  side  of  Jerome  avenue,  100  ft.  south  of  East 
196th  street  (Block  No.  3317,  Lot  No.  23), 
The  Bronx. 


DECEMBER  15,  1933,  2  P.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

243-33-A _ 2271  Bathgate  avenue  (Block  No.  3050,  Lot  No. 

73),  The  Bronx. 

247-33-A— 57-05  to  57-15  Mazeau  street  and  72-02  to  72-10 
57th  avenue  (Block  No.  2808,  Lot  No.  79), 
Maspeth,  Borough  of  Queens. 

251-33-A — 34  West  100th  street  (Block  No.  1835,  Lot  No. 
43),  Manhattan. 

253-33-A — 54-56  Bleecker  street  (Block  No.  522,  Lot  No. 
32),  Manhattan. 

264-33- A. — Northeast  corner  of  East  177th  street  and  Long 
street  (Block  No.  5519,  Lot  Nos.  157,  159, 
160,  162,  18,  9,  190  and  191),  The  Bronx. 

281 -33- A _ 67-89  East  45th  street  and  230  Park  avenue 

(Block  No.  1300,  Lot  No.  1),  Manhattan. 
288-33-A — 20-40  Jay  street  (Block  No.  19,  Lot  No.  1), 
Brooklyn. 

290-33- A _ 1270-1280  Broadway  and  60-66  West  33rd  street 

(Block  No.  834,  Lot  No.  80),  Manhattan. 


293-33-BZ. 

APPLICANT — William  F.  Doyle,  for  Abraham  Halperin, 
owner. 

PREMISES — 758-766  Utica  avenue,  west  side,  175  ft.  2  in. 

south  of  Lenox  road  (Block  No.  4655,  Lot  No.  16), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


294-33-BZ. 

APPLICANT — Theodore  C.  Krautter,  owner. 

PREMISES — 189-21  Linden  boulevard  (Block  No.  1955, 
Lot  No.  28),  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution,  ° 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

307-33-BZ. 

APPLICANT— M.  Joseph  Harrison,  for  1758  Coney  Island 
Avenue  Realty  Co.,  Inc.,  owner. 

PREMISES— 1758-1766  Coney  Island  avenue,  west  side,  220 
ft.  south  of  Avenue  N  (Block  No.  6592,  Lot  No. 
18),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and,  also,  the  inclusion  of 
a  gasoline  service  station. 


313-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Isaac  Klapper, 

owner.  .  .  ,  ,T 

PREMISES— 38-04  to  38-10  Greenpomt  avenue  (Block  No. 

212,  Lot  No.  23),  Woodside,  Borough  of  Queens. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  . 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
"  residence  district,  the.  erection  and  maintenance  of 
a  gasoline  service  station. 
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101-32-BZ. 

APPLICANT — Joseph  Schafran,  for  Thema  Rosen,  owner. 

PRPIMISES — West  side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street  (Block  No.  3264,  Lot  No.  70), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  maintenance  of  an  open  air 
parking  space  for  more  than  five  (5)  cars  and  the 
installation  of  two  (2)  gasoline  tanks  and  pumps 
as  accessory  to  the  parking  space  and  individual 
garages,  these  garages  having  been  previously 
granted  by  the  board  (reopened  November  14, 
1933). 

185-33-BZ. 

APPLICANT — William  Richter,  for  Sadie  Teitelbaum, 
owner. 

PREMISES— 2284-2296  West  8th  street  and  129-143  Ave¬ 
nue  W,  northwest  corner  (Block  No.  7142.  Lot  Nos. 
48  and  53),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  an  automobile 
wrecking  and  junk  storage  yard). 

323-33-BZ. 

APPLICANT— G.  A.  Schonewald,  for  Elgeo  Realty  Corp., 
owner. 

PREMISES — Southeast  corner  of  Morrison  avenue  and 
Sound  View  avenue  (Block  No.  3745,  Lot  No.  18), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


DECEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  December 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

CAL.  NO.  141-33-BZ — Application,  April  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Archie  H.  Samuels,  applicant,  sub¬ 
stituted  for  Robert  F.  Collyer,  on  be¬ 
half  of  Elsie  J.  Hassall,  owner,  to  per¬ 
mit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Farmers  boulevard  and  143rd 
road  (Block  No.  3238,  Lot  No.  109), 
Springfield,  Borough  of  Queens. 

cal.  no.  206-33-BZ — Application,  June  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  C.  Mackenzie,  Jr.,  applicant, 


on  behalf  of  Tennis  Place  Homes  Co., 
owner,  to  permit  in  a  residence  use  and 
“F”  area  district  the  omission  of  the 
required  yard;  premises  south  side  of 
Fleet  street,  99  ft.  west  of  Greenway 
South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

cal.  no.  276-33-BZ — Application,  August  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  P.  Boyland,  applicant, 
on  behalf  of  William  Jay  Building 
Corp.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business 
use;  premises  northeast  corner  of  Grand 
concourse  and  East  203rd  street  (Block 
No.  3309,  Lot  No.  42),  The  Bronx. 

cal.  no.  299-33-BZ — Application,  September  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  J.  Halprin,  applicant, 
on  behalf  of  Sarah  Beckman,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  a  motor  vehicle 
repair  shop;  premises  90-100  Hegeman 
avenue,  southeast  corner  of  Hopkinson 
avenue  (Block  No.  3633,  Lot  No.  27), 
Brooklyn. 

cal.  no.  300-33-BZ — Application,  September  15,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Christina  Coppola,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station ;  premises  southwest  cor¬ 
ner  of  Queens  boulevard  and  Simonson 
place  (Block  No.  2474,  Lot  No.  44), 
Elmhurst,  Borough  of  Queens. 

cat..  NO.  344-33-BZ — -Application,  November  10,  1933,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Parkville  Amuse¬ 
ment  Corp.,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  recreation  centre ;  premises 
1048-1072  Ocean  parkway,  west  side, 
380  ft.  south  of  Avenue  J  (Block  No. 
5495,  Lot  Nos.  870  and  872),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  602-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Peter  Martinen.  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  94-41  to  94-47  Old 
South  road,  northwest  corner  of  North 
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Conduit  avenue  (Block  No.  2659,  Lot 
No.  55),  South  Ozone  Park,  Borough 
of  Queens. 

.L.  no.  509-20-BZ — Application,  August  28,  1920;  extension 
of  garage  granted  on  certain  conditions 
October  13,  1920;  reopened  July  18, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick, 
applicant,  on  behalf  of  Ben  Beyer  Realty 
Corp.,  present  owner,  to  permit  in  a 
business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station 
in  an  existing  garage  for  more  than 
five  (5)  motor  vehicles;  premises  1201- 
1219  Coney  Island  avenue,  east  side, 
240  ft.  north  of  Avenue  I  (Block  No. 
6695,  Lot  Nos.  61  and  66),  Brooklyn. 

L.  NO.  150-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Emil  Guterman,  applicant, 
on  behalf  of  Samuel  H.  Livingston, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline 
service  station  and,  also,  the  conversion 
of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Liberty 
avenue  and  109th  street  (Block  No.  541, 
Lot  No.  28),  Richmond  Hill,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  22,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

58-33-A— 122-124  East  25th  street  (Block  No.  880,  Lot 
No.  78),  Manhattan. 

01-33-A — 100-104  Lafayette  street  (Block  No.  209,  Lot 
No.  19),  Manhattan. 

03-33-A— 1 7-11  East  40th  street  (Block  No.  1275,  Lot 
Nos.  8  and  9),  Manhattan. 

16-33-A — 140  Fifth  avenue  (Block  No.  820,  Lot  No.  47), 
Manhattan. 

24- 33-A — 107-111  Myrtle  avenue  and  318-320  Bridge 

street  (Block  No.  143,  Lot  No.  30),  Brook¬ 
lyn. 

25- 33-A— 244  West  49th  street  (Block  No.  1020,  Lot  No. 

59),  Manhattan. 

28-33-A — 4299  Boston  road,  west  side,  283.31  ft.  south  of 
City  Line  (Block  No.  5655,  Lot  No.  313), 
The  Bronx. 

22-33-A— 1761  Victory  boulevard  (Block  No.  350,  part 
of  Lot  No.  12),  West  New  Brighton,  Bor¬ 
ough  of  Richmond. 

;50-33-A — 588-590  Broadway  (Block  No.  511,  Lot  No. 
10),  Manhattan. 

51-33-A — 584-586  Broadway  (Block  No.  511,  Lot  No.  8), 
Manhattan. 

Petition  for  Variation. 

36-33-S — 435-445  Fulton  street  and  408-420  Jay  street 
(Block  No.  150,  Lot  No.  1),  Brooklyn. 

Appliances  Submitted  for  Approval. 

62-33-SA— Florence  Oil  Heater,  Model  KC-8,  approval  of. 

26- 33-SA— Tower  Range  Oil  Burner,  approval  of. 
:22-33-SA — Dowie  Combination  Anti-Syphon  Valve,  ap¬ 
proval  of. 

44- 33- S A — Petro  Oil  Burner,  Model  W-2,  approval  of. 

45- 33-SA — Petro  Oil  Burner,  Models  W-l  and  W-l l/2,  ap¬ 

proval  of. 


341-33-SA — Volcano  Automatic  Oil  Burner,  Models  EW-1, 
EW-2  and  EW-3,  approval  of. 

349-33-SA — Herco  Oil  Burner,  approval  of. 

355-33- S A— Lange  Economical  Oil  Burner,  approval  of. 

359- 33-SA — Morrissey  Oil  Burner,  Models  MA-2,  MA-3, 

SP-1  and  MP-1,  approval  of. 

360- 33-SA — Trane  Climate  Changer  Oil  Burner,  approval 

of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  26,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

217-33-BZ. 

APPLICANT — Benjamin  N.  Brody,  for  Hattie  Schrage, 
owner. 

PREMISES — Southwest  corner  of  Springfield  boulevard 
and  110th  road  (Junior  place),  (Block  No.  2038, 
Lot  No.  28),  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

292-33-BZ. 

APPLICANT — Joseph  H.  Goldstein,  for  Bonomo  Realty 
Corp.,  owner. 

PREMISES — 2729-2755  Shell  road,  southeast  corner  of 
Canal  avenue  (Block  No.  7250,  part  of  Lot  No.  33), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business'  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

297-33-BZ. 

APPLICANT — William  Shary,  for  Teresa  C.  McGroddy, 
owner. 

PREMISES — East  side  of  Sedgwick  avenue,  150.19  ft.  north 
of  Undercliff  avenue  (Block  No.  2538,  part  of  Lot 
No.  3),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

304- 33-BZ. 

APPLICANT — Michael  Leone,  for  Vincenzo  Mascoli, 
owner. 

PREMISES- — 838  Washington  avenue  (Block  No.  1176, 
Lot  No.  97),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  building 
(dwelling)  to  business  use  (stores). 

305- 33-BZ. 

APPLICANT— Emil  Guterman,  for  William  Berg,  owner. 

PREMISES — 104-106  Fourth  avenue,  southwest  corner  of 
Warren  street  (Block  No.  401,  Lot  Nos.  38  and 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

147-33-BZ. 

APPLICANT— Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

PREMISES— North  side  of  Queens  boulevard,  333.03  ft. 

east  of  56th  avenue  (Block  No.  1845,  Lot  No.  41), 
Elmhurst,  Borough  of  Queens. 
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APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


DECEMBER  27,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  De¬ 
cember  27,  1933,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matters : 

cal.  no.  283-33-BZ — Application,  August  25,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herman  Wolff,  applicant,  on 
behalf  of  Gussie  Gordon,  owner,  to 
permit  in  a  residence  district  the  alter¬ 
ation  and  change  of  occupancy  of  part 
of  an  existing  dwelling  to  business  use ; 
premises  4601  10th  avenue  (Block  No. 
5620,  Lot  No.  11),  Brooklyn. 

cal.  no.  295-33-BZ — Application,  August  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Henry  M.  Rinder,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  west  side  of  Jerome  ave¬ 
nue,  193.47  ft.  north  of  Cromwell  ave¬ 
nue  (Block  No.  2855,  Lot  No.  12), 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  3.  1934,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  January 
3,  1934,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters  : 

cal.  no.  202-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 

cal.  no.  68-33-BZ — Application,  February  20,  1933 ;  with¬ 
drawn  May  31,  1933 ;  reopened  and  re¬ 
stored  to  Calendar  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  M.  C.  R.  Hold¬ 
ing  Corp.,  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  9707-9719  Kings  highway, 
northwest  corner  of  Clarkson  avenue 
and  Rockaway  boulevard  (Block  No. 
4633,  Lot  No.  44),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  5,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  November  28,  1933,  and  the  minutes  of 
the  regular  meeting  of  the  board  held  on  Tuesday  after¬ 
noon,  November  28,  1933,  were  approved  as  printed  in 
Bulletin  No.  49,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

266-33-BZ. 

APPLICANT— William  Koppe,  for  Hollender  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Sound 
View  avenue  and  St.  Lawrence  avenue  (Block  No. 
3596,  Lot  No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  Koppe. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1933, 
at  10  a.  m.,  on  request  of  applicant. 


274-33-BZ. 

APPLICANT — J.  Wilson  Dayton,  for  41-11  Bell  Avenue 
Co.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 215-32  Northern  boulevard, 
southeast  corner  of  215th  place  (Block  No.  3177, 
Lot  No.  1),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  J.  Wilson  Dayton. 

For  Opposition:  Charles  M.  Swezey  and  John  J. 

Saracino. 

ACTION  OF  BOARD — Application  placed  on  Reserve 
Calendar. 


602-32-BZ. 

APPLICANT — Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 94-41  to  94-47.  Old  South  road, 
northwest  corner  of  North  Conduit  avenue  (Block 
No.  2659,  Lot  No.  55),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


509-20-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ben  Beyer  Realty 
Corp.,  present  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alter¬ 
ation  and  installation  of  a  gasoline  service  station 
in  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board:  reopened 
July  18,  1933). 

PREMISES  AFFECTED— 1201-1219  Coney  Island  avenue, 
east  side,  240  ft.  north  of  Avenue  I  (Block  No. 
6695,  Lot  Nos.  61  and  66),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  19,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


263-33-BZ. 

APPLICANT— John  F.  Seekamp,  for  Dorothy  A.  Seekamp 
and  John  F.  Seekamp,  owners. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southwest  corner  of  Hillside 
avenue  and  Cross  Island  boulevard  (Block  No.  1481, 
Lot  No.  54),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  F.  Seekamp. 

For  Opposition:  Frank  Giorgio,  Clinton  T.  Roe, 
William  H.  Wadsworth  and  A.  A.  Lindgrin. 

ACTION  OF  BOARD— Application  withdrawn  without 
argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 


396-30-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Isidor  Schraub 
and  Celia  Silverman,  owners;  request  for  reopening- 
made  by  Goetz,  Krieger,  Midler  &  Baser,  attorneys 
for  owners. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar,  having  been  previously  withdrawn — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 65-04  to  65-06  Woodside  ave¬ 
nue  and  42-01  to  42-05  65th  street,  southeast  corner 
(Block  No.  530,  Lot  No.  21),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Baser. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
Calendar  and  to  be  set  for  Calendar  Call. 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Murdock.  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell . .  1 


210-33-BZ. 

APPLICANT — Jacob  Frommer,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the 
change  of  occupancy  of  an  existing  building  to  a 
business  use  ( store) 

PREMISES  AFFECTED— 238-240  Kosciusko  street,  south 
side,  66  ft.  east  of  Tompkins  avenue  (Block  No. 
1786,  Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Marcellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(210-33-BZ) 


Whereas,  Jacob  Frommer,  owner,  filed,  June  7,  1933,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  change  of  occupancy  of  an  existing 
building  to  a  business  use  (store)  ;  premises  238-240  Kos¬ 
ciusko  street,  south  side,  66  ft.  east  of  Tompkins  avenue 
(Block  No.  1786,  Lot  No.  5),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show -that  Kosciusko  street  is  in  a  residence 
district ;  Lafayette  street  is  in  a  residence  district,  and 
Tompkins  avenue  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  May  18,  1933  (re  Applic.  No.  4389-33),  reads: 

“1.  Application  denied.  Use  contrary  to  Zone  Reso¬ 
lution,  Art.  II,  Section  3;  store  for  business  in  Resi¬ 
dence  District.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  34  ft.  and  a  depth  of  25  ft. ;  on  the  east  part  of 
the  plot  there  is  a  two-story  frame  dwelling ;  on  the  west 
part  of  the  plot  there  is  a  one-story  non-fireproof  structure, 
17  ft.  by  17  ft.  in  area,  at  present  occupied  as  a  garage  ;  it  is 
proposed  to  alter  (without  increasing  area  or  height)  this 
huikling  and  to  occupy  it  as  a  store ;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  on  the  grounds  of 
practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  the  existing 
building,  now  used  as  a  private  garage,  to  be  altered  for 
store  use,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  the  premises  shall  not  be 
occupied  for  a  use  deemed  hazardous  by  the  commissioner, 
and  that  all  permits  shall  be  obtained  within  three  months 
and  all  work  completed  within  six  months  from  the  date 
of  this  resolution. 


632-23-BZ. 

APPLICANT — Talley  &  Lamb,  for  Martino’s  Building 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  the  alteration 
of  a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board)  so  as  to  permit 
therein  the  erection  and  maintenance  of  a  gasoline 
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service  station  and,  also,  the  extension  of  this  pro¬ 
posed  gasoline  service  station  (reopened  May  9, 
1933). 

PREMISES  AFFECTED — 1713-1729  Neptune  avenue 
(Block  No.  6994,  Lot  Nos.  1  and  104),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  J.  Talley  and  Morris  Perl- 
steen. 

For  Administration:  Assistant  Engineer  Benjamin 
Saltzman  of  department  of  buildings. 

ACTION  OF  BOARD — Resolution  amended. 

TPIE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(632-23-BZ) 


Whereas,  Talley  &  Lamb,  for  Martino’s  Building  Corp., 
owner,  filed,  May  23,  1923 ;  garage  granted  on  certain  con¬ 
ditions  October  7,  1924 ;  reopened  and  resolution  modified 
March  17,  1925 ;  reopened  May  9,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit,  partly  in  a  business 
district  and  partly  in  an  unrestricted  district,  the  alteration 
of  a  garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  board)  so  as  to  permit  therein  the 
erection  and  maintenance  of  a  gasoline  service  station  and, 
also,  the  extension  of  this  proposed  gasoline  station;  prem¬ 
ises  1713-1729  Neptune  avenue  (Block  No.  6994,  Lot  Nos. 
1  and  104),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meeting, 
December  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Neptune  avenue  is  in  a  business 
district ;  West  19th  street  is  in  an  unrestricted  and  business 
district,  and  Cropsey  avenue  is  in  a  business  district ;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  April  25,  1933,  reads : 

“Please  take  notice  that  Application  for  a  Certificate 
of  Occupancy  as  a  gasoline  station  at  premises  1713- 
1729  Neptune  Ave.,  Permit  5698-32,  is  hereby  denied.”; 
and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  29,  1933  (re  Applic.  No.  6426-33),  affecting 
premises  1711  Neptune  avenue,  northeast  corner  of  West 
19th  street,  reads : 

“1.  Proposed  extension  of  existing  garage  to  adjoin¬ 
ing  lot,  said  extension  to  be  used  as  a  gasoline  selling 
station,  not  permitted  in  business  district.  Above  appli¬ 
cation  is  therefore  denied.” ; 
and 

Whereas,  the  premises  in  question  consist  of  a  plot  of 
ground  having  a  frontage  of  177  ft.  7  in.  on  Neptune  avenue, 
277  ft.  on  West  19th  street  and  77  ft.  on  Cropsey  avenue; 
plot  consists  of  two  parcels,  each  under  different  owner¬ 
ship;  the  westerly  parcel  having  a  frontage  of  277  ft.  on 
West  19th  street  and  157  ft.  7  in.  on  Neptune  avenue;  the 
easterly  parcel  having  a  frontage  of  20  ft.  on  Neptune  ave¬ 
nue  and  77  ft.  on  Cropsey  avenue ;  the  board  on  October 
7,  1924,  granted  a  variation  permitting  the  erection  of  a 
garage  having  a  frontage  of  157  ft.  6  in.  on  Neptune  avenue 
(this  being  located  on  the  aforesaid  westerly  parcel)  ;  and 
Whereas,  one  of  the  conditions  of  the  resolution  being 
that  any  gasoline  storage  equipment  installed  on  these  prem¬ 
ises  shall  be  located  on  the  West  19th  street  front  of  the 
building,  not  less  than  50  ft.  from  Neptune  avenue;  at  that 
time  Neptune  avenue  was  80  ft.  wide;  it  is  now  120  ft.  wide; 
and 

Whereas,  on  March  17,  1925,  the  board  varied  the  con¬ 
ditions  of  the  resolution  so  that  the  structure  be  set  back 
40  ft.  from  the  building  line  of  Neptune  avenue,  or,  appar¬ 
ently  to  the  new  building  ling  of  Neptune  avenue,  and  the 


plans  filed  in  this  case  (reopened  May  9,  1933)  indicate  that 
the  Neptune  avenue  wall  of  the  building  has  been  moved 
back  24  ft.  from  the  (new)  building  line  of  Neptune  ave¬ 
nue  ;  the  east  wall  of  the  building  moved  back  (west)  of  the 
original  east  building  line  a  distance  of  26  ft.  and  the  space 
occasioned  by  moving  these  original  walls  is  used  as  a  gaso¬ 
line  station ;  also,  the  plans  show  that  the  plot  to  the  east  of 
the  building  in  question  (Lot  No.  104,  Block  No.  6994), 
known  as  1709  Neptune  avenue,  and  having  a  frontage  of 
20  ft.  on  Neptune  avenue,  is  also  occupied  as  a  gas  station; 
this  being  the  first  time  that  Lot  No.  104  has  been  under 
consideration  by  the  board;  and 

Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  the  basis  of  his  application  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  a  portion  of 
Lot  No.  1  and  all  of  Lot  No.  104  in  Block  No.  6994  to  be 
occupied  as  a  garage  and  gasoline  service  station;  the  di¬ 
mensions  of  these  lots  so  occupied  to  be  as  follows :  177  ft. 
7  in.  on  Neptune  avenue;  140  ft.  on  West  19th  street,  and 
77  ft.  on  Cropsey  avenue,  on  condition  that  the  building  shall 
not  exceed  one  story  in  height ;  that  the  rear  and  interior 
lot  line  walls  shall  be  unpierced  throughout  their  entire 
height  and  length  except  for  two  (2)  doors,  not  over  12  ft. 
in  width,  in  rear  wall  opening  to  the  unoccupied  portion  of 
Lot  No.  1,  and  except  for  one  window  in  the  rear  wall, 
equipped  with  steel  sash,  and  not  exceeding  13  ft.  in  width; 
that  the  front  elevations  on  Neptune  avenue  and  West  19th 
street  shall  be  finished  in  face  brick,  with  architectural  terra 
cotta  or  stone  trimmings,  and  located  and  constructed  in  ac¬ 
cordance  with  plan  filed  marked  “Received  September  5, 
1933  ;  that  the  gasoline  selling  area  shall  be  arranged  as 
indicated  with  a  depth  of  not  less  than  24  ft.  from  Neptune 
avenue  and  not  less  than  46  ft.  from  Cropsey  avenue ;  that 
there,  shall  be  no  roof  sign  constructed  or  maintained  on  the 
premises ;  that  there  shall  be  no  vehicular  entrance  on  West 
19th  street  within  50  ft.  of  Neptune  avenue;  that  gasoline 
pumps  erected  in  the  gasoline  selling  area  shall  be  located 
not  nearer  than  10  ft.  to  any  street  line ;  that  for  protection 
of  pedestrians  and  to  prevent  the  illegal  use  of  the  sidewalk 
a  reinforced  concrete  curb,  not  less  than  12  in.  in  width 
and  12  in.  in  height,  shall  be  constructed  on  the  street  build¬ 
ing  line,  northerly  from  the  intersection  of  Cropsey  and  Nep¬ 
tune  avenues,  for  a  distance  of  15  ft.,  and,  also,  westerly 
from  the  intersection  of  Cropsey  and  Neptune  avenues  for  a 
distance  of  15  ft.;  that  the  street  curb  cuts  on  Neptune  ave¬ 
nue  shall  not  exceed  the  existing  widths,  and  that  there  may 
be  on  Cropsey  avenue  two  (2)  curb  cuts,  not  exceeding  15 
ft.  each ;  that  no  part  of  curb  cut  shall  be  less  than  15  ft. 
from  the  lot  line  of  Lot  No.  97  adjoining  on  Cropsey  avenue 
to  the  north ;  that  there  shall  be  no  portable  gasoline  tanks 
operated  on  or  from  the  property ;  that  the  boiler  room  shall 
be  completely  enclosed  with  fireproof  material,  with  entrance 
to  same  from  exterior  only;  that  no  open  flame  shall  be 
permitted  on  the  property ;  that  there  shall  be  no  automobile 
repairing  carried  on  that  requires  the  use  of  motor-driven 
machinery;  that  all  permits  shall  be  obtained  within  three 
(3)  months  and  all  work  involved  shall  be  completed  within 
six  (6)  months  from  the  date  of  this  amended  resolution, 
and  that  the  resolution  of  the  board  of  March  17,  1925,  be 
complied  with  in  all  other  respects. 


347-29-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Infried  Realty 
Corp.,  owner. 

SUBJECT— Application  for  reopening— amendment  and  ex¬ 
tension  of  time— re  Application  (decision  of  the 
superintendent  of  buildings),  under  section  21  of  the 
’|  '  building  zone  resolution,  to  permit  in  a  business 
i  _  .  district  the  erection  and  maintenance  of  a  gasoline 
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service  station  and,  also,  garages  for  more  than  five 
(5)  motor  vehicles,  on  a  site  upon  which  the  board 
has  previously  granted  permission  to  occupy  as  a 
garage  for  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  Sedgwick  avenue, 
150  ft.  south  of  West  167th  street  (Block  No.  2539, 
Lot  No.  22),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


THE  VOTE  TO  AMEND  RESOLUTION  AND  EX¬ 
TEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . * .  0 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(347-29-BZ) 

W hereas,  this  application,  affecting  premises  west  side  of 
Sedgwick  avenue,  150  ft.  south  of  West  167th  street  (Block 
No.  2539,  Lot  No.  22),  Borough  of  The  Bronx,  was  granted 
by  the  board  February  28,  1933,  on  certain  conditions,  and 
applicant  requested  an  extension  of  time  and  an  amendment 
of  the  resolution  as  to  the  conditions  imposed. 

Resolved,  that  the  resolution  adopted  by  the  board  on 
February  28,  1933,  be  amended,  so  that  as  amended  the  reso¬ 
lution  will  read  as  follows :  “that  the  entire  plot  shall  be 
made  substantially  level  except  in  the  extreme  northwest 
corner ;  that  there  shall  be  erected  along  the  westerly  lot 
line  brick  garages  and  service  station,  as  indicated  on  re¬ 
vised  plans,  filed  marked  ‘Received  November  27,  1933’ ;  that 
the  balance  of  the  interior  lot  lines  shall  be  separated  from 
the  adjoining  properties  with  substantial  woven  wire  fences 
at  least  6  ft.  in  height ;  that  the  arrangement  of  the  premises 
shall  be  substantially  as  shown  on  revised  plans  marked  ‘Re¬ 
ceived  November  27,  1933’;  that  the  premises,  except  the 
unused  portion  at  northwest  corner,  where  not  occupied  by 
garages  and  accessory  buildings,  shall  be  either  cement  paved 
or  covered  with  cracked  bluestone,  except  that  the  driveways 
to  the  pumps  shall  be  cement  paved;  that  there  may  be 
erected  two’  pneumatic  greasing  racks,  located  as  indicated, 
provided  that  the  space  under  and  around  same  shall  also  be 
cement  paved;  that  there  shall  be  erected  along  the  street 
building  line  a  concrete  curb,  not  less  than  12  in.  in  width 
and  not  less  than  12  in.  in  height,  with  not  over  four  open¬ 
ings,  no  opening  to  exceed  20  ft.  in  width,  and  no  part  of 
any  opening  nearer  than  5  ft.  to  the  intersection  of  the 
interior  lot  lines  and  the  street  line;  that  street  curb  cuts 
opposite  these  openings  shall  not  exceed  20  ft.  in  width ; 
that  gasoline  pumps  erected  shall  be  at  least  10  ft.  back 
from  the  street  line  and  r.ot  nearer  than  10  ft.  to  any  portion 
of  an  accessory  building;  that  any  advertising  of  non-con- 
forming  uses  shall  be  restricted  to  advertising  signs  on  the 
globes  of  the  gasoline  pumps ;  that  the  accessory  buildings 
and  garages  shall  not  exceed  one  story  in  height,  con¬ 
structed  and  of  design  as  indicated  on  revised  plans  marked 
‘Received  November  27,  1933,’  with  sloping  roofs  of  tile,  as 
indicated ;  that  there  shall  be  no  excavation  under  any  of 
these  accessory  buildings ;  that  the  interior  partitions  in 
garages  separating  individual  car  spaces  shall  be  of  cement 
plaster  on  wire  mesh;  that  there  shall  be  no  open  flame 
permitted  on  the  premises ;  that  there  shall  be  no  parking 
or  storage  of  automobiles  other  than  in  the  garages  herein 
permitted;  that  there  shall  be  no  automobile  repairing,  and 
that  all  permits  required  shall  be  obtained  within  three 
months  and  all  work  involved  completed  within  nine  months 
from  the  date  of  this  amended  resolution.” 


548-30-BZ. 

APPLICANT— Conroy  &  Hardy,  for  Maurer  &  Kern,  Inc., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  auto  laundry,  grease  pits 
and  a  gasoline  service  station. 

PREMISES  AFFECTED— 1344-1372  Remsen  avenue, 
northwest  corner  of  Avenue  K  (Block  No.  8041, 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  F.  Campion. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(548-30-BZ) 


Whereas,  this  application,  affecting  premises  1344-1372 
Remsen  avenue,  northwest  corner  of  Avenue  K  (Block  No. 
8041,  Lot  No.  1),  Borough  of  Brooklyn,  was  granted  by  the 
board  January  6,  1931,  on  certain  conditions,  and  time  ex¬ 
tended  January  4,  1933,  and  July  5,  1933,  and  applicant  re¬ 
quested  a  further  extension  of  time. 

Resolved,  that  the  time  limit  within  which  to  obtain  per¬ 
mits  be  extended  to  June  2,  1934,  and  the  time  within  which 
to  complete  work  shall  be  extended  to  December  2,  1934 ;  the 
resolution  of  the  board  of  January  6,  1931,  to  be  complied 
with  in  all  other  respects. 


507-32-BZ. 

APPLICANT — Sibley  &  Fetherson,  for  Bliss  Estates,  Inc., 
owner ;  request  for  reopening  made  by  the  owner. 
SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northwest  corner  of  Roosevelt 
avenue  and  50th  street  (Block  No.  138,  Lot  Nos. 
55,  60  and  61),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Rex  Lee  Paris. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  ^ 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  ® 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(507-32-BZ) 

Whereas,  this  application,  affecting  premises  northwest 
corner  of  Roosevelt  avenue  and  50th  street  (Block  No.  138, 
Lot  Nos.  55,  6(0  and  61),  Woodside,  Borough  of  Queens, 
was  granted  by  the  board  January  20,  1933,  on  certain  con¬ 
ditions,  and  the  owner,  through  his  attorney,  requested  an 
extension  of  time, 
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Resolved,  that  in  view  of  the  statement  of  the  applicant 
that  all  permits  have  been  obtained,  all  work  involved  shall 
be  completed  within  one  year  from  the  date  of  this  action 
and  that  the  resolution  of  January  20,  1933,  be  complied  with 
in  all  other  respects. 


618-29-BZ. 

APPLICANT — Conroy  &  Hardy,  for  Trojan  Holding  Co., 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 651-661  New  York  avenue, 
northeast  corner  of  Hawthorne  street  (Block  No. 
4815,  Lot  Nos.  1  and  64),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Thomas  F.  Campion. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(618-29-BZ) 


Whereas,  this  application,  affecting  premises  651-661  New 
York  avenue,  northeast  corner  of  Hawthorne  street  (Block 
No.  4815,  Lot  Nos.  1  and  64),  Borough  of  Brooklyn,  was 
granted  by  the  board  May  16,  1933,  on  certain  conditions, 
and  applicant  requested  an  extension  of  time. 

Resolved,  that  all  permits  shall  be  obtained  within  six 
months  and  all  work  involved  completed  within  one  year 
from  the  date  of  this  action  and  that  the  resolution  of  May 
16,  1933,  be  complied  with  in  all  other  respects. 


13-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  Still-Kings  Realty 
Corp.,  owner. 

SUBJECT — Application  for  reopening— extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 1552-1560  Stillwell  avenue, 
southwest  corner  of  Kings  highway  (Block  No. 
6253,  Lot  No.  29),  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  l 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  l 


THE  RESOLUTION— 

(13-33-BZ) 

^  Whereas,  this  application,  affecting  premises  1552-1560 
Stillwell  avenue,  southwest  corner  of  Kings  highway  (Block 
No.  6253,  Lot  No.  29),  Borough  of  Brooklyn,  was  granted 
by  the  board  May  16,  1933,  on  certain  conditions,  and  appli¬ 
cant  requested  an  extension  of  time. 

Resolved,  that  all  permits  required  shall  be  obtained  witliin 
six  months  and  the  work  involved  completed  within  one  year 
from  the  date  of  this  action  and  that  the  resolution  of  the 
board  of  May  16,  1933,  shall  be  complied  with  in  all  other 
respects. 


Adjourned  12.35  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  5,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

147-33-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — North  side  of  Queens  boule¬ 
vard,  333.03  ft.  east  of  56th  avenue  (Block  No. 
1845,  Lot  No.  41),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Irving  Kramer. 

For  Opposition:  Edmund  Rowan  and  Fred  Porod. 

ACTION  OF  BOARD — Laid  over  to  December  26,  1933, 
at  2  p.  m.,  for  new  Calendar  Call. 


723-29-BZ. 

APPLICANT — William  F.  Regan,  for  Baldassare  Curreri, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
( previously  denied  by  the  board ;  reopened  Sep¬ 
tember  26,  1933). 

PREMISES  AFFECTED — 261-267  Sheridan  avenue,  south¬ 
east  corner  of  Conduit  boulevard  (Sunrise  high¬ 
way),  (Block  No.  4239,  Lot  No.  9),  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  F.  Regan. 

For  Opposition:  Anna  I.  McCue. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1933, 
at  2  p.  m.,  upon  request  of  applicant. 


150-33-BZ. 

APPLICANT — Emil  Guterman,  for  Samuel  H.  Livingston, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  business 
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district  the  extension  of  an  existing  gasoline  service 
station  and,  also,  the  conversion  of  occupancy  of  an 
existing  five  (5)  car  garage  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — Northeast  corner  of  Liberty 
avenue  and  109th  street  (Block  No.  541,  Lot  No. 
28),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Emil  Guterman. 

For  Opposition:  Benjamin  I.  Grossman  and  Nich¬ 
olas  Radosea. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


199-33-BZ. 

APPLICANT — Lama  &  Proskauer,  for  William  H.  Parry, 

owner. 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northeast  corner  of  250th 
street  and  Nassau  boulevard  (Block  No.  4084,  part 
of  Lot  No.  200),  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar  pend¬ 
ing  full  vote  of  the  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  and  Commis¬ 


sioners  Holland  and  Guilfoyle .  3 

Negative:  Chief  McElligott .  1 

Absent :  Commissioner  Connell .  1 


240-33-BZ. 

APPLICANT — Irving  Proskauer,  for  John  J.  Halleran, 

owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southeast  corner  of  Nassau 
boulevard  and  250th  street  (Block  No.  4080,  part 
of  Lot  No.  250),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Placed  on  Reserve  Calendar  pend¬ 
ing  full  vote  of  the  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Holland  and  Guilfoyle .  3 

Negative:  Chief  McElligott .  1 

Absent:  Commissioner  Connell .  1 


216-33-BZ. 

APPLICANT— William  F.  Doyle,  for  M.  M.  L.  Realty 
Association,  owner. 

SUBJECT — -Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 2414-2420  Flatbush  avenue, 
southwest  corner  of  Avenue  T  (Block  No.  8542,  Lot 
No.  41),  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 


THE  RESOLUTION— 

(216-33-BZ) 

Whereas,  William  F.  Doyle,  for  M.  M.  L.  Realty  Asso¬ 
ciation,  owner,  filed,  June  12,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  2414-2420  Flatbush  avenue,  southwest  corner  of 
Avenue  T  (Block  No.  8542,  Lot  No.  41),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Avenue  T  is  in  a  business  dis¬ 
trict;  Flatbush  avenue  is  in  a  business  district,  and  Hen¬ 
drickson  street  is  in  ai  residence  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  1,  1933  (re  Applic.  No.  4908-33),  reads: 

“1.  Application  denied.  Proposed  use  contrary  to 
Zone  Resolution,  Art.  II,  Sec.  4(a),  Sub.  Div.  46.  Gaso¬ 
line  Service  station  not  permitted  in  business  district.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  Avenue  T  and  80  ft.  on  Flatbush 
avenue,  upon  which  it  is  proposed  to  erect  a  one-story 
structure,  approximately  20  ft.  by  60  ft.  in  area,  to  be  used 
for  crankcase  service,  office  and  repair  shop  and,  also,  to 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  and  report  by  a  committee  of  the  board,  and  re¬ 
port  of  said  inspection  was  read  at  this  hearing,  and  which 
report  was  as  follows  : 

_  REPORT  OF  COMMITTEE  ON  INSPECTION. 

“Cal.  No.  216-33-BZ. 

“Premises  2414-2420  Flatbush  avenue,  southwest  corner 
of  Avenue  T  (Block  No.  8542,  Lot  No.  41),  Brooklyn. 

“This  is  an  application  for  a  variance  of  the  building 
zone  resolution  to  permit  a  gasoline  service  station  on 
a  site  100  ft.  by  80  ft.,  located  in  a  business  use  district, 
at  the  southwest  corner  of  Flatbush  avenue  and  Ave¬ 
nue  T. 

“In  this  general  locality  practically  all  of  the  frontage 
on  both  sides  of  Flatbush  avenue  is  vacant.  The  Flat¬ 
bush  avenue  trolley  car  line  ends  and  has  a  turn-around 
loop  in  the  same  block  on  which  the  site  is  located. 
Across  from  the  site  on  Flatbush  avenue  is  a  gasoline 
service  station  erected  prior  to  1925.  Several  gasoline 
service  stations  have  been  granted  by  the  board  within 
the  general  section,  the  nearest  one  being  on  Avenue  U 
and  Flatbush  avenue,  one  block  to  the  south ;  one  at 
Utica  avenue  opposite  the  intersection  of  Avenue  S  and 
Flatbush  avenue,  and  one  at  the  intersection  of  Flatbush 
avenue  and  Utica  avenue. 

“The  residential  area  adjoining  this  site  is  fairly  well 
built  up  and  the  owners  of  houses  to  the  west  have 
generally  filed  objections  to  this  application.  There 
have  been  a  total  of  eighteen  (18)  objections  filed  and 
no  consents,  although  the  owner  of  the  property  on  the 
block  front  to  the  north  appeared  at  the  hearing  and 
favored  this  application.  One  of  the  objections  is  from 
the  owner  of  the  gasoline  station  across  Flatbush  ave¬ 
nue,  above  referred  to.  The  owners  raise  the  usual 
objections  as  to  depreciation  of  property,  gasoline  fumes 
and  noise,  and  contend  that  the  trolley  car  loop  within 
their  block  is  a  nuisance  and  that  the  gasoline  station 
would  be  an  additional  nuisance. 

“A  committee  of  the  board,  consisting  of  Chairman 
Murdock  and  Commissioners  Holland  and  Guilfoyle,  in¬ 
spected  the  property  on  November  23,  1933,  and  were 
of  the  opinion  that  the  application  should  be  granted, 
but  that  due  consideration  should  be  given  to  the  re¬ 
quirement  for  such  safeguards  as  to  protect  the  owners 
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of  the  property  most  affected.  The  committee  accord¬ 
ingly  recommends  that  this  application  be  granted  pro¬ 
vided  brick  walls  are  built  on  the  interior  lot  line  and 
also  along  Avenue  T  for  approximately  half  the  front¬ 
age  and  that  the  use  of  this  site  should  be  limited  to 
the  sale  of  gasoline  only  and  to  the  greasing  and  wash¬ 
ing  of  cars  and  that  there  shall  be  no  storing  or  parking 
of  cars  on  the  premises  and  that  all  minor  repairing 
shall  be  prohibited ;  that  the  illumination  be  arranged 
so  that  there  be  no  nuisance  at  night;  that  the  entrances 
to  the  site  should  be  of  sufficient  width  to  provide  ready 
access,  but  separated  by  proper  curbing  at  the  street 
line  from  the  public  highway  so  as  to  provide  places  of 
safety  for  pedestrians,  together  with  such  other  condi¬ 
tions  as  the  board  sees  fit  to  impose. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 


“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 


Whereas,  the  board  deems  that  applicant  has  substantiated 
his  basis  of  appeal  under  section  21  of  the  building  zone 
resolution  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resoultion  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  permitting  the  site 
under  appeal  to  be  used  as  a  gasoline  service  station,  on  con¬ 
dition  that  there  shall  be  erected  on  the  interior  lot  lines  a 
brick  wall  not  less  than  9  ft.  in  height  for  the  full  length  of 
the  interior  lot  lines  and  that  a  similar  wall  shall  be  erected 
along  the  street  line  of  Avenue  T,  starting  at  the  intersection 
of  the  interior  lot  line  and  extending  for  a  distance  of  50  ft. 
along  Avenue  T ;  that  the  interior  lot  line  wall  where  it 
meets  Flatbush  avenue  and  the  wall  on  Avenue  T  at  its 
northerly  termination  may  be  racked  back  at  the  rate  of  one 
foot  in  four,  starting  with  a  wall  4  ft.  in  height;  that  these 
walls  shall  be  suitably  coped ;  that  the  accessory  buildings 
shall  consist  of  an  office  section,  laundry  section  and  greasing 
section,  as  indicated  on  the  plans  filed  with  this  application; 
that  these  buildings  shall  be  erected  toward  the  southerly 
end  of  the  lot;  that  the  rear  wall  of  this  building  may  be 
incorporated  in  the  lot  line  walls ;  that  these  buildings  shall 
be  not  over  one  story  in  height  and  shall  be  constructed  of 
brick  and  incombustible  materials ;  that  these  lot  line 
walls  and  the  exterior  walls  of  the  accessory  buildings 
shall  be  faced  with  face  brick;  that  there  shall  be  no 
openings  in  the  interior  lot  line  walls  to  the  adjoining  prop¬ 
erty  ;  that  the  premises  where  not  occupied  by  accessory 
buildings  shall  be  cement  paved  or  covered  with  cracked 
bluestone ;  that  there  shall  be  erected  along  the  Avenue  T 
and  Flatbush  avenue  building  lines  reinforced  concrete  curbs, 
at  least  12  in.  in  width  and  12  in.  in  height,  with  one  open¬ 
ing  only  to  Avenue  T  and  not  over  two  openings  to  Flat¬ 
bush  avenue,  no  part  of  any  opening  to  be  nearer  than  10 
ft.  to  the  corner  formed  by  the  intersection  of  Avenue  T 
and  Flatbush  avenue,  nor  10  ft.  from  the  northerly  termina¬ 
tion,  of  the  wall  on  Avenue  T  or  the  lot  line  wall  where  it 
meets  Flatbush  avenue ;  that  no  openings  in  the  building  line 
curb  shall  exceed  20  ft.  in  width ;  that  opposite  the  open¬ 
ings  in  the  building  line  curb  there  shall  be  curb  cuts  not 
exceeding  25  ft.  in  width ;  that  gasoline  pumps  erected  on  the 
premises  shall  be  at  least  10  ft.  from  any  building  line  or 
from  an  accessory  building;  that  there  shall  be  no  excava¬ 
tion  under  any  of  these  buildings  except  pits  for  the  greasing 
racks ;  that  signs  advertising  non-conforming  use  shall  be 
restricted  to  the  illuminated  globes  of  the  pumps  and  to 
permanent  flat  signs  attached  to  the  front  of  the  accessory 
buildings  or  to  the  inside  of  the  brick  walls,  excluding  all 
signs  on  the  exterior  of  the  brick  walls  and  temporary  signs 
of  every  nature;  that  there  shall  be  no  portable  gas  tanks 
used  on  or  from  the  property ;  that  lamps  for  illumination 


shall  be  mounted  on  pipe  standards,  not  over  8  ft.  6  in.  in 
height,  with  metallic  shades  so  placed  as  to  reflect  down¬ 
wardly  ;  that  there  shall  be  no  storage  or  parking  of  cars 
on  the  premises  and  no  automobile  repairing  of  any  nature; 
that  all  permits  shall  be  obtained  within  six  months  and 
all  work  completed  within  one  year  from  the  date  of  this 
resolution. 


724-29-BZ. 

APPLICANT — Christopher  McGrath,  for  Beam  Holding 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  (laid  over  for  a  full  vote  of  board;  restored  to 
Calendar  and  set  for  hearing). 

PREMISES  AFFECTED — 1740  Edenwald  avenue,  north¬ 
east  corner  of  East  233rd  street  (Block  No.  4975, 
Lot  Nos.  7,  8,  9  and  10),  The  Bronx. 
APPEARANCES— 

For  Applicant :  Christopher  McGrath. 

For  Opposition :  Thomas  J.  Smith,  Lena  Hastings, 


Harry  Lesser  and  Peter  Locurto. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  1 


THE  RESOLUTION— 

(724-29-BZ) 

Whereas,  Christopher  McGrath,  for  Beam  Holding  Corp., 
owner,  filed,  December  12,  1929,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  1740  Edenwald  avenue,  northeast  corner  of  East 
233rd  street  (Block  No.  4975,  Lot  Nos.  7,  8,  9  and  10), 
Borough  of  The  Bronx;  and 

Whereas,  this  application  was  denied  by  the  board  June 
24,  1930,  on  the  ground  that  the  basis  of  appeal  under  section 
21  of  the  building  zone  resolution  had  not  been  substan¬ 
tiated  ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
board  June  10,  1932,  for  consideration  under  the  provisions 
of  section  7,  subdivision  f ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  233rd  street  is  in  a  business 
district ;  Edenwald  avenue,  north  of  a  point  100  ft.  north 
of  233rd  street,  is  in  a  residence  district ;  Digney  avenue, 
north  of  a  point  100  ft.  north  of  233rd  street,  is  in  a  resi¬ 
dence  district;  Boyd  avenue,  north  of  a  point  100  ft.  north 
of  233rd  street,  is  in,  a  residence  district,  and  Gunther  ave¬ 
nue,  north  of  a  point  100  ft.  north  of  233rd  street,  is  in  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  30,  1932,  in  acting  on  N.  B.  308-32-BZ, 
reads : 

“1.  Proposed  gasoline  station  in  a  business  district  is 
contrary  to  the  provisions  of  the  building  zone  resolu¬ 
tion.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  100.15  ft.  on  East  233rd  street  and  125  ft.  on 
Edenwald  avenue,  on  which  it  is  proposed  to  erect  a  one- 
story  office  building,  16  ft.  by  28  ft.,  and  install  the  neces¬ 
sary  tanks  and  pumps  •  and  greasing  pits  for  a  gasoline 
service  station ;  and 
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Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing,  and  which  report  is  as 
follows : 

REPORT  OF  COMMITTEE  ON  INSPECTION. 

“Cal,  No.  724-29-BZ. 

“Premises  1740  Edenwald  avenue,  northeast  corner  of 
233rd  street,  The  Bronx. 

“The  property  under  appeal  is  a  triangular  area  formed 
by  the  intersection  of  East  233rd  street  and  Edenwald 
avenue.  Borough  of  The  Bronx,  comprising  an  area  of 
approximately  7,500  sq.  ft.  in  a  district  zoned  for  busi¬ 
ness  use  except  a  small  portion  on  Edenwald  avenue 
which  is  zoned  for  residence. 

"The  case  was  originally  filed  in  1929  for  a  variance 
of  the  zoning  resolution,  under  section  21,  to  permit  a 
gasoline  service  station.  This  case  was  heard  on  June 
24,  1930,  and  denied.  Later,  in  June,  1932,  the  case 
was  reopened  for  the  same  variance,  but  under  section  7, 
subdivision  f.  On  September  27,  1932,  the  case  was 
heard,  and  after  an  inspection  by  a  committee  of  the 
board  it  came  to  vote  on  October  14,  1932.  There  were 
four  members  only  of  the  board  sitting  on  that  date 
and  there  were  three  votes  to  grant  and  one  to  deny, 
so  that  the  case  failed  to  receive  the  four  votes  neces¬ 
sary  for  granting.  As  the  applicant  was  entitled  to  an 
expression  from  five  members  of  the  board,  the  case  was 
restored  to  the  Calendar  on  September  26,  1933,  upon 
request  of  the  applicant,  and  laid  over  to  October  17, 
1933,  to  permit  the  applicant  to  notify  all  owners  in  the 
area  of  notification  laid  down  and  to  certify  to  the 
board  that  such  notification  had  been  given,  also  to 
permit  publication  in  the  Bulletin  of  the  board  for  two 
issues 

“At  the  hearing  on  October  17,  1933,  it  developed 
that  the  owners  had  been  incorrectly  notified  that  the 
hearing  would  be  held  at  the  afternoon  session  instead 
of  the  morning,  and  the  applicant  has  since  advised 
the  board  that  the  error  was  unintentional  and  that  he 
has  notified  all  owners  by  registered  mail  of  the  final 
hearing  on  October  31,  1933,  at  2  p.  m.,  at  which  time 
the  board  is  to  render  a  decision  without  further  argu¬ 
ment  after  hearing  a  report  of  a  committee  of  inspection. 

“There  was  a  report  of  a  committee  of  inspection 
prior  to  the  action  of  October  14,  1932,  and  an  addi¬ 
tional  inspection  was  made  on  October  26,  1933,  by  a 
committee,  consisting  of  Chairman  Murdock  and  Com¬ 
missioners  Holland  and  Guilfoyle.  At  this  inspection 
the  sole  question  considered  was  whether  this  _  site  is 
located  in  an  undeveloped  section  within  the  meaning  and 
intent  of  section  7,  subdivision  f. 

“This  section  7f  reads :  The  Board  of  Appeals  may— 
“  ‘Grant  in  undeveloped  sections  of  the  city  tem¬ 
porary  and  conditional  permits  for  not  more  than 
two  years  for  structures  and  uses  in  contravention 
of  the  requirements  of  this  article.’ 

“At  the  time  of  the  passage  of  the  zoning  resolution, 
unofficial  notes  were  prepared  by  George  B.  Ford,  who 
was  the  consultant  to  the  Commission  on  Building  Dis¬ 
tricts  and  Restrictions,  and  in  explanation  of  the  meaning 
and  intent  of  section  7,  subdivision  f,  he  said: 

“‘Note — This  would  allow  a  man  in  an  outlying 
part  of  the  city  in  the  midst  of  what  is  shown  on 
the  map  as  a  future  residence  section  to  locate  a 
cement  block  making  plant  or  a  public  garage,  pro¬ 
vided  that  he  would  remove  his  plant  at  the  end  of 
two  years  if  the  Board  of  Appeals  thought  it  was 
becoming  a  nuisance.  If  there  seemed  to  be  any 
doubt  about  being  able  to  force  the  owner  to  remove 
the  building  later,  the  Board  of  Appeals  could  de¬ 
mand  that  he  give  a  bond.’ 

“The  committee  found  that  the  streets  adjacent  to 
this  site  under  appeal  are  constructed  and  paved.  East 


233rd  street  is  a  100  ft.  wide  thoroughfare,  well  traveled. 
Apparently  this  section  is  supplied  with  all  the  facilities 
of  sewers,  gas,  electric  and  telephone.  The  immediate 
section  upon  inspection  was  found  generally  well  built 
up  with  dwellings  and  stores  which  are  clearly  indicated 
on  the  several  photographs  filed.  There  is,  of  course,  a 
certain  amount  of  property  in  the  section  not  yet  built 
upon. 

“As  an  indication  of  the  populous  condition  of  the 
general  area,  it  was  pointed  out  at  the  hearing  on 
October  17,  1933,  that  in  1929  there  were  200  registered 
voters,  now  there  are  1,900. 

“The  committee  has  concluded  that  this  plot  under 
appeal  is  not  within  an  undeveloped  section,  according 
to  the  description  intended  to  be  covered  by  section  7f 
of  the  zoning  resolution,  and,  therefore,  recommends 
denial. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.” 
and 

Whereas,  the  board  deemed  that  the  applicant  had  not 
substantiated  his  basis  of  appeal  under  section  7,  subdivi¬ 
sion  f. 

Resalved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  demed. 


241-33-BZ. 

APPLICANT — Edward  L.  Kelly,  for  The  New  York  As¬ 
sociation  for  the  Blind,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  and  auto¬ 
mobile  salesroom. 

PREMISES  AFFECTED — 875-881  Fourth  avenue,  north¬ 
east  corner  of  33rd  street  (Block  No.  681,  part  of 
Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  L.  Kelly. 

For  Opposition:  George  Stein  and  S.  Giaquinto. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(241-33-BZ) 


Whereas,  Edward  L.  Kelly,  for  The  New  York  Associa¬ 
tion  for  the  Blind,  owner,  filed,  June  30,  1933,  an  application, 
under  the  building  zone  resolution,  to  permit,  partly  in  a 
business  district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  and  auto¬ 
mobile  salesroom ;  premises  875-881  Fourth  avenue,  northeast 
corner  of  33rd  street  (Block  No.  681,  part  of  Lot  No.  1), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Fourth  avenue  is  in  a  business 
district ;  33rd  street  is  in  a  residence  and  unrestricted  dis¬ 
trict,  and  32nd  street  is  in  a  residence  and  unrestricted  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  September  9,  1933  (re  Applic.  11501-33),  reads: 

“Proposed  gasoline  service  station  and  an  automobile 
salesroom  to  be  located  partly  in  a  business  use  and 
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partly  in  a  residence  district  are  contrary  to  Art.  II, 
Sects.  4-a,  p.  3  of  Zone  Resolution.” ; 
and 

Whereas,  the  premises  consist  of  a  vacant  plot  of  ground 
having  a  frontage  of  100  ft.  on  Fourth  avenue  and  130  ft.  on 
33rd  street,  upon  part  of  which  it  is  proposed  to  erect  a 
one-story  structure,  occupied  as  automobile  salesroom  and 
stock  room,  auto  laundry,  greasing  pits  and  brake  testing, 
and,  also,  to  install  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station ;  the  easterly  30  ft.  of  the  plot  is  in 
the  residence  district  and  the  remainder  is  in  the  business 
district ;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made  and 
report  of  same  read  at  this  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  to  permit  the  property 
under  appeal,  located  partly  in  a  business  district  and  partly 
in  a  residence  district,  to  be  used  for  a  gasoline  service 
'•station  and  accessory  use,  on  condition  that  the  buildings 
shall  be  constructed  and  arranged  substantially  as  indicated 
on  plans  filed  with  this  appeal  and  shall  not  exceed  one 
story  in  height  and  shall  be  constructed  of  brick  and  incom¬ 
bustible  materials ;  that  there  shall  be  no  openings  in  the 
walls  of  the  building  to  the  adjoining  property  to  the  east 
or  south  or  in  the  wall  of  the  building  facing  33rd  street; 
that  there  shall  be  constructed  along  33rd  street  a  wall  not 
less  than  10  ft.  in  height  from  the  westerly  end  of  the 
service  section  building  to  Fourth  avenue;  that  this  wall  may 
be  racked  back  at  the  rate  of  one  foot  in  four  from  Fourth 
avenue,  starting  with  a  wall  4  ft.  in  height;  that  these 
buildings  and  the  exterior  and  interior  face  of  the  lot  line 
walls  along  33rd  street  shall  be  constructed  of  face  brick  and 
suitably  coped ;  that  for  the  protection  of  pedestrians  and  to 
prevent  illegal  use  of  the  sidewalk  there  shall  be  erected 
along  the  Fourth  avenue  building  line  a  concrete  curb,  12 
in.  in  height  and  12  in.  in  width,  with  not  over  two  open¬ 
ings  therein,  each  opening  not  to  exceed  20  ft.,  with  no  part 
of  any  opening  nearer  than  10  ft.  from  the  intersection  of 
33rd  street  and  Fourth  avenue  and  not  within  5  ft.  of  the 
auto  salesroom  section;  that  the  street  curb  cuts  opposite 
these  openings  shall  not  exceed  25  ft. ;  that  gasoline  pumps 
erected  shall  be  at  least  10  ft.  from  any  lot  line  or  any  por¬ 
tion  of  an  accessory  building ;  that  the  premises,  where  not 
occupied  by  accessory  buildings,  shall  be  cement  paved ; 
that  testing  and  minor  repairs  may  be  done  on  the  premises 
provided  no  tools  or  machines  operated  by  power  are  re¬ 
quired,  with  the  exception  of  one  electrically-operated  brake 
tester ;  that  there  shall  be  no  excavations  under  any  of  the 
buildings  except  the  pits  for  the  grease  racks ;  that  there 
shall  be  no  open  flame  permitted  on  the  property ;  that  there 
shall  be  no  portable  gasoline  tanks  operated  on  or  from 
the  property :  that  any  signs  advertising  the  non-conforming 
use  shall  be  limited  to  the  illuminating  globes  of  the  gaso¬ 
line  pumps,  excluding  all  other  temporary  signs  advertising 
non-conforming  use;  that  no  cars  shall  be  parked  or  stored 
on  the  premises  other  than  those  being  serviced  or  in  the 
salesroom ;  that  complete  working  drawings  shall  be  sub¬ 
mitted  to  the  board  and  approved  by  the  chairman  in  behalf 
of  the  board  before  being  submitted  to  the  commissioner  of 
buildings;’  that  all  permits  shall  be  obtained  within  three 
months  and  all  work  completed  within  nine  months  from 
the  date  of  this  resolution. 


329-33-BZ. 

APPLICANT — Joseph  J.  Furman,  for  Jack  Davidowitz, 
owner. 


SUBJ  ECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  7b  of  the  building  zone 
resolution,  to  permit,  partly  in  a  residence  use  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  business  building. 
PREMISES  AFFECTED — 2-14  Clarkson  avenue  and  741- 
747  Flatbush  avenue,  southeast  corner  (Block  No. 
5064,  Lot  No.  17),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  J.  Furman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  o 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(329-33-BZ) 


Whereas,  Joseph  J.  Furman,  for  Jack  Davidowitz,  owner, 
filed,  October  20,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit,  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  maintenance 
of  a  business  building;  premises  2-14  Clarkson  avenue  and 
741-747  Flatbush  avenue,  southeast  corner  (Block  No.  5064, 
Lot  No.  17),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  5,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatbush  avenue  is  in  a  business 
district;  Clarkson  avenue  is  in  a  residence  district,  and 
Lenox  road  is  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  October  16,  1933  (re  Applic.  No.  12025-33),  reads: 

“1.  Proposed  extension  of  a  business  use  into  a  resi¬ 
dential  use  district!  is  contrary  to  Art.  2,  Section  3,  of 
tlie  Building  Zone  Resolution.  DENIED.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  65  ft.  11  in.  on  Flatbush  avenue  and  110  ft. 
9  in.  on  Clarkson  avenue;  the  Flatbush  avenue  front  of  the 
plot  is  developed  with  a  three-story  store  and  dwelling 
structure,  which  is  to  be  removed ;  the  Clarkson  avenue  front 
is  developed  (to  a  distance  of  100  ft.  from  Flatbush  avenue 
or  the  business  zone  part  of  the  plot)  with  one-story  stores; 
the  easterly  or  residential  part  of  the  plot,  which  has  a 
frontage  of  10  ft.  9  in.,  is  developed  with  a  garage  for  less 
than  five  cars ;  it  is  proposed  to  remodel  the  facade  of  the 
existing  one-story  stores  and  to  cover  the  remainder  of  the 
plot,  including  the  10  ft.  9  in.  along  Clarkson  avenue  (which 
is  in  the  residence  district),  with  one-story  stores;  and 
Whereas,  the  board  deemed  that  applicant  was  entitled  to 
relief  under  section  7b  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  permitting  the  property 
under  appeal  in  the  residential  area  to  be  used  for  business 
purposes,  on  condition  that  the  plan  as  filed  with  this  appeal, 
indicating  that  the  buildings  on  this  entire  plot  of  approx- 
mately  66  ft.  on  Flatbush  avenue  and  approximately  111  ft. 
on  Clarkson  avenue  are  to  be  partly  removed  and  partly 
reconstructed  into  a  building  covering  the  entire  plot,  not 
exceeding  one  story  in  height,  and  treated  as  to  the  exterior 
as  indicated  on  the  plans  submitted  herewith;  that  there 
shall  he  constructed  in  line  with  the  rear  wall  of  the  exist¬ 
ing  one-story  stores  now  located  on  Clarkson  avenue  a  fire¬ 
proof  or  fire-retarding  wall  to  Flatbush  avenue,  constructed 
from  the  main  street  floor  through  the  hung  ceiling  to  the 
underneath  side  of  the  roof  boarding,  separating  store  indi¬ 
cated  as  No.  2  from  stores  Nos.  3,  6,  7,  8  and  9;  that  a 
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wall,  similarly  constructed,  shall  be  erected  separating  store 
indicated  as  No.  10  from  stores  Nos.  1  and  2;  that  no  signs 
overhanging  the  building  shall  be  constructed  on  the  Clark¬ 
son  avenue  front  except  for  a  distance  of  50  ft.  from  the 
corner  of  Flatbush  avenue ;  that  no  sign  shall  be  erected  on 
the  roofs  of  these  buildings;  that  such  skylights  as  are 
erected  shall  be  distant  at  least  15  ft.  from  any  existing 
windows  in  adjoining  buildings;  that  store  No.  10,  located 
in  the  residential  portion  of  the  plot,  shall  not  be  occupied 
by  a  use  deemed  hazardous  by  the  commissioner  nor  occu¬ 
pied  as  a  fish  market  or  delicatessen  store ;  that  there  shall 
be  no  display  of  merchandise  beyond  the  building  line;  that 
prior  to  the  "filing  of  plans  with  the  commissioner  of  build¬ 
ings  plans  shall  be  filed  with  this  board  for  approval  by  the 
chairman  on  behalf  of  the  members  of  the  board,  and  that 
all  permits  shall  be  obtained  within  three  months  and  all 
work  completed  within  six  months  from  the  date  of  this 
resolution. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
65-33-SA. 

PETITIONER — Economy  Burner  Corp.,  owner. 
SUBJECT — Economy  Oil  Burner  (Junior  Model),  ap¬ 
proval  of. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent :  Commissioner  Connell .  1 


Adjourned  5.00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  July  18,  1933,  as  they  appeared  in  Bulletin  No. 
30,  Vol.  XVIII,  are  hereby  corrected  to  read  as  follows: 

THE  RESOLUTION— 

(486-31-BZ) 

Whereas,  Mary  Jamieson,  owner,  filed,  October  1,  1931; 
granted  February  5,  1932,  time  having  elapsed;  reopened 
May  31,  1933,  an  application,  under  the  building  zone  resolu¬ 
tion.  to  permit  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  business  use  in  part  of  an  existing 
building;  premises  58  East  86th  street  (Block  No.  1497,  Lot 
No.  49),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  July  18.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Madison  avenue  is  in  a  business 
district;  Park  avenue  is  in  a  residence  district,  and  East 
86th  street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner.  rendered  December  17,  1931  (re  Alt.  973-31),  reads: 

“1.  Objection  not  removed.  The  proposed  alteration 
and  extension  of  business  occupancy  on  the  1st  and  2nd 


*  Correction — Words  “ and.  area”  added  in  lines  40  and  41 
of  resolution. 


stories  of  this  building  is  contrary  to  the  Building  Zone 
Resolution,  as  this  building  is  located  in  a  Residence 
District.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
five  stories  in  height,  with  a  frontage  of  21  ft.  11/3  in.  and 
a  depth  of  60  ft.  2  in. ;  it  is  proposed  to  alter  the  building 
and  erect  at  the  rear  a  one-story  extension  having  a  depth 
of  37  ft. ;  to  erect  at  the  front  of  the  building  a  two-story 
extension  having  a  depth  of  5  ft.  and  extending  out  to  the 
building  line ;  the  building  is  occupied  on  the  first  and  second 
stories  for  business  use  and  as  dwellings  above;  it  is  pro¬ 
posed  to  extend  the  existing  business  use  on  the  first  and 
second  stories  into  the  proposed  extensions;  and 
Whereas,  the  board  deemed  that  applicant  had  substan¬ 
tiated  the  basis  of  her  application  under  section  21  of  the 
building  zone  resolution;  and 

Whereas,  the  board  had  previously  granted  this  applica¬ 
tion,  but  time  for  completion  of  work  had  expired. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  building  zone  resolution  and 
that  the  application  be  and  it  hereby  is  granted  to  reaffirm 
the  resolution  adopted  by  the  board  on  February  5,  1932, 
with  the  additional  conditions  that  this  modification  shall 
apply  only  so  long  as  the  existing  building  exists;  that  the 
drawings  shall  be  submitted  to  this  board  and  approved  by 
the  chairman  on  behalf  of  the  board  before  same  are  filed 
with  the  building  commissioner;  that  all  permits  shall  be 
obtained  within  six  months  and  all  work  completed  within 
one  year  from  the  date  of  this  action. 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company . 899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) -  53-21-SA 

Walworth  Company .  900-27-SA 

W.  D.  Allen  Mfg.  Company .  1151-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc .  1307-27-SA 

Jenkins  Brothers . „ . * .  780-28-SA 

Croker  National  Fire  Prev.  Eng.  Co .  970-28-SA 

Fairbanks  Company .  268-29-SA 

Pratt  &  Cady .  231-30-SA 

Elkhart  . 15-31-SA 
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REVISED  ELEVATOR  RULES 

RULES  FOR  THE  CONSTRUCTION,  MAINTENANCE  AND  OPERATION  OF  ELEVA 
TORS  (ADOPTED  JULY  30,  1918,  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
EFFECTIVE  AUGUST  26,  1918;  REVISED  MAY  13,  1919)  AND  REVISED  TUNE 

12,  1931,  EFFECTIVE  DECEMBER  12,  1931. 


[240-19-SR] 

ELEVATOR  RULES 

Definitions 

1.  Alteration. 

An  “Alteration”  of  an  elevator,  dumbwaiter,  or  escalator, 
is  a  change  in  the  use,  classification,  operation,  control, 
character  of  power  supply,  capacity  or  speed  of  the  elevator, 

escalator  or  dumbwaiter,  application  for  which  is  filed 
in  the  Department  of  Buildings  after  the  Rules  become 
effective. 

2.  Auxiliary  Power  Elevator. 

An  “auxiliary  power  elevator”  is  one  having  a  source  of 
mechanical  power,  such  as  shafting,  in  common  with  other 
machinery. 

3.  Bi-Parting  Door  or  Gate. 

A  “bi-parting  door  or  gate”  is  a  vertical-slide,  horizontal- 
slide,  or  swing  door  or  gate  consisting  of  two  or  more 
sections  so  arranged  that  the  sections,  or  pairs  of  sections, 
open  away  from  each  other,  and  so  interconnected  that  both 
sections  operate  simultaneously. 

4.  Board. 

Wherever  the  word  “Board”  is  used  in  these  Rules,  unless 
specifically  stated  otherwise,  it  shall  mean  the  Board  of 

Standards  and  Appeals. 

5.  Bottom  Clearance. 

“Bottom  clearance”  of  the  elevator  car  is  the  vertical  dis¬ 
tance  between  any  obstruction  in  the  pit,  exclusive  of  the  com¬ 
pensating  device,  buffers,  and  buffer  supports,  and  the  lowest 
point  on  the  understructure  of  the  elevator  car  exclusive  of 
the  safeties,  car-frame  channels,  and  guide  shoes,  when  the 
car  floor  is  level  with  the  lower  terminal  landing. 

6.  Bottom  Overtravel. 

“Bottom  overtravel”  of  the  elevator  car  is  the  distance 
the  car  floor  can  travel  below  the  level  of  the  lower 
terminal  landing,  until  the  fully  loaded  car  rests  on  the 
buffers,  and  includes  the  resulting  buffer  compression. 

Bottom  overtravel  of  the  counterweight  is  the  distance 
the  counterweight  can  travel  below  its  position  when  the  car 
platform  is  level  with  the  upper  terminal  landing,  until  the 
counterweight  rests  on  the  buffers,  and  indudes  the  resulting 
buffer  compression. 

7.  Buffer. 

A  “buffer”  is  a  device  designed  to  absorb  the  impact  of 
the  car  or  counterweight  at  the  lower  limits  of  travel. 

8.  Department. 

Wherever  the  word  “Department”  is  used  in  these  Rules, 
unless  specifically  designated  otherwise,  it  shall  mean  the 
Department  of  Buildings. 

9.  ^  Car  or  Counterweight  Safety. 

A  “car  or  counterweight  safety”  is  a  mechanical  device 
attached  to  the  car  or  counterweight  frame  to  stop  and  hold 
the  car  or  counterweight  in  case  of  predetermined  overspeed 
free  fall,  or  through  slackening  of  the  cables. 

10.  Car  Door  or  Gate. 

A  “car  door  or  gate”  is  the  door  or  gate  in  or  on  the  ele- 
vator  car  ordinarily  used  for  entrance  and  exit. 

11.  Car  Door  or  Gate  Electric  Contact. 

A  “car  door  or  gate  electric  contact”  is  a  device  to  open 
the  control  circuit,  or  an  auxiliary  circuit,  when  the  car 
door  or  gate  is  open  more  than  two  inches  from  full  closure 
and  thus  prevent  operation  of  the  elevator  in  a  direction  to 
move  the  car  away  from  the  landing. 


The  car  enclosure  or  cab”  of  an  elevator  is  the  enclosure 
consisting  of  railings,  doors  or  gates,  walls,  and  the  top  or 
cover  built  upon  the  platform. 

13.  Car  Frame. 

A  car  frame”  (sling)  is  the  supporting  frame  to  which 
the  car  platform,  upper  and  lower  sets  of  guide  shoes,  and 
the  hoisting  cables  are  usually  attached. 

14.  Car-Leveling  Device. 

A  “car-leveling  device”  is  any  mechanism  or  control  which 
will  move  the  car  within  a  limited  zone  toward  and  stop 
the  car  at  the  landing.  A  car-leveling  device  may  also  be 
used  tor  emergency  operation  of  the  car  throughout  its  entire 
travel  and  for  safe-lifting  purposes. 

15.  Car  Platform. 

The  “car  platform”  is  the  structure  which  forms  the  floor 
ot  the  car  and  directly  supports  the  load. 

16.  Chain-Driven  Elevator. 

A  “chain-driven  elevator”  is  an  elevator  machine  con¬ 

nected  to  a  reversible  motor,  engine  or  turbine  by  a  chain. 

17.  Contract  Load. 

fJhtL  contract  load”  is  the  load  specified  in  the  contract 
ihe  WldAg  ekVal°r’  °r  in  the  for 

18.  Contract  Speed. 

Contract  speed”  is  die  speed  specified  to  be  attained  by 

he  elevator  in  the  up  direction  with  contract  load  in  the  car 
permit PUrdiaSC  COntract  or  in  the  application  for  the  building 

19.  Control. 

,Th,<'.  <‘c°ntrof’  °f  an  elevator  is  the  system  of  regulation 
tion  i?6  starting,  stopping,  direction  of  motion,  accelera- 
’  P€  dn  i3nd  Iftardation  of  the  elevator  are  governed 

-19.1.  Generator-Field  Control. 

trn.JGfnera-t0r'ueld  contr°r  is  a  system' in  which  con- 
trol  is  primarily  accomplished  by  the  use  of  an  in¬ 
dividual  generator  for  each  elevator,  in  which  the 
voltage  applied  to  the  hoisting  motor  is  adjusted  by 
varying  the  strength  and  direction  of  the  generate 

19.2.  Multi- Voltage  Control. 

trol  fsItiJ°Itagf  ?»ltro1”  is  3  system  in  which  con¬ 
trol  is  accomplished  primarily  by  impressing  suc¬ 
cessively  on  the  armature  of  the^Sng  a 

number,  of  substantially  fixed  voltages  such  as  may 

J[  ob'lind  from  multi-commutator  generators  com- 
mon  to  a  group  of  elevators. 

19.3.  Rheostatic  Control. 

Rheostatic  control”  is  a  system  in  which  control 

reactance*  in^th  primai7ly  by  resistan^  and 

S^mSor  '  arma*Ure  a"d  fi'ld  Circuit  °f 

20.  Conveyor. 

A  “conveyor”  is.  a  device  intended  for  the  contim.™. 

movement  of  materials  only  and  operating  without  the  ser 
vices  of  an  operator  thereon.  witnout  the  ser- 

21.  Door  Closer. 

A  “door  closer”  is  a  device,  operated  by  gravity  or  other 
means,  which  w,H  automatically  close  a  wS 
by  the  orator  or  by  suitable  automatic  meaus. 

22.  Double-Belted  Elevator. 

A  ‘  double-belted  elevator”  is  an  anviliarv  __  i 

i"  £SS 
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23.  Dumbwaiter. 

A  “dumbwaiter”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  car,  the  maximum  horizontal  sectional  area 
of  which  is  9  square  feet,  whose  maximum  compartment 
height,  if  provided  with  a  fixed  or  removable  bottom,  is  4 

feet,  the  maximum  capacity  of  which  is  500  pounds,  and 
which  is  used  exclusively  for  carrying  freight  or  materials. 

24.  Electric  Elevator. 

An  ‘‘electric  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  through  an  electric  motor  directly 
applied  to  the  elevator  machinery. 

25.  Elevator. 

An  “elevator”  is  a  hoisting  and  lowering  mechanism 
equipped  with  a  ear  or  platform  which  moves  in  guides  in  a 
substantially  vertical  direction. 

Dumbwa-'ters,  hoists,  endless  belts,  conveyors,  chains, 
buckets,  and  similar  machines  used  for  the  purpose  of  ele¬ 
vating  materials,  and  tiering  or  piling  machines  are  not 
included  in  the  term  “Elevator.” 

26.  Elevator  Car. 

An  “elevator  car”  is  the  load-carrying  unit,  including  its 
platform,  car  frame  and  enclosure,  if  any. 

27.  Elevator  Landing. 

An  “elevator  landing”  is  that  portion  of  a  floor,  balcony 
or  platform  immediately  adjacent  to  the  hoistway  opening 
used  to  receive  and  discharge  passengers,  f  reight  or  materials. 

28.  Elevator  Machine. 

An  “elevator  machine”  is  the  machinery  and  its  equipment 
used  in  raising  and*  lowering  the  elevator  car. 

28.1.  Traction  Machine. 

A  “traction  machine”  is  an  elevator  machine  in 
which  the  motion  of  the  car  and  counterweight  is  ob¬ 
tained  by  means  of  traction,  between  the  driving 
drum,  sheave,  or  sheaves  and  the  connecting  hoisting 
cables. 

28.2.  Winding-Drum  Machine. 

A  “winding-drum  machine”  is  an  elevator  machine 

in  which  the  cables  are  fastened  to  and  wind  on  a 
drum. 

28.3.  Direct-Drive  Machine. 

A  “direct-drive  machine”  is  one  in  which  the  power 
is  transmitted  directly  to  the  driving  sheave  or  sheaves 
without  intermediate  mechanism  or  gears. 

28.4.  Worm-Geared  Machine. 

A  “worm-geared  machine”  is  one  in  which  the 

power  is  transmitted  to  the  driving  sheaves  or  drum 
through  worm  gearing. 

28.5.  Spur-Geared  Machine. 

A  “spur-geared  machine”  is  one  in  which  the  power 
is  transmitted  to  the  driving  sheaves  or  drum  through 
spur  gearing. 

29.  Emergency  Release. 

An  “emergency  release”  is  a  device  to  make  inoperative 
door  or  gate  electric  contacts  or  door  interlocks  in  case  of 
emergency. 

30.  Emergency  Stop  Switch. 

An  “emergency  stop  switch”  (safety  switch)  is  a  device 

in  the  car  used  to  cut  off  the  power  from  the  elevator 
machine  independently  of  the  operating  devices. 

31.  Escalator. 

An  “escalator”  is  a  moving  inclined  continuous  stairway  or 
runway  used  for  raising  or  lowering  passengers. 

32.  Final  Terminal  Stopping  Device. 

A  “final  terminal  stopping  device”  is  an  automatic  device 
for  stopping  the  car  and  counterweight  from  contract  speed, 
within  the  top  clearance  and  bottom  overtravel,  independently 
of  the  operation  of  the  normal  terminal  stopping  device,  and 
the  operating  device. 

33.  Freight  Elevator. 

A  “freight  elevator”  is  an  elevator  used  for  carrying 
freight  or  materials  and  on  which  only  the  operator  and  the 


persons  necessary  for  handling  the  freight  or  materials  are 
permitted  to  ride. 

34.  Gravity  Elevator. 

A  “gravity  elevator”  is  an  elevator  in  which  gravity  is 
the  source  of  power. 

35.  Hand  Power  Elevator. 

A  “hand  power  elevator”  is  an  elevator  driven  by  manual 
power. 

36.  Hoist. 

A  “hoist”  is  all  the  machinery,  apparatus  and  equipment, 
(except  cranes)  for  raising  or  lowering  freight  by  means  of 
a  sling  or  hook. 

37.  Hoistway. 

A  “hoistway”  is  any  shaftway,  hatchway,  well  hole,  or 
other  vertical  opening  or  space  in  which  an  elevator  or 
dumbwaiter  is  designed  to  operate. 

38.  Hoistway  Door  or  Gate. 

A  “hoistway  door  or  gate”  is  the  hinged  or  sliding  portion 
of  the  hoistway  enclosure  giving  access  to  the  elevator  at 
any  landing. 

39.  Hoistway-Door  or  Gate  Electric  Contact. 

A  “hoistway-door  or  gate  electric  contact”  is  a  device  to 

open  the  control  circuit,  or  an  auxiliary  circuit,  when  the 
hoistway  door  or  gate  at  which  the  car  is  standing  is  open 
more  than  2  inches  from  full  closure,  and  thus  prevent  opera¬ 
tion  of  the  elevator  car  away  from  the  landing. 

39.1.  Door  Unit  Contact  System. 

A  “door  unit  contact  system”,  is  a  contact  system 
which  meets  the  requirements  of  the  contact  definition 
above,  but  does  not  require  all  the  hoistway  doors  to 
be  closed. 

39.2.  Hoistway  Unit  Contact  System. 

A  “hoistway  unit  contact  system”  is  a  contact 
system  which  meets  the  requirements  of  the  contact 
definition  above,  and  also  requires  all  hoistway  doors 
to  be  closed. 

40.  Hoistway-Door  Interlock. 

A  “hoistway-door  interlock”  is  a  device,  the  purpose  of 
which  is : 

First :  To  prevent  the  operation  of  the  elevator 
machine  to  move  the  car  away  from  a  landing  unless 
the  hoistway  door  at  that  landing  is  locked  in  the 
closed  position. 

Second :  To  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  special  key), 
unless  the  car  is  at  rest  within  the  landing  zone,  or 
is  coasting  through  the  landing  zone  with  its  operating 
device  in  the  stop  position. 

40.1.  Door  Unit  Interlock  System. 

“Door  unit  interlock  system”  is  an  interlock  sys¬ 
tem  which  meets  the  requirements  of  the  interlock 
definition  above,  but  does  not  require  all  the  hoistway 
doors  to  be  locked  in  the  closed  position. 

40.2.  Hoistway  Unit  Interlock  System. 

“Hoistway  unit  interlock  system”  is  an  interlock 

system  which,  in  addition  to  fulfilling  the  require¬ 
ments  given  under  the  definition  of  interlock,  will 
also  prevent  the  operation  of  the  car  unless  all  hoist¬ 
way  doors  are  locked  in  the  closed  position. 

41.  Hoistway  Enclosure. 

A  “hoistway  enclosure”  is  any  structure  which  separates 
the  hoistway,  either  wholly  or  in  part,  from  the  floors  or 
landings  through  which  the  hoistway  extends. 

42.  Hydraulic  Elevator. 

A  “hydraulic  elevator”  is  an  elevator  in  which  the  motion 
of  the  car  is  obtained  from  liquid  under  pressure. 

42.1.  Plunger  Elevator. 

A  “plunger  elevator”  is  a  hydraulic  elevator  having 
a  ram  or  plunger  directly  attached  to  the  under  side 
of  the  car  platform. 

42.2.  Rope-Geared  Hydraulic  Elevator. 

A  “rope-geared  hydraulic  elevator”  is  an  elevator 

in  which  the  motion  of  the  car  is  obtained  by 
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multiplying  the  travel  of  a  piston  or  ram  by  a  system 
of  sheaves  over  which  the  hoisting  ropes  operate. 

43.  Installations. 

43.1.  Existing  Installation. 

An  “existing  installation”  of  an  elevator,  dumb¬ 
waiter  or  escalator  is  an  installation  the  application 
for  which  was  filed  with  the  Department  before  these 
Rules  become  effective  in  accordance  with  1.1, 
Applications. 

43.2.  New  Installation. 

A  “new  installation”  of  an  elevator,  dumbwaiter 
or  escalator  is  a  complete  elevator,  dumbwaiter  or 
escalator  installation  the  application  for  which  is 
filed  with  the  Department  after  these  Rules  become 
effective  in  accordance  with  1.1,  Applications. 

44.  Landing  Zone. 

The  “landing  zone”  is  the  space  within  18  inches  above 
or  below  the  landing. 

45.  Manually  Operated  Door  or  Gate. 

A  “manually  operated  door  or  gate”  is  a  door  or  gate 
which  is  opened  and  closed  by  hand. 

46.  Normal  Terminal  Stopping  Device. 

A  “normal  terminal  stopping  device”  is  an  automatic 
device  for  stopping  the  elevator  car  within  the  overtravel 
independently  of  the  operating  device. 

47.  Operating  Device. 

The  “operating  device”  is  the  car  switch,  push  button, 
rope,  wheel,  lever,  treadles,  or  similar  devices  used  by  the 
operator  to  actuate  the  control. 

48.  Operation. 

“Operation”  is  the  method  of  actuating  the  control. 

48.1.  Automatic  Operation. 

“Automatic  operation”  is  operation  by  means  of 
buttons  or  switches  both  in  the  car  and  at  the  landings, 
the  momentary  pressing  of  which  will  cause  the  car 
to  start  and  stop  automatically  at  the  floor  cor¬ 
responding  to  the  button  pressed. 

48.1.1.  Single  Automatic  Opera¬ 
tion. 

“Single  automatic  operation”  is  automatic 
operation  by  means  of  one  button  at  each 
landing,  so  arranged  that  if  any  car  or 
landing  button  has  been  pressed  the  pressure 
of  any  other  such  button  will  be  without 
effect  on  the  operation  of  the  car  until  the 
response  to  the  first  button  has  been  com¬ 
pleted. 

48.1.2.  Non-  Selective  Collective 
Automatic  Operation. 

“Non-selective  collective  automatic  opera¬ 
tion”  is  automatic  operation  by  means  of  one 
button  in  the  car  for  each  landing  level  served 
and  one  button  at  each  landing.  All  stops 
registered  by  the  momentary  pressure  of 
landing  or  car  buttons  are  made  in  the  order 
in  which  the  landings  are  reached  after  the 
buttons  have  been  pressed,  but  irrespective  of 
its  direction  of  travel,  of  the  number  of  but¬ 
tons  pressed  or  of  the  sequence  in  which  they 
are  pressed. 

48.1.3.  Selective  Collective  Auto¬ 
matic  Operation. 

“Selective  collective  automatic  operation” 
is  automatic  operation  by  means  of  one  but¬ 
ton  in  the  car  for  each  landing  level  served 
and  by  “Up”  and  “Down”  buttons  at  the 
landings.  All  stops  registered  by  the  mo¬ 
mentary  pressure  of  the  car  buttons  are 
made  as  defined  under  non-selective  col¬ 
lective  automatic  operation,  but  the  stops 
registered  by  the  momentary  pressure  of  the 


landing  buttons  are  made  in  the  order  in 
which  the  landings  are  reached  in  each  direc¬ 
tion  of  travel  after  the  buttons  have  been 
pressed.  With  this  type  of  control,  all  “Up” 
landing  calls  are  answered  when  the  car  is 
traveling  in  the  “Up”  direction  and  all 
“Down”  landing  calls  are  answered  when  the 
car  is  traveling  in  the  “Down”  direction 
(except  in  the  case  of  the  uppermost  or 
lowermost  calls,  which  are  answered  as  soon 
as  they  are  reached,  irrespective  of  the  direc¬ 
tion  of  travel  of  the  car). 

48.2.  Car-Switch  Automatic  Floor-Stop 
Operation. 

“Car-switch  automatic  floor-stop  operation”  is 
operation  in  which  the  stop  is  initiated  by  the  oper¬ 
ator  from  within  the  car  with  a  definite  reference 
to  the  landing  at  which  it  is  desired  to  stop,  after 
which  the  slowing  down  and  stopping  of  the  elevator 
is  automatically  effected. 

48.3.  Car-Switch  Operation. 

“Car-switch  operation”  is  operation  in  which  the 

movement  of  the  car  is  directly  and  solely  under  the 
control  of  the  operator  by  means  of  a  switch  in  the 
car. 

48.4  Continuous-Pressure  Operation. 

“Continuous-pressure  operation”  is  operation  with 
up  and  down  buttons  or  an  up  and  down  switch  in 
the  car  and  at  each  landing  (except  the  terminal 
landings  where  one  button  or  Switch  may  suffice), 
any  one  of  which  may  be  used  to  control  the  move¬ 
ment  of  the  car  in  the  direction  for  which  the  button 
is  pushed  or  the  switch  actuated,  but  only  so  long 
as  the  button  or  switch  is  manually  held  in  the 
operating  position.  Landing  stops  are  not  automatic. 

48.5.  Dual  Operation. 

“Dual  operation”  is  a  system  of  operation  in  which 
the  elevator  is  arranged  to  be  operated  as  an  auto¬ 
matic-operation  elevator  through  landing  and  car 
buttons  or  switches,  or  as  a  manual-operation  ele¬ 
vator  by  an  operator  in  the  car  who  may  either  use 
a  car  switch  or  the  buttons  provided  in  the  car. 
When  operated  by  an  operator,  upon  the  throwing 
of  a  suitable  switch  or  switches,  the  car  can  no  longer 
be  started  by  the  landing  buttons ;  these  buttons  may 
be  used  to  signal  the  operator  that  the  car  is  desired 
at  a  certain  landing. 

48.6.  Pre-Register  Operation. 

“Pre-register  operation”  is  operation  in  which  sig¬ 
nals  to  stop  are  registered  in  advance  by  buttons  in 
the  car  and  at  the  landings.  At  the  proper  point  in 
the  car  travel  the  operator  in  the  car  is  notified  by  a 
signal,  visual,  audible,  or  otherwise,  to  initiate  the 
stop,  after  which  the  landing  stop  is  automatic. 

48.7.  Signal  Operation. 

“Signal  operation”  is  operation  by  means  of  single 
buttons  or  switches  (or  both)  in  the  car,  and  up  or 

down  direction  buttons  or  switches  (or  both)  at  the 
landings  by  which  predetermined  landing  stops  may 
be  set  up  or  registered  for  an  elevator  or  for  a  group 
of  elevators.  The  stops  set  up  by  the  momentary 
pressure  of  the  car  buttons  are  made  automatically  in 
succession  as  the  car  reaches  those  landings,  irre¬ 
spective  of  its  direction  of  travel  or  the  sequence  in 
which  the  buttons  are  pressed.  The  stops  set  up  by 
the  momentary  pressure  of  the  up  and  down  buttons 
at  the  landing  are  made  automatically  by  the  next 
car  in  the  group  approaching  the  landing  in  the 
corresponding  direction,  irrespective  of  the  sequence 
in  which  the  buttons  are  pressed. 

With  this  type  of  operation  the  car  can  be  started 
only  by  means  of  a  starting  switch  or  button  in  the 
car. 
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49.  Overhead  Structure. 

The  “overhead  structure”  is  all  of  the  elevator  equipment, 
supporting  structure  and  platforms  at  the  top  of  the  hoist¬ 
way. 

50.  Passenger  Elevator. 

A  “passenger  elevator”  is  an  elevator  designed  to  carry 
persons. 

51.  Platform  Elevator. 

A  “platform  elevator”  is  an  elevator  the  platform  of 

which  is  supported  by  ropes  at  two  or  more  points  at  or  below 
the  platform  level,  and  which  is  not  provided  with  an  under¬ 
slung  frame  or  sling  having  guide  shoes  so  arranged  as  to 
prevent  the  tipping  of  the  platform. 

52.  Pit.  ,  .  „  ,. 

A  “pit”  is  that  portion  of  an  elevator  hoistway  extending 
below  the  level  of  the  bottom  landing  saddle  to  provide  for 
bottom  over  travel  and  clearance,  and  for  parts  which  require 
space  below  the  bottom  limit  of  car  travel. 

53.  Power  Elevator. 

A  “power  elevator”  is  an  elevator  in  which  the  motive 
power  is  obtained  otherwise  than  manually  or  from  gravity. 

54.  Power-Operated  Door  or  Gate. 

A  “power-operated  door  or  gate”  is  a  door  or  gate  opened 
and  closed  by  power  otherwise  than  by  hand,  gravity,  springs, 
or  the  movement  of  the  car. 

54.1.  Power-Operated  Door  or  Gate, 

Manually  Controlled. 

A  “power-operated  door  or  gate,  manually  con- 
trolled,”  is  a  door  or  gate  which  is  opened  and  closed 
by  power  other  than  by  hand,  gravity,  springs,  or 
the  movement  of  the  car,  the  door  movement  in  each 
direction  being  controlled  by  the  elevator  operator. 

54.2.  Power-Operated  Door  or  Gate, 

Automatically  Opened. 

A  “power-operated  door  or  gate,  automatically 

opened”  is  a  door  or  gate  which  is  opened  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car,  the  opening  of  the  door  being 
initiated  by  the  arrival  of  the  car  at  or  near  the 
landing.  The  closing  of  such  door  or  gate  may  be 
under  the  control  of  the  elevator  operator  or  may  be 
automatic. 

54.3.  Power-Opened,  Self-Closing  Door 

or  Gate. 

A  “power-opened,  self-closing  door  or  gate”  is  a 
door  or  gate  which  is  opened  by  power  other  than 
by  hand,  gravity,  springs,  or  the  movement  of  the 
car,  and  when  released  by  the  operator  is  closed  by 
energy  stored  during  the  operation  of  opening. 

54.4.  Power-Closed  Door  or  Gate. 

A  “power-closed  door  or  gate”  is  a  door  or  gate 
which  is  manually  opened  and  is  closed  by  power 
other  than  by  hand,  gravity,  springs,  or  the  move¬ 
ment  of  the  car. 

55.  Power-Operated  Door  or  Gate  Device. 

A  “power-operated  door  or  gate  device”  is  a  device  or 
assemblage  of  devices  to  open  and  close  the  hoistway  door 
and  car  door  or  gate  by  power  other  than  by  hand,  gravity, 
springs,  or  the  movement  of  the  car. 

56.  Self-Closing  Door  or  Gate. 

A  “self-closing  door  or  gate”  is  a  door  or  gate  which  is 
opened  manually  and  closes  when  released. 

57.  Sidewalk  Elevator. 

A  “sidewalk  elevator”  is  a  sidewalk  type  freight  elevator 
which  serves  no  floors  above  the  sidewalk  or  ground  level, 
and  which  has  no  opening  into  the  structure  at  its  top  limit 
of  travel. 


58.  Sidewalk  Type  Elevator. 

A  “sidewalk  type  elevator”  is  an  elevator  the  platform  of 
which  is  supported  at  two  or  more  points  at  or  below  the 
platform  level  and  which  is  provided  with  an  underslung 
frame  or  sling  and  guide  shoes  so  arranged  as  to  prevent 
the  tipping  of  the  platform. 

59.  Single-Belted  Elevator. 

A  “single-belted  elevator”  is  an  elevator  machine  connected 
by  a  belt  to  a  reversible  motor,  engine  or  turbine. 

60.  Steam  Elevator. 

A  “steam  elevator”  is  an  elevator  in  which  the  motion  ot 
the  car  is  obtained  f  rom  a  steam  engine  directly  applied  to 
the  elevator  machinery. 

61.  Structure. 

“Structure”  shall  mean,  for  the  purposes  of  these  Rules, 
a  building  or  construction  of  any  kind. 

62.  Commissioner. 

Wherever  the  word  “Commissioner”  is  used  in  these 
Rules,  unless  specifically  stated  otherwise,  it  shall  mean  the 
Commissioner  of  the  Department  of  Buildings. 

63.  Top  Clearance. 

The  “top  clearance”  of  the  elevator  car  is  the  distance 
the  car  floor  can  travel  above  the  level  of  the  upper  terminal 
landing  without  any  part  of  the  car  or  devices  attached 
thereto  coming  in  contact  with  the  overhead  structure. 

The  top  clearance  of  the  elevator  counterweight  is  the 
shortest  vertical  distance  between  any  part  of  the  counter¬ 
weight  structure  and  the  nearest  part  of  the  overhead  struc¬ 
ture  or  any  other  obstruction  when  the  car  floor  is  level 
with  the  lower  terminal  landing. 

64.  Top  Overtravel. 

The  “top  overtravel”  of  the  elevator  car  is  the  distance 
provided  for  the  car  floor  to  travel  above  the  level  of  the 
upper  terminal  landing  until  the  car  is  stopped  by  the  normal 
terminal  stopping  device. 

65.  Travel  (Rise). 

The  “travel”  (rise)  of  an  elevator  or  dumbwaiter  is  the 
vertical  distance  between  the  bottom  terminal  landing  and 
the  top  terminal  landing. 

RULE  1.  SCOPE  AND  PURPOSE 

1.1.  Application. 

These  Rules  shall  apply  only  to  elevator,  dumbwaiter  and 
escalator  installations  when  application  for  any  of  the  fol¬ 
lowing  permits  is  filed  with  the  Department  after  these  Rules 
become  effective: 

1.  For  construction  of  a  new  structure ; 

2.  For  changes  in  an  existing  structure  involving  altera¬ 
tions  of  the  existing  elevator,  dumbwaiter  or  escalator 
installation ; 

3.  For  the  construction  of  a  new  elevator,  dumbwaiter 
or  escalator  installation. 

1.2.  Scope. 

These  Rules  cover  the  construction,  inspection,  maintenance 
and  operation  of  elevators,  dumbwaiters,  escalators  and  their 
hoistways  (except  devices  inclined  at  an  angle  of  forty-five 
degrees  or  less  for  carrying  one  or  two  persons,  beh,  bucket, 
scoop,  roller  or  similarly  inclined  or  vertical  freight  con¬ 
veyors,  telescopic  ash  hoists,  tiering  or  piling  machines,  skip 
hoists,  wharf  ramps,  or  apparatus  in  kindred  classes,  lift 
bridges  and  elevators  used  only  for  handling  building  mate¬ 
rials  and  workmen  during  construction).  The  use  of  such 
excepted  types  of  apparatus  may  be  permitted  at  the  dis¬ 
cretion  of  the  Commissioner. 

Amusement  devices,  stage  and  orchestra  lifts,  and  elevator* 
of  capacity  exceeding  30,000  pounds  and  platform  area  ex¬ 
ceeding  300  square  feet  when  suspended  by  cables  near  each 
corner  of  the  hoistway  and  at  additional  positions  may  be 
used  subject  to  the  discretion  of  the  Commissioner. 
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1.3.  Purpose,  Interpretation  and  Excep¬ 
tions. 

The  purpose  of  these  Rules  is  to  provide  reasonable  safety 
for  life  and  limb.  In  case  of  practical  difficulty  or  unneces¬ 
sary  hardship  the  Board  may  grant  exceptions  from  the 
literal  requirements  or  permit  the  use  of  other  devices  or 
methods,  but  only  when  it  is  clearly  evident  that  reasonable 
safety  is  secured. 

1.4.  Old  Installations. 

Existing  elevators  moved  to  new  hoistways,  shall  comply 
with  these  Rules. 

Equipment  legally  installed  prior  to  the  adoption  of  these 
Rules  may  be  used  without  being  reconstructed  to  comply 
witJi  these  Rules  and  shall  be  maintained  by  the  owner  in 
safe  operating  condition. 

Existing  installations  may  be  altered  to  receive  the  'benefit 
of  any  provisions  of  these  Rules  provided  the  safety  require¬ 
ments  covering  such  provisions  are  met.  When  the  alteration 
consists  solely  of  a  change  in  the  character  of  electric  power 
supply,  only  such  parts,  the  operation  of  which  is  thereby 
affected,  need  be  changed  (except  that  in  all  such  cases 
electrically  released  brakes  shall  be  installed  and  the  use  of 
single  speed  induction  motors  for  contract  speeds  exceeding 
110  feet  per  minute  is  forbidden). 

Ordinary  repairs  or  replacements  on  existing  installations 
may  be  made  with  parts  of  equivalent  material  and  at  least 
the  equivalent  in  strength  and  design  to  those  replaced  with- 
om  complying  with  these  Rules.  Damaged  or  defective  parts 
shall  be  wholly  or  partly  replaced  at  the  discretion  of  the 
Commissioner  (except  that  broken  parts  subject  to  bending, 
tension  or  torsional  stresses  and  parts  upon  which  the  sup¬ 
port  of  the  car  depends  shall  not  be  welded). 

RULE  2.  HOISTWAY  CONSTRUC¬ 
TION  FOR  POWER  PASSENGER. 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

2.1.  Hoistway  Construction. 

2.1.1.  Fire  Resistive  Hoistway  Enclosures. 

2.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter 
5  of  the  Code  of  Ordinances,  and,  in  factory 
buildings,  with  Title  3,  Sections  261  and  270  of 
the  Labor  Law  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  one  story). 

2.1. 1.2.  Landing  Openings  to  Be  Protected. 

Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  3i3  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that,  they  must  first  comply  with  23.1.1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2,000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 

2.1. 1.3.  Design  and  Construction  of  Projec¬ 
tions. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  by  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11,  United  States 


Gage) .  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees  from  the  hori¬ 
zontal.  If  plates  or  guards  are  used  they  shall 
be  smooth  and  firmly  and  permanently  fastened 
to  the  hoistway  enclosure. 

2.1. 1.4.  Recesses. 

Recesses  other  than  landing  openings  in  the  gen¬ 
eral  surface  of  the  hoistway  enclosure  which  are 
opposite  a  car  opening  shall  be  filled  in  flush  with 
the  general  surface  of  the  hoistway  to  comply 
with  2.12.3,  Materials  for  Enclosures  (except 
where  the  corresponding  opening  in  the  car  en¬ 
closure  is  provided  with  solid  panel  car  doors). 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for  pro¬ 
jections.  in  2.1. 1.3,  Design  and  Construction  of 
Projections. 

21.1.5.  Strength  of  Hoistway  Enclosures. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism  and  interlocks. 

2.1.2.  Non-Fire  Resistive  Hoistway  Enclo¬ 
sures. 


21. 2.1.  Use  and  Enclosure  of  Non-Fire  Re¬ 
sistive  Hoistway  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  sidewalk  elevators  the  travel 
of  which  does  not  exceed  one  story.  Where 
non-fire  resistive  construction  is  permitted,  hoist¬ 
ways  shall  be  enclosed  to  the  full  height  of  the 
hoistway  (except  on  sides  used  for  loading  or 
unloading). 


2.1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  sidewalk  elevators  shall  be 
enclosed  from  door  lintel  to  ceiling  on  the  sides 
used  for  loading  or  unloading.  The  enclosure  on 
such  sides  shall  be  at  most  5  inches  from  the 
edge  of  the  car  platform. 

2.1. 2.3.  Materials  for  Enclosures. 

Enclosures .  shall  be  building  walls,  solid  or 

latticed  partitions,  of  incombustible  material,  grill 

work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grill  work  is  used, 
the  wire  shall  be  at  least  0.0915  inches  in 
diameter  (Number  13  Steel  Wire  Gage),  and 
the  maximum  size  of  mesh  shall  be  2  inches. 
Where  expanded  metal  is  used  its  minimum  thick¬ 
ness  shall  be  0.094  inches  (Number  13  United 
States  Gage). 


Ih£  maximum  spacing  between  vertical  bars 

shall  be  1  inch  (except  where  used  as  furring 
material  in  order  to  comply  with  2.1.2.2,  En- 

closures  of  Hoistway  Sides  Used  for  Loading  and 
Unloading) .  In  this  case  the  maximum  spacing 
between  vertical  bars  shall  be  4  inches. 

2.1. 2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 
openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 


(l)  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. 


(2)  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  ^-inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 
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2.1.2.5.  Protection  of  Inward  Projections. 

Projections  and  hoistway  doors  extending  in¬ 
ward  from  the  general  surface  of  the  hoistway 
enclosure,  and  which  are  opposite  a  car  entrance 
of  an  elevator,  shall  be  beveled  on  the  under  side 
or  shall  be  guarded  with  metal  plates,  fire¬ 
proofed  wood  or  by  wood  faced  with  metal  at 
least  0.125  inches  thick  (Number  11  United  States 
Gage).  The  angle  of  such  bevels  or  guard 
plates  shall  be  at  least  60  degrees,  and  preferably 
75  degrees,  from  the  horizontal.  If  plates  or 
guards  are  used  they  shall  be  smooth  and  firmly 
and  permanently  fastened  to  the  hoistway  en¬ 
closure. 

2.1. 2.6.  Recesses  to  Be  Filled. 

Recesses,  other  than  landing  openings,  in  the 
general  surface  of  the  hoistway  enclosure  of  a 
freight  elevator,  which  are  opposite  a  car  open¬ 
ing  shall  be  filled  in  flush  with  the  general 
surface  of  the  hoistway  to  comply  with  2. 1.2. 3, 
Materials  for  Enclosures. 

The  soffit  of  a  recess  formed  by  or  between 
vertical  bars  shall  be  beveled  as  specified  for 
projections  in  2. 1.2.5,  Protection  of  Inward  Pro¬ 
jections. 

2.1.2.7.  Strength  of  Hoistway  Enclosure. 

The  hoistway  enclosure  adjacent  to  a  landing 

opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  and  gates 
with  their  operating  mechanism  and  interlocks. 

2.1.3.  Clearance  Between  Cars,  Counter¬ 
weights,  and  Hoistway  Enclosures  of 
Elevators. 

2.1.3.1.  Clearance  Between  Cars,  Enclosures 
and  Counterweights. 

The  hoistway  of  an  elevator  shall  have  a 

clearance  of  at  least  54  inch  between  the  sides 
of  the  car  and  the  hoistway  enclosure  and  of  at 
least  1  inch  between  the  car  and  its  counter¬ 
weights. 

2.1.3.2.  Clearance  Between  Platforms  and 
Landing  Thresholds. 

The  minimum  clearance  between  the  car  plat¬ 
forms  and  the  landing  saddles  shall  be  at  least 
y2  inch  for  elevators  using  side-post  construction 
and  54  inch  for  elevators  using  corner-post  con¬ 
struction.  The  maximum  permissible  clearance 
in  each  case  shall  be  1^4  inches. 

2.1.3.3.  Clearance  Between  Hoistway  En¬ 
closure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly 
within  the  hoistway  in  which  case  the  maximum 
permissible  clearance  shall  be  7 J4  inches). 

2. 1.3.4.  Furring. 

If  furring  out  be  necessary  to  comply  with  the 
foregoing  requirements,  the  furring  shall  conform 
to  2. 1.2.3,  Materials  for  Enclosures. 

2.1.3. 5.  Clearance  of  Cars  in  Adjoining  Hoist¬ 
ways. 

The  clearance  between  cars  operated  in  adjoin¬ 
ing  hoistways  shall  be  at  least  2  inches. 

2.1.4.  Pits,  Overtravel  and  Clearances. 

2.I.4.I.  Pits. 

Pits  shall  be  provided  at  the  bottom  of  ele¬ 
vator  hoistways. 


2.I.4.2.  Pit  Dimensions. 

A  pit  for  sidewalk  type  elevators  shall  be  at 
least  2  feet  deep  measured  from  the  saddle  of 

the  lowest  landing. 

Pits  for  elevators  having  a  contract  speed  of 
100  feet  per  minute  or  less  (except  sidewalk 
type  elevators),  shall  have  a  depth  such  that  the 
vertical  clearance  between  the  lowest  projection 
under  the  car  platform  and  any  obstruction  in 
the  pit  shall  be  at  least  24  inches  when  the  buffers 
are  fully  compressed. 

The  pit  for  elevators  having  a  contract  speed 
exceeding  100  feet,  but  not  exceeding  250  fee* 
per  minute  where  spring  buffers  are  permit¬ 
ted  and  used  shall  be  at  least  3^4  feet  deep  meas¬ 
ured  from  the  saddle  of  the  lowest  landing. 

The  pit  depth  for  elevators  having  a  contract 
speed  exceeding  250  feet  per  minute  where  oil  or 
equivalent  buffers  are  required,  shall  be  at  least 
the  sum  of  the  following  two  distances  measured 
from  the  saddle  of  the  lowest  landing : 

(1)  The  length  of  the  fully  extended  buffer, 
having  a  buffer  stroke  as  determined  by 
3. 2.2.1,  Required  Types  of  Buffers. 

(2)  The  distance  between  the  upper  surface 
of  the  car  platform  and  the  under  surface 
of  the  buffer  strike  plate,  plus  3  inches. 

The  above  gives  minimum  requirements,  but 
additional  pit  depth  shall  be  provided  as  necessary 
to  allow  clearance  for  compensating  rope  sheaves 
and  any  vertical  movement  thereof,  and  to  com¬ 
ply  with  3.4.3,  Terminal  Stopping  and  Safety 
Devices. 

When  the  car  rests  on  the  fully  compressed 
buffer  there  shall  be  at  least  2  feet  clearance 
vertically  between  the  lowest  projection  of  the 
under  side  of  the  car  platform  (except  guide  shoes 
and  aprons  attached  to  the  sill)  and  any  obstruc¬ 
tion  in  the  pit,  exclusive  of  compensating  device, 
buffers  and  buffer  supports  (except  for  sidewalk 
type  elevators). 

When  practical  difficulties  make  it  essential,  the 
pit  depth  required  above  may  be  reduced  subject' 
to  the  approval  of  the  Commisioner.  If  such 
reduction  in  pit  depth  involves  precompression  of 
either  car  or  counterweight  buffer  or  both,  the 
amount  of  precompression  so  allowed  shall  not  re¬ 
duce  the  extension  of  the  buffer  plunger  to  less 
than  50  per  cent  of  the  buffer  stroke  as  determined 
by  3. 2. 2.1,  Required  Types  of  Buffers,  or  to  less 
than  18  inches,  whichever  is  greater,  and  shall  not 
permit  precompression  of  buffers  having  a  stroke 
of  18  inches  or  less. 

In  no  case  shall  the  depth  of  any  depression 
or  trench  in  the  pit  be  included  in  the  pit  depth 
or  clearance. 

The  walls  of  the  pit  shall  be  substantially 
vertical.  The  horizontal  sectional  area  of  the  pit 
shall  include  the  continuation  of  the  horizontal 
clearance  about  the  car  platform,  required  to 
permit  the  passage  of  the  counterweight  and  its 
guide  rails,  the  car  guide  rails  and  any  cables, 
ropes  or  tapes  extending  below  the  lower  terminal 
landing  saddle. 

The  floor  of  the  pit  shall  be  approximately  level 
(except  that  this  requirement  may  be  waived  if 
old  foundation  footings  are  encountered  in  a  new 
installation  and  it  is  inadvisable  to  remove  the 
footing,  but  the  maximum  permissible  encroach¬ 
ment  shall  be  15  per  cent  of  the  cubical  contents 
of  the  pit).  The  hazard  due  to  an  uneven  pit 
should  be  recognized  and  precautions  taken  to 
minimize  this  hazard. 

2.I.4.3.  Top  Clearances. 

The  top  clearances  for  passenger  and  freight 
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elevators  (except  sidewalk  type  elevators)  shall 
be  as  given  in  2.1.43.1,  Car  Clearance,  and 

2.1.43.2,  Counterweight  Clearance. 

2.1.4.3.1.  Car  Clearance. 

Wlhen  the  car  is  at  its  top  landing,  the  cleai 
distance  between  the  top  of  the  crosshead  of  the 
car  and  the  corresponding  point  of  any  obstruc- 
tion  in  the  upper  limit  of  the  hoistway  vertically 
above  it,  shall  be  at  least  the  sum  of  the  fol¬ 
lowing  four  items: 

1.  The  clearance  between  the  bottom  of  the 
counterweight  buffer  and  its  striking  block, 
which  shall  be  at  least  6  inches. 

2.  The  stroke  of  the  counterweight  buffer  used. 

3.  Two  feet. 

4.  One-half  the  counterweight  buffer  stroke 
corresponding  to  the  required  governor  trip¬ 
ping  speed  of  the  car  as  determined  by 

3.2.2.1,  Required  Types  of  Buffers. 

Item  4  may  be  omitted  if  provision  is  made 
to  eliminate  the  jump  of  the  car  at  counter¬ 
weight  buffer  engagement. 

When  the  car  crosshead  is  2  feet  from  the 
nearest  obstruction  above  it,  no  projection  on  the 
car  shall  strike  any  part  of  the  overhead  structure. 

2.1. 4.3.2.  Counterweight  Clearance. 

When  -the  car  is  level  with  the  bottom  landing, 
the  clear  distance  between  me  top  of  the  counter¬ 
weight  and  the  corresponding  point  of  any  ob¬ 
struction  in  the  upper  limit  of  the  hoistway  ver¬ 
tically  above  it,  shall  be  at  least  the  sum  of  the 
following  four  items: 

1.  The  clearance  between  the  top  of  the  car 
buffer  and  its  striking  block,  which  shall  be 
at  least  3  inches. 

2.  The  stroke  of  the  car  buffer  used. 

3.  Six  inches. 

4.  One-half  the  car  buffer  stroke  correspond¬ 
ing  to  governor  tripping  speed  of  the  car 

as  determined  by  3.2.2. 1,  Required  Types  of 

Buffers. 

Item  4  may  be  omitted  if  provision  is  made 
to  eliminate  the  jump  of  the  counterweight  at 
car  buffer  engagement. 

When  the  pit  depth  has  been  reduced  as  pro¬ 
vided  for  in  2. 1.4. 2,  Pit  Dimensions,  the  top  clear¬ 
ances  may  be  modified  to  conform  therewith  sub¬ 
ject  to  the  approval  of  the  Commissioner. 

2.I.4.4.  Overtravel  for  Sidewalk  Type  Ele¬ 
vators. 

An  overtravel  of  at  least  6  inches  at  the  top 
and  at  least  3  inches  at  the  'bottom  shall  be  pro¬ 
vided  for  sidewalk  type  elevators  (except  as  re¬ 
quired  by  3.33.1,  Enclosures  Required) . 

2.1.5.  Hoistway  Windows,  Bulkheads  and 
Machine  Rooms. 

2.1.5.1.  Window  Entrances  to  Freight  Eleva¬ 
tors. 

Windows  in  the  hoistway  enclosure  walls  toward 

which  the  car  of  a  freight  elevator  has  an 
entrance,  shall  (except  in  the  case  of  elevators 
having  car  gates  equipped  with  electric  contacts) 
be  provided  with  vertical  bars  or  grating  having 
clearances  as  specified  in  2.1.3,  Clearance  Between 
Cars,  Counterweights  and  Hoistway  Enclosures 
of  Elevators.  The  soffit  of  the  recess  formed  by 
or  between  the  vertical  bars  shall  be  beveled  as 
specified  for  projections  in  2.1.2.5,  Protection  of 
Irnvard  Projections. 

2. 1.5.2.  Protection  of  Hoistway  Windows. 
Windows  in  the  hoistway  enclosure  less  than 


seven  floors  above  the  sidewalk  level  and  less 
than  three  floors  above  the  roof  of  an  adjacent 

structure  shall  be  fitted  with  vertical  metal  bars 
at  least  54  inch  in  diameter  with  maximum  spac¬ 
ing  of  10  inches. 

2.1. 5.3.  Access  to  Machine  Rooms,  Pits  and 
Overhead  Machinery  Spaces. 

Safe  and  convenient  access  to  the  machine 
rooms,  pits  and  overhead  machinery  spaces  shall 
be  provided.  Where  the  entrance  to  machine 
rooms  and  overhead  machinery  spaces  is  more 
than  5  feet  above  the  adjacent  floor  or  roof  sur¬ 
face,  access  shall  be  provided  by  means  of  a  metal 
ladder  or  stairs  having  a  maximum  angle  of  in¬ 
cline  of  60  degrees  from  the  horizontal.  Where 
the  difference  in  level  is  5  feet  or  less,  vertical 
ladders  may  be  used.  The  ladder  or  stairs 
shall  be  fitted  with  a  metal  hand-rail  above 
the  outside  stringers.  When  the  entrance  door 
opens  outward  a  platform  shall  be  provided 
within  8  inches  below  the  door  sill.  The  platform 
shall  be  at  least  2  feet  wide  and  shall  project  at 
least  2  feet  beyond  the  lock  jamb  of  the  door. 
A_  guard  rail  shall  be  provided  at  the  edge  of 
this  platform  (except  where  the  ladder  or  stairs 
join  the  platform). 

Access  to  pits  over  5  feet  deep  may  be  provided 
by  means  of  fixed  vertical  metal  ladders.  Where 
the  buffer  cylinder  is  over  5  feet  high  a  fixed 
inclined  metal  ladder  shall  be  provided. 

The  use  of  elevator  machine  rooms  and  over¬ 
head  machinery  spaces  as  public  thoroughfares  is 
forbidden.  Doors  to  elevator  machine  rooms  and 
overhead  machinery  spaces  shall  be  fitted  with 
locks  which  permit  the  door  to  be  opened  from 
the  inside  without  a  key. 

Where  it  is  impractical  to  provide  access  to 
overhead  sheaves  and  governors  from  outside  the 
hoistway,  access  may  be  provided  from  within  the 
hoistway,  if  an  emergency  switch  suitably  marked 
is. placed  inside  the  hoistway  which,  when  opened, 
will  prevent  operation  of  the  elevator  during  the 
inspection  of  the  overhead  machinery 

2.1.5.4.  Lighting. 

Permanent  provision  for  adequate  artificial 
light  shall  be  made  in  machine  rooms,  pits  and 
spaces  for  overhead  machinery  of  elevators. 
Where  electric  light  is  available  the  illumination 
shall  be  based  on  at  least  l/»  watt  per  square  foot 
of  floor  area. 

The  machine  room  lighting  switch,  if  electric 
light  is  used,  or  the  lamp,  if  electricity  is  un¬ 
available,  shall  be  within  easy  reach  of  the 
entrance  to  the  machine  room. 

Where  practical  the  elevator  service  switch  and 
the  lighting  switch  shall  be  located  on  the  lock 
jamb  side  of  the  machine  room  entrance  door. 
Both  these  switches  shall  be  of  the  enclosed  type. 

2.1.5.5.  Head  Room  in  Bulkheads. 

Bulkheads  of  elevators  shall  be  constructed  with 

a  minimum  head  room  of  6  feet  above  the  plat¬ 
form  required  in  2.1.6,  Machine  Supports,  Loads 
on  Supports  and  Factors  of  Safety. 

2.1. 5.6.  Enclosure  of  and  Access  to  Elevator 
Machines. 

Elevator  machines  shall  be  surrounded  by 
substantial  grill  work  or  other  enclosure  unless 
located  in  machine,  engine  or  pump  rooms  in 
charge  of^  an  attendant,  or  unless  otherwise  se- 
cured  against  unauthorized  access. 

All  machine  enclosures  shall  provide  12  inches 
horizontal  or  vertical  clearance  as  necessary  to 
give,  access,  to  such  parts  of  the  machinery  as 
require  maintenance. 
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2.I.5.7.  Guarding  of  Exposed  Moving 
Machine  Parts. 

Exposed  gears,  sprockets,  tape  sheaves,  and 
ropes  and  tapes  passing  through  the  secondary 
levels  shall  be  guarded  in  accordance  with  the 

standards  referred  to  in  2.2.1,  Standard  Guards. 

2.1.6.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

2.1.6.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supporter 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

2.1. 6.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be  as¬ 
sumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include  the 
complete  weights  of  machine,  sheaves,  controller, 
and  similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 

2. 1.6.3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

2.1. 6.4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material,  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  2. 1.6.2,  Loads  on  Supports,  shall  be  at  least  the 


following : 

For  steel  .  4 

For  reinforced  concrete .  7 


2.1. 6. 5.  Allowable  Deflections. 

The  allowable  deflections  of  overhead  beams 
and  their  immediate  supports  shall  be  as  follows : 

(1)  For  overhead  machine  beams  of  all  alter¬ 
nating  current  installations  and  for  direct 
current  installations  where  the  car  speed  is 
over  150  feet  per  minute,  the  deflection 
under  static  load  shall  be  1/2000  of  the 
span  or  less. 

(2)  For  overhead  machine  beams  of  direct  cur¬ 
rent  installations  where  the  car  speed  is 
150  feet  per  minute  or  less,  the  deflection 
under  static  load  shall  be  1/1666  of  the 
span  or  less. 

(3)  For  overhead  sheave  beams  the  deflection 
under  static  load  shall  be  1/1333  of  the 
span  or  less. 

(4)  For  overhead  beams  immediately  support¬ 
ing  the  machine  beams  the  deflection  under 
static  load  shall  be  1/1666  of  the  span  or 
less. 

2.1.7.  Platforms  Under  Machinery. 

2.1. 7.1.  Materials  and  Strength  of  Platforms. 

A  flooring  of  iron,  steel,  or  reinforced  concrete 
capable  of  sustaining  a  concentrated  load  of  300 


pounds  on  any  4  square  inches  of  the  structure, 
shall  be  provided  at  the  top  of  the  hoistway, 
either  immediately  below  the  sheaves  or  at  the 
level  of  the  top  of  the  machine  beams  (except  in 
the  case  of  sidewalk  type  elevators).  It  is  not 
required  that  the  platform  or  its  supports  shall 
be  capable  of  supporting  300  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

If  the  floor  consists  of  a  metal  grating,  the 
mesh  or  opening  between  the  bars  shall  reject  a 
ball  ll/2  inches  in  diameter. 

2.1.7.2.  Extent  of  Grating  or  Flooring. 

The  grating  or  flooring  shall  fill  the  entire 
hoistway  when  the  cross  sectional  area  is  50  square 
feet  or  less;  otherwise  the  platform  shall  extend 
at  least  2  feet  beyond  the  general  contour  of 
the  sheaves  or  machines,  and  to  the  entrance  to 
the  hoistway  at  or  above  the  level  of  the  plat¬ 
form. 

2.1. 7.3.  Handrails  and  Toeboards  Required. 

If  the  platform  does  not  entirely  cover  the 

hoistway  the  open  or  exposed  sides  shall  be  pro¬ 
vided  either  with  a  standard  handrail  and  toeboard 
or  with  a  screen  and  railing  at  least  42  inches 
high. 

21.7.4.  Deflecting  Sheave  Cradles. 

Where  no  slab  or  grating  complying  with 

2. 1.7.1,  Materials  and  Strength  of  Platforms,  is 
provided  over  the  entire  area  of  the  hoistway 
below  the  deflecting  or  secondary  sheaves  ex¬ 
tending  below  the  machine  level,  they  shall  be 
provided  with  cradles  which  comply  with  the  re¬ 
quirements  for  guards  referred  to  in  2.2.1,  Stand¬ 
ard  Guards  (except  in  the  case  of  sidewalk  type 
elevators). 

2.1.8.  Stops  for  Counterweights. 

Where  winding  drum  machines  are  used  a  permanent 
beam  or  bar  shall  be  provided  at  the  top  of  the  counter¬ 
weight  guides  and  beneath  the  counterweight  sheaves  to 
prevent  the  counterweights  from  being  drawn  into  the 
sheaves.  It  shall  be  of  such  strength  that  the  cables  will 
be  pulled  out  of  the  sockets  before  there  is  any  undue 
deflection  of  the  beam. 

The  bars  or  beams  shall  be  so  located  that  the  center  of 
resistance  is  in  line  with  the  center  of  gravity  of  the 
counterweight  or,  if  more  than  one  stop  is  used,  they 
shall  be  located  symmetrically  with  respect  to  the  counter¬ 
weight. 

2.1.9.  Pipes  and  Wiring. 

2.1. 9.1.  Electrical  Conductors. 

The  electrical  conductors  installed  in  or  under 

an  elevator  or  counterweight  hoistway  (except  the 

flexible  cables  connecting  the  car  with  the  fixed 
wiring)  shall  be  encased  in  metal  conduits. 

2.1.9. 2,  Electrical  Conduits  or  Cables  to  Be 
Continuous. 

Electrical  conduits  or  cables  shall  be  continuous 
between  outlets  or  terminals  situated  entirely  out¬ 
side  the  hoistway ;  and  openings,  terminals,  out¬ 
lets  or  junctions  within  the  hoistway  are  forbid¬ 
den  (except  in  those  used  to  furnish  or  control 
power,  light,  heat  or  signals  for  the  elevator 
hoistway  and  hoistway  doors).  The  interruption 
of  long  runs  to  support  or  pull  in  conductors  is 
authorized  and  pull  boxes  may  be  installed  fot 
this  purpose. 

Pipes,  conduits  and  armored  cables  shall  be 
securely  fastened  to  the  hoistway  construction. 

2. 1.9.3.  Pipe  Installations. 

The  installation  of  soil,  waste  or  vent  pipes 
and  pipes  conveying  gases  or  liquids  which  if 
discharged  into  the  hoistway  would  endanger  life, 
in  or  under  any  elevator  or  counterweight  hoist- 
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way  is  forbidden.  Low  pressure  steam  or  hot 
water  pipes  used  only  for  heating  the  elevator 
hoistways  may  be  installed  in  the  hoistways. 

2.1.9.4.  Voltage  of  Car  Control  Systems. 

No  part  of  any  electric  circuit  having  a  rated 
system  or  circuit  voltage  in  excess  of  750  volts 
direct  current,  or  550  volts  alternating  current, 
shall  be  used  for  any  control  or  operating  circuit. 
Circuits  of  higher  rated  system  or  circuit  voltage 
may  be  used  in  machine  rooms  or  bulkheads  for 
the  operation  of  motors,  provided  all  operating  and 
signal  wiring  is  thoroughly  insulated  from  such 
power  circuits  and  all  machine  frames  and  hand- 
ropes  are  permanently  grounded. 

2. 1.9.5.  Electric  Wiring. 

Live  parts  of  electrical  apparatus  in  elevator 
hoistways  shall  be  suitably  enclosed  to  protect 
against  accidental  contact.  Metal  coverings  shall 
be  permanently  grounded.  Wiring  shall  comply 
with  the  requirements  of  the  Department  of 
Water  Supply,  Gas  and  Electricity. 

2.1.10.  Thoroughfare. 

2.1.10.1.  Thoroughfares  Under  Elevator 
Hoistways  or  Counterweights. 

Thoroughfares  under  elevator  hoistways  or 
counterweights  are  forbidden  unless: 

(1)  Buffers  are  provided  conforming  to  the  re¬ 
quirements  of  3.2.2,  Car  and  Counterweight 
Buffers  for  Elevators;  and 

(2)  The  car  and  counterweights  are  provided 
with  safety  devices  conforming  to  the  re¬ 
quirements  of  3.3.5,  Car  and  Counterweight 
Safeties  and  Speed  Governors ;  and 

(3)  A  structure  is  provided  under  the  hoistway 
sufficiently  strong  to  withstand  without  in¬ 
jury  the  impact  of  the  car  with  contract 
load  or  the  impact  of  the  counterweight 
when  either  is  descending  at  contract  speed, 
or  at  governor  tripping  speed  where  a  gov¬ 
ernor-operated  safety  is  used. 


2.2.  Hoistway  Guards  and  Screens. 


2.2.1.  Standard  Guards. 

The  standard  railings  mentioned  in  these  Rules  shall  be 
of  metal  and  shall  be  between  40  and  46  inches  high  with 
an  intermediate  rail  midway  between  the  top  rail  and  floor. 
The  uprights  and  handrail  shall  be  made  of  angles  measur- 
lng  at  least  2  by  2  inches  or  the  equivalent  and  the  mid- 
rail  of  angles  measuring  at  least  1  by  2  inches. 

The  toeboards  mentioned  in  these  Rules  shall  be  of  metal 
at  least  as  thick  as  Number  16  United  States  Gage,  at  least 
6  inches  high  or  of  fireproofed  wood  at  least  1  by  6  inches. 

Guards  for  cables  and  machinery  mentioned  in  these 
Rules  shall  conform  to  the  Safety  Code  for  Mechanical 
Power-Transmission  Apparatus  of  the  American  Stand¬ 
ards  Association,  11927. 


2.2.2.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of 
j?°  P°.unds  per  square  foot.  The  maximum  permissible 
dimensions  of  sidewalk  openings  shall  be  5  feet  at  right 
angles  to  and  6  feet  parallel  to  the  building  line  (except 
by  permission  of  the  Borough  President)  The  side  of 
the  opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions 
make  this  impractical  this  distance  may  be  increased 
subject  to  the  approval  of  the  Commissioner). 

Where  hinged  type  covers  are  used  the  line  of  the 
hinges  shall  be  at  right  angles  to  the  building  line  Where 
the  covers  open  toward  any  obstruction  the  space  between 
the  fully  opened  cover  and  such  obstruction  shall  be  at 


least  18  inches.  Where  vertically  lifting  covers  are  used 
there  shall  be  a  clearance  of  at  least  2  feet  between  the 
cover  and  any  obstruction  above  it  when  the  elevator  is 
at  the  top  of  its  overtravel. 

Hatch  covers  shall  be  self-closing  and  the  fastening,  or 
holding,  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch 
opening  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lifting 
type  covers  may  be  used,  or  doors  may  be  provided  com¬ 
plying  with  2.3.5,  Hoistzvay  Doors  for  Freight  Elevators, 
and  shall  be  provided  with  interlocks  complying  with 

2.3.2.  Door  Interlocks. 

2.2.3.  Counterweight  Runway  Enclosures. 

2  2.3.1.  Counterweight  Runways  Outside  of 
the  Hoistway. 

Runways  for  counterweights  located  outside  of 
the  elevator  hoistway  shall  be  solidly  enclosed 

throughout  their  height  (except  that  when  the 
runway  is  located  outside  of  the  structure  it  shall 
be  enclosed  to  a  height  of  at  least  7  feet  from  the 
ground). 

2.2.3.2.  Counterweight  Runways  Inside  of  the 
Hoistway. 

Each  counterweight  runway  of  elevators  lo¬ 
cated  in  the  elevator  hoistway  shall  be  enclosed 
from  a  point  12  inches  above  the  floor  of  the  pit 
to  a  point  at  least  7  feet  above  the  floor  of  its 
own  pit  and  any  other  pit  adjacent  to  such 
counterweight  runway  (except  where  compensating 
chains  or  cables  which  practically  compensate  for 
the  weight  of  the  hoisting  cables  are  attached  to 
the  counterweight).  In  this  case  counterweight 
enclosures  may  be  omitted  on  the  side  facing  the 
elevator.  Such  enclosures  shall  be  made  of  metal 
at  least  as  thick  as  Number  16  United  States 
Gage. 

2.2.3.3.  Access  to  Counterweight  Runways. 

Access  shall  be  provided  for  inspection,  main¬ 
tenance  and  repair  of  all  counterweights  and 
cables.  Doors  to  counterweight  runway  enclosures 
shall  be  self-closing.  If  the  counterweight  is 
located  in  the  same  hoistway  as  the  car  and  can 
be  inspected  at  mid-travel  from  die  car,  hinged 
sections  are  unnecessary  in  the  counterweight 
screen. 

2.2.4.  Cable  Enclosures. 

Where  cables  pass  through  floors  outside  the  hoistway 
enclosures,  such  cables  shall  be  guarded  to  a  height  of  at 
least  6  feet  from  each  floor  with  a  standard  power  trans¬ 
mission  guard.  The  floor  openings  shall  be  not  greater 
than  necessary  for  the  free  passage  of  the  cables. 

2.3.  Landings. 

2.3.1.  Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

2.3. 1.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

No  automatic  fire  door,  the  functioning  oi 
which  is  dependent  on  the  action  of  heat,  shall 
lock  any  landing  opening  in  the  hoistway  enclosure 
of  any  passenger  elevator  or  any  exit  leading 
from  any  hoistway  landing  door  to  the  outside  of 
the  structure. 

2.3. 1.2.  Protection  of  Landing  Openings. 

Landing  openings  in  passenger  elevator  hoist¬ 
way  enclosures  shall  be  protected  by  doors  sliding 
horizontally  or  vertically,  combination  sliding  and 
swinging  doors,  swinging  doors,  or  by  counter¬ 
balanced  doors. 
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Where  vertically  sliding  or  counterbalanced 
doors  are  used  the  car  gate  or  door  and  the  hoist¬ 
way  doors  shall  be  so  interlocked  that  the  car  gate 
or  door  cannot  start  to  open  until  the  landing  door 
is  locked  in  its  fully  opened  position  and  so  that 
the  landing  door  cannot  start  to  close  until  the 
car  gate  or  door  is  fully  dosed.  (See  2.1.12, 
Landing  Openings  to  Be  Protected). 

2.3.I.3.  Clearances  of  Hoistway  Doors. 

The  maximum  distance  between  the  hoistway 
side  of  the  hoistway  door  opposite  the  car  open¬ 
ing  and  the  hoistway  edge  of  the  landing  saddle 
shall  be  4  inches. 

For  automatic-operation  elevators  the  maximum 
distance  between  the  hoistway  side  of  the  hoist¬ 
way  door  opposite  the  car  opening  and  the  hoist¬ 
way  edge  of  the  landing  shall  be  1  inch  for 
swinging  doors  and  2  inches  for  sliding  doors. 

For  existing  installations  of  automatic-operation 
elevators  accessible  to  the  general  public,  where 
the  clearance  exceeds  \l/2  inches  for  swinging 
doors  or  2l/2  inches  for  sliding  doors,  the  space 
between  the  hoistway  side  of  the  hoistway  door 
and  the  hoistway  edge  of  the  landing  saddle  shall 
be  filled  in  immediately  by  suitable  means. 

If  the  door  slides  in  two  or  more  sections  the 
specified  dimension  applies  to  that  section  which 
closes  against  the  lock  jamb. 

No  hardware  (except  that  required  for  inter¬ 
locking,  indicator  and  signal  devices)  shall  project 
into  the  hoistway  beyond  the  line  of  the  landing 
saddle. 

2.3. 1.4.  Hoistway  Door  Interlocks. 

Hoistway  door  interlocks  which  conform  to 

2.3.2,  Door  Interlocks,  shall  be  used  on  the  hoist¬ 
way  doors  of  passenger  elevators.  The  hoistway 
doors  of  hydraulic  passenger  elevators  shall  also 
be  provided  with  a  door  closer  or  with  a  device 
which  will  compensate  for  the  creeping  of  the 
car  away  from  the  landing  caused  by  leakage  in 
the  valve  or  in  the  cylinder. 

2.3. 1.5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Passenger  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  opera¬ 
tive  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic,  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative). 

2.3.1.6.  Hand  Opening  of  Hoistway  Doors. 

Hoistway  doors  shall  be  arranged  to  be  opened 
by  hand  from  the  hoistway  side  (except  when 
locked  “out  of  service”).  Neither  the  main 
exit  doors  nor  the  doors  at  the  lower  terminal 
landing  shall  be  locked  “out  of  service”  while  the 
elevator  is  in  operation. 

Hoistway  doors  for  passenger  elevators  shall 
be  so  arranged  that  it  is  unnecessary  to  reach 
back  of  any  panel,  jamb,  or  sash  to  operate 
them. 

2.3.1.7.  Opening  of  Hoistway  Doors. 

If  the  entire  control  of  a  passenger  elevator 
is  located  on  the  car,  the  hoistway  doors  shall 
be  so  arranged  that  they  cannot  be  opened 
from  the  landing  side  (except  as  provided  in 

2.3.1.8.  Emergency  Landing  Openings  and  Keys). 


If  the  control  is  not  located  entirely  on  the  car, 
the  hoistway  doors  shall  be  so  arranged  that, 
unless  the  car  is  at  the  landing,  the  doors  cannot 

be  opened  from  the  landing  side  (except  as  pro¬ 
vided  in  2.3.1.8,  Emergency  Landing  Openings 
and  Keys). 

2.3. 1.8.  Emergency  Landing  Openings  and 
Keys. 

A  service  key  shall  be  provided  to  open  the 
hoistway  door  f  rom  the  landing  side  at  the  land¬ 
ing  where  the  car  is  normally  parked  out  of  ser¬ 
vice.  This  key  shall  open  this  door  only  when 
the  car  is  at  the  landing  and  shall  open  no  other 
hoistway  door. 

An  emergency  key  shall  be  provided  which 
will,  irrespective  of  the  position  of  the  car, 
open  from  the  landing  side  the  hoistway  door 
at  the  landing  where  the  car  is  normally 
parked,  the  lowest  landing,  and  such  other  hoist¬ 
way  doors  and  emergency  doors  as  are  specified 
below.  It  shall  open  no  other  hoistway  door. 
Such  an  emergency  key  shall  be  placed  in  a 
break  glass  receptacle  clearly  marked  “FOR 
FIRE  DEPARTMENT  AND  EMERGENCY 
USE  ONLY,”  at  the  landing  of  each  elevator 
or  group  of  elevators  that  is  nearest  the  main 
intrance  to  the  structure. 

For  an  elevator  operating  in  a  blind  hoistway, 
the  first  hoistway  door  above  the  blind  portion 
of  the  hoistway  shall  be  so  arranged  that  it  can 
be  opened  f  rom  the  landing  side  by  the  emergency 
key  specified  above,  irrespective  of  the  position 
of  the  elevator  car. 

If  an  elevator  is  installed  in  a  single  hoist¬ 
way,  the  emergency  key  shall  open  all  hoistway 
doors  and  where  the  elevator  is  installed  in  a 
single  blind  hoistway,  then  provision  shall  be 
made  for  emergency  hoistway  doors  at  every 
third  floor,  but  not  more  than  36  feet  apart, 
to  permit  access  to  the  elevator  in  the  blind 
portion  of  the  hoistway. 

Emergency  doors  shall  be  at  least  30  inches 
wide  and  6  feet  6  inches  high  (clear  opening), 
and  shall  be  easily  accessible  and  free  from  fixed 
obstructions.  Such  doors  shall  be  self-closing 
and  shall  not  be  openable  from  the  hoistway  side, 
but  need  not  be  provided  with  interlocks  or  elec¬ 
tric  contacts.  The  emergency  key  required  above 
shall  open  all  such  emergency  hoistway  doors. 

2.3.1.9.  Hangers  for  Power  Operated  Hoist¬ 
way  Doors. 

Hangers  for  power  operated  hoistway  doors 
shall  be  designed  to  withstand  a  downward  thrust 
of  five  times  and  an  upward  thrust  of  four  times 
the  weight  of  the  door. 

2.3.1.10.  Hanger  Stops  and  Guards. 

Means  shall  be  provided  to  prevent  hangers  for 
all  sliding  hoistway  doors  from  jumping  the 
tracks.  Stops  shall  also  be  provided  to  prevent 
the  hanger  carriage  from  leaving  the  ends  of  the 
track,  or  suitable  stops  may  be  provided  on  the 
door  only. 

2.3.1.11.  Vision  Panels. 

For  elevators  which  can  be  operated  from  out¬ 
side  of  the  hoistway,  hoistway  doors  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wire  glass  with  a  maximum  area  of  80 
square  inches. 

2.3.2.  Door  Interlocks. 

2.3. 2.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Door  Interlocks. 

These  Rules  recognize  two  systems  of  door 
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interlocks:  (l)  THE  DOOR  UNIT  SYSTEM, 
in  which  the  interlock  prevents  the  operation  oi 
the  elevator  machine  to  move  the  car  away  from 
the  landing  unless  the  hoistway  door  at  that 
landing  at  which  the  car  is  stopping,  or  is  at  rest, 
is  locked  in  the  closed  position. 

(2)  THE  HOISTWAY  UNIT  SYSTEM,  in 
which  the  interlocks  prevent  the  operation  of  the 
elevator  machine  to  move  the  car  away  from  the 
landing  unless  all  its  hoistway  doors  are  locked  in 
the  closed  position. 

The  interlock  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car 
leveling  device. 

In  both  of  these  interlock  systems  the  inter¬ 
lock  shall  prevent  the  opening  of  the  hoistway 
door  from  the  landing  side  (except  by  a  special 
key)  (See  Rules  2.3.17,  Opening  of  Hoistway 
Doors,  and  2.3.1.8,  Emergency  Landing  Open¬ 
ings  cmd  Keys) ,  unless  the  car  is  at  rest  within 
the  landing  zone;  or  is  coasting  through  the 
landing  zone  with  its  operating  device  in  the 
“STOP”  position. 

2.3.2.2.  Use  of  the  Door  Unit  System. 

The  door  unit  interlock  system  may  be  used 
only  where  there  is  a  regular  operator  in  the 
car  and  where  the  elevator  can  be  operated  only 
from  inside  the  car. 

2.3. 2.3.  Closed  Position  of  Hoistway  Doors. 

For  elevators  employing  a  type  of  operation 
that  does  not  require  the  presence  of  an  oper¬ 
ator  in  the  car,  the  hoistway  door  shall  be 
considered,  in  the  closed  position  only  when  the 
door  is  within  Y&  inch  of  contact  with  the  door 
jamb,  or,  in  the  case  of  bi-parting  doors,  when  the 
doors  are  within  inch  of  contact  with  each 
other.  (See  also  Multiple  Dwelling  Law,  Sec¬ 
tion  51.) 

For  elevators  where  the  hoistway  door  is  not 
equipped  with  a  door  closer,  the  door  shall  be 
considered  in  the  closed  position  only  when  the 
door  is  within  Y  inch  of  contact  with  the  door 
jamb,  or  in  the  case  of  bi-parting  doors,  only 
when  the  doors  are  within  Y  inch  of  contact  with 
each,  other.  (See  also  Multiple  Dwelling  Law, 
Section  51.) 

Where  the  hoistway  door  of  an  elevator  re¬ 
quiring  the  presence  of  an  operator  in  the  car  is 
equipped  with  a  door  closer  the  door  shall  be 
considered  to  be  in  the  closed  position  (and  the 
car  may  be  started)  when  the  door  is  within  4 
inches  of  being  fully  closed  against  the  jamb 
(or  in  the  case  of  a  bi-parting  door  when  the 
sections  are  within  4  inches  of  contact  with  each 
other),  if  at  this  position  and  any  other  up  to 
full  closure  as  defined  in  this  section,  the  door 
cannot  be  opened  from  the  landing  side  more 
than  4  inches,  from  the  jamb  (or  the  sections 
more  than  4  inches  from  each  other  in  the  case 
of  a  bi-parting  door),  provided  the  door  closer 
is  of  a  type  which  will  eventually  close  the  dooi 
to  the  fully  closed  position  as  defined  in  this 
section,  and  lock  it  in  this  position.  (See  also 
Multiple  Dwelling  Law,  Section  51.) 

2.3.2.4.  Design  of  Interlocks. 

The  interlocks  for  all  hoistway  doors  shall  be 
so  designed  that  the  door  is  locked  in  the  closed 
position  as  defined  in  2.32.3,  Closed  Position  of 
Hoistway  Doors,  before  the  car  can  be  operated. 

2.3.2.5.  Use  of  Springs  and  Electric  Circuits 
in  Interlocks. 

The  functioning  of  door  interlocks  to  prevent 
the  movement  of  the  car  shall  be  independent  of 


the  action  of  a  spring  in  tension,  or  of  the  closing 
of  an  electric  circuit.  If  springs  are  used  they 
shall  be  in  compression.  If  an  electric  circuit  is 
used  its  interruption  shall  prevent  the  movement 
of  the  car. 

2.3. 2.6.  Tests  and  Approvals  of  Interlocks. 
Each  type  and  make  of  door  interlock  shall  be 

approved  by  the  Commissioner  on  the  basis  of 
the  engineering  tests  listed  in  8.1,  Tests  of  Inter¬ 
locks,  made  by  or  under  the  supervision  of  a 
competent  designated  laboratory.  Approved  inter¬ 
locks  shall  be  suitably  marked  for  identification 
as  provided  in  2.32.7 ,  Identification  of  Interlocks. 

2.3. 2.7.  Identification  of  Interlocks. 

Approved  interlocks  shall  be  suitably  and 

plainly  marked  for  identification.  The  marking 
shall  be  permanent  and  so  placed  as  to  be  readily 
visible  when  the  interlocks  are  mounted  in  posi¬ 
tion.  Auxiliary  appliances  forming  a  part  of, 
or  used  in  conjunction  with,  an  interlock,  shall 
be  similarly  marked.  Marking  shall  include  the 
fallowing:  Manufacturer’s  name  or  trade-mirk, 
type  or  style  letter  or  number,  and  rated  voltage. 

2.3.3.  Hoistway  Door  Electric  Contacts. 

23.3.1.  Door  Unit  and  Hoistway  Unit  Sys¬ 
tems  of  Contacts. 

These  Rules  recognize  two  systems  of  hoist¬ 
way-door  electric  contacts : 

1.  The  Door  Unit  System  in  which  the  con¬ 
tact  prevents  the  normal  operation  of  the 
car  unless  the  hoistway  door  at  which  the 
car  is  standing  is  in  the  closed  position. 

2.  The  Hoistway  Unit  System  in  which  the 
contact  prevents  the  normal  operation  of 
the  car  unless  all  its  hoistway  doors  are 
in  the  closed  position. 

The  contact  shall  permit  the  operation  of  the 
car  when  the  emergency  release  is  in  temporary 
use,  or  when  the  car  is  being  moved  by  a  car¬ 
leveling  device. 

2. 3. 3. 2.  Use  of  Door  Unit  System. 

The  Door  Unit  System  may  be  used  only  on 
elevators  where  there  is  a  regular  operator  in  the 
car,  and  where  the  elevators  can  be  operated  only 
from  inside  the  car. 

2.3. 3. 3.  Closed  Position  of  Electric  Contacts. 

Where  the  hoistway-door  contacts  are  not  a 
part  of.  an  interlock  system,  the  door  shall  be 
considered  in  the  closed  position  when  within  2 
inches  of  full  closure  against  the  jamb.  (See 
2. 3.5 A,  Interlocks  and  Electric  Contacts,  third 
paragraph.) 

2. 3. 3. 4.  Design  of  Electric  Contacts. 

Hoistway-door  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or 
other  device  attached  to  and  operated  by  the  door. 

2.3.3. 5.  Use  of  Springs  or  Electric  Circuits  in 
Contacts. 

The  functioning  of  a  hoistway-door  electric 
contact  to  prevent  the  movement  of  the  car  shall 
be  independent  of  the  action  of  n  spring  or  springs 
in  tension,  and  of  the  closing  of  an  electric  cir¬ 
cuit.  If  springs  are  used,  they  shall  be  in  com¬ 
pression.  The  interruption  of  electric  circuit 
shall  prevent  the  movement  of  the  car. 

2.3. 3. 6.  Tests  and  Approvals  of  Electric 
Contacts. 

Each  type  and  make  of  hoistway-door  electric 
contact  shall  be  approved  by  the  Commissioner 
on  the  basis  of  the  engineering  tests  listed  below 
made  by,  or  under  the  supervision  of,  a  com¬ 
petent  designated  laboratory. 
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1.  Endurance  Test. 

2.  Current-Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Insulation  Test. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

2.3. 3. 7.  Identification  of  Approved  Contacts. 

Approved  contacts  shall  be  suitably  marked  for 
identification  as  called  for  in  2.32.7 ,  Identification 
of  Interlocks. 

2.3.4.  Emergency  Releases. 

2.3.4.1.  Location  and  Covering  of  Emergency 
Releases. 

The  emergency  release  shall  be  in  the  car, 
plainly  visible  to  the  occupants  of  the  car,  shall 
be  easily  accessible  to  the  operator,  and  shall  be 
provided  with  a  breakglass  cover  and  with  means 
for  breaking  the  glass. 

2. 3. 4. 2.  Operative  Position  of  Emergency  Re¬ 
leases. 

To  operate  the  car  under  emergency  conditions, 
it  shall  be  necessary  for  the  operator  to  hold  the 
emergency  release  in  the  operative  position. 

2.3.4.3.  Design  and  Construction  of  Emer¬ 
gency  Releases. 

Emergency  releases  shall  be  constructed  so  that 
they  cannot  be  readily  tampered  with,  or 
“plugged”  in  the  release  position.  Rods,  con¬ 
nections,  and  wiring  used  in  the  operation  of  the 
emergency  release,  which  are  accessible  from  the 
car,  shall  be  enclosed  and  protected  from  injury. 

2.3.4.4.  Tests  and  Approvals  of  Emergency 
Releases. 

Each  make  and  type  of  emergency  release  shall 
be  tested  and  approved  by  the  Commissioner  as 
to  compliance  with  2.3.4.1,  Location  and  Covering 
of  Emergency  Releases;  2.3.42,  Operative  Posi 
tion  of  Emergency  Releases;  and  2.3.43,  Design 
and  Construction  of  Emergency  Releases,  and  as 
to  meeting  the  requirements  of  8.1.6,  Insulation 
Test. 

2.3.5.  Hoistway  Doors  for  Freight  Elevators. 

2.3.5.1.  Doors  Required. 

Each  landing  opening  in  a  freight  elevator 
hoistway  enclosure  shall  be  equipped  with  a  door 
which,  if  not  within  the  hoistway,  shall  be  set. 
within  4  inches  of  the  face  of  the  landing  saddle 
(except  at  the  upper  landing  of  one  story  sidewalk 
elevators  and  such  other  openings  as  are  covered 
in  2.3.53,  Size  of  Hoistway  Doors). 

Doors  shall  comply  with  -the  fire  resistive  re¬ 
quirements  for  doors  in  such  enclosures. 

2.3.5. 2.  Strength  of  Hoistway  Doors. 
Hoistway  doors  shall  withstand  a  force  of  75 

pounds  applied  perpendicularly  to  the  door  at  any 
point  without  being  sprung  from  their  guides. 

2.3.5.3.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  the 

full  width  of  the  landing  openings  and  shall  ex¬ 
tend  the  full  height  from  the  landing  saddle  to 
the  top  of  the  landing  opening  (See  2.1.12,  Land¬ 
ing  Openings  to  Be  Protected) . 

2.3.5.4.  Interlocks  and  Electric  Contacts. 
Hoistway  doors  for  freight  elevators  (except 

hatch  covers  for  sidewalk  elevators)  shall  be 
provided  with  interlocks  or  electric  contacts  and 
locks.  Interlocks  and  electric  contacts  shall  con¬ 
form  to  the  requirements  of  2.3.2,  Door  Inter¬ 
locks,  and  2.3.3,  Hoistway  Door  Electric  Contacts, 
respectively. 


Where  electric  contacts  are  provided  on  a 
hoistway  door  and  are  not  a  part  of  an  interlocked 
system  the  lock  or  latch  and  contact  shall  be  so 
arranged  as  to  insure  the  door  being  in  a  position 
to  be  locked  or  latched  when  or  before  the  con¬ 
tact  is  closed. 

Door  electric  contacts  and  door  locks  or  latches 
shall  be  so  located  as  normally  to  be  inaccessible 
from  the  landing  side. 

2.3. 5. 5.  Emergency  Releases  Required  on 
Hoistway  Doors  for  Freight  Ele¬ 
vators. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  hoistway 
doors  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation  in  which  case  an 
emergency  release  shall  be  installed,  but  shall  be 
so  arranged  that  when  operating  as  an  automatic 
operation  elevator  the  emergency  release  shall  be 
inoperative).  No  emergency  releases  shall  be  re¬ 
quired  on  sidewalk  elevators. 

2.3. 5. 6.  Vision  Panels. 

Hoistway  doors  for  elevators  which  can  be 
operated  from  outside  the  hoistway  may  be  pro¬ 
vided  with  a  vision  panel.  Such  panels  shall  be 
of  clear  wired  glass,  with  a  maximum  area  of  80 
square  inches. 

2.3.6.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

2.3.7.  Landings  for  Passenger  and  Freight 
Elevators. 

2.3.7. 1.  Landing  Saddle. 

The  landing  saddle  shall  be  constructed  and 
maintained  so  that  persons  will  not  readily  slip 
thereon. 

2.3.7.2.  Railroad  Tracks. 

Where  there  is  a  railroad  track  upon  any  ele¬ 
vator  landing,  the  tops  of  the  rails  shall  be  flush 
with  the  floor  for  a  distance  of  6  feet  from  the 
threshold. 

2.3.8.  Lighting  at  Landings. 

When  the  car  of  an  elevator  is  in  service  at  the 

landing,  the  landing  edges  of  the  saddle  and  car  platform 
shall  be  plainly  visible.  The  illumination  on  the  landing 
saddle  shall  be  at  least  1  foot  candle. 

RULE  3.  POWER  PASSENGER, 
FREIGHT  AND  SIDEWALK 
TYPE  ELEVATORS 

3.1.  Limitations  for  Platform  and  Side¬ 
walk  Type  Elevators. 

3.1.1.  Platform  Elevators  Forbidden. 

The  use  of  platform  elevators  is  forbidden. 

3.1.2.  Sidewalk  Type  Elevators. 

Sidewalk  type  elevators  shall  comply  with  the  require¬ 
ments  of  3,  Poiver  Passenger,  Freight  and  Sidezmlk  Type 
Elevators,  unless  specifically  exempted. 

The  maximum  contract  speed  of  sidewalk  type  elevators 
shall  be  35  feet  per  minute  and  the  maximum  platform 
area  shall  be  50  square  feet. 
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3.2.  Guides,  Buffers  and  Counterweights 
for  Passenger,  Freight  and  Side¬ 
walk  Type  Elevators. 


3.2.1. 


Guide  Rails. 

3. 2.1.1.  Material. 

Car  and  counterweight  guide  rails  for  elevators 
shall  be  of  steel. 

3.2. 1.2.  Fastenings  and  Joints. 

Guide  rails  shall  be  securely  fastened  with  iron 
or  steel  brackets  (or  their  equivalent)  of  such 
strength,  design  and  spacing  that  the  deflection 
of  the  guide  rails  and  their  fastenings  shall  be 
J4  inch  or  less  under  normal  operation. 

When  rail  brackets  used  in  connection  with 
freight  elevators  or  sidewalk  type  elevators  are  so 
located  that  they  receive  the  full  thrust  of  the 
guide  shoes  when  the  car  platform  is  level  with 
the  landing,  the  thrust  due  to  concentrated  loads 
on  the  car  may  be  of  high  magnitude.  Special  at¬ 
tention  shall  therefore  be  given  to  the  attachment 
of  the  brackets  in  such  cases.  Where  the  dis¬ 
tance  between  rail  supports  is  greater  than  14  feet 
the  rails  shall  be  suitably  backed  or  bracketed 
to  secure  sufficient  rigidity  for  satisfactory  opera¬ 
tion. 

Joints  of  guide  rails  (except  for  sidewalk  ele¬ 
vators  the  travel  of  which  is  15  feet  or  less)  shall 
be  accurately  machined  with  tongue  and  groove 
through  the  webs  at  right  angles  to  the  base  and 
through  the  flanges  parallel  to  the  base,  and  fitted 
with  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail ;  or  accurately 
machined  with  tongue  and  groove  through  the 
webs  and  with  the  backs  of  the  flanges,  where 
the  fishplates  bear,  accurately  machined  at  right 
angles  to  the  tongue  and  groove  and  fitted  with 
finished  fishplates  each  secured  with  at  least  four 
substantial  bolts  through  each  rail. 

Guide  rails  shall  withstand  the  application  of 
the  “safety”  when  stopping  a  fully  loaded  car 
or  the  counterweight. 

3.2.1.3.  Size  of  Guide  Rail  Fastenings  and 
Bottoming  of  Guide  Rails. 

Guide  rails  and  their  fastenings  shall  be  se¬ 
cured  in  position  by  clips  or  through  bolts  of  at 
least  the  sizes  given  in  the  following  table : 

SIZE  OF  GUIDE  RAIL  FASTENINGS 
Weight  of  Rails  in  Diameter  of  Bolts 

Pounds  per  Foot  in  Inches 


&V2-7V2  lA 

14  H 

22  y2  Va 

30  Ya 


Bolt  holes  in  steel  beams  for  bracket  bolts 
shall  not  exceed  the  diameter  of  the  bolt  by  more 
than  1/ 16  of  an  inch.  Such  holes  for  bolts  shall 
be  either  drilled,  punched  or  cut  with  a  torch. 
If  cut  with  a  torch,  bolt  holes  shall  be  cut  of 
smaller  diameter  and  drifted  to  the  required 
diameter. 

The  guide  rails  shall  be  extended  at  the  top  and 

bottom  to  prevent  guide  shoes  running  off  within 
the  limits  of  the  bottom  overtravel  and  the  top 
clearance. 


3.2.I.4.  Cast  Iron  Guide  Rails  Forbidden. 


The  use  of  cast  iron  guide  rails  is  forbidden. 

3. 2.1. 5.  Weight  of  Steel  Guide  Rails. 

The  weights  of  steel  guide  rails  (except  for 
sidewalk  elevators  the  travel  of  which  is  15  feet 
or  less)  shall  be  at  least  those  given  in  the  fol¬ 
lowing  table : 


Maximum 

Permissible  Minimum  Weight  of  Each 

Total  Minimum  Counterweight  Guide  Rail 

Weight  of  Weight  of  ( Pounds  per  foot) 

Car  and  Load,  or  Each  Car 
Total  Weight  of  Guide  Rail 

Counterweights  With  Without  Guide 

Per  Pair  of  Guide  Rail  Safeties 

Rails  ( Pounds  per  Rail  1  to  1  2  to  1 

(Pounds)  Foot)  Safeties  Roping  Roping 


4,000 

7J4 

7J4 

&V2 

W/2 

15,000 

14 

14 

7  54 

27,500 

22 

2  2'/2 

7J4 

14 

40,000 

30 

30 

7'A 

14 

Where  7)4-pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  6  feet  or  less,  the  load  per¬ 
mitted  under  the  preceding  table  may  be  doubled 
for  counterweights  with  guide  rail  safeties. 
Where  7)^-pound  rails  are  effectively  bracketed 
or  tied  at  intervals  of  iy2  feet  or  less,  the  load 
permitted  under  the  preceding  table  may  be  in¬ 
creased  to  5,000  pounds  for  cars  with  guide  rail 
safeties. 

The  maximum  weights  of  car  and  load  as  given 
in  the  preceding  table  for  each  pair  of  guide 
rails  are  intended  to  apply  when  only  one  safety 
device  gripping  both  rails  in  a  horizontal  plane  is 
used.  When  two  such  safety  devices  are  used  on 
the  same  guide  rail  and  arranged  so  that  both 
will  be  applied  at  practically  the  same  time  and 
with  substantially  equal  retarding  force  the  total 
weight  may  exceed  that  shown  in  the  table  but 
shall  in  any  case  be  within  the  maximum  weight 
given  in  the  table  multiplied  by  the  following 
factors  based  on  distance  between  safeties: 


3.2.2. 


Car  Duplex  Safeties 


Distance  between 
safeties  in  feet 

il8  (or  over) 

15 

12 

9 

6 

Counterweight 
15  (or  over) 
10 
5 


Multiply  maximum  load 
given  in  the 
preceding  table  by 
2.0 
1.83 
1.67 
1.50 
1.33 

Duplex  Safeties 
2.0 
1.67 
1.33 


3.21.6.  Use  of  Single  Pair  of  Car  Guide 
Rails. 

Whenever  practicable  a  single  pair  of  car  guide 
rails  shall  'be  used  for  passenger  elevators. 

Car  and  Counterweight  Buffers. 

3.2.2.I.  Required  Types  of  Buffers. 

Buffers  of  the  spring,  oil  or  equivalent  type 

shall  be  installed  under  the  cars  of  elevators 
(except  sidewalk  elevators  having  a  travel  of  15 
feet  or  less). 

Spring  buffers  or  their  equivalent  may  be  used 

with  elevators  having  a  contract  speed  of  250  feet 
per  minute  or  less. 

Oil  buffers  or  their  equivalent  shall  be  used 
with  elevators  having  a  contract  speed  greater 
than  250  feet  per  minute.  The  minimum  total 
stroke  of  oil  buffer  shall  be  based  on  an  average 
retardation  of  32.2  feet  per  second  per  second, 
based  on  governor  tripping  speed. 

Where  speed  retarding  devices  independent  of 
normal  and  final  stop  switches  are  provided  for 
retarding  car  or  counterweight  or  both  to  a 
definite  limiting  speed  before  the  buffer  is  en¬ 
gaged,  the  required  corresponding  buffer  stroke 
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need  be  based  only  on  retardation  from  such 
speed  rather  than  from  governor  tripping  speed. 
Such  speed  retarding  devices  shall  be  so  designed 
that  the  retarding  force  is  quickly,  but  gradually 
applied,  substantially  constant,  and  the  retarding 
distance  is  at  least  the  sliding  distance  specified 
in  3.3.6,  Car  Safety  Test,  for  Undercar  Safeties. 
For  contract  car  speeds  in  excess  of  500  feet 
per  minute  the  corresponding  reduced  buffer  stroke 
shall  be  at  least  18  inches. 

3.2.2.2.  Oil  Gages  Required. 

Oil  buffers  shall  be  provided  with  means  for 
gaging  the  amount  of  oil  in  them. 

3. 2.2.3.  Location  of  Car  Buffers. 

Buffers  shall  preferably  be  located  symmet¬ 
rically  with  reference  to  the  center  of  the  car. 

3.2.24.  Location  of  Counterweight  Buffers. 

Counterweight  buffers  similar  to  those,  re¬ 
quired  for  cars  shall  be  installed  symmetrically 
under  the  counterweights  of  passenger  and  freight 
elevators. 

3. 2.2.5.  Form  of  Buffer  Test. 

Buffers  shall  be  tested  by  running  on  to  them 
with  contract  load  at  contract  speed  with  final 

limit  switches  operative  (except  as  follows : 

If  the  buffer  stroke  has  been  reduced  due  to 
the  use  of  a  speed  retarding  device  as  permitted  in 

3.22.1.  Required  Types  of  Buffers,  the  car  or 
counterweight  shall  be  run  on  the  buffer  at  the 
speed  corresponding  to  the  buffer  stroke  used). 

3. 2.2.6.  Buffer  Compression  Switch. 

Where  the  car  or  counterweight  oil  buffer  is 
compressed  more  than  2*5  per  cent  of  its  stroke 
when  the  car  is  level  with  the  lower  or  upper 
terminal  landing,  respectively,  buffers  shall  be 
provided  with  a  switch  which  shall  prevent  move¬ 
ment  of  the  car,  in  a  direction  to  compress  the 
buffers  at  a  speed  greater  than  one-half  the 
contract  speed  until  the  buffers  are  restored  to 
their  normal  position. 

3.2.27.  Tests  and  Approvals  of  Buffers. 

Each  type  and  size  of  oil  buffer  used  shall  be 
approved  by  the  Commissioner  on  the  basis  of 
the  engineering  tests  listed  in  8.2,  Tests  of 
Buffers,  made  by  or  under  the  supervision  of  a 
competent  designated  testing  laboratory.  Ap¬ 
proved  buffers  shall  be  marked  by  the  manu¬ 
facturer  with  the  range  of  speed  and  load  for 
which  they  have  been  approved. 

3.2.3.  Counterweights. 

3.2.3. 1.  Counterweight  Guides  Required. 
Counterweights  shall  run  in  guides. 

3. 2.3. 2.  Clearance  Between  Counterweights 
and  Protection  of  Counterweight 
Cables. 

If  two  counterweights  run  in  the  same  guides 
the  car  counterweight  shall  be  above  the  machine 
counterweight  and  there  shall  be  a  clearance  of 
at  least  8  inches  between  the  counterweights.  The 
cables  of  the  machine  counterweight  shall  be 
covered  or  protected  by  metal  or  fibre  sleeves 
firmly  attached  to  the  cable.  These  sleeves  shall 
be  at  least  6  inches  longer  than  the  car  counter¬ 
weight.  The  ends  of  the  sleeves  shall  be  care¬ 
fully  reamed  before  being  placed  on  the  cables. 

3.2. 3. 3.  Independent  Car  Counterweights. 

If  an  independent  car  counterweight  is  used  if 


shall  not  be  of  sufficient  weight  to  cause  undue 
slackening  in  any  of  the  cables  during  accelera¬ 
tion  or  retardation  of  the  car. 

3. 2.3. 4.  Counterweight  Tie-rods  and  Suspen¬ 
sion  Members. 

Counterweight  sections,  however  carried,  shall 
be  secured  by  at  least  two  tierods  passing  through 
holes  in  all  the  sections,  or  by  other  approved 
means.  The  tierods  and  suspension  rods  shall 
have  lock  nuts  and  cotter  pins  at  each  end.  Sus¬ 
pension  rods  shall  be  free  from  welds. 

3.3.  Car  Construction  and  Safeties  for 
Passenger,  Freight  and  Sidewalk 
Type  Elevators. 

3  3.1.  Car  Construction. 

3.3.1. 1.  Materials  for  Car  Frames  and  Plat¬ 
forms. 

Elevator  cars  shall  have  metal  car  frames  and 
metal  outside  frames  of  platforms.  Where  wood 
platform  flooring  is  used,  the  under  side  of  car 
platforms  shall  be  covered  with  metal  at  least  as 
thick  as  Number  27  United  States  Gage  (except 
where  fireproofed  wood  is  used,  and  except  for 
sidewalk  elevators  the  travel  of  which  does  not 
exceed  one  story). 

3. 3.1.2.  Allowable  Working  Stresses  for  Car 
Frame  Members. 

The  stresses  of  rolled  steel  sections  or  annealed 
cast  steel  in  the  construction  of  car  frames  and 
platforms,  based  on  the  static  load  imposed  on 
them,  shall  be  within  the  values  given  in  the  fol¬ 
lowing  table  for  steels  meeting  the  standard  speci¬ 
fications  of  the  American  Society  for  Testing 
Materials,  Designation,  A  7-29,  for  steel  having  an 
ultimate  strength  of  from  55,000  to  65,000  pounds 
per  square  inch  for  rolled  sections  or  cast  steel, 
and  46,000  to  56,000  pounds  per  square  inch  for 
rivets.  Elevators  of  the  plunger  type  which  are 
without  counterweights  are  exempted  from  these 
requirements. 

Allowable  Working  Stresses  for  Car  Frame 
Members 

(For  steels  meeting  the  standard  specifications  of 
the  American  Society  for  Testing  Materials, 

Designation,  A  7-29) 

Passenger  Elevators 


Maximum 
Allowable 
Stress 
(  Pounds  per 

Loading  square  inch)  Basis 


Tension  . 

10,000 

Net  area 

Bending . 

10,000 

Gross  section 

Shear  on  shop  rivets . 

8,000 

Net  area 

Bearing  of  shop  rivets . 

Shear  on  bolts  in  clearance 

16,000 

Net  area 

holes . 

Bearing  on  bolts  in  clearance 

7,000 

Gross  section 

holes . 

Bolts  or  threaded  portions  of 

14,000 

Gross  section 

rods  in  tension . 

6,000 

Gross  section 

Compression  . 

11,700-49 

L/K  Gross  area 

999 


Freight  Elevators 
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Tension .  12, 000  Net  area 

Bending  of  car  frame  mem¬ 
ber  and  platform  framing 

at  entrance .  12, 000  Gross  section 

Bending  of  platform 

stringers  .  15,000  Gross  section 

Shear  on  shop  rivets .  9,500  Net  area 

Bearing  of  shop  rivets .  19,000  Net  area 

Shear  on  bolts  in  clearance 

h°l.es .  8,000  Gross  section 

Bearing  on  bolts  in  clearance 

holes  . . .  16,000  Gross  section 

Bolts  or  threaded  portions  of 

rods  in  tension .  8,000  Gross  section 

Compression  .  14,000-59  L/R  Gross  area 

Ineffective  free  length  of  member  in  inches. 

R=least  radius  of  gyration  in  inches. 


3. 3. 1.3.  Special  Steels. 

For  steels  of  greater  strength  the  allowable 
working  stresses  may  be  increased  proportion¬ 
ately,  based  on  ultimate  strength. 

3.3. 1.4.  Use  of  Cast  Iron  and  Cast  Steel. 

The  use  of  cast  iron  in  the  construction  of  any 

member  of  car  frames  or  platforms  subject  to 
tension,  torsion  or  bending  is  forbidden  (except 
for  compensating  cable  anchorages,  releasing  car¬ 
riers  and  guide  shoe  stands).  Plunger  heads  in 
tension  shall  be  cast  steel. 

3.3. 1.5.  Use  of  Other  Materials  Than  Steel. 
When  material  other  than  steel  is  used  in  the 

construction  of  car  frames  or  platforms,  the 
maximum  allowable  working  stress  shall  be  13 
per  cent  of  the  ultimate  strength  of  the  material 
for  passenger  and  15.6  per  cent  for  freight  ele¬ 
vators. 

3. 3. 1.6.  Reductions  in  Section  and  Reinforce¬ 
ment  of  Holes. 

Local  reductions  in  section  of  a  member  in 
bending  through  bolt  holes  for  the  fastening  of 
hoist-rope  or  compensating  rope  hitches,  auxiliary 
apparatus  on  the  cross  head  or  safety  plank, 
sheave  boxes,  and  the  fastening  of  platform  to 
safety  plank,  may  be  disregarded.  Holes  in  webs 
of  cross  heads  for  sheave  pins  shall  be  reinforced 
by  means  of  a  plate  at  least  50  per  cent  thicker 
than  the  web  and  riveted  to  it. 

3.3.1. 7.  Deflection  of  Cross-head  and  Safety 
Planks. 

The  deflection  of  cross-head  and  safety  planks 
shall  be  %  inch  or  less  for  each  10  feet  of  span 
under  static  conditions  with  the  contract  load 
substantially  uniformly  distributed  over  the  car 

platform  (except  for  sidewalk  elevators  the  travel 
of  which  is  15  feet  or  less). 

3.3. 1.8.  Slenderness  Ratio. 

The  slenderness  ratio  L/R  for  members  not 
normally  subject  to  compression  shall  be  within 
200;  for  members  normally  subject  to  compres¬ 
sion  this  ratio  shall  be  within  120  (except  for 
sidewalk  elevators  the  travel  of  which  is  15 
feet  or  less)..  Loadings  resulting  from  buffer  or 
safety  operation  are  abnormal  loadings. 

3.3.1.9.  Treatment  of  Occasional  Stresses. 

The  stresses  which  occur  when  the  load  is 
moved  from  the  hoistway  landing  to  its  proper 
position  on  the  car  of  freight  elevators,  especially 
heavy  duty  freight  elevators,  may  be  dealt  with  as 
stresses  which  occur  only  occasionally  in  conjunc 
tion  with  the  maximum  live  load,  and  may  exceed 
the  stresses  given  in  3.3.12,  Allowable  Workinq 


Stresses  for  Car  Frame  Members,  for  freight  ele¬ 
vators  so  long  as  the  deflection  of  car  frame  or 
platform  members  is  considered. 

3.3.1.10.  Car  Platform  Aprons. 

When  car  leveling  devices  are  used,  the  car 
platform  shall  be  provided  with  a  substantial  ver- 
tical  apron  flush  with  its  outer  edge,  extending 
a  sufficient  distance  below  the  car  floor  so  that 
there  shall  be  no  horizontal  opening  into  the 
hoistway  while  the  car  is  within  the  landing  zone 
and  the  hoistway  door  is  fully  or  partially  open. 

3.3.1.11.  Bow  Irons  and  Stanchions  for  Side¬ 

walk  Elevator  Hatch  Covers. 

Sidewalk  elevators  using  hinged  hatch  covers 
shall  be  provided  with  bow  irons  at  least  7J4 
feet  high  (except  that,  where  necessary  to  permit 
closing  the  covers,  the  Commissioner  may  permit 
lower  bow  irons). 

Sidewalk  elevators  using  vertically  lifting 
covers  shall  be  provided  with  stanchions  framed 
together  at  the  upper  ends  of  sufficient  strength 
to  lift  and  support  the  hatch  cover.  Stanchions 
sha  be  provided  with  suitable  buffer  springs,  and 
shall  be  of  such  height  as  to  permit  the  sidewalk 
hatch  cover  to  be  completely  closed  when  the 
car  platform  is  level  with  the  first  landing  below 
the  sidewalk. 

3.3.1.12.  Guide  Shoes  for  Sidewalk  Type  Ele¬ 
vators. 


u  4.  1  .  .  t  ~  uf*-  cicvcuuij)  snail 

be  at  least  24  inches  long  unless  two  sets  of  shoes 
are  used  spaced  18  inches  on  centers. 

Where  vertical  lift  covers  are  used  on  sidewalk 
elevators  the  vertical  distance  between  the  centers 
ot  the  guide  shoes  remaining  on  the  guide  rails 
when  the  car  platform  is  level  with  the  sidewalk 
f hall  be  at  least  one-third  of  the  height  of  the 
hatch  cover  stanchions. 

Where  single  guide  shoes  24  inches  long  are 
used,  6  inches  of  the  shoe  may  be  off  the  rails 
when  the  platform  is  level  with  the  top  landing. 

3.3.1.13.  Railroad  Track. 

,  there  is  a  railroad  track  on  the  elevator  car, 
he  tops  of  the  rails  shall  be  flush  with  the  car 
tloor. 


Elevator  cars  shall  .be  lighted  at  all  times  when 

in  use  (except  sidewalk  elevators).  Electric 
light  shall  be  used  if  available..  The  minimum 
illumination  shall  be  1  foot  candle  at  the  landing 

rlgL°fi  tht  PIatform-  A  Ught  socket  or 
receptacle  shall  be  provided  under  the  car  plat¬ 
form  and  on  top  of  the  car  for  inspection  pur¬ 
poses  (except  sidewalk  elevators). 

3.3.1.15.  Use  of  Glass. 

The  use  of  glass  in  elevator  cars  is  forbidden 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  operation 
of  the  car  and  as  a  vision  panel  in  the  car  door). 

he  use  of  any  piece  of  glass  exceeding  l  square 
foot  in  area  is  forbidden  unless  laminated  or 
otherwise  shatter-proof,  but  the  total  area  of  such 
glass  used  in  the  car  in  connection  with  lighting 

7hether  one  0r  more  Pieces,  shall  be 
at  most  4  square  feet. 


Passenger  Elevators. 

Lighting  devices,  or  luminaires,  for  passenger 
elevators  provided  with  glass  or  metal  shades  or 
reflectors  shall  be  of  the  railroad-train-lighting 
type  with  integral  base,  husk  and  spring -clamo 

are  used  surfl5?^^  ^  1>0W,S  or  W*  P^tes 
are  used  such  bowls  or  plates  shall  rest  in,  and 
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be  fastened  to,  a  metal  supporting  ring  provided 
with  at  least  three-point  suspension.  Such  glass 
bowls  or  plates  shall  not  be  drilled  for  attach¬ 
ment  to  ring  suspensions. 

Glass  bowls  larger  than  10  inches  in  diameter 
shall  be  of  laminated  or  otherwise  shatter-proof 
glass  or  surrounded  by  a  guard  made  of  wire 
at  least  0.0286  inches  in  diameter  (Number  22, 
Steel  Wire  Gage)  and  of  a  mesh  which  will  reject 
a  one-half  inch  diameter  ball.  Guards  shall  be 
securely  fastened  to  the  holder  or  suspension. 

3.3.2.  Car  Compartments. 

If  an  elevator  car  has  more  than  one  compartment, 
each  compartment  shall  be  equipped  with  an  operating 
device;  there  shall  be  an  operator  in  each  compartment 
which  is  in  use  with  exclusive  control  of  that  car  door 
or  gate  and  hoistway  door ;  and  it  shall  be  impossible 
to  start  the  car  unless  both  operating  devices  are  in  the 
starting  position. 

When  any  compartment  is  out  of  use  its  car  door  or 
gate  shall  be  locked  in  the  closed  position,  and  when  so 
locked  the  car  may  be  started  with  the  operating  /lev ice 
in  that  compartment  in  the  “off”  position. 

Each  compartment  shall  be  equipped  with  an  emergency 
stop  switch  and  with  an  emergency  release  effective  for 
the  door  or  gate  of  that  compartment  and  the  correspond¬ 
ing  hoistway  door. 

Each  compartment  shall  be  provided  with  the  emergency 
exits  required  by  3.3.3,  Car  Enclosures,  and  the  upper 
compartment  shall  have  a  trap  door  in  the  floor  connecting 
with  the  top  exit  of  the  compartment  below.  Special 
freight  elevators  upon  which  no  persons  are  permitted  to 
ride  are  exempted  from  this  requirement. 

Two  single  elevators  may  be  used  in  a  single  hoist¬ 
way  provided  both  elevators  are  equipped  with  all  the 
safeguards  required  by  these  Rules  for  a  single  ele¬ 
vator  both  with  relation  to  each  other  and  to  top  and 
bottom  terminals  and  after  an  installation  of  the  same 
type  has  satisfactorily  met  such  tests  as  may  be  required 
by  the  Commissioner. 

3.3.3.  Car  Enclosures. 

3.3. 3.1.  Enclosures  Required. 

Cars  for  passenger  elevators  shall  be  enclosed 
at  the  sides  and  top  (except  the  opening  necessary 
for  entrance  or  exit).  An  emergency  exit  shall 
not  be  considered  a  car  opening. 

Cars  for  freight  elevators  shall  be  enclosed  at 
the  sides  (except  at  the  opening  necessary  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  or  to  the  cross-head  if  the  cross-head  is 
lower.  The  section  of  such  car  enclosures  oppo¬ 
site  the  counterweight  shall  extend  to  the  cross¬ 
head  or  car  top. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
at  the  sides  (except  at  the  openings  used  for 
loading  and  unloading)  to  a  height  of  at  least  6 
feet  above  the  platform  (except  that  where  the 
travel  is  less  than  7)4  feet,  the  height  of  the  en¬ 
closure  may  be  reduced  subject  to  the  approval 
of  the  Commissioner). 

Tops  are  not  required  on  sidewalk  elevators 
and  shall  not  be  used  unless  the  clearance 
between  the  top  and  any  obstruction  above  it 
when  the  car  is  at  the  limit  of  its  top  overtravel 
is  at  least  2  feet. 

3. 3.3.2.  Deflection  and  Securing  of  En¬ 
closures. 

The  deflection  of  elevator  car  enclosures  shall 
be  inch  or  less  if  subjected  to  a  force  of  seventy- 
five  pounds  applied  perpendicularly  to  the  car  en¬ 
closure  at  any  point.  The  car  enclosure  shall  be 
secured  to  the  car  floor  and  sling  or  frame  in  such 
a  manner  that  it  cannot  work  loose  or  become  dis¬ 
placed  in  ordinary  service. 


3.3.3.3.  Materials  and  Design. 

The  enclosures,  including  the  top,  sides  and 
car  doors  for  passenger  and  freight  elevators 
(except  sidewalk  elevators  the  travel  of  which 
does  not  exceed  one  story)  if  of  non-fireproof 
wood  or  other  combustible  material,  shall  be 
covered  on  the  exterior,  including  the  top,  with 
sheet  metal  at  least  Number  27  United  States 
Gage.  Openings  other  than  as  required  for 
entrance  and  for  ventilation  in  the  sides  or  top 
of  passenger  elevator  car  enclosures  (except 
emergency  exits)  are  forbidden.  Vent  openings 
less  than  7  feet  above  the  car  platform  shall 
reject  a  ball  2  inches  in  diameter. 

The  enclosures  of  freight  elevators,  if  of  open 
work,  shall  reject  a  ball  2  inches  in  diameter.  The 
enclosure  of  sidewalk  elevators,  if  of  open  work, 
shall  reject  a  ball  4  inches  in  diameter. 

For  freight  elevators  where  the  clearance  from 
any  part  of  the  hoistway  structure  or  the  counter¬ 
weight  is  less  than  5  inches,  openings  which  will 
pass  a  ball  )4  inch  or  larger  in  diameter  shall  be 
covered  with  wire  netting  with  a  mesh  )4  inch 
square  or  less  made  of  wire  at  least  0.0348  inches 
in  diameter  (Number  20  Steel  Wire  Gage)  to 
a  height  of  at  least  6  feet  from  the  car  floor. 

The  use  of  cast  iron  for  car  tops  is  forbidden. 

3. 3.3.4.  Number  of  Entrances  to  Elevator 
Cars. 

More  than  two  entrances  to  an  elevator  car 
are  forbidden  (except  that  where  conditions  make 
additional  openings  essential,  such  additional  open¬ 
ings  may  be  provided  at  the  discretion  of  the 
Commissioner). 

3. 3. 3. 5.  Access  to  Hand-Ropes  on  Freight 
Elevators. 

If  the  car  enclosure  on  a  freight  elevator  is 
cut  away  to  provide  access  to  the  hand-rope,  the 
enclosure  shall  be  cut  low  enough  to  prevent 
injury  to  the  operators’  hand. 

3. 3. 3. 6.  Tops  or  Covers  for  Freight  Elevator 
Cars. 

Freight  elevator  cars  (except  for  sidewalk 
elevators  as  provided  in  3.3.3.1,  Enclosures  Re¬ 
quired,  and  except  on  the  ends  of  freight  ele¬ 
vator  platforms  12  feet  or  more  long  where  there 
are  no  openings  above  the  lowest  landing)  shall 
be  equipped  with  solid  top  covers  or  wire  grill 
work  having  a  mesh  which  will  reject  a  ball  1)4 
inches  in  diameter  and  made  of  wire  at  least 
0.135  inches  in  diameter  (Number  10  Steel 
Wire  Gage)  or  its  equivalent.  The  top  or 
cover  shall  be  sufficiently  strong  to  sustain  a  load 
of  150  pounds  applied  on  any  4  square  inches.  It 
is  not  required  that  the  top  and  its  supports  be 
capable  of  supporting  150  pounds  on  every  4 
square  inches  of  its  area  simultaneously. 

Where  no  car  gate  is  provided  the  front  sec¬ 
tion  of  the  elevator  car  top  shall  be  hinged  along 
a  line  approximately  18  inches  from  the  front  of 
the  car.  Additional  hinged  panels  may  be  pro¬ 
vided  if  desired. 

Where  a  freight  elevator  car  is  entirely  en¬ 
closed  (except  the  sides  used  for  loading  and  un¬ 
loading)  and  the  top  is  unprovided  with  a  hinged 
section,  an  emergency  exit  shall  be  provided  in  the 
top  as  required  by  3.3.37,  Emergency  Exits  from 
Passenger  Elevator  Cars. 

3.3.3. 7.  Emergency  Exits  from  Passenger 
Elevator  Cars. 

Passenger  elevator  cars  shall  be  provided 
with  an  emergency  exit  located  in  the  top 

of  the  car.  When  the  space  between  the  car  en- 
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closure  and  the  nearest  wall  surface  exceeds  8 
inches,  a  guard  rail  to  the  level  of  the  top  of  the 
cross-head  shall  be  provided  on  that  side  of  the 
enclosure  roof  where  the  emergency  exit  is  lo¬ 
cated. 

Where  there  is  an  elevator  in  an  adjacent  hoist¬ 
way  without  intervening  enclosures,  an  emergency 
exit  or  exits  shall  also  be  located  in  the  side  of 
the  car  adjacent  to  each  such  adjoining  car. 

Top  emergency  exits  shall  be  at  least  16  inches 
wide  and  at  least  400  square  inches  in  area  (ex¬ 
cept  that  where  the  reduced  size  of  the  car  plat¬ 
form  area  makes  it  impossible  to  install  exits  of 
the  size  specified,  the  Commissioner  may  permit 
smaller  exits,  but  in  any  case  at  least  14  by  22 
inches). 

Top  exit  panels  shall  be  held  in  place  by 
thumb  screws  arranged  so  that  the  exit  covers 
can  be  readily  opened  from  both  the  inside  and 
outside  of  the  car.  If  not  hinged,  the  cover 
shall  be  secured  to  the  car  by  a  length  of  chain. 

Top  exit  covers  shall  open  outward.  Any 
equipment  and  working  platform  mounted  above 
the  top  of  the  car  shall  be  so  located  as  not  to 
obstruct  access  to  or  from  the  top  emergency 
exit.  If  a  working  platform  is  placed  so  as  to 
cover  any  of  the  required  area  of  the  top  emer¬ 
gency  exit  it  shall  be  provided  with  a  trap  door, 
without  a  catch,  opening  upward. 

Side  emergency  exits  shall  comply  with  the  fol¬ 
lowing  requirements : 

1.  Exit  panels  shall  be  either  of  the  hinged  or 
removable  type. 

2.  Exit  panels  shall  open  inward. 

3.  The  removable  type  of  exit  panel  shall  be 
held  securely  in  place  by  at  least  four 
fastenings  arranged  so  that  they  can  be 
operated  by  hand  from  both  the  inside  and 
outside  of  the  car,  and  so  designed  that  they 
cannot  readily  be  removed  from  the  panel. 

4.  The  hinged  type  of  panel  shall  be  provided 
with  a  lock  arranged  so  that  it  may  be  oper¬ 
ated  from  the  inside  of  the  car  by  means 
of  a  removable  key  and  from  the  outside  of 
the  car  by  means  of  a  non-removable  handle. 

A  key  shall  be  kept  in  each  car  mounted 
under  a  break  glass  cover. 

5.  Where  the  size  of  the  car  permits,  side 
exits  shall  have  a  clear  width  of  at  least  16 
inches  and  shall  extend  from  the  floor  or 
kick  plate  to  the  soffit  moulding  frame,  but 
in  any  case  shall  be  at  least  5  feet  in  clear 
height. 

6.  Side  exits  shall  be  located  so  that  they  are 
unobstructed  by  car  frame  members  and, 
wherever  possible,  traveling  cables  and  other 
hoistway  equipment  shall  not  be  located  in 
line  with  or  so  arranged  as  to  obstruct  the 
exit.  Exits  from  adjacent  cars  shall  be 
directly  opposite  each  other  to  allow  easy 
transfer  of  passengers. 

7.  Exit^  panels  shall  conform  to  3.3.32,  De¬ 
flection  and  Securing  of  Enclosures,  as  re¬ 
gards  deflection. 

8.  On  automatic  operation  elevators  side  exits 
shall  be  provided  with  electric  contacts  to 
prevent  the  operation  of  the  car  when  the 
panel  is  opened  or  removed. 

3. 3. 3. 8  Car  Doors  or  Gates  Required. 

A  car  door  or  gate  shall  be  provided  at  each 
entrance  on  both  passenger  and  freight  elevator 
cars  (excepting  freight  elevators  handling  motor 
vehicles,  or  hand  trucks  of  over  2.000  pounds 
capacity).  Sidewalk  elevator  cars  shall  have  a 
gate  on  the  sides  used  for  loading  or  unloading 
at  the  sidewalk  level,  which  gate  shall  extend 


from  the  car  platform  to  the  top  of  the  enclosure. 
Each  car  door  or  gate  shall  be  provided  with  a 
car  door  or  gate  electric  contact  complying  with 

3.3.3.10,  Requirements  for  Electric  Contacts- 

3.3.3.11,  Design  of  Contacts;  3.3.3.12,  Use  of 
Springs  or  Electric  Circuits  in  Contacts;  and 
3.3.3.13,  Tests  and  Approvals  of  Contacts. 

For  passenger  and  freight  elevators  employing 
a  type  of  operation  not  requiring  the  presence  of 
an  operator  in  the  car,  power  car  doors  or  gates, 
other  than  those  closed  by  hand,  shall  be  driven 
by  a  mechanism  so  designed  and  set  that  tnc 
force  necessary  to  prevent  the  closing  of  the  gate 
shall  be  less  than  30  pounds,  and  further  that 
the  kinetic  energy  of  the  gate  plus  all  parts  con¬ 
nected  rigidly  thereto,  computed  for  the  average 
closing  speed  shall  be  less  than  5  foot-pounds, 
provided  that  if  the  same  mechanism  also  closes 
the  hoistway  door,  the  total  kinetic  energy  shall 
be  less  than  7  foot-pounds. 

For  automatic  operation  passenger  elevators 
having  power  closed,  power  operated,  automati¬ 
cally  released  self-closing  car  doors  or  gates,  and 
manually  closed  or  self-closing  hoistway  doors, 
the  closing  of  the  car  gate  or  car  door  shall  be 
prevented  unless  the  hoistway  door  is  in  the  closed 
position. 

Car  gates  or  doors  for  freight  elevators  when 
closed  shall  guard  the  full  opening  to  a  height 
of  6  feet,  or  to  the  top  of  the  enclosure. 

A  weight  used  to  close  a  car  door  or  gate  auto¬ 
matically  shall  run  in  metal  guides  from  which 
it  cannot  become  dislodged,  or  it  shall  be  boxed 
in.  The  bottoms  of  the  guides  or  boxes  shall  be 
so  constructed  as  to  retain  the  weight  if  the  rope 
breaks. 

Car  gates  or  doors  for  passenger  elevators  when 
closed  shall  guard  the  full  height  and  width  of  the 
opening. 

For  automatic  operation  elevators  the  car  gate 
or  door  shall  be  so  located  with  respect  to  the 
car  platform  sill  that  the  total  distance  from  the 
face  of  the  hoistway  door  to  the  face  of  the  car 
door  or  gate  shall  be  5 y2  inches  or  less.  (See 
also  2. 3. 1.3,  Clearances  of  Hoistway  Doors). 

VVhere  the  car  door  consists  of  two  or  more 
sections  the  5 y2 -inch  dimension  shall  apply  to  the 
section  nearest  to  the  edge  of  the  car  platform 
sill. 

Where  the  hoistway  door  consists  of  two  or 
more  sections  the  5>2-inch  dimension  shall  apply 
to  that  section  which  closes  against  the  lock 
jamb. 

Car  gates  of  the  scissors  or  pantograph  type 
used  for  passenger  elevators  shall  be  of  such  de¬ 
sign  that  when  fully  expanded  they  will  reject 

a  ball  3  inches  in  diameter.  For  freight  elevators 
(except  sidewalk  elevators)  such  gates  when  fully 
expanded  shall  reject  a  ball  4)4  inches  in 
diameter. 

For  sidewalk  elevators  the  openings  between 
vertical  bars  in  the  gate  shall  not  exceed  18  inches 
when  the  gate  is  fully  expanded. 

3.3. 3.9.  Sliding  Car  Doors  and  Hangers  for 
Power  Operated  Car  Doors. 

Sliding  car  doors  may  be  solid,  may  be  provided 
with  open  grill  or  bars  which  shall  reject  a  ball 
3  inches  in  diameter  or  may  be  provided  with 
glass  vision  panels  in  accordance  with  3.3.1.15, 
Use  of  Glass.  Open  grills,  bars  or  glass  may  ex¬ 
tend  the  full  height  of  the  door  panel. 

Sliding  car  doors  shall  be  guided  top  and 
bottom. 

Hangers  for  power  operated  car  doors  shall  be 
designed  to  withstand  a  downward  thrust  of  five 
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times  and  an  upward  thrust  of  four  times  the 
weight  of  the  door. 

3.3.3.10.  Requirements  for  Electric  Contacts. 
An  electric  contact  on  the  car  door  or  gate 

shall  prevent  the  operation  of  the  car  unless  the 
door  or  gate  is  within  2  inches  of  full  closure 
against  the  jamb  (except  that  for  elevators  em¬ 
ploying  a  type  of  operation  requiring  the  pres¬ 
ence  of  an  operator  in  the  car  where  the  car  door 
or  gate  is  provided  with  a  door  closer  and  the 
requirements  specified  in  2.3.23,  Closed  Position 
of  Hoistway  Doors,  are  fully  met,  the  electric 
contact  on  the  car  door  or  gate  may  permit  the 
starting  of  the  car  when  the  door  or  gate  is  within 
4  inches  of  full  closure  against  the  jamb). 

The  car  door  or  gate  electric  contact  shall  per¬ 
mit  the  operation  of  the  car  when  the  emergency 
release  is  in  temporary  use  or  when  the  car  is 
being  moved  by  a  leveling  device. 

Automatic  operation  elevators  may  be  operated 
with  an  open  gate  if  there  is  no  person  in  the  car. 

3.3.3.11.  Design  of  Contacts. 

Car  door  or  gate  contacts  shall  be  designed  so 
that  they  are  positively  opened  by  a  lever  or  other 
device  attached  to  and  operated  by  the  door  or 
gate. 

3.3.3.12.  Use  of  Springs  or  Electric  Circuits 
in  Contacts. 

The  functioning  of  a  car  door  or  gate  contact 
to  prevent  the  movement  of  the  car  shall  be  inde¬ 
pendent  of  the  action  of  a  spring  or  springs  in 
tension,  and  of  the  closing  of  an  electric  circuit. 
If  springs  are  used  they  shall  be  in  compression. 
The  interruption  of  the  electric  circuit  shall  pre¬ 
vent  the  movement  of  the  car. 

3.3.3.13.  Tests  and  Approvals  of  Contacts. 
Each  type  and  make  of  car  door  and  gate  con¬ 
tact  shall  be  tested  and  approved  by  the  Commis¬ 
sioner  on  the  basis  of  the  following  engineering 
tests,  made  by  or  under  the  supervision  of  a  com¬ 
petent  designated  testing  laboratory.  Annroved 
contacts  shall  be  suitably  marked  for  identification. 

1.  Endurance  Test. 

2.  Current  Interrupting  Test. 

3.  Test  in  Moist  Atmosphere. 

4.  Misalignment  Test. 

5.  Test  of  Insulation. 

These  tests  shall  be  made  according  to  the  pro¬ 
cedure  outlined  in  8.1,  Tests  of  Interlocks. 

3.3.3.14.  Emergency  Releases  Required  on 
Car  Doors  or  Gates. 

Provision  shall  be  made  to  render  the  car  oper¬ 
ative  independent  of  the  position  of  the  car  gate 
or  door  in  case  of  fire,  panic  or  other  emergencies, 
by  means  of  an  emergency  release  conforming  to 
2.3.4,  Emergency  Releases  (except  that  elevators 
which  can  be  started  from  a  landing  shall  not  be 
provided  with  an  emergency  release  unless 
equipped  for  dual  operation,  in  which  case,  an 
emergency  release  shall  be  installed  which  shall 
be  so  arranged  that  when  operating  without  an 
operator  in  the  car,  the  emergency  release  shall  be 
inoperative).  This  emergency  release  shall  be  sep¬ 
arate  and  independent  from  the  emergency  re¬ 
lease  required  by  2.3. 1.5,  Emergency  Releases  Re¬ 
quired  on  Hoistway  Doors  for  Passenger  Ele¬ 
vators,  and  23.5.5,  Emergency  Releases  Required 
on  Hoistway  Doors  for  Freight  Elevators,  and 
shall  be  placed  within  5  inches  of  such  other 
emergency  release.  Emergency  releases  are  not 
required  on  sidewalk  elevators. 

3.3.3.15.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  the  Structure. 

Freight  elevator  cars  operating  in  hoistways 
outside  the  structure,  which  are  enclosed  only  at 


the  ground  landing  shall  be  protected  on  the  ex¬ 
posed  side  or  sides  by  independently  operated 
gates  equipped  with  electric  contacts. 

3.3.4.  Cars  Counterbalancing  One  Another. 

Arrangement  of  elevator  cars  to  counterbalance  one 
another  is  forbidden. 

3.3.5.  Car  and  Counterweight  Safeties  and 

Speed  Governors. 

3.3.5. 1.  Requirements  for  and  Application  of 
Car  Safeties. 

Elevator  cars  suspended  by  cables  shall  be  pro¬ 
vided  with  a  car  safety  or  safeties  attached  to 

the  car  frame  (except  sidewalk  elevators  the 
travel  of  which  does  not  exceed  15  feet  which 
are  not  required  to  have  car  safeties).  When 
one  safety  is  used  it  shall  be  located  beneath 
the  car  frame.  When  duplex  safeties  are  used 
at  least  one  shall  be  located  beneath  the  car 
frame.  The  safety  or  safeties  shall  be  capable 
of  stopping  and  sustaining  the  car  with  contract 
load. 

The  application  of  the  safety  or  safeties  shall 
not  cause  the  car  platform  to  become  out  of  level 
in  excess  of  inch  per  foot  measured  in  any 
direction. 

When  the  car  safety  or  safeties  apply,  no  de¬ 
crease  in  the  tension  of  the  governor  cable  or 
motion  of  the  car  in  the  descending  direction  shall 
release  the  car  safety  or  safeties. 

Car  safeties  shall  be  operated  by  speed  gover¬ 
nors  (except  that  broken  rope  type  car  safeties 
may  be  used  for : 

1.  Sidewalk  elevators  having  a  travel  between 
15  and  35  feet ; 

2.  Freight  elevators  inside  the  building  having 
a  travel  of  15  feet  or  less,  a  maximum 
contract  speed  of  35  feet  per  minute,  and 
a  maximum  platform  area  of  50  square 

feet). 

3. 3.5. 2.  Requirements  for  and  Application  of 
Counterweight  Safeties. 

Counterweight  safeties,  where  provided,  shall 
be  capable  of  stopping  and  sustaining  the  weight 
of  the  counterweight. 

The  application  of  counterweight  safeties  where 
provided,  shall  not  cause  the  counterweight  frame 
to  become  out  of  level  in  excess  of  l/2  inch  per 
foot  in  any  direction. 

When  the  counterweight  safety,  where  pro¬ 
vided,  is  applied,  no  decrease  in  the  tension  of 
the  governor  cable  or  motion  of  the  counterweight 
in  the  descending  direction  shall  release  the 
counterweight  safety. 

Counterweight  safeties  shall,  where  provided, 
be  operated  by  speed  governors  (except  as  pro¬ 
vided  in  33.5.4,' Application  of  the  Safeties). 

3. 3. 5. 3.  Design  of  Car  and  Counterweight 
Safeties. 

Sleeve  bearings  for  car  and  counterweight 
safety  drums  and  screw  shafts  shall  be  of  non- 
ferrous  material. 

Jaws  and  other  parts  of  car  and  counterweight 
safeties  of  the  sliding  type,  if  made  of  forged 
steel  of  an  ultimate  strength  of  at  least  55,000 
pounds  per  square  inch  and  cast  steel  of  an  ultimate 
strength  of  at  least  65,000  pounds  per  square  inch, 
may  in  action,  be  stressed  to  17,000  pounds  per 
square  inch.  For  steels  of  greater  strength,  the 
allowable  stress  may  be  increased  proportionately 
based  on  ultimate  strength. 

Car  and  counterweight  safeties  may  be  released 
by  reversing  the  direction  of  motion  of  the 
machine. 
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3  3.5.4.  Application  of  Governor  Controlled 
Safeties. 


The  car  speed  governor  shall  be  set  to  cause  the 
application  of  the  safety  at  a  speed  between  40 
per  cent  and  15  per  cent  above  the  contract  speed, 
provided  that  no  governor  shall  be  required  to  trip 
at  less  than  175  feet  per  minute.  For  contract 
speed  between  500  and  700  feet  per  minute  the 
maximum  governor  tripping  speed  shall  be  33  1/3 
per  cent  above  the  contract  speed,  and  for  con¬ 
tract  speed  exceeding  700  feet  per  minute,  25  per 
cent  above  contract  speed. 

The  counterweight  safety,  if  provided,  may  be 
operated  by  the  same  governor  and  governor  rope 
used  to  operate  the  car  safety  provided  it  com¬ 
plies  with  the  requirements  for  and  application 
of  counterweight  safeties.  Provision  shall  be 
made  to  cause  the  application  of  the  counterweight 
safety  at  a  speed  greater  than  the  car  safety,  but 
at  (10  per  cent  or  less  above  that  at  which  the  car 
safety  applies.  Broken  rope  safeties  of  the  in¬ 
stantaneous  type  may  be  used  on  counterweights 
within  the  limits  of  the  following: 

Total  Weight  of 


Contract  Speed  in 
Feeti  Per  Minute 
250 
200 
160 
125 


Counterweight 
in  Pounds 
2,000 
3,000 
4,000 
5,000 


3. 3. 5. 5.  Recognized  Types  of  Safeties. 

The  following  four  types  of  safeties  are  recog¬ 
nized: 

1.  Type  I,  Instantaneous. 

2.  Type  W.C.,  Wedge  Clamp,  with  constant 
retarding  force. 


3.  Type  G.W.C.,  Gradual  Wedge  Clamp,  with 
gradually  increasing  retarding  force. 

4.  Type  F.G.C.,  Flexible  Guide  Clamp,  with 
constant  retarding  force. 

Each  safety  shall  be  marked  for  identification, 
preferably  with  letters  cast  on  the  safety  jaws. 

The  distance  between  the  safety  jaws  shall  be 
at  least  the  thickness  of  the  guide  rail  plus  3/32 
inches,  and  the  jaws  shall  not  drag  against  the 
rail. 


3. 3. 5. 6.  Marking  of  Safeties. 

Safeties  shall  be  marked  by  the  manufacturer 
with  the  range  of  weight  and  speed  for  which 
they  are  designed;  such  weight  to  include  the 
complete  car  structure,  the  safety,  the  contract 
load  in  the  car,  and  all  moving  equipment,  the 
weight  of  which  is  borne  by  the  safety. 

3.3. 5. 7.  Instantaneous  Safeties. 

Instantaneous  safeties  of  the  broken  rope  type 

shall  only  be  used  in  accordance  with  3.3.5.1,  Re¬ 
quirements  for  and  Application  of  Car  Safeties. 

Governor  controlled  safeties  of  the  instantane¬ 
ous  type  may  be  used  on  elevators  having  a  con¬ 
tract  speed  of  100  feet  per  minute  or  less  pro¬ 
vided  that  the  elevator  speed  is  110  feet  per 
minute  or  less  on  uptravel  with  the  contract  load 
in  the  car.  On  overspeed  such  safeties  shall  be 
applied  by  the  governor.  On  the  parting  of  the 
hoisting  cables  such  safeties  shall  apply  instantly 
and  independently  of  the  speed  action  of  the 
governors. 

3w3.5.8.  Safeties  for  Ascending  Cars. 

Car  safeties  for  stopping  ascending  cars  are 
forbidden.  If  an  ascending  car  is  to  be  stopped 
on  account  of  over-speed,  a  safety  shall  be  ap¬ 
plied  to  the  counterweight  for  this  purpose.  The 
car  safety  may  be  permitted  to  stop  the  ascending 
car  above  the  upper  terminal  landing,  provided 
the  retardation  of  the  ascending  car  under  such 


conditions  is  within  32.2  feet  per  second  per 
second.  The  governor  may  open  the  motor  circuit 
and  apply  the  brake  in  case  of  over-speed  in  the 
up  direction. 

3. 3. 5. 9.  Location  of  Governor. 

The  governor  shall  be  located  where  it  cannot 
be  struck  by  the  car  in  case  of  over-travel  and 
where  there  is  sufficient  space  for  full  movement 
of  governor  parts. 

3.3.5.10.  Opening  of  Motor  Control  and 
Brake  Control  Circuits. 

Where  governor  controlled  safeties  are  used, 
the  motor  control  circuit  and  the  brake  control 
circuit  shall  be  opened  before  or  at  the  time  the 
governor  trips  by  a  switch  located  on  the  gover¬ 
nor  or  car  safety  device. 

3.3.5.11.  Materials,  Design  and  Replacement 
of  Governor  Cables. 

Governor  cables  shall  be  of  iron,  steel,  monel 
metal,  or  phosphor  bronze.  The  cable  shall  be  at 
least  inch  in  diameter.  The  use  of  tiller  rope 
construction  for  governor  cables  is  forbidden 
(except  that  tiller  rope  may  be  used  for  the  por¬ 
tion  of  the  cable  wound  on  the  safety  drum). 
Such  rope  shall  be  of  corrosion  resisting  metal. 

Replacements  for  existing  governor  cables  shall 
be  of  the  same  size,  material  and  construction 
as  the  cable  originally  furnished  by  the  manu¬ 
facturer  (except  that  where  a  cable  of  either 
different  material  or  construction  is  employed,  a 
test  of  the  car  or  counterweight  safety  shall  be 
made  with  the  new  cable  to  demonstrate  that  it 
will  successfully  operate  the  safety). 

Governor  ropes  shall  run  clear  of  governor  jaws 
during  the  normal  operation  of  the  elevator. 

The  size,  material  and  construction  of  the  gov¬ 
ernor  rope,  together  with  the  proper  tripping 
speed  of  the  governor,  shall  be  stamped  on  the 
governor  stand  or  given  on  a  brass  plate  attached 
to  it  in  letters  at  least  l/4  inch  in  height. 

3.3.5.12.  Operation  of  the  Governor. 

The  arc  of  contact  between  the  governor  rope 
and  its  driving  sheave  shall,  in  conjunction  with 
a  tension  device,  provide  sufficient  traction  to 
cause  proper  operation  of  the  governor. 

The  design  and  length  of  governor  jaws  shall 
be  such  that  no  serious  cutting,  tearing,  or  de¬ 
formation  of  the  rope  shall  result  from  the  opera¬ 
tion  of  the  safety. 

The  governor  shall  so  function  that  the  safety 
rope  will  pull  through  the  governor  jaws  on  the 
application  of  a  stress  exceeding  that  required  to 

operate  the  safety  so  as  to  stop  the  car  (except 
in  the  case  of  instantaneous  type  safeties). 

Governors  shall  have  a  protective  covering  over 
sheave,  jaws  and  exposed  gears. 

3.3.5.13.  Slack  Cable  Devices. 

Winding-drum  machines  shall  be  provided  with 
a  slack-cable  device  which  will  cut  off  the  power 
and  stop  the  elevator  machine  if  the  car  is  ob¬ 
structed  in  its  descent. 

Slack-cable  switches  shall  be  so  constructed  that 
they  will  not  automatically  reset  when  the  slack 
in  the  cable  is  removed. 

3.3.5.14.  Application  of  Car  Safeties. 

The  use  of  car  safeties  which  depend  for 
application  upon  the  completion  or  maintenance  of 
an  electric  circuit  is  forbidden.  Car  safeties 
shall  be  applied  mechanically. 

3.3.5.15.  Use  of  Gripping  Surfaces  of  Safeties. 

The  use  of  the  gripping  surfaces  of  car  or 
counterweight  safeties  to  guide  the  car  or 

counterweights  is  forbidden. 


1004 


RULES 


3.3.5.16.  Pawls  and  Ratchets.  ...  , 

Pawls  and  ratchets  shall  be  considered  msut- 
ficient  as  a  safety  device. 

3.3.6.  Car  Safety  Test. 

3. 3. 6.1.  Car  Safety  Test  Required. 

An  over  speed  test  with  contract  load  in  the 
car  shall  be  made  of  the  safeties  of  each  new 
elevator  before  the  elevator  is  placed  in  regular 
service  (except  that  governor  controlled  instant¬ 
aneous  type  safeties  shall  be.  tested  at  contract 
speed,  the  governor  being  tripped  by  hand  and 
broken  rope  instantaneous  type  safeties  shall  be 
tested  by  obtaining  the  necessary  slack  rope  to 
cause  them  to  function).  For  wedge  clamp, 
gradual  wedge  clamp  and  flexible  guide  clamp 


FIG  1  MINIMUM  AND  MAXIMUM  STOPPING 

DISTANCES 


safeties,  this  test  shall  be  made  to  determine 
whether  the  safety  will  operate  within  the  al¬ 
lowable  limits  of  the  maximum  and  minimum 
stopping  distances.  Over-speed  tests  shall  be 
made  with  all  electric  apparatus  intact  (except 
for  the  over-speed  contact  on  the  governor). 

For  alternating  current  elevators,  where  the 
contract  load  is  unable  to  bring  about  over-speed, 
the  safety  governor  shall  be  tripped  by  hand  at 
maximum  obtainable  speed. 

No  test  of  the  safeties  with  safe  lifting  load 
in  the  car  shall  be  made. 

3.3.6.2.  Maximum  and  Minimum  Stopping 
Distances  of  Wedge  Clamp  Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  wedge  clamp  type 
with  constant  retarding  force  shall  be  within  that 
shown  by  Figure  1,  Curve  III,  for  cars  with 
contract  load  and  for  the  counterweight,  and  the 
minimum  stopping  distance  shall  be  at  least  that 
shown  by  Curve  I  for  cars  with  150  pound  load, 
and  Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3.3.63.  Maximum  and.  Minimum  Stopping 
Distances  of  Gradual  Wedge  Clamp 
Safeties. 

The  maximum  stopping  distance  of  car  and 
counterweight  safeties  of  the  Gradual  Wedge 
Clamp  type,  G.W.C.,  with  increasing  retarding 


DISTANCES 


CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE  CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
W.C.  (WEDGE  CLAMP)  G.W.C.  (GRADUAL  WEDGE  CLAMP) 
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force  shall  be  within  that  shown  by  Figure  2, 
Curve  III,  for  cars  with  contract  load  and  for 
the  counterweight,  and  the  minimum  stopping 
distance  shall  be  at  least  that  shown  by  Figure 
2,  Curve  1,  for  cars  with  130  pound  load,  and 
Curve  II  for  cars  with  contract  load  and  for 
the  counterweight. 

3 .3.6.4.  Maximum  and  Minimum  Stopping 
Distances  of  Flexible-Guide  Clamp 
Safeties. 

I  he  maximum  stopping  distance  of  the  car  and 
counterweight  safeties  of  the  Flexible-Guide 
Uamp  Type,  F.G.C.,  shall  be  within  that  shown 
by  Figure  3,  Curve  III,  for  the  car  with  contract 
load  and  for  the  counterweight,  and  the  minimum 
stopping  distance  shall  be  at  least  that  shown  by 
bigure  3,  Curve  I,  for  cars  with  150  pound  load 
■GOVERNOR  TRIPPING  SPEED  IN  FEET  PER  MIN 
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and  Curve  II  for  cars  with  contract  load  and 

for  counterweights. 

3. 3. 6. 5.  Pull-Out  of  the  Governor  Cable. 

For  elevators  having  a  contract  speed  of  475 

feet  per  minute  or  more,  the  pull-out  of  the 
governor  cable  from  its  normal  running  position 
until  the  safety  jaws  begin  to  apply  pressure  to 
the  guide  rails  shall  be  30  inches  or  less. 

3. 3. 6. 6.  Stopping  Distance. 

Stopping  distance  is  actual  slide  as  indicated  by 
the  marks  on  the  rails. 

Capacity  and  Loading. 

3.3.7. 1.  Contract  Load  of  Elevators. 

The  contract  load  of  a  passenger  elevator  in 
pounds  shall  be  at  least  the  amount  given  by 
Curve  A  in  Figure  4  corresponding  to  the 
effective  platform  area  of  the  car. 

Total  PASSENGER  ELEVATOR  CAPACITY  (LB) 
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CAR  AND  COUNTERWEIGHT  SAFETIES,  TYPE 
F.G.C.  (FLEXIBLE  GUIDE  CLAMP) 


U 

EFFECTIVE  PLATFORM  FREE  CFPAC  ITY(L3.PER SQ.FT) 

FIG.  4.  PLOT  SHOWING  PASSENGER-ELEVA¬ 
TOR  CARRYING  CAPACITY  CORRESPOND¬ 
ING  TO  EFFECTIVE  PLATFORM  AREA 

.  The  minimum  contract  load  of  freight  elevators 
m  business  buildings,  public  buildings,  residence 
buildings  and  mixed  occupancy  buildings  shall  be 
determined  on  the  basis  of  the  curve  for  passenger 
elevators  (except  elevators  used  for  lifting  auto¬ 
mobiles  and  carriages  and  elevators  not  traveling 

w7eJhf  Stru!t  levelT  The  minimum  contract 
ad  oi  freight  elevators  in  warehouses  and  all 
elevators  not  traveling  above  the  street  level 
(except  automobile  and  carriage  elevators)  shall 
be  determined  on  the  basis  of  50  pounds  per 
square  foot  for  the  first  100  square  feet  of  plat¬ 
form  area  and  25  pounds  for  each  additional 
square  foot.  The  minimum  contract  load  of  ele- 
vators  lifting  automobiles  and  carriages  shall  be 
dete™,ned  on  ,he  basis  of  5„  pounds^er  sq,L£ 

afSdVn0r  nfirSt  80  square  feet  of  Platform  area 
and  20  pounds  for  each  additional  square  foot. 
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For  passenger  and  treight  elevators  having 
effective  platform  areas  above  120  square  feet 
(except  elevators  used  for  lifting  automobiles 
and  carriages,  elevators  not  traveling  above  the 
street  level  and  freight  elevators  in  warehouse) 
the  contract  load  shall  be  at  least  100  pounds  per 
square  foot. 

3.3.7. 2.  Posting  of  Information. 

A  metal  plate  shall  be  fastened  in  a  conspicuous 
place  in  passenger  elevator  cars,  bearing  the  fol¬ 
lowing  information  in  at  least  Y\  inch  letters  or 
figures  stamped,  etched  or  raised  on  the  surface 
of  the  plate: 

The  Contract  load  of  the  elevator  in  pounds. 
(See  also  3.3.7 A,  One  Piece  Loads  on  Elevators, 
Paragraph  5). 

The  inspection  certificate  posted  in  passenger 
elevator  cars  shall  state  the  allowable  number  of 
passengers  permitted  to  be  carried  by  the  elevator 
equal  to  its  rated  load  in  pounds  divided  by  150. 

A  similar  metal  plate  shall  be  placed  upon  the 
cross-head  of  passenger  and  freight  elevators 
and  on  the  bow  iron  or  frame  of  sidewalk  type 
elevators,  bearing  the  following  information: 

1.  The  weight  of  the  complete  car,  including 
the  safeties. 

2.  The  contract  car  speed  in  feet  per  minute 

at  which  the  elevator  is  designed  to  travel 
(except  sidewalk  type  elevators). 

3.  The  cable  data  required  by  3.5.1.2,  Informa¬ 
tion  on  Capacity  Plates. 

The  capacity  of  freight  elevators  shall  be 
indicated  in  a  conspicuous  place  in  the  car  in 
letters  and  figures  at  least  1  inch  high  by  the 
word  “CAPACITY,”  followed  by  figures  giving 
the  contract  load  in  pounds. 

3.3. 7.3.  Carrying  of  Passengers  on  Freight 
Elevators. 

The  use  of  new  freight  elevator  installations  to 
carry  passengers  is  forbidden  unless  they  con¬ 
form  to  all  the  requirements  of  these  Rules  cover¬ 
ing  passenger  elevators.  4 

The  carrying  of  passengers  on  existing  freight 
elevators  shall  be  permissible  provided  the  ele¬ 
vator  conforms  in  all  respects  to  the  requirements 
of  the  rules  for  existing  passenger  elevators. 

3.3  7.4.  One  Piece  Loads  on  Elevators. 

Passenger  and  freight  elevators  may  be  used 
for  carrying  safes  or  other  one  piece  loads  greater 
than  the  contract  load  of  the  elevator  when  the 
following  requirements  are  met: 

1.  A  “locking  device”  is  provided  which  will 
hold  the  car  at  any  landing  independently 
of  the  hoisting  cables  while  the  safe  or  other 
object  is  being  loaded  or  unloaded. 

2.  The  “locking  device”  shall  be  so  designed 
that  it  cannot  be  unlocked  unless  the  entire 
weight  of  the  car  and  load  is  suspended  on 
the  cables. 

3.  The  wrench  or  other  device  for  operating 
the  “locking  device”  shall  be  removable. 

4.  The  “locking  device”  shall  be  designed  to 
withdraw  the  bars  should  it  come  in  contact 
with  the  landing  locks  if  the  car  is  operated 
on  the  up  motion. 

5.  A  metal  plate  shall  be  provided  in  the  ele¬ 
vator  car  which  shall  bear  the  words 
“Capacity  Lifting  Safes”  in  letters  followed 
by  figures  giving  the  capacity  in  pounds  for 
lifting  safes  for  which  the  machine  is  de¬ 
signed.  the  letters  and  figures  to  be  at  least 
*4  inch  high,  stamped,  etched,  or  raised  on 
the  surface  of  the  plate. 

6.  The  car  platform,  car  frame,  sheaves,  shafts, 
cables  and  locking  device  shall  be  designed 


for  the  specified  “Capacity  Lifting  Safes” 
with  a  factor  of  safety  of  at  least  five. 

7.  The  car  safeties  shall  be  designed  to  stop 
and  hold  the  specified  “Capacity  Lifting 
Safes”  with  the  cables  intact. 

8.  Where  there  is  a  passageway  under  the 
hoistway  the  machine  shall  be  designed  to 
operate  with  the  “Capacity  Lifting  Safes” 
at  slow  speed  and  the  car  safety  shall  be 
designed  to  stop  and  hold  the  car  and 
“Capacity  Lifting  Safes”  independently  of 
the  cables. 

9.  For  traction  machines  additional  counter¬ 
weights  shall  be  added  so  that  the  total 
overbalance  is  at  least  equal  to  45  per  cent 
of  the  “Capacity  Lifting  Safes.” 

3.3. 7.5.  Locking  Device  Required. 

The  locking  device  specified  in  3.3.7 A,  One 
Piece  Loads  on  Elevators,  paragraph  1,  shall  be 
provided  for  any  passenger  elevator  installed  for 
carrying  safes  or  other  one  piece  loads  where 
the  weight  of  such  safes  or  one  piece  loads  equals 
or  exceeds  75  per  cent  of  the  contract  load. 

3.3.7.6.  Maximum  “Capacity  Lifting  Safes.” 

The  maximum  “Capacity  Lifting  Safes”  of 

any  traction  elevator  shall  be  1-1/3  times  the 
contract  load  of  the  elevator. 

3.3.7.7.  Special  Switches. 

Elevator  machines  equipped  for  carrying  safes 
or  other  concentrated  loads  greater  than  the  con¬ 
tract  load  of  the  elevator  shall  be  provided  with 
special  switches  near  the  machine  for  operating 
under  such  conditions. 


A  test  of  every  new  elevator  shall  be  made  with  con¬ 
tract  load  in  the  car  under  the  supervision  of  the  Commis¬ 
sioner  before  the  elevator  is  placed  in  regular  service. 

The  brakes,  limit  switches,  buffers,  car  safety  and  speed 
governor  shall  be  caused  to  function  in  each  test,  and 
approval  of  any  elevator  shall  be  granted  only  upon  satis¬ 
factory  completion  of  such  test. 


3.4.1.  Machines  and  Machinery. 

3.4.1. 1.  Design  of  Drums  and  Sheaves. 

Drums  and  leading  sheaves  shall  be  of  cast  iron 

or  steel,  and  shall  have  finished  grooves  which 
may  be  faced  with  materials  other  than  iron  and 
steel,  having  sufficient  traction.  U  grooves  shall 
be  at  most  1/16  inch  larger  than  the  cables. 

Hoisting  rope  sheaves  for  traction  machines 
shall  have  sheave  grooves  designed  so  that  the 
traction  will  not  be  materially  decreased  by  the 
wear  of  the  grooves. 

The  diameters  of  sheaves  or  drums  for  hoist¬ 
ing  or  counterweight  cables  shall  be  at  least  forty 
times  the  diameter  of  the  cable  (except  for  side¬ 
walk  elevators  and  except  where  conditions  make 
impractical  the  use  of  sheaves  of  such  size,  in 
which  case  the  Commissioner  may  permit  the 
use  of  smaller  diameter  sheaves).  Openings  in 
drums  shall  be  drilled  at  an  angle  of  less  than 
45  degrees  with  the  run  of  the  rope  and  be  pro¬ 
vided  with  a  rounded  corner  with  a  radius  at 
least  equal  to  that  of  the  rope. 

3.4.1.2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
(the  contract  load  plus  the  weight  of  the  car, 
cables,  counterweights,  and  so  forth)  to  be  used 
in  the  design  of  elevator  hoisting  machines  shall 
be  at  least : 

For  wrought  iron  or  wrought  steel .  8 


3.3.8.  Contract  Load  Test. 


3.4.  Machines,  Stopping  Devices,  Con 
trol  and  Operation. 
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For  cast  iron,  cast  steel  or  other  materials..  10 

3. 4.1. 3.  Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

3. 4.1. 4.  Friction  Gearing  or  Clutch  Mech¬ 
anisms  for  Passenger  Elevators. 

The  use  of  friction  gearing  or  clutch  mech¬ 
anisms  for  connecting  the  drums  or  sheaves  to  the 
main  driving  gear  is  forbidden. 

3.4.1. 5.  Use  of  Belt  or  Chain-driven  Ma¬ 
chines. 

The  use  of  belt  or  chain-driven  machines  is 
forbidden. 

3. 4.1.6.  Cast  Iron  Toothed  Worm  Gears. 

The  use  of  worm  gearing  with  cast  iron  teeth 

is  forbidden. 

3.4.1. 7.  Brakes  Required. 

Winding  drum  and  traction  machines  shall  be 
equipped  with  brakes  applied  automatically  by 
springs  or  gravity  when  the  operative  device  is 
at  the  “stop”  position.  Electric  elevator  machines 
shall  be  equipped  with  electrically  released  brakes. 

The  release  of  brakes  before  power  has  been 
applied  to  the  motor  is  forbidden. 

3. 4.1. 8.  Action  of  the  Brake  Magnet. 

No  single  ground,  short-circuit  or  counter¬ 
voltage  shall  prevent  the  action  of  the  brake  mag¬ 
net  from  allowing  the  brake  to  set  in  the  intended 
manner  during  normal  operation. 

No  motor-field  discharge,  counter- voltage,  single 
ground  or  accidental  short-circuit  shall  retard  the 
action  of  the  brake  magnet  in  allowing  the  brake 
to  set  during  emergency  stops. 

3.4.2.  Hydraulic  Elevatdr  Machines. 

3. 4.2.1.  Construction  of  Hydraulic  Elevator 
Machines. 

Hydraulic  elevator  machines,  whether  of  the 
vertical  or  horizontal  type,  shall  be  so  constructed 
and  so  roped  that  the  piston  will  be  stopped  before 
the  car  can  be  drawn  into  the  overhead  work. 
Stops  of  ample  strength  shall  be  provided  to  bring 
the  piston  to  rest  when  under  full  pressure  with¬ 
out  causing  damage  to  the  cylinder  or  cylinder 
head. 

3. 4. 2.2.  Metal  Guide  Rails  and  Shoes  Re- 
quired  for  Traveling  Sheaves. 

Traveling  sheaves  for  vertical  hydraulic  ele¬ 
vators  shall  be  guided.  Guide  rails  and  guide 
shoes  shall  be  of  metal. 

3.4.2.3.  Side  Frames  and  U-Strap  Connec¬ 
tions. 

Side  frames  of  traveling  sheaves  for  vertical 
n>  draulic  elevators  shall  'be  either  structural  or 
forged  steel. 

U«TT°f  the  construction  commonlv  known 
as  the  U-strap  connection”  between  the  piston 
rods  and  the  traveling  sheaves  is  forbidden 
3  4.2.4.  Equalizing  Cross-Heads  and  Washers. 

Where  more  than  one  piston  rod  is  used  on  the 
vertical  pulling  type,  an  equalizing  cross-head  shall 
be  provided  for  attaching  the  rods  to  the  traveling 
sheave  frame  to  insure  an  equal  distribution  of 
load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  under 
the  piston  rod  nuts  to  insure  a  true  bearing. 

3.4  2.5.  Gas  Releases. 

Cylinders  of  hydraulic  elevator  machines  shall 
be  provided  with  means  for  releasing  air  or  other 
gas. 

3.4. 2.6.  Factor  of  Safety  and  True  Bearing  of 
Piston  Rods  of  Hydraulic  Elevators. 
Piston  rods  of  tension  type  hydraulic  elevators 


shall  have  a  factor  of  safety  of  at  least  eight, 
based  on  the  cross  sectional  area  at  the  root  of 
the  thread.  A  true  bearing  shall  be  maintained 
under  the  nuts  at  both  ends  of  the  piston  rod  to 
prevent  eccentric  loading  on  the  rods. 

3. 4.2.7.  Outlets  of  Pressure  Tanks. 

Outlets  of  pressure  tanks  shall  be  located  to 
prevent  the  probability  of  the  entrance  of  air  or 
other  gas  intojhe  elevator  cylinder. 

3-4.2. 8.  Packing  of  Automatic  Stop  Valves. 

Automatic  stop  valves  for  elevators  shall  be 
packed  with  cup  leathers,  or  other  means  shall  be 
used  to  prevent  sticking  of  the  valve  stems. 

3. 4.2.9.  Relief  Valves. 

Each  pump  connected  to  the  pressure  tank  of  a 
hydraulic  elevator  shall  be  equipped  with  a 
relief  valve,  so  installed  that  it  cannot  be  shut 
off.  T.-.e  relief  valve  shall  be  of  sufficient  size 
and  so  set  as  to  pass  the  full  capacity  of  the  pump 
at  full  speed  without  exceeding  the  safe  working 
pressure  of  the  pump  or  tank.  The  relief  valve 
shall  be  piped  to  discharge  into  the  discharge 
tank  or  the  pump  suction.  Two  or  more  relief 
valves  may  be  used  to  obtain  the  capacity. 

3.4.2.10.  Automatic  By-Passes. 

Elevator  pumps,  unless  equipped  with  pressure 
regulations  which  control  the  motive  power,  shall 
be  equipped  with  automatic  by-passes. 

3.4.2.11.  Pressure  Tanks. 

Pressure  tanks  shall  be  made  and  tested  in  ac¬ 
cordance  with  the  requirements  of  the  American 
Society  of  Mechanical  Engineers’  Boiler  Code  for 
unfired  pressure  vessels,  1930. 

3.4.2.12.  Gages 

Each  pressure  tank  shall  be  provided  with  a 
water  gage  glass  having  brass  fittings  and  valves 
attached  directly  to  the  tank  and  so  located  as 
to  show  the  level  of  the  water  when  the  tank  is 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gage 
which  correctly  indicates  pressure  to  at  least  one 
and  one-half  times  the  normal  working  pressure 
allowed  in  the  tank.  This  gage  shall  be  con¬ 
nected  to  the  tank  bv  a  brass  or  other  corrosion 
resisting  pipe  in  such  a  manner  that  the  gage 
cannot  be  shut  off  from  the  tank  (except  bv  a 
cock  with  a  “T”  or  lever  handle,  the  T  or  lever 
being  set  in  line  with  the  direction  of  the  flow). 

1  he  cock  shall  be  in  the  pipe  near  the  gage. 

Pressure  tanks  shall  be  provided  with  a  *4  inch 
pipe  size  valved  connection  for  attaching  an  in¬ 
spectors  gage  while  the  tank  is  in  service. 

3.4.2.13.  Vacuum  Relief  Valves. 

Pressure  tanks  that  may  be  subject  to  vacuum 
shall  be  provided  with  one  or  more  vacuum  relief 
valves. 

Vacuum  relief  valves  shall  have  openings  of 
sufficient  size  to  prevent  the  collapse  of  the  tank 
if  a  vacuum  occurs.  If  necessary  more  than  one 
vacuum  relief  valve  may  be  used  to  obtain  suf¬ 
ficient  capacity. 

3.^2.14.  Inspection  of  Pressure  Tanks. 

Pre.ss”re  tanks  shall  be  so  located  and  supported 
that  inspection  may  be  made  of  the  entire  ex¬ 
terior. 


uischarge  Tanks. 

Discharge  tanks  open  to  the  atmosphere  shall  be 
so  designed  that  when  completely  filled  the  factor 
of  safety  shall  be  at  least  four  based  on  the 
ultimate  strength  of  the  material.  Discharge 
tanks  shall  be  covered  to  prevent  the  entrance 
of  foreign  materia  and  provided  with  a  suitable 
vent  to  the  atmosphere. 
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3.4.2.16.  Hydraulic  Elevators  Operated  by 
Steam  or  Gas. 

Hydraulic  elevators  operated  from  a  pressure 
tank  where  the  fluid  pressure  is  obtained  by 
directly  admitting  steam,  air  or  other  gas  to  the 
tank,  shall  comply  with  all  the  rules  governing 
hydraulic  elevators. 

3*4.2.17.  Design  of  Plunger  Elevators. 

In  the  design  of  plunger  elevators  adequate 
provision  shall  be  made  to  stop  the  plunger  as 
well  as  the  car. 

3.4.3.  Terminal  Stopping  and  Safety  Devices. 

3.4.3. 1.  Normal  Terminal  Stopping  Devices 
Required. 

Elevators  shall  be  provided  with  upper  and 
lower  normal  terminal  stopping  devices,  arranged 
to  stop  the  car  automatically  from  any  speed  at¬ 
tained  in  normal  operation  within  the  top  and 
bottom  overtravel  independent  of  the  operating 
devices,  the  final  terminal  stopping  device  and 
the  buffers  (except  that  in  the  case  of  hand-rope 
or  rod  operating  devices  the  normal  terminal 
stopping  device  may  operate  in  conjunction  with 
the  operating  devices). 

3. 4.3. 2.  Installation  of  Normal  Terminal 
Stopping  Devices. 

Normal  terminal  stopping  devices  shall  be  in¬ 
stalled  as  follows : 

1.  Electric  elevators  having  winding  drum 
machines  (except  sidewalk  type  elevators 
and  except  those  operated  by  hand-rope, 
wheel  or  lever  devices)  shall  have  stopping 
switches  on  the  car  or  in  the  hoistway 
operated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
(except  those  operated  by  hand-rope  devices) 
shall  have  stopping  switches  on  the  car,  or 
in  the  machine  room,  or  in  the  hoistway, 
operated  by  the  movement  of  the  car. 
Where  such  stopping  devices  are  located  in 
the  machine  room,  a  safety  switch  shall  be 
provided  which  will  stop  the  machine  should 
the  driving  member  fail. 

3.  All  electric  elevators  with  hand-rope  or  rod 
operating  devices  shall  have  stop  balls  se¬ 
curely  fastened  to  the  rope  or  rod  arranged 
to  center  the  operating  device,  and  (except 
for  sidewalk  type  elevators)  if  wind¬ 
ing  drum  machines  are  used  they  shall  also 
have  an  additional  device  to  center  the 
operating  device  automatically. 

4.  Hydraulic  elevators  having  a  contract  speed 
in  excess  of  100  feet  per  minute  shall  have 
an  automatic  stop  valve  independent  of  the 
normal  control  valve  or  valves  operated 
either  by  the  car  or  the  machine. 

5.  Hydraulic  elevators  having  a  contract  speed 
of  100  feet  per  minute  or  less  with  hand- 
rope  or  rod  operating  devices  shall  have 
stop  balls  on  the  operating  device. 

6.  Electric  elevators  having  winding  drum 
machines  with  lever  or  wheel  operating  de¬ 
vices  shall  have  a  device  to  center  the  oper¬ 
ating  device  automatically. 

7.  Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  hand-rope  or 
pull  chain  operating  devices  shall  have  a 
stopping  device  on  the  machine  and  on  the 
operating  device. 

Electric  sidewalk  type  elevators  having 
winding  drum  machines  and  either  auto¬ 
matic  or  continuous  pressure  operation  shall 
have  a  stopping  device  on  the  machine  and 
in  the  hoistway.  These  stopping  devices 
shall  not  control  the  same  switches  unless 


two  or  more  separate  and  independent 
switches  are  provided,  two  of  which  shall  be 
closed  to  complete  the  motor  and  brake 
circuit  in  each  direction  of  travel. 

3. 4.3.3.  Final  Terminal  Stopping  Devices  Re¬ 
quired. 

Electric  elevators  (except  sidewalk  type  ele¬ 
vators)  shall  be  provided  with  upper  and  lower 
final  terminal  stopping  devices  arranged  to  stop 
the  car  and  counterweight  automatically  from  con¬ 
tract  speed  within  the  top  clearance  and  bottom 
overtravel  independently  of  the  operation  of  the 
normal  terminal  stopping  devices  and  the  oper¬ 
ating  device,  but  with  buffers  operative.  This 
requirement  may  necessitate  the  use  of  auxiliary 
stopping  devices  for  the  car  and  counterweight. 

Final  limit  switches  and  oil  buffers  shall  be 
located  so  that  the  engagement  of  the  buffer  and 
the  opening  of  the  limit  switch  will  occur  as 
nearly  simultaneously  as  possible.  When  spring 
buffers  are  provided,  the  final  limit  switches  shall 
be  opened  before  the  buffer  is  engaged. 

Where  means  are  provided  to  prevent  jumping 
of  the  car  or  counterweight  it  shall  only  be  neces¬ 
sary  that  the  limit  switch  open  before  the  buffer 
is  fully  compressed. 

3.4.3.4.  Installation  of  Final  Terminal  Stop¬ 
ping  Devices. 

Final  terminal  stopping  devices  shall  be  in¬ 
stalled  in  connection  with  electric  elevators  (ex¬ 
cept  sidewalk  type  elevators)  as  follows : 

lv  Electric  elevators  having  winding  drum 
machines  shall  have  stopping  switches  on 
the  machines  and  also  in  the  hoistway  oper¬ 
ated  by  the  movement  of  the  car. 

2.  Electric  elevators  having  traction  machines 
shall  have  stopping  switches  in  the  hoistway 
operated  by  the  movement  of  the  car. 

3. 4.3.5.  Action  and  Switches  of  Final  Ter¬ 
minal  Stopping  Devices. 

The  final  terminal  stopping  device  shall  act  to 
prevent  movement  of  the  car  in  both  directions. 
The  normal  and  final  terminal  stopping  devices 
shall  not  control  the  same  switches  on  the  con¬ 
troller  unless  two  or  more  separate  and  inde¬ 
pendent  switches  are  provided,  two  of  which  shall 
be  closed  to  complete  the  motor  and  brake  circuit 
in  each  direction  of  travel.  When  2-phase  or  3- 
phase  alternating  current  is  used  to  operate  the 
elevator  the  above  switches  shall  be  of  the  multi¬ 
pole  type.  In  the  case  of  hand-rope,  rod,  wheel 
or  lever  operating  devices  the  normal  and  final 
terminal  stopping  devices  may  control  the  same 
switch  on  the  controller. 

When  the  final  terminal  stopping  device  con¬ 
trols  the  same  controller  switch  or  switches  as 
the  operating  device  or  the  normal  terminal  stop¬ 
ping  device,  it  shall  be  connected  into  the  control 
circuit  on  the  oppsite  side  of  the  line. 

3.4.3. 6.  Prohibited  Types  of  Terminal  Stop¬ 
ping  Devices. 

The  use  of  chain,  rope  or  belt  driven  machine 
terminal  stopping  devices  is  forbidden  for  ele¬ 
vators  having  winding  drum  machines. 

3.4.3.7.  Automatic  Terminal  Stopping  De¬ 
vices  Required. 

Electric  elevators  having  winding  drum  ma¬ 
chines  (except  sidewalk  type  elevators)  driven  by 
2-phase  or  3-phase  alternating  current  shall  have 
an  automatic  terminal  stopping  device  arranged 
to  open  the  main  line  circuit  to  the  motor  and 
brake  directly.  This  device  shall  prevent  move¬ 
ment  of  the  machine  in  either  direction  before  or 
coincident  with  the  operation  of  the  final  ter¬ 
minal  stopping  device. 
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3.4.3. 8.  Enclosure  of  Terminal  Stopping 
Switches. 

Normal  and  final  terminal  stopping  switches, 
whether  on  the  car,  in  the  machine  room,  or  in 
the  hoistway,  shall  be  of  the  enclosed  type. 

3.4.3. 9.  Mounting  of  Terminal  Stopping  De¬ 
vices. 

Normal  and  final  terminal  stopping  devices, 
where  on  the  car  or  in  the  hoistway,  shall  be 
securely  mounted  in  such  a  manner  that  the 
movement  of  the  switch  lever  or  roller  to  open 
the  contacts  shall  be  as  nearly  as  possible  in  a 
direction  at  right  angles  to  a  line  drawn  between 
the  faces  of  the  car  guide  rails. 

3.4.3.10.  Location  of  Operating  Cams. 

The  cams  for  operating  the  terminal  stopping 
switches  shall  be  of  metal  and  shall  be  so  located 
and  of  sufficient  length  to  maintain  the  switch  in 
the  open  position  when  the  car  is  in  contact  with 
the  overhead  structure  or  resting  on  the  fully 
compressed  buffer  with  the  overhead  structure 
and  the  buffer  in  their  normal  position. 

4.  Operation  and  Control. 

3.4.4. 1.  Maximum  Speed  for  Direct  Hand 
Operated  Elevators. 

I  he  operation  of  elevators  having  a  contract 
speed  in  excess  of  100  feet  per  minute  by  direct 
hand  operated  ropes,  cables  or  rods  is  forbidden. 

3. 4. 4. 2.  Maximum  Speed  of  Elevators  Oper¬ 
ated  by  Wheels  or  Levers;  Marking 
of  Hydraulic  Elevator  Operating 
Devices. 

The  operation  of  elevators  having  a  contract 
speed  in  excess  of  150  feet  per  minute  by  wheel 
or  lever  mechanisms  is  forbidden  (except  hydrau¬ 
lic  elevators). 

Hydraulic  elevators  operated  by  a  wheel  op¬ 
erating  device  shall  be  provided  with  an  indicat¬ 
ing  device  in  the  car  to  show  the  position  of  the 
control  valve.  Such  device  shall  be  marked  and 
shall  indicate  “up,”  “down”  and  “off.”  The 
wheel  operating  device  shall  be  marked  to  indi- 
dicate  the  direction  of  motion. 

3. 4.4.3.  Access  to  Operating  Ropes  or  Cables 
^  from  Outside  of  the  Hoistway. 

The  operation  of  elevators  by  a  rope  or  cable, 
access  to  which  is  obtained  from  the  outside  of 
the  hoistway,  is  forbidden. 

3. 4.4. 4.  Overhead  Tension  Weights. 

Overhead  tension  weights  for  hand  ropes  shall 

be  secured  by  chains  or  cables  attached  to  the 
weights  and  to  a  suitable  anchorage. 

3. 4.4.5.  Hand-rope  Guards. 

Guards  which  will  keep  the  hand-ropes  on  the 
sheaves  shall  be  installed. 

5.4.4.6.  Centering  Devices  Required. 

Fi  eight  elevators  (except  sidewalk  type  eleva¬ 
tors)  operated  by  means  of  a  direct  operated  hand- 
rop.e,  shall  be  provided  with  a  centering  device 
which  will  insure  the  operating  mechanism  being 
placed  in  the  stop  position  when  it  is  desired  to 
stop  the  car. 

5.4.4.7.  Arrangement  and  Number  of  Oper- 
.  ating  Devices. 

The  handle  of  car  switch  operating  devices 
shall  be  arranged  to  return  to  the  “stop”  position 
and  lock  there  automatically  when  the  hand  of 
the  operator  is  removed. 

Where  more  than  one  operating  device  is  used 
in  a  car  (except  in  automatic  operation  eleva¬ 
tors)  the  operating  devices  shall  be  so  interlocked 
that  only  one  can  be  used  at  a  time.  If  a  single 
operating  device  is  used,  it  shall  be  so  located 
as  to  be  near  the  car  opening  serving  the  greatest 
number  of  landing  openings. 


3.4  4.8.  Emergency  Stop  Switches. 

An  emergency  stop  switch,  which  will  cut  off 
the  source  of  power,  shall  be  provided  in  the  car 
adjacent  to  the  operating  device  for  electric  eleva¬ 
tors.  If  the  stop  button  of  an  automatic  opera¬ 
tion  or  continuous  pressure  operation  elevator  is 
a  red  button  marked  “stop,”  it  may  be  used  as 
the  emergency  stop  switch. 

One  lead  to  the  emergency  stop  switch  shall 
be  run  to  the  car  through  a  separate  and  inde¬ 
pendent  traveling  cable  where  electric  elevators 
have  winding  drum  machines. 

3.4  4.9.  Disconnecting  Switch  Required. 

A  manually  operated  multi-pole  disconnecting 
(service)  switch  shall  be  installed  in  the  main 
line  of  electric  elevator  machinery. 

This  switch  shall  be  located  adjacent  to  and 
visible  from  the  elevator  machine  or  motor  gen¬ 
erator  set.  Provision  for  closing  the  disconnect¬ 
ing  switch  from  any  other  part  of  the  building 
is  forbidden.  When  practicable  this  switch  shall 
be  located  in  the  machine  room  at  the  lock-jamb 
side  of  the  entrance  door. 

3.4.4.10.  Independent  Breaks  Required  with 
Metal-to-Metal  Contacts. 

Where  metal-to-metal  contacts,  gravity  or 
spring  opened,  or  a  combination  of  the  two,  arc 
used  on  controller  switches  for  stopping  elevator 
machines  at  least  two  independednt  breaks  shall 
be  provided. 


3.4.4.11.  Use  of  Springs  or  Electric  Circuits 
as  Circuit  Breakers. 

Breaking  the  circuit  to  stop  an  automatic-con- 
trol  elevator  at  the  terminals  shall  be  independent 
ot  the  operation  of  springs  in  tension  or  the  com- 
pletion  of  another  electric  circuit.  If  springs  are 
used  they  shall  be  in  compression.  The  interrup¬ 
tion  of  the  electric  circuit  shall  prevent  the 
movement  of  the  car. 


The  frame  of  the  electric  elevator  machine,  the 

rri°f,the  controller,  the  operating  rope  if  used, 
and  the  frames  of  electric  appliances  in  or  on  the 
elevator  car  shall  be  effectively  grounded 

3.4  4  is.  Enclosure  of  “Slack  Cable”  Switches. 

Ihe  electric  slack  cable”  switches  shall  be 
enclosed. 

3.4.4.14.  Forbidden  Types  of  Control  Sys¬ 
tems.  7 

The  use  of  control  systems  which  depend  on  the 
completion  or  maintenance  of  an  electric  circuit 
tor  the  interruption  of  the  power  and  for  the  ap¬ 
plication  of  electro-mechanical  brakes  at  the  ter¬ 
minals,  for  the  operation  of  safeties  or  the 
closing  of  a  contactor  by  an  emergency  stop 
button,  is  forbidden  (except  that  dynamic-braking 
and  speed  control  devices  are  exempt  from  these 
requirements). 

3.4  4.  i 5.  Arrangement  of  Operating  Levers. 

Lar-switch  and  hand-operating  levers  shall 
be  so  arranged  that  the  movement  of  the  lever 
toward  the  opening  which  the  operator  usually 
faces  will  cause  the  car  to  descend  and  the  move¬ 
ment  of  the  lever  away  from  the  opening  will 
cause  the  car  to  ascend. 

3.4.4.16  Rope  Locks  Required. 

Freight  elevators  operated  by  hand-ropes  shall 
be  equipped  with  rope  locks  for  holding  the  car 
at  any  landing  (except 

1.  Sidewalk  type  elevators  ; 

2.  evators  equipped  with  an  emergency 
switch;  and 

3.  Elevators  equipped  with  interlocks  or  elec¬ 
tric  contacts). 
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3.4.4.17.  Operation  of  Directional  Switches 
or  Operating  Valves  on  Passenger 
Elevators. 

On  mechanically  operated  passenger  elevators 
the  operation  of  directional  switches  or  operating 
valves  shall  not  depend  solely  upon  belts  or  upon 
cast  or  malleable  iron  chains.  If  a  hand-rope  is 
used  the  cable  shall  be  securely  anchored  to  the 
operating  sheave  or  drum. 

3.4.4.18.  Automatic  Fire  Alarm  Circuit 
Breakers. 

The  use  of  a  circuit  breaker  operated  auto¬ 
matically  by  a  fire  alarm  system  to  cut  off  the 
power,  or  interrupting  the  operating  circuit  of  a 
passenger  elevator  is  forbidden. 

3.4.4.19.  Automatic  Operation  Elevators. 

Automatic  operation  elevators  (except  sidewalk 

elevators  the  travel  of  which  does  not  exceed  one 
story)  shall  comply  with  the  following  require¬ 
ments  :  ,. 

1.  If  the  car  has  started  for  a  given  landing 
it  shall  be  impossible  for  an  impulse  to  be 
given  from  any  landing  to  send  the  car  in 
the  reverse  direction  until  it  has  reached 
the  destination  corresponding  to  the  first 
impulse.  It  shall  be  permissible  to  stop  the 
car  at  any  intermediate  landing  to  take  on 
or  discharge  passengers  or  attendants  going 
in  the  original  direction. 

2.  If  the  car  has  been  stopped  to  take  on 
or  discharge  passengers  or  freight  and  is 
to  continue  in  the  direction  determined  by 
the  first  impulse,  it  is  permissible  to  start 
the  car  by  the  closing  of  the  car  gate. 

3.  It  shall  be  impossible  to  start  the  car  under 
normal  operation  unless  every  hoistway  door 
is  closed  and  locked  in  the  closed  position. 

The  use  of  devices  employing  locks  and 
contacts  of  a  type  where  the  contact  is 
made  when  the  door  is  closed  and  the  lock¬ 
ing  of  the  door  takes  place  subsequently 
is  forbidden. 

4.  Where  the  elevator  is  used  by  the  general 

public  no  buttons  shall  be  provided  at  any 
landing  to  send  the  car  to  any  other  land¬ 
ing.  .  . 

5.  The  floating  platform  construction  may  be 
used  to  permit  operation  of  the  car  from 
the  landing  buttons  with  the  car  gate  open 
when  there  is  no  passenger  in  the  car 
under  the  following  conditions: 

Each  landing  door  shall  be  flush  with 
the  hoistway  edge  of  its  landing  saddle  and 
lintel  within  a  tolerance  of  one-quarter  of 
an  inch,  plus  or  minus. 

The  platform  shall  prevent  the  operation 
of  the  car  from  the  car  push  buttons  unless 
the  platform  is  depressed. 

It  shall  be  impossible  to  operate  the 
elevator  from  the  car  push  buttons  unless 
the  car  gate  is  closed. 

The  platform  shall  operate  when  a 
weight  of  30  pounds  is  placed  on  it  at  any 
point. 

The  platform  shall  be  so  constructed  that 
there  is  no  pocket  or  recess  capable  ot 
holding  refuse  or  dirt  beneath  the  platform. 

The  entire  platform  within  the  enclosure 
and  the  platform  threshold  sill  shall  float. 

The  installation  of  handrails  in  the  eleva¬ 
tor  car  is  forbidden. 

6.  An  inspector’s  switch  shall  be  installed  on 
the  controller  to  render  all  landing  buttons 
inoperative,  and  when  the  opening  of  the 
emergency  stop  switch  or  button  does  not 
cancel  all  registered  car  and  hall  calls,  the 
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inspector’s  switch  on  the  controller  shall 
also  render  all  car  buttons  inoperative  and 
there  shall  be  furnished  in  the  car  an  Up 
and  Down  inspection  switch  or  button 
which  will  enable  the  inspector  to  operate 
the  elevator  in  either  direction  as  long  as 
the  switch  or  button  is  held  in  contact. 

3.4.4.20.  Continuous  Pressure  Operation. 

The  use  of  continuous  pressure  operation  for 
passenger  elevators  is  forbidden  (except  when  they 
are  provided  with  all  of  the  safety  devices  re¬ 
quired  for  automatic  operation  elevators). 

3.4.4.21.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  electric  elevator  driven  by  a  polyphase 
alternating  current  motor  shall  be  provided  with 
a  device  which  will  (except  in  the  case  of  alter¬ 
nating  current  motors  used  in  motor  generator 
sets)  prevent  starting  the  motor  if 

1.  The  phase  rotation  is  in  the  wrong  direc¬ 
tion;  or 

2.  There  is  failure  in  any  phase. 

3.4.4.22.  Starting  of  Electric  Elevators  After 
Failure  of  Power. 

Electric  elevators  operated  by  hand  cables,  lever 
or  wheel  operating  devices,  shall  be  so  arranged 
that,  in  case  of  failure  of  power,  or  the  opening 
of  car  gate,  landing  door  or  limit  switches,  it 
will  be  necessary  to  return  the  operating  device 
to  the  “OFF”  position  before  the  elevator  can 
again  be  started. 

3.4.4.23.  Use  of  Overload  Circuit-Breakers. 

If  an  overload  circuit-breaker  is  used  for  a 

direct  current  rheostatic  control  electric  elevator, 
the  wiring  shall  be  arranged  so  that  the  circuit  of 
the  brake-magnet  coil  is  opened  at  the  same  time 
that  the  line  circuit  is  opened. 

3.4.4.24.  Sidewalk  Elevator  Key  Switch. 
Sidewalk  elevators  the  hatch  opening  of  which 

is  located  in  the  sidewalk  or  other  area  accessible 
to  the  public  shall  be  provided  with  a  device 
which  shall  normally  prevent  the  car  from  open¬ 
ing  or  closing  the  sidewalk  hatch  cover.  A 
switch  which  can  be  operated  only  by  a  special 
key  and  which  when  closed  will  permit  the 
car  to  open  and  close  the  sidewalk  hatch  cover 
shall  be  installed  on  the  building  wall  above  the 
sidewalk  at  the  right  hand  side  of  the  hoistway 
when  facing  the  building  wall  and  not  over  18 
inches  horizontally  distant  from  the  hoistway.  A 
detachable  flexible  cord  5  feet  or  less  in  length 
with  a  continuous  pressure  button  on  the  free 
end  may  be  used  in  lieu  of  the  key  switch  when 
desired. 

It  shall  be  necessary  that  the  key  or  button 
be  held  manually  in  position  to  keep  the  circuit 
closed.  The  elevator  may  also  be  operated  from 
the  sidewalk  or  exterior  area  level  by  means  of 
the  key  switch  or  button. 

3.4.4.25.  Installation  of  Condensers. 

The  installation  of  condensers  the  operation  of 
which  will  hold  in  any  magnet  or  keep  alive  any 
circuit  so  as  to  interfere  with  the  proper  opera¬ 
tion  of  any  new  or  existing  elevator  apparatus  is 
forbidden. 

3.4.5.  Limits  of  Speed. 

3.4.5. 1.  Maximum  Speed  of  Freight  and 

Passenger  Elevators. 

The  maximum  contract  speed  of  passenger  and 
freight  elevators  (except  as  otherwise  specified  in 
3.4.52,  Maximum  Speed  of  Sidewalk  Type  Ele¬ 
vators;  3A.5.3,  Maximum  Speed  of  Freight  Ele¬ 
vators  Without  Regular  Operators,  and  3.4.5A, 
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Maximum  Speed  of  Continuous  Pressure  Opera¬ 
tion  Freight  Elevators )  shall  be  limited  only  by 
the  top  and  bottom  clearances  as  determined  by 

2.1.4,  Pits,  Overtravel  and  Clearances. 

3.4.5. 2.  Maximum  Speed  of  Sidewalk  Type 
Elevators. 

The  maximum  contract  speed  of  sidewalk  type 
elevators  shall  be  35  feet  per  minute. 

3.45.3.  Maximum  Speed  of  Freight  Eleva¬ 
tors  Without  Regular  Operators. 

The  maximum  contract  speed  of  freight  ele¬ 
vators  without  a  regular  operator  (except  side¬ 
walk  type  elevators)  unless  provided  with  auto¬ 
matic  operation  or  continuous  pressure  operation 
shall  be  100  feet  per  minute. 

3. 4. 5. 4.  Maximum  Speed  of  Continuous  Pres¬ 
sure  Operation  Freight  Elevators. 

The  maximum  contract  speed  of  electric  freight 
elevators  with  continuous  pressure  operation  (ex¬ 
cept  sidewalk  type  elevators)  shall  be  150  feet  per 

minute. 

3.5.  Cables  and  Signal  Systems  for 
Elevators. 


CABLE  SPECIFICATIONS 


Cable 

N  umber 

Diameter 
in  Inches 

Rated 

Strength 

Ultimate 
in  Pounds 

Hoisting 

- - 

Car  Counter¬ 
weight 

• 

In  addition  a  metal  tag  shall  be  attached  to  the 

cable  fastenings.  On  this  tag  shall  be  given  the 
diameter,  rated  ultimate  strength,  and  material  of 
the  cable,  and  the  date  of  the  cable  installation. 

3. 5. 1.3.  Load  Limit  for  Cables  of  Unknown 
Strength. 

Where  the  rated  ultimate  strength  and  material 
are  not  known,  the  loads  shall  be  limited  to  the 
loads  allowed  for  iron  cable  of  the  same  diameter. 

3.5. 1.4.  Factors  of  Safety. 

The  factor  of  safety  based  on  static  loads  for 
car  and  counterweight  cables  for  elevators 
shall  be  at  least  the  values  given  in  the  follow- 
mg  figures  corresponding  to  the  contract  speed 
of  the  car. 

The  factor  of  safety  based  on  static  loads  for 
chains  used  for  hoisting  sidewalk  elevators  shall 
be  at  least  5,  and  for  cables  7. 


3.5.1.  Cables. 


3  5.1.1.  Materials  for  Cables. 

Car  and  counterweight  cables  shall  be  iron 
or  steel  without  covering  (except  that  where  lia- 
puity  to  excessive  corrosion  or  other  hazard  ex¬ 
ists,  marline-covered  cables  are  permitted  for 
fi eight  elevators).  The  use  of  marline-covered 
cables  for  passenger  elevators  is  forbidden.  The 
use  of  chains  for  hoisting  is  forbidden  (except 
for  sidewalk  elevators  the  travel  of  which  does 
not  exceed  15  feet). 


imormation  on  Capacity 


Where  winding  drum  machines  are  used  t 
capacity  plate  required  in  33.7.2,  Posting  of  l 
formation,  shall  bear  the  following  informatio 


CABLE  SPECIFICATIONS 


Cable 

Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting 

Car  Counter¬ 
weight 

Machine 

Counterweight 

Where  traction  machines  or  drum  machines 
without  counterweights  are  used,  the  capacity 

,'nJ372‘-  Pos‘",‘>  °f  ‘"formation, 

shall  bear  the  following  information: 


CABLE  SPECIFICATIONS 


Number 

Diameter 
in  Inches 

Rated  Ultimate 
Strength  in  Pounds 

Hoisting  Cables 

Where  hydraulic  machines  are  used  the  cz 
pacity  plate  required  is  33.7.2,  Posting  of  Info, 

motion,  shall  bear  the  following  information: 


factor  of  safety 


FIG.  5.  FACTORS  OF  SAFETY  FOR  HOISTING 
AND  COUNTERWEIGHT  CABLES  FOR 
PASSENGER  ELEVATORS 
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CAR  SPEED  IN  FEET  PER  MIN. 
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3.5.1. 5.  Number  and  Diameter  of  Cables  and 
Computed  Load. 

The  number  and  diameter  of  the  cables  shall  be 
determined  by  using  the  factor  of  safety  found  in 
3. 5. 1.4,  Factors  of  Safety,  together  with  the  rated 
ultimate  strength  of  the  cable.  The  computed 
load  on  the  cables  shall  be  the  weight  of  the  car, 
plus  its  contract  load,  plus  the  weight  of  hoisting 
cables  and  the  compensation. 

The  minimum  number  of  cables  used  with  trac- 
tion  elevators  shall  be  3.  The  minimum  number 
of  cables  used  with  winding  drum  elevators  shall 
be  2. 


FACTOR  OF  SAFETY 


AND  COUNTERWEIGHT  CABLES  FOR 
FREIGHT  ELEVATORS 


The  use  of  hoisting  ropes  less  than  j4-inch  in 
diameter  for  elevators  is  forbidden  (except  that 
where  conditions  make  impractical  the  use  of 
rope  of  the  size  specified,  the  Commissioner  may 
permit  the  use  of  rope  7/16  of  an  inch  in 
diameter). 

3. 5. 1.6.  Anchoring  of  Cables  to  Winding 
Drums. 

Cables  anchored  to  winding  drums  shall  have 
at  least  one  turn  of  cable  on  the  winding  drum 
when  the  car  or  counterweight  has  reached  the 
extreme  limit  of  its  overtravel. 

3.5. 1.7.  Lengthening  or  Repairing  Cables  by 
Splicing  Fotrbidden. 

The  repair  or  lengthening  of  car  or  counter¬ 
weight  cables  by  splicing  is  forbidden. 


3.5.1. 8.  Securing  Winding  Drum  Ends  of 
Cables. 

The  winding  drum  ends  of  car  or  counter¬ 
weight  cables  shall  be  secured  by  clamps  on  the 
inside  of  the  drums  or  by  one  of  the  methods 
specified  in  the  following  paragraphs  for  fasten¬ 
ing  cables  to  cars  or  counterweights. 

3. 5.1.9.  Fastening  Car  and  Counterweight 
Ends  of  Cables. 

The  car  and  counterweight  ends  of  cables  shall 
be  fastened  by  individual  tapered  babbitted  sockets, 
or  by  other  methods  approved  by  the  Commis¬ 
sioner  (except  that  spliced  eyes  and  return  loops 
are  forbidden).  Other  fastenings  may  be  used  for 
compensating  counterweight  cables  and  for 
plunger  elevators 

Adjustable  shackle  rods  shall  be  used  to  attach 
cables  to  cars  and  counterweights  in  such  a  man¬ 
ner  that  all  portions  of  the  cable  (except  the  por¬ 
tion  in  the  socket)  shall  be  readily  visible. 

3.5.1.10.  Method  of  Socketing  Cables. 

If  a  babbitted  socket  is  used,  the  length  of  the 


socket  shall  be  at  least  4.75  times  the  diameter 
of  the  cable.  The  hole  at  the  small  end  shall  be 
as  given  in  the  following  table : 

Nominal  Diameter  of 
Cable  in  Inches 

Inside  Diameter  of  Small  End  of 
of  Cable  Socket 

Ya  to  7/16  inclusive 

shall  not  be  more  than  1/16  inch 
larger  than  actual  cable  diameter. 

)4  to  yA  inclusive 

shall  not  be  more  than  3/32  inch 
larger  than  actual  cable  diameter. 

to  1%  inclusive 

shall  not  be  more  than  )4  inch 
larger  than  actual  cable  diameter. 

1)4  to  1)4  inclusive 

shall  not  be  more  than  3/16  inch 
larger  than  actual  cable  diameter. 

The  small  end  of  the  socket  shall  be  free  from 
cutting  edges.  The  hole  at  the  large  end  of  the 
socket  shall  be  at  least  2)4  times  the  diameter 
of  the  cable.  A  socket  shall  be  drop-forged  steel, 
steel  casting,  or  formed  in  a  substantial  block  of 
cast  iron.  The  socket  shall  be  of  such  strength 
that  the  cable  will  break  before  the  socket  is 
perceptibly  deformed. 

The  ends  of  wire  rope  shall  be  served  with  three 
seizings  at  each  side  of  any  point  at  which  the 
rope  is  to  be  cut. 

Only  annealed  iron  wire  shall  be  used  as  seiz¬ 
ing  wire.  The  wires  should  be  wound  tight  and 
even.  The  twisted  ends  of  the  seizings  shall  be 
so  placed  that  they  fall  into  the  valleys  between 
strands  and  away  from  the  end  of  the  rope. 

The  first  two  seizings  shall  be  at  least  )4-inch 
long,  and  the  third  seizing  at  least  ^4-inch  long. 
The  first  seizing  shall  be  close  to  the  cut  and 
the  second  seizing  shall  be  spaced  within  2)4 
inches  from  the  first  seizing.  The  third  seizing 
shall  be  at  a  distance  from  the  second  seizing 
equal  to  the  length  of  the  socket. 

The  use  of  tape  as  a  substitute  for  annealed- 
iron-wire  seizing  is  forbidden. 

The  ropes  thus  served  shall  be  slipped  into 
the  socket  a  sufficient  distance  for  manipulating 
and  after  removing  the  first  two  seizings  the 
strands  shall  be  opened  up  and  the  hemp  center 
cut  out  as  close  as  possible  to  the  remaining 
seizing. 

Then  all  grease  shall  be  wiped  off  the  extended 
strands  and  the  lubricant  carefully  removed  by 
washing  with  gasoline.  The  ends  of  the  strands 
shall  then  be  bent  in  and  bunched  close  together, 
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and  the  rope  pulled  back  as  far  as  possible  so 
that  the  strands  rest  in  the  basket  with  the  third 
seizing  slightly  projecting  outside  the  mouth  of 
the  socket. 

The  socket,  now  being  ready  for  pouring  the 
babbitt,  shall  be  wanned  and  shall  be  held  vertical 
and  truly  axial  with  the  rope  to  be  socketed. 
Tape  or  waste  may  be  wound  around  the  rope  at 
the  base  of  the  socket  to  prevent  the  metal  from 
seeping  through,  but  must  be  removed  after  the 
babbitt  has  cooled  off.  Pure  babbitt  only,  free  of 
dross,  shall  be  used,  heated  to  a  temperature  just 
sufficient  to  produce  fluidity. 

If  the  seizing  and  socketing  has  been  done 
properly,  the  original  and  uniform  relation  of 
tension  obtained  by  correct  manufacture  will  be 
undisturbed ;  any  loss  of  rope  lay  is  a  clear  in¬ 
dication  of  careless  seizing  and  socketing. 
3.5.1.11.  Reroping  and  Shortening  of  Cables. 

Whenever  an  elevator  is  reroped  or  its  ropes 
shortened,  the  top  car  and  counterweight  clear¬ 
ances  shall  be  at  least  those  specified  in  2.1.4.3, 
Top  Clearances. 

3.5.2.  Emergency  Signals. 

3.5. 2.1.  Emergency  Signals  or  Telephones 
Required. 

Automatic  operation  passenger  or  freight  eleva¬ 
tors  (except  sidewalk  elevators  the  travel  of 
which  does  not  exceed  15  feet)  shall  be  provided 
with  an  audible  emergency  signal  operative  from 
the  car  and  located  outside  of  the  hoistway,  or 
shall  be  provided  with  a  telephone.  The  emer¬ 
gency  alarm  shall  be  clearly  audible  in  the  office, 
power  house,  or  room  in  which  an  employee  is 
ordinarily  located. 

3. 5. 2.2.  Telephone  Connection  Required. 

Passenger  elevators  in  private  residences  shall 
be  provided  with  a  telephone  permanently  con¬ 
nected  to  a  central  exchange. 

3-5. 2.3.  Signal  Systems  on  Freight  Elevator 
Hoistways. 

The  hoistway  of  every  freight  elevator  (ex¬ 
cept  automatic-operation  and  continuous  pressure 
operation  and  sidewalk  elevators)  shall  be  pro¬ 
vided  with  a  signal  system  by  means  of  which 
signals  can  be  given  from  any  landing  whenever 
the  elevator  is  desired  at  that  landing. 

RULE  4.  HAND  POWER 
ELEVATORS 

4.1.  Hoistway  Construction. 

4.1.1.  Fire  Resistive  Hoistway  Enclosures. 

4.1. 1.1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  all  elevators  shall  com¬ 
ply  with  Section  373  of  Article  18,  of  Chapter  5 
of  the  Code  of  Ordinances,  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  27o'  of  the 
Labor  Law  (except  sidewalk  elevators,  the  travel 
of  which  does  not  exceed  one  story). 

4.1. 1.2.  Landing  Openings  to  Be  Protected. 
Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18,  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law 
(except  that,  they  must  first,  comply  with  2.3.1. 1, 
Automatic  Fire  Doors  Functioning  by  Heat).  For 
elevators  whose  contract  load  is  2, 000  pounds  or 
more,  the  aggregate  clear  width  of  the  hoistway 
doors  shall  be  at  least  30  inches  and  the  clear 
height  shall  be  at  least  78  inches. 


4.1.1. 3.  Strength  of  Hoistway  Enclosures. 

The  hoistway  enclosure  adjacent  to  a  landing 
opening  shall  be  of  sufficient  strength  to  support 
in  true  alignment  the  hoistway  doors  with  their 
operating  mechanism. 

4.1.2.  Non-fire  Resistive  Hoistway  Enclo¬ 
sures. 

Non-fire  resistive  hoistway  enclosures  shall  be  permit¬ 
ted  only  for  sidewalk  elevators,  the  travel  of  which  does 
not  exceed  one  story.  Where  non-fire  resistive  construc¬ 
tion  is  permitted,  hoistways  shall  be  enclosed  to  a  -height 
of  6  feet  (except  on  the  sides  used  for  loading  or  un¬ 
loading). 

4.1.2.1.  Materials  for  Enclosures. 

Enclosures .  shall  be  building  walls,  solid  or 
latticed  partitions,  of  incombustible  material,  grill- 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  wire  grillwork  is  used 
the  wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  W^ire  Gage),  and  the  max¬ 
imum  size  of  mesh  shall  be  2  inches.  Where 
expanded  metal  is  used,  its  minimum  thickness 
shall  be  0.094  inches  (Number  13  United  States 
Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 

4.1.3.  Clearance  Between  Cars  and  Hoistway 
Enclosures. 

4. 1.3.1.  Clearance  Between  Car  Platforms 
and  Landing  Saddle. 

The  maximum  clearance  between  the  car  plat¬ 
form  and  the  landing  saddle  shall  be  3  inches  for 
freight  elevators  and  2  inches  for  passenger  ele- 
vators  (except  that  where  the  operating  rope  is 
located  at  the  side  of  the  platform,  this  clearance 
shall  not  exceed  1  inch). 

4. 1.3.2.  Clearance  Between  Hoistway  Enclo¬ 
sure  and  Loading  Side  of  Car  Plat¬ 
form. 

The  maximum  permissible  clearance  between  a 
hoistway  enclosure  and  a  loading  side  of  the  car 
platform  opposite  a  car  entrance  shall  be  5  inches 
(except  when  the  doors  are  installed  wholly  with- 
ln.  the  hoistway  in  which  case  the  maximum  per¬ 
missible  clearance  shall  be  lV2  inches') 

4.1.4.  Overtravel  for  Hand  Elevators. 

An  overtravel  of  at  least  18  inches  shall  be  provided 
at  the  top  for  hand  elevators  (except  for  sidewalk  ele¬ 
vators).  No  overtravel  is  required  at  the  bottom. 

4.1.5.  Machine  Supports,  Loads  on  Supports 
and  Factors  of  Safety. 

41.5.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete.  Beams  are 
not  required  under  machinery  supported  on  inde¬ 
pendent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

4.1. 5. 2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows: 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves  and 
similar  equipment.  The  load  suspended  from 
the  beams  shall  include  the  sum  of  the  tensions 
of  all  cables  suspended  from  the  beams. 
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4.1. 5. 3.  Hanging  of  Machinery  Underneath 
Supporting  Beams. 

The  hanging  of  elevator  machinery  underneath 
the  supporting  beams  at  the  top  of  the  hoistway 
is  forbidden  (except  for  idler  or  deflecting  sheaves 
with  their  guards  and  frames,  devices  for  limit¬ 
ing  or  retarding  the  car  speed  and  their  acces¬ 
sories). 

4.1.5.4.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams  based  on  the 
ultimate  strength  of  the  material  which,  if.  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation,  A  7-29,  the  loads  being  assumed  as 
in  4.1.5.2,  Loads  on  Supports,  shall  be  at  least  the 
following : 

For  steel .  * 

For  reinforced  concrete .  7 

4.1.6.  Gratings  Under  Machinery. 

A  metal  grating  capable  of  supporting  50  pounds  per 
square  foot  shall  be  installed  under  the .  overhead 
machinery.  Openings  in  such  gratings  shall  reject  a  ball 
1  y2  inches  in  diameter. 

4.1.7.  Thoroughfares  Under  Elevator  Hoist¬ 
ways  or  Counterweights. 

Thoroughfares  under  hoistways  or  counterweights  are 
forbidden  unless  there  is  a  structure  under  the  hoistway 
or  counterweight  sufficiently  strong  to  withstand  the  im¬ 
pact  of  the  car  with  contract  load,  or  the  impact  of  the 
counterweight,  when  either  is  dropped  freely  in  its  guides 
from  the  upper  limit  of  overtravel,  provided  that  for  cars 
or  counterweights  equipped  with  broken  rope  safeties 
and  speed  retarders,  the  impact  shall  be  computed  for  the 
maximum  attainable  speed. 

44.2.  Hoistway  Guards  and  Screens. 

4.2.1.  Hatch  Covers  for  Sidewalk  Elevators. 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  or  partially  outside  the  building  wall,  the  hatch 
covers  shall  be  of  the  hinged  type  or  the  vertically  lifting 
type  and  shall  be  capable  of  sustaining  a  live  load  of  300 
pounds  per  square  foot.  The  maximum  permissible  dimen¬ 
sions  of  sidewalk  openings  shall  be  5  feet  at  right  angles 
to  and  6  feet  parallel  to  the  building  line  (except  by 
permission  of  the  Borough  President).  The  side  of  t  re 
opening  nearest  the  building  shall  be  4  inches  or  less 
from  the  building  wall  (except  that  where  conditions  make 
this  impractical  this  distance  may  be  increased  subject 
to  the  approval  of  the  Commissioner). 

Where  hinged  type  covers  are  used,  the  line  of  the  hinges 
shall  be  at  right  angles  to  the  building  line.  Where  the 
covers  open  toward  any  obstruction  the  space  between  the 
fully  opened  cover  and  such  obstruction  shall  be  at  least 
18  inches.  Where  vertical  lifting  covers  are  used,  there 
shall  be  a  clearance  of  at  least  2  feet  between  the  cover  and 
any  obstruction  above  it  when  the  elevator  is  at  the  top 

of  its  overtravel.  .  ,  ,  ,  x  . 

Hatch  covers  shall  be  self-closing  and  the  fastening  or 
holding  open  of  the  covers  when  the  car  is  away  from 
the  top  landing  is  forbidden  (except  where  the  hatch  open¬ 
ing  is  in  an  area  inaccessible  to  the  public). 

Where  the  top  hatch  opening  of  sidewalk  elevators  is 
wholly  inside  the  building  wall,  hinged  or  vertically  lift¬ 
ing  type  covers  may  be  used,  or  doors  may  be  provided 
complying  with  4.3,  Hoistzmy  Doors.  Such  doors  shall 
be  so  arranged  that  they  can  only  be  opened  or  unlocked 
from  the  outside  of  the  hoistway  when  the  car  is  at  the 
landing. 

4.2.2.  Counterweight  Runways  Outside  of  the 
Hoistway. 

Runways  for  counterweights  located  outside  of  the  ele¬ 
vator  hoistway  shall  be  solidly  enclosed  throughout  their 
height  (except  that  when  the  runway  is  located  outside 
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of  the  building  it  shall  be  enclosed  to  a  height  of  at  least 
7  feet  from  the  ground). 

4.3.  Hoistway  Doors. 

4.3.1.  Automatic  Fire  Doors  Functioning  by 
Heat. 

No  automatic  fire  door,  the  functioning  of  which,  is 
dependent  on  the  action  of  heat,  shall  lock  any  landing 
opening  in  the  hoistway  enclosure  of  any  passenger  ele¬ 
vator  or  any  exit  leading  from  any  hoistway  landing  door 
to  the  outside  of  the  structure. 

4.3.2.  Protection  of  Landing  Openings. 

Landing  openings  in  hoistway  enclosures  shall  be  pro¬ 
tected  by  sliding  or  swing  doors  complying  with  the  fire 
resistive  requirements  for  doors  in  such  enclosures. 

In  addition  to  such  doors  landing  openings  in  hoistway 
enclosures  shall  be  furnished  with  gates  at  least  30  inches 
high  which  close  when  the  car  leaves  the  landing  unless 
the  landing  doors  are  made  in  two  parts,  one  above  the 
other,  the  lower  part  extending  at  least  30  inches  above 
the  floor,  and  arranged  to  open  only  after  the  upper  part 
has  been  opened  and  which  must  be  closed  before  the  top 
part  is  closed. 

4.3.3.  Opening  of  Hoistway  Doors. 

Hoistway  doors  of  elevators  serving  more  than  two 
floors  shall  not  be  openable  from  the  landing  side  unless: 

1.  The  word  “ELEVATOR”  is  conspicuously  dis¬ 
played  on  the  landing  side  of  the  doors,  and, 

2.  Unless  the  hoistway  door  is  equipped  with  two 
spring  locks  or  latches,  one  of  which  is  at  least  6 
feet  above  the  floor. 

4.3.4.  Hanger  Guards  and  Stops. 

Means  shall  be  provided  to  prevent  hangers  for  all 
sliding  hoistway  doors  from  jumping  the  tracks.  Stops 
shall  also  be  provided  to  prevent  the  hanger  carriage 
from  leaving  the  ends  of  the  track,  or  suitable  stops  may 
be  provided  on  the  door  only. 

4.3.5.  Vision  Panels. 

For  elevators  which  can  be  operated  from  outside  of 
the  hoistway,  hoistway  doors  may  be  provided  with  a 
vision  panel'.  Such  panels  shall  be  of  clear  wired  glass 
with  a  maximum  area  of  80  square  inches. 

4.3.6.  Strength  of  Hoistway  Doors. 

Hoistway  doors  shall  withstand  a  force  of  75  pounds 
applied  perpendicularly  to  the  door  at  any  point  without 
being  sprung  from  their  guides. 

4.3.7.  Size  of  Hoistway  Doors. 

Hoistway  doors  when  closed  shall  guard  the  full  width 
of  the  landing  openings  and  shall  extend  the  full  height 
from  the  landing  saddle  to  the  top  of  the  landing  opening. 

4.3.8.  Door  Counterweight  Enclosures. 

Door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged,  or  shall  be  boxed  in. 
The  bottoms  of  the  guides  or  boxes  shall  be  so  constructed 
as  to  retain  the  counterweight  if  the  counterweight  rope 
breaks. 

4.4.  Car  Construction  and  Safeties. 

4.4.1.  Car  Construction. 

4.4.1. 1.  Car  Enclosures. 

Cars  (except  for  sidewalk  elevators)  shall  be 
enclosed  on  the  top  and  sides  not  used  for 
entrance.  Enclosures  shall  be  of  solid  or  open¬ 
work  rigidly  braced  with  steel.  Where  slats,  bars 
or  wire  mesh  are  used,  the  openings  shall  reject  a 
ball  2  inches  in  diameter.  Where  sheet  metal  is 
used,  it  shall  be  at  least  as  thick  as  Number  If! 
United  States  Gage.  Where  wire  mesh  is  used, 
the  wire  shall  be  at  least  0.135  inches  in  diameter 
(Number  10  Steel  Wire  Gage).  Enclosures 
shall  not  deflect  more  than  *4  inch  when  a  force 
of  75  pounds  is  applied  perpendicularly  to  the 
enclosure  at  any  point.  The  car  enclosure  shall 
be  securely  fastened  to  the  car  platform  or  frame 
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so  that  it  cannot  work  loose  or  become  displaced 
in  ordinary  service. 

Cars  for  sidewalk  elevators  shall  be  enclosed 
on  the  sides  not  used  for  entrance  to  the  spring 
of  the  bow  iron  but  at  least  4  feet  above  the 
platform.  If  the  enclosure  is  openwork  of  bars, 
slats  or  wire  mesh  the  openings  shall  reject  a 
ball  4  inches  in  diameter.  Wire  mesh  enclosures 
shall  be  of  wire  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage). 

4.4. 1.2.  Materials  and  Factors  of  Safety. 

Car  frames  and  platforms  shall  be  of  metal  or 
sound  seasoned  wood  designed  with  a  factor  of 
safety  of  at  least  four  for  metal  or  six  for  wood 
on  the  contract  load  uniformly  distributed.  The 
frame  members  shall  be  securely  bolted  and 
braced. 

4.4. 1.3.  Use  of  Glass. 

The  use  of  glass  is  forbidden  in  elevator  cars 
(except  to  cover  certificates,  directories,  lighting 
fixtures  and  appliances  necessary  for  the  opera¬ 
tion  of  the  car).  The  maximum  size  of  a  piece 
of  glass  shall  be  1  square  foot  unless  laminated 
or  otherwise  shatterproof,  but  the  total  area  of 
such  glass  used  in  the  car  in  connection  with 
lighting  fixtures,  whether  in  one  or  more  pieces, 
shall  be  at  most  4  square  feet. 

4.4. 1.4.  Protection  of  Cars  Operating  in 
Hoistways  Outside  of  Structures. 

Elevator  cars,  operating  in  hoistways  outside 
of  structures,  which  are  enclosed  only  at  the 
ground  landing,  shall  be  protected  on  the  exposed 
sides  by  independently  operated  gates  or  by  self¬ 
closing  gates. 

4.4.2.  Car  Compartments. 

Hand  elevator  cars  upon  which  persons  are  permitted 
to  ride  shall  have  only  one  compartment. 

4.4.3.  Car  Safeties. 

If  the  rise  of  an  elevator  exceeds  15  feet  it  shall  be 
equipped  with  an  approved  safety  device  attached  to  the 
under  side  of  the  car  which  will  immediately  stop  and 
iold  the  car  and  contract  load,  if  the  suspension  means 
bleaks. 

4.4.4.  Capacity  and  Loading. 

4.4  4.1.  Minimum  Contract  Load  of  Passen¬ 
ger  Elevators. 

The  contract  load  of  passenger  elevators  shall 
be  at  least  50  pounds  per  square  foot  of  platform 
area  inside  of  the  car  enclosure. 

4.4.4.2.  Information  Plate  Required. 

A  metal  plate  shall  be  fastened  in  a  conspicu¬ 
ous  place  in  the  elevator  car  and  shall  bear  the 
following  information,  in  at  least  ]/A  inch  letters 
or  figures,  stamped,  etched  or  raised  on  the  sur¬ 
face  of  the  plate: 

The  contract  load  of  the  elevator  in  pounds. 

2.  The  maximum  number  of  passengers  to  be 
carried,  based  on  150  pounds  per  person  (if 
a  passenger  elevator). 

4.4.4.3.  Tests. 

A  contract  load  test  of  every  new  hand  power 
elevator  as  to  operation  of  the  car  safety  brake 
and  speed  retarding  devices  shall  be  made’ before 
the  elevator  is  placed  in  regular  service. 

4.5.  Guides,  Buffers  and  Counterweights. 

4.5.1.  Guide  Rails. 

Car  and  counterweight  guide  rails  shall  be  of  steel  or 
wood  (except  that  where  the  car  travel  exceeds  35  feet  and 
in  structures  over  150  feet  tall,  the  rails  shall  be  of 
steel).  Joints  in  steel  rails  shall  be  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates  Joints 


in  wood  rails  shall  be  tongued  and  grooved  or  doweled 

and  screwed  to  backing  pieces  or  brackets.  Guide  rails 
shall  be  securely  fastened  with  through  bolts,  wood 
screws,  or  clips  of  such  strength,  design  and  spacing 
that  the  maximum  deflection  of  the  guide  rails  and 
their  fastenings  _  under  normal  operation  shall  be  '/a 
inch  or  less,  particularly  where  in  contact  with  the  guide 
shoe  when  the  car.is  at  the  landing.  Guide  rails  shall  with- 
stand  the  application  of  the  safety  when  stopping  a  fullv 
loaded  car  or  the  counterweight.  The  guiding  surface's 
ot  the  guide  rails  for  elevators  requiring  safeties  shall 
be  finished  smooth.  Guide  rails  shall  be  “bottomed”  on 
suitable  supports  and  extended  at  the  top  to  prevent  guide 
shoes  running  off  in  case  the  overtravel  is  exceeded. 

4.5.2.  Car  and  Counterweight  Buffers. 

Car  buffers  of  the  spring  type  or  their  equivalent  shall 
bewailed  in  the  pits  of  passenger  elevators. 

Buffers  shall  be  located  symmetrically  with  reference  to 
the  center  of  the  car. 

4.5.3.  Counterweights. 

Counterweights  shall  run  in  guide  rails  and  shall  not  be 
boxed  unless  incombustible  material  is  used. 

Sections  o f  counterweights  for  passenger  elevators 
whether  carried  in  frames  or  otherwise,  shall  be  secured 
by  at  least  two  tie-rods  passing  through  holes  in  the 

10,n-  The  sha11  have  Jock  nuts  at  each  end. 

the  lock  nuts  shall  be  secured  by  cotter  pins. 

4.6.  Machines  and  Suspension  Members. 

4.6.1.  Machines  and  Machinery. 

4. 6.1.1.  Brakes  Required. 

Elevators  shall  be  equipped  with  a  hand  brake 

operating  in  both  directions  of  motion  or  a  com¬ 
bined  automatic  brake  and  speed  retarder  oper¬ 
ating  in  both  directions  of  motion  (except  when 
motive  power  is  derived  through  use  of  a  self- 
locking  or  non-overhauling  worm  gear  drive). 
4-6-L2.  Factors  of  Safety. 

The  factors  of  safety  based  on  the  static  loads 
to  be  used  in  designing  parts  of  hoisting  machines 
sfiall  be  at  least  eight  for  wrought  iron  or  steel 
and  ten  for  cast  iron  or  other  materials. 

Set  Screw  Fastenings. 

The  use  of  set  screw  fastenings  instead  of  keys 
or  pins  is  forbidden  (except  where  the  connec¬ 
tion  is  not  subject  to  torque). 

4.6.1  4.  Suspension  of  Sheaves  or  Idlers. 

he  suspension  of  sheaves  or  idlers  in  cast  iron 
stirrups  from  the  under  side  of  the  supporting 
beams  is  forbidden.  s 

4.6.1. 5.  Conversion  to  Power  Elevator  For¬ 
bidden. 

Equipping  a  hand  power  elevator  machine  with 
any  means  or  attachment  for  applying  any  other 
power  is  forbidden,  unless  such  elevator  is  per¬ 
manently  and  completely  converted  into  a  power 
elevator  complying  with  the  requirements  for 
power  elevators. 

4.6.1.6.  Rope  Gripping  Attachments  or  Clutch 
Mechanisms. 

The  application  of  power  to  hand  elevators  bv 
means  of  rope  gripping  attachments  or  clutch 
mechanisms  is  forbidden. 

Suspension  Members. 

4  6.2.1.  Suspension  Fastening  Tag. 

A  metal  tag  shall  be  attached  to  the  suspension 

lfr!nTugS  A  tating  •  !her  sizes-  rat«d  ultimate 

.  trength  and  material  of  the  suspension  and  the 
date  of  its  installation. 

4.6.2.2.  Suspension  Members  and  Factor  of 
Safety. 

The  number  of  suspension  members  for  both 


4.6.2. 
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car  and  counterweight  shall  be  at  least  two. 
Suspension  members  shall  be  of  iron,  steel  or 

marline  covered.  .  .  . 

The  factor  of  safety  used  in  determining  the 
size  of  the  suspension  member  shall  be  at  least 
five,  based  on  the  weight  of  the  car  and  its  con¬ 
tract  load. 

4.6.2.3.  Adjustment  of  Suspension  Members. 

Suspension  members  shall  be  so  adjusted  that 
either  the  car  or  the  counterweight  shall  bottom 
before  the  counterweight  or  the  car  strikes  any 
part  of  the  overhead  structure. 

4.6.2.4.  Securing  of  Suspension  Members. 
Suspension  members  secured  to  a  winding  drum 

shall  have  at  least  one  complete  turn  of  the  sus¬ 
pension  member  around  the  winding  drum  when 
the  car  or  counterweight  has  reached  the  extreme 
limit  of  its  overtravel. 

The  drum  end  of  cables  shall  be  secured  by 
clamps  or  sockets  inside  the  drum. 

4.6.2.5.  Platform  Elevators. 

Platform  elevators  shall  not  be  used  for  passen- 
ger  service  or  for  a.  travel  of  over  15  feet  and 
shall  not  have  a  platform  area  greater  than  50 
square  feet. 

RULE  5.  DUMBWAITERS 

5.1.  Hoistway  Construction. 

5.1.1.  Fire  Resistive  Hoistway  Enclosures. 

5.1.1. 1.  Hoistways  to  Be  Fire  Resistive. 

Hoistway  enclosures  of  dumbwaiters  shall  com¬ 
ply  with  Section  373  of  Article  18  of  Chapter  5 
of  the  Code  of  Ordinances  and,  in  factory  build¬ 
ings,  with  Title  3,  Sections  261  and  270  of  the 
Labor  Law  (except  dumbwaiters  the  travel  of 
which  does  not  exceed  one  story). 

5.1. 1.2.  Landing  Openings  to  Be  Protected. 
Landing  openings  in  a  fire  resistive  hoistway 

enclosure  shall  be  provided  with  fire  resistive 
doors,  panels  or  fronts  which  comply  with  Sec¬ 
tion  373  of  Article  18  of  Chapter  5  of  the  Code 
of  Ordinances,  and,  in  factory  buildings,  with 
Title  3,  Sections  261  and  270  of  the  Labor  Law. 

5.1.2.  Use  of  Non-Fire  Resistive  Hoistway 
Enclosures. 

5.12.1.  Non-Fire  Resistive  Enclosures. 

Non-fire  resistive  hoistway  enclosures  shall  be 
permitted  only  for  dumbwaiters  the  travel  of 
which  does  not  exceed  one  story.  Where  non¬ 
fire  resistive  enclosures  are  permitted,  hoistways 
for  power  dumbwaiters  shall  be  enclosed  to  the 
full  height  of  the  hoistway  (except  on  the  sides 
used  for  loading  or  unloading). 

5.1.2.2.  Enclosure  of  Hoistway  Sides  Used 
for  Loading  and  Unloading. 

The  hoistways  of  power  dumbwaiters  shall  be 
enclosed  from  floor  to  ceiling  (except  for  the 
landing  opening). 

5. 1.2.3.  Materials  for  Enclosures. 

Enclosures  shall  be  building  walls,  solid  or  lat¬ 
ticed  partitions,  of  incombustible  material,  S ri  1 1  - 
work,  metal  grating,  expanded  metal  or  fire¬ 
proofed  wood.  Where  grillwork  is  used,  the 
wire  shall  be  at  least  0.0915  inches  in  diameter 
(Number  13  Steel  Wire  Gage)  and  the  maximum 
size  of  mesh  shall  be  2  inches.  Where  expanded 
metal  is  used  its  minimum  thickness  shall  be 
0  094  inches  (Number  13  United  States  Gage). 

The  maximum  spacing  between  vertical  bars 
shall  be  1  inch. 


5. 1.2.4.  Netting  Required  on  Enclosures. 

When  either  of  the  following  conditions  exists, 
openings  in  the  enclosures  shall  be  covered  with 
a  netting  of  square  mesh  j/2  inch  or  less  in  size 
made  of  wire  at  least  0.0348  inches  in  diameter 
(Number  20  Steel  Wire  Gage)  : 

1.  The  clearance  between  the  enclosure  and 
any  part  of  the  car,  counterweight  or  any 
sliding  landing  door  is  less  than  1  inch. . 

2.  The  enclosure  is  grill  or  open  work  having 
openings  which  will  pass  a  l/2  inch  diameter 
ball,  and  the  openings  in  the  enclosure  are 
less  than  6  feet  above  any  landing,  stair¬ 
way,  floor  or  platform. 

5.1.3.  Supports  and  Factors  of  Safety. 

5. 1.3.1.  Machine  Supports. 

Machinery  and  sheaves  shall  be  so  supported 
and  held  as  effectually  to  prevent  any  part  from 
becoming  displaced.  The  supporting  beams  shall 
be  of  steel  or  reinforced  concrete  (except  that 
where  the  travel  does  not  exceed  four  floors  or 
50  feet,  wood  beams  may  be  used).  Beams  are 
not  required  under  machinery  supported  on  in¬ 
dependent  foundations  or  on  the  floor  of  the 
machine  rooms,  if  such  foundation  or  floor  is 
properly  constructed  to  support  the  loads. 

5. 1.3.2.  Loads  on  Supports. 

Loads  on  overhead  beams  and  their  supports 
shall  be  computed  as  follows : 

The  total  load  on  overhead  beams  shall  be 
assumed  as  equal  to  the  weight  of  all  apparatus 
resting  on  the  beams  plus  twice  the  maximum 
load  suspended  from  the  beams. 

The  load  resting  on  the  beams  shall  include 
the  complete  weights  of  machine,  sheaves,  con¬ 
troller  (if  used)  and  similar  equipment.  The 
load  suspended  from  the  beams  shall  include 
the  sum  of  the  tensions  of  all  cables  suspended 
from  the  beams. 

5.13.3.  Factors  of  Safety. 

The  factor  of  safety  for  overhead  beams  and 
their  immediate  supporting  beams,  based  on  the 
ultimate  strength  of  the  material  which,  if  of 
steel,  shall  conform  to  the  standard  specifications 
of  the  American  Society  for  Testing  Materials, 
Designation  A  7-29,  the  loads  being  assumed  as 
in  5.132,  Loads  on  Supports,  shall  be  at  least 
the  following : 

For  steel .  ^ 

For  reinforced  concrete .  7 

For  timber .  9 

5.1.4.  Thoroughfares  Under  Dumbwaiters  and 
Their  Counterweights. 

Thoroughfares  under  hoistway  a  of  dumbwaiters  or 
their  counterweights  are  forbidden  unless  there  is  a 
structure  under  the  hoistway  sufficiently  strong  to  with¬ 
stand,  without  injury,  the  impact  of  the  car  with  contract 
load,  or  the  impact  of  the  counterweight,  when  either  is 
dropped  freely  in  its  guides  from  the  upper  limit  of 
overtravel ;  provided  that,  for  cars  or  counterweights 
equipped  with  governor  operated  safeties,  the  impact  shall 
be  computed  for  governor  tripping  speed. 

When  broken  rope  safeties  are  used,  the  impact,  shall 
be  computed  for  a  free  drop  of  the  car  from  one-third  of 
its  travel. 

5.1.5.  Counterweight  Runway  Enclosures. 

Runways  for  counterweights  located  outside  of  the 
dumbwaiter  hoistway  shall  be  solidly  enclosed  throughout 
their  height  (except  that  when  the  runway  is  located  out¬ 
side  of  the  structure  it  shall  be  enclosed  to  a  height  of  at 
least  7  feet  from  the  ground). 

5.1.6.  Cable  Enclosures. 

Where  cables  of  power  dumbwaiters  pass  through 
floors  outside  the  hoistway  enclosures,  such  cables  shall 
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be  guarded  to  a  height  of  at  least  6  feet  from  each  floor 
with  a  standard  power  transmission  guard.  Floor  open¬ 
ings  shall  be  not  greater  than  necessary  for  the  free 
passage  of  the  cables. 

5.2.  Landings. 

5.2.1.  Doors  at  Dumbwaiter  Landings. 

5. 2.1.1.  Doors  Required  on  Dumbwaiter 
Landing  Openings. 

Landing  openings  in  power  dumbwaiter  en¬ 
closures  and  in  fire  resistive  enclosures  for  hand 
power  dumbwaiters  shall  be  equipped  with  doors. 

5.2.1.2.  Doors  at  Power  Dumbwaiter  Land¬ 
ings. 

Hoistway  doors  for  power  dumbwaiters  shall 
be  equipped  with  electric  contacts  and  locks  which 
will  prevent  the  operation  of  the  machine  while 
any  hoistway  door  is  open  and  prevent  the  open¬ 
ing  of  the  door  unless  the  car  is  at  a  landing. 

5.3.  Dumbwaiter  Construction. 

5.3.1.  Car  Construction. 

5.3. 1.1.  Strength  and  Stiffness. 

Dumbwaiter  cars  shall  be  of  such  strength  and 
stiffness  that  they  will  not  deform  appreciably 
if  the  load  leans  or  falls  against  the  sides  of  the 
car. 

5.3. 1.2.  Materials  and  Construction. 

Cars  shall  be  made  of  wood,  fireproofed  wood 
or  metal,  reinforced  at  the  point  of  suspension. 

Metal  cars,  if  sectional,  shall  be  rigidly  riveted, 
welded  or  bolted  together.  Cars  may  be  provided 
with  hinged,  removable  or  movable  shelves  and, 
also,  may  have  such  other  sectional  parts  as  are 
desired. 

5.3.1. 3.  Allowable  Loads. 

Dumbwaiter  cars,  machines  and  suspension 
means  shall  at  least  be  capable  of  sustaining  the 
contract  load. 

Cars  having  a  platform  area  of  4  square  feet 
or  more  shall  be  capable  of  sustaining  the  loads 
given  in  the  following  table,  but  the  motive  power 
may  be  insufficient  to  raise  the  structural  capacity 
load : 

Minimum  Allowable  Dumbwaiter  Capacities 
Corresponding  to  Effective  Platform  Area 
Horizontal  Area  in  Structural  Capacity  in 

Square  Feet  Pounds 

4  100 

5  150 

6-25  300 

9  500 

5.3.1.4.  Information  Plate. 

A  metal  plate  bearing  the  name  of  the  manu¬ 
facturer  and  the  contract  load  shall  be  placed  in 
a  conspicuous  place  in  the  dumbwaiter  car  and  on 
the  machine. 

5.3.2.  Dumbwaiter  Machines. 

5.3.2. 1.  Fastenings  and  Factors  of  Safety. 

Dumbwaiter  machines  shall  be  securely  fastened 
to  their  supports.  The  factors  of  safety,  based 
upon  the  ultimate  strength  of  the  material,  and 
the  contract  load  plus  the  weight  of  the  car, 
suspension  means,  counterweights,  and  similar 
apparatus  to  be  used  in  the  design  of  dumbwaiter 
machines  shall  be  at  least  six  for  steel  and  nine 
for  cast  iron  or  other  materials.  The  use  of  set 
screw  fastenings  in  place  of  kevs  or  pins  is  for¬ 
bidden  (except  where  the  connection  is  not  sub¬ 
ject  to  torque). 

5.3.2. 2.  Suspension  of  Sheaves  or  Idlers. 

.  The  suspension  of  sheaves  or  idlers  in  cast 
iron  stirrups  from  the  under  side  of  the  sup¬ 
porting  beam  is  forbidden. 


5.3.3. 


5.3.4. 


Guides. 

5.3.3. 1.  Material  for  Guides. 

m2oildeS  -a1311  u,?fLWOO(i  or  metal  (except  that 
metal  guides  shall  be  used  where  the  travel  ex¬ 
ceeds  four  floors  or  50  feet  and  in  structures  over 
lo0  feet  tall). 

5.3  3.2  Fastenings  and  Joints  of  Guides. 

Guides  shall  be  rigidly  secured  to  the  hoistway 
and  the  joints  of  metal  guides  either  tongued  and 
grooved  or  doweled  and  fitted  with  splice  plates 
Joints  in  wood  guides  shall  be  tongued  and 

or°brackets  d°wele<*  and  screwed  to  backing  pieces 

One  set  of  guides  may  be  used  for  both  the 
car  and  the  counterweight. 

Counterweights. 

rlnm0hwi>Wdgh!n  f°r  hand  dumbwaiters  and  for  power 
dumbwaiters  with  a  contract  load  of  less  than  100  pounds 

h  lectiona  Th;  1 f  Z*  °f  'T-  than  100  feet  Per  minute, 
it  sectional,  shall  be  carried  in  suitable  frames 

Sections  of  counterweights  for  power  dumbwaiters 

having  a  capacity  exceeding  100  pouiids  or  a  speed  ex 

ceedmg  100  feet  per  minute,  shall  be  secured  by  at  least 

two  tie-rods  passing  through  holes  in  all  sections,  unless 

suitable  counterweight  frames  or  boxes  are  provided  The 

t'e'r.ods  sha11  have  lock  nuts  at  each  end.  The  lock  nuts 
shall  be  secured  by  cotter  pins. 

5.3.5.  Suspension  Means. 

5. 3. 5.1.  Required  Suspension  Means. 

be^ofSPhempn  meanS  for  band  dumbwaiters  may 

hplTm^1?11  Tan.S  for  power  dumbwaiters  shall 
Jf  and  .where  exposed  to  corrosion  shall 

provided  with  a  suitable  protective  covering 
Suspension  means  may  consist  of  a  single  member.' 

5. 3. 5.2.  Factor  of  Safety. 

.  The  minimum  factor  of  safety  of  the  suspen- 
™fans  or  Power  dumbwaiters  shall  be  at 
least  the  values  given  in  the  following  figure 
corresponding  to  the  contract  speed  of  the  car 
The  minimum  factor  of  safety  of  suspension 
means  for  hand  power  dumbwaiters  shall  he  five. 
The  minimum  factor  of  safety  for  tapes  shall 

.tin/figT:  greatCr  ,han 


5.3.5.3.  Number  and  Size  of  and  Comput< 
Load  on  Suspension  Means. 

.  eK  njr"ber  and  size  of  the  suspension  mea 
S  ab-  de,te/™ned  by  using  the  factor  of  safe 
found  in  5.3.52,  Factor  of  Safety,  and  the  rati 
ultimate  strength  of  the  suspension  means.  T1 
computed  load  on  the  suspension  means  shall  1 
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the  sum  of  all  suspended  weights,  plus  the  con¬ 
tract  load.  .  .  .  _ 

5. 3. 5. 4.  Lengthening  or  Repairing  of  Suspen¬ 
sion  Means  by  Splicing  Forbidden. 

Lengthening  or  repairing  the  car  or  counter¬ 
weight  suspension  means  of  dumbwaiters  by  splic¬ 
ing  is  forbidden. 

5. 3. 5. 5.  Securing  of  Winding  Drum  Ends  of 
Suspension  Means. 

The  winding  drum  ends  of  the  car  and  counter¬ 
weight  suspension  means  shah  be  secured  by 
clamps  or  sockets  inside  the  winding  drum. 

Suspension  means  secured  to  a  winding  drum 
shall  have  at  least  one  turn  on  the  winding 
drum  when  the  car  or  counterweight  has  reached 
the  extreme  limit  of  its  overtravel. 

Speed,  Control  and  Safeties  for 
Power  Dumbwaiters. 

.  *.4.1.  Speed  and  Control. 

5.4.1. 1.  Maximum  Speed  for  Dumbwaiters 
Controlled  by  Hand  Ropes. 

The  maximum  permissible  speed  for  power 
dumbwaiters  controlled  by  hand  ropes  shall  be  50 
feet  per  minute. 

5.4.1.2.  Guards  Required. 

Guards  which  will  keep  the  ropes  on  the  sheaves 
shall  be  installed  unless  means  are  used  to  main¬ 
tain  the  hand  ropes  in  proper  tension  auto¬ 
matically. 

5.4.1.3.  Brakes  Required. 

Power  dumbwaiters  (except  hydraulic  dumb¬ 
waiters)  shall  be  equipped  with  brakes  which 
are  automatically  applied  when  the  power  is  cut 
off  the  motor. 

55.4.2.  Slack  Cable  Devices  Required. 

Power  dumbwaiters  operated  by  winding  drum  machines, 
ifrhall  be  provided  with  a  slack  cable  device  which  wall  cut 
off  the  power  and  stop  the  machine  if  the  car  is  obstructed 
nn  its  descent. 

55.4.3.  Terminal  Stops. 

Power  dumbwaiters  shall  be  provided  with  means, 
pendent  of  manual  operation,  to  stop  the  car  automatically 
ht  each  terminal  within  the  limits  of  overtravel. 

RULE  6.  ESCALATORS 

11.  Escalator  Construction. 

36.1.1.  Angle  of  Inclination. 

The  maximum  angle  of  inclination  of  an  escalator  shall 
be  30  degrees  from  the  horizontal. 

66.1.2.  Width  of  Escalators. 

The  width  of  an  escalator  shall  be  measured  between 

Ithe  balustrading  at  a  vertical  height  of  24  inches  above 
the  nose  line  of  the  treads.  , 

Escalators  shall  be  between  22  and  48  inches  wide. 
Escalators  wider  than  29  inches  shall  have  a  horizontal 
tread  formation. 

66.1.3.  Balustrading. 

6. 1.3.1.  Form  and  Changes  in  Width  of 

Balustrade. 

Escalators  shall  be  provided  on  each  side  with 
“solid  balustrading.”  On  the  escalator  side  the 
balustrading  shall  be  smooth,  without  depressed 
or  raised  paneling  or  molding.  Glass  panels  in 

balustrading  are  forbidden. 

Abrupt  changes  in  the  width  between  the 
balustrading  on  the  2  sides  of  the  escalator  are 
forbidden.  Should  any  change  in  the  width  be 
necessary,  the  maximum  change  shall  be  8  per 
cent  of  the  greatest  width. 

In  changing  from  the  greater  to  the  smaller 
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width  the  maximum  change  in  the  direction  of 
the  balustrading  shall  be  15  degrees  from  the 
line  of  the  escalator  travel. 

6.1.3  2.  Handrail  Required. 

Each  balustrading  shall  be  equipped  with  a 
handrail  moving  at  the  same  speed  and  in  the 
same  direction  as  the  travel  of  the  escalator. 

6.1.4.  Treads  and  Landings. 

Escalator  treads  and  landings  shall  be  of  material  af¬ 
fording  secure  foothold  such  as  wood  and  material  used 
for  “safety  treads.”  If  the  landing  is  of  concrete,  it  shall 
have  edge  insertions  of  metal,  wood  or  other  material  to 
prevent  slipping. 

6.1.5.  Strength  of  Trusses  or  Girders. 

6. 1.5.1.  Factor  of  Safety. 

The  factor  of  safety  to  be  used  in  the  design 
of  escalator  trusses  or  girders  shall  be  at  least  5, 
based  on  the  static  loads. 

6.1. 5.2.  Design  of  Trusses  or  Girders. 

The  escalator  truss  or  girders  shall  be  so  de¬ 
signed  that  it  will  safely  retain  the  steps  and 
running  gear  in  case  of  failure  of  the  track  sys¬ 
tem  to  retain  the  running  gear  in  its  guides. 

6.1.6.  Track  Arrangement. 

The  track  arrangement  shall  be  designed  to  prevent 
the  displacement  of  the  treads  and  running  gear  if  the 
tread  chain  breaks. 

6.1.7.  Capacity  and  Loading. 

The  contract  load  on  an  escalator  24  inches  or  less  in 
width  shall  be  computed  by  the  following  formula: 

Contract  load  =  110  A 

The  contract  load  on  an  escalator  between  24  and  48 
inches  wide  shall  be  computed  by  the  following  formula : 
Contract  load  =  4.6  WA 

In  these  formulae  W  is  the  width  of  the  escalator  in 
inches  and  A  is  the  horizontal  projected  length  in  feet 
of  the  exposed  treads.  The  contract  load  shall  be  ex¬ 
pressed  in  pounds. 

6.2.  Safety  Requirements  for  Escalators. 

6.2.1.  Limits  of  Safety. 

The  maximum  permissible  speed  of  an  escalator  measured 
along  the  angle  of  inclination  shall  be  125  feet  per  minute, 
(except  that  if  the  line  of  entrance  and  exit  is  not  in  the 
vertical  plane  of  travel,  the  maximum  permissible  speed 
shall  be  100  feet  per  minute). 

6.2.2.  Application  of  Power. 

Escalators  shall  be  driven  by  individual  electric  motors. 
Two  or  more  escalators  placed  side  by  side  and  operated 
as  a  single  unit  may  be  driven  by  one  motor. 

Chains  shall  have  a  factor  of  safety  of  at  least  10  (ex¬ 
cept  where  the  chain  is  composed  of  cast  steel  links  thor¬ 
oughly  annealed,  when  the  factor  of  safety  shall  be  at  least 
20). 

6.2.3.  Escalator  Safeties. 

6.2.3.I.  Brakes  Required. 

Every  escalator  shall  be  provided  with  an  elec¬ 
trically  released,  mechanically  applied  brake 
which  shall  stop  the  escalator  automatically  when 
the  power  is  interrupted  from  any  cause. 

6.2.3  2.  Emergency  Stop  Button  or  Switch. 

An  emergency  stop  button  or  other  type  of 
switch  accessible  to  the  public  shall  be  conspicu¬ 
ously  located  at  the  top  and  bottom  of  each  esca¬ 
lator  landing. 

The  operation  of  either  one  of  these  buttons  or 
switches  shall  open  the  power  circuit,  apply  the 
brake  and  stop  the  escalator.  It  shall  be  impos¬ 
sible  to  start  an  escalator  by  means  of  these  but¬ 
tons  or  switches. 

These  buttons  or  switches  shall  be  marked 
“ESCALATOR  STOP  BUTTON  OR  ESCA¬ 
LATOR  STOP  SWITCH.” 
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Where  starting  buttons  or  switches  are  acces¬ 
sible  to  the  public  they  shall  be  either  of  the  key- 
operated  type  or  they  shall  be  enclosed  in  a  box 
provided  with  a  lock  and  key. 

6.2. 3.3.  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators. 

Escalators  operating  in  the  ascending  direction 
shall  be  equipped  with  a  safety  mechanism  so 
that  in  case  of  accidental  reversal  of  the  escalator 
the  power  shall  be  shut  off,  the  brake  applied  and 
the  escalator  stopped.  On  a  reversible  escalator 
this  safety  mechanism  shall  be  arranged  to  be  in¬ 
operative  when  the  escalator  is  descending  and 
operative  when  the  escalator  is  ascending. 

6. 2.3.4.  Escalator  Safety  Mechanism  Opera¬ 
tive. 

Escalators  shall  be  provided  with  a  safety 
mechanism  which  will  open  the  power  circuit, 
apply  the  brake  and  bring  the  escalator  to  a 
gradual  stop,  in  case  the  speed  exceeds  the  nor¬ 
mal  running  speed  by  40  per  cent. 

6.2.3. 5.  Safety  Device  to  Operate  When 
Tread  Chains  Break. 

Escalators  shall  be  provided  with  a  safety  de¬ 
vice  to  open  the  power  circuit,  apply  the  machine 
brake,  and  bring  the  escalator  to  a  gradual  stop, 
in  case  the  tread  chain  or  chains  break. 

6.2. 3. 6.  Retention  of  Tension  Weights. 

Where  escalators  are  equipped  with  tightening 

devices  operating  by  means  of  tension  weights, 
provision  shall  be  made  to  retain  these  weights 
in  the  escalator  truss  in  case  the  weights  should 
fall. 

6-2.3. 7.  Polyphase  Alternating  Current  Mo¬ 
tors. 

Each  escalator  operated  by  a  polyphase  alter¬ 
nating  current  motor  shall  be  provided  with  a 
device  which  will  prevent  starting  the  motor 
while 

(1)  The  phase  rotation  is  in  the  wrong  direc¬ 

tion,  or 

(2)  There  is  a  failure  of  any  phase. 

6.2.4.  Machine  Room  Lights  and  Access. 

6. 2.4.1.  Lighting  Required. 

Suitable  lights  which  can  be  lighted  without 
passing  over  or  reaching  over  any  part  of  the 
machinery  shall  be  provided  in  every  escalator 
machine  room. 

6.2.4.2.  Access  to  Interior  of  the  Escalator. 

Reasonable  access  to  the  interior  of  the  esca¬ 
lator  shall  be  provided  for  inspection  and  main¬ 
tenance. 

6.2.5.  Marking  of  Escalators. 

Each  escalator  shall  be  marked  by  the  manufacturer 
with  the  contract  load  and  speed  for  which  that  size  and 
type  has  been  tested  and  approved  in  accordance  with  8.3, 
Escalator  Tests.  Such  marking  shall  be  accepted  in  lieu 
of  actual  load  tests  made  on  each  escalator  installation. 

6.2.6.  Tests  and  Approvals  of  Escalators. 

Before  any  escalator  of  any  contract  load  and  type  is 
put  in  service  an  escalator  of  the  same  load  and  type 
shall  have  been  tested  by  the  Commissioner  either  when 
installed  in  a  structure  or  in  the  manufacturer’s  shop  with 
contract  loads  on  the  basis  of  the  engineering  tests  listed 
in  8.3,  Escalator  Tests. 

Each  escalator  installation  shall  be  tested  in  the  field 
without  load  in  accordance  with  8.3,  Escalator  Tests. 


RULE  7.  INSPECTION,  MAINTE¬ 
NANCE  AND  OPERATION 

7.1.  Inspection  and  Maintenance. 

7.1.1.  Responsibility. 

7.1. 1.1.  Responsibility  of  Owner. 

lhe  owner  shall  be  responsible  for  the  safe 
operation  and  proper  maintenance  of  the  eleva¬ 
tor,  escalator  or  dumbwaiter  after  it  has  been 
put  in  service  and  has  been  approved  by  the 
Commissioner. 

7.1. 1.2.  Responsibility  for  Inspection  and 
Maintenance. 

The  owner  or  his  duly  appointed  agent  shall 
cause  periodic  inspections  to  be  made  and  shall 
maintain -all  parts  of  the  elevator,  escalator  or 
dumbwaiter  installation  in  proper  working  order 
in  accordance  with  these  Rules. 

7.1.2.  Inspection. 

At  least  quarterly  hoistway  doors,  car  gates,  inter- 
locks,  contacts,  control  apparatus,  controller,  automatic 
stop  limit  stops  car  and  counterweight  cables,  “safeties,” 
guide  rails,  butters,  elevator  machines  and  the  lighting 
o  the  car  and  of  the  machine  room,  in  passenger  and 
reight  elevator  installations,  shall  be  thoroughly  inspected 
by  the  Commissioner. 

At  least  once  in  3  years  plunger  shoes,  by-passes  and 
piston  rods  of  hydraulic  elevators  shall  be  exposed  and 
loroughly  cleaned  by  the  owner  and  inspected  by  the 
commissioner. 

At  least  once  in  3  years  pressure  and  discharge  tanks 
of  hjdrauhc  elevators  shall  be  thoroughly  cleaned  by  the 
owner  and  internally  inspected  by  the  Commissioner. 

Car  safeties  _  shall  be  periodically  inspected  to  deter- 
mme  the  condition  of  the  sliding  surfaces  and  the  working 
parts.  tests  of  safeties  shall  be  made  at  least  once  a 
year.  Governor  controlled  safeties  shall  be  tested  at  the 
lowest  operating  speed  and  with  50  per  cent  of  the  con¬ 
tract  load.  Broken  rope  instantaneous  type  safeties  may 
be  tested  without  load.  3 

7.1.3.  Maintenance. 

CabJes,  guides  and  all  parts  of  machinery  shall  be  kept 
vvell  lubricated.  The  oil  in  bearings  and  gear  casings 
shall  be  renewed  every  6  months. 

Pressure  tanks  of  hydraulic  elevators  shall  be  tested  at 
least  once  every  3  years  with  hydrostatic  pressure  50  per 
cent  in  excess  of  the  maximum  working  pressure. 

7.1.4.  Care  of  Installation. 

Elevator  hoistways  and  pits  shall  be  kept  clean. 
Accumulation  of  rubbish  in  or  use  of  elevator  pits  for 
storage  is  forbidden.  v 

Material  not  a  permanent  part  of  the  elevator  equip¬ 
ment  shall  be  kept  off  the  top  or  cover  of  an  elevator 
car  • 

Substitution  of  any  wire  or  current  carrying  device 
for  the  Proper  fuse  or  circuit  breaker  in  an  elevator  cir¬ 
cuit  is  forbidden. 

Freight  elevators  shall  have  legible  signs  posted  in  the 
car  and  at  each  landing  prohibiting  unauthorized  persons 
irom  riding  in  or  on  the  elevator  car. 

The  water  level  in  the  pressure  tank  of  a  hydraulic 
tankat°r  S  ia  be  maintained  at  2/3  of  the  capacity  of  the 

7.2.  Qualifications  and  Duties  of  Oper¬ 
ators. 

7.2.1.  Qualifications  of  Operators. 

Operators  shall  be  at  least  18  years  of ‘age,  free  from 
serious  physical  or  mental  defects  and  selected  with  con¬ 
sideration  of  their  ability  to  perform  their  duties  in  a  care- 
iul  and  competent  manner. 
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7.2.2-.  Training  of  Operators. 

Sufficient  previous  experience  or  training  under  the 
direction  of  a  competent  instructor  shall  be  required  be¬ 
fore  a  new  operator  is  placed  in  charge  of  a  passenger 
elevator. 

7.2.3.  Instructions  to  Operators. 


Operators  shall  be  instructed : 

1.  To  be  sure  the  control  mechanism  is  in  the 
“STOP”  position  before  closing  the  service 
switch. 

2.  To  report  any  defects  promptly  to  the  person  in 
charge. 

3.  Not  to  make  any  repairs,  adjustments  or  replace¬ 
ments. 

4.  To  carry  no  passengers  or  freight  while  inspec¬ 
tions,  repairs  or  adjustments  are  in  progress  and 
to  operate  the  car  only  in  response  to  directions 
from  the  inspector  or  person  in  charge. 

To  move  the  car  when  anyone  is  in  the  pit  or  on 
top  of  the  car  only  as  they  may  direct. 

5.  Not  to  ride  in  the  elevator  nor  allow  others  to 
ride  while  a  safe  or  other  heavy  object  in  excess 
of  the  rated  capacity  of  the  elevator  is  being 


6. 


7. 

8. 


9. 

10. 

11. 


12. 


13. 


14. 


15. 


16. 

17. 

18. 


19. 


carried. 

That  the  use  of  any  hand  elevator  for  carrying 
safes  or  other  concentrated  loads  greater  than  the 
normal  rated  capacity  of  the  elevator  is  for¬ 
bidden. 

That  hoistway  doors  shall  always  be  locked  in  the 
closed  position  and  car  doors  or  gates  closed  be¬ 
fore  the  car  is  started. 

To  keep  car  gates  or  doors,  if  any,  closed  while 
running,  and  where  no  car  gates  or  doors  are  pro¬ 
vided  to  keep  passengers  away  from  the  open  edge 
of  the  car  platform. 

To  limit  the  number  of  passengers  to  the  rated 
capacity  of  the  car  and  to  prevent  crowding. 

Not  to  reverse  the  control  suddenly,  but  to  stop 
before  reversing.  .  llCTr.D„ 

To  move  the  control  mechanism  to  the  b  1  Ur 
position  on  approaching  a  terminal  landing  _  with¬ 
out  waiting  for  the  terminal  stopping  device  to 

come  into  action.  .  <‘cTnP” 

To  move  the  control  mechanism  to  the  blur 
position  and  start  the  car  in  the  usual  manner 
upon  return  of  the  power,  if  the  power  goes  off 
while  the  car  is  in  motion. 

To  stay  on  the  car  if  the  car  refuses  to  stop  be¬ 
cause  the  car  will  be  stopped  by  the  application 
of  the  safeties  if  it  attains  excessive  speed  of  de¬ 
scent  or  by  the  automatic  terminal  stops  at  either 
end  of  the  hoistway. 

To  call  for  the  person  in  charge  and  to  operate 
the  machine  only  at  his  direction  if  the  car  should 
stop  suddenly.  .  . 

To  return  the  control  to  the  “STOP”  position  if 
the  car  fails  to  start.  To  remove  part  of  the  load 
and  try  the  controller  if  the  car  is  apparently  over¬ 
loaded.  If  the  car  fails,  to  return  the  controller  to 
the  “STOP”  position  and  to  notify  the  engineer  or 
other  qualified  person. 

To  lock  the  hand-rope  on  hand-rope  controlled 
cars  before  allowing  freight  to  be  loaded  or  un¬ 
loaded. 

To  familiarize  themselves  with  the  emergency  de¬ 
vices,  understand  their  function  and  know  how  to 
operate  them. 

Never  to  leave  the  car  in  the  ordinary  course  of 
operation  nor  leave  the  control  mechanism  opera¬ 
tive,  unless  the  landing  door  is  closed  and  locked 
and  the  car  gate  or  door  is  closed. 

Always  to  leave  a  hydraulic  elevator  operated  by 
a  lever  at  the  lower  landing  with  the  lever  in  the 
position  for  down  motion. 


7.3.  Carrying  of  Freight  or  Passengers 
on  Top  of  Elevator  Cars. 

The  carrying  of  freight  or  passengers  on  top  of  elevator 
cars  is  forbidden. 

RULE  8.  TESTS  AND 
APPROVALS 

8.1.  Tests  of  Interlocks. 

Hoistway-door  interlock  devices  shall  be  examined  with 
respect  to  their  proper  performance  of  the  prescribed  func¬ 
tions  at  temperatures  100  degrees  Fahrenheit  (56  degrees 
Centigrade)  above  or  below  the  temperature  at  which  the 
device  is  adjusted.  Where  the  functioning  of  any  such  de¬ 
vice  might  be  affected  by  a  change  of  temperature,  and  co¬ 
efficients  of  thermal  expansion  of  the  affected  parts  are 
known  or  measured,  the  effect  of  temperature  may  be  com¬ 
puted  and  tests  need  not  be  carried  out  at  more  than  one 

temperature.  _  . 

For  interlocks  employing  a  single  switch  operated  by  wire 
or  tape  to  protect  several  hoistway  doors,  the  switch  shall 
be  marked  with  the  physical  properties  of  the  wire  or  tape 
used,  and  the  certificate  of  approval  shall  cover  the  allow¬ 
able  maximum  length  of  tape  or  wire  of  a  given  material 
which  may  be  used  with  the  device. 

Where  the  coefficient  of  expansion  might  adversely  affect 
the  performance  of  the  interlock,  the  use  of  Invar  or  similar 
alloys  with  a  low  coefficient  of  expansion  is  recommended. 
The  coefficient  of  expansion  of  Invar  is  approximately  1/28 
that  of  steel. 

Interlocks  shall  have  electrical  parts  connected  in  series 
in  a  circuit  in  which  2  amperes  is  flowing  from  a  source  of 
220  volts  direct  current.  During  the  tests  8.1.1,  Endurance 
Test;  8.1.3,  Tests  in  Moist  Atmosphere;  and  8.1.4,  Tests 
Without  Lubrication,  the  electrical  circuit  shall  be  closed, 
but  shall  not  be  broken  at  the  contact  within  the  device  on 
each  cycle  of  operation. 

A  separate  device  shall  be  used  in  each  of  tests  8.1.1, 
Endurance  Test;  8.1.3,  Tests  in  l\Ioist  Atmosphere,  and 
8.1.4,  Tests  Without  Lubrication. 

8.1.1.  Endurance  Test. 

The  interlock  device  with  initial  lubrication  and  ad¬ 
justment  only  shall  complete  100, 00p  cycles  oi  operation 
without  failure  of  any  kind  and  without  evident  indica¬ 
tions  of  approaching  failure.  If  an  interlocking  device 
is  not  a  complete  and  separate  unit  for  each  hoistway 
door,  but  includes  any  part  which  is  >  common  to  the 
interlock  operation  of  more  than  one  hoistway  door,  that 
portion  of  the  device  shall  complete  400,000  additional 
cycles  of  operation  (or  a  total  of  500,000)  without  failure 
of  any  kind  and  without  evident  indication  of  approaching 
failure. 

8.1.2.  Current  Interruption  Test. 

1,000  cycles  of  operation  shall  be  performed  by  the 
device  used  in  8.1.1,  Endurance  Test,  while  making  and 
breaking  the  circuit  at  the  contact  within  the  device  with 
a  resistance-loaded  circuit. 

8.1.3.  Tests  in  Moist  Atmosphere. 

Preliminary  to  this  test  the  device  is  to  be  given  a 

wearing-in  run  of  10.000  cycles  of  operation  fully  lubri¬ 
cated.  The  interlocking  device  (except  self-lubricating 
bearings  and  bearings  of  a  type  not  requiring  frequent 
replacement  of  lubricant)  shall  be  taken  apart  and  freed 
of  lubricant  by  washing  in  gasoline.  The  device  shall 
after  reassembling  be  subjected  continuously  in  a  closed 
hoistway  to  an  atmosphere  saturated  with  a  3lA  per  cent 
solution  of  sodium  chloride  for  72  consecutive  hours 
(being  operated  for  only  10  consecutive  cycles  at  the  end 
of  each  of  the  first  two  24-hour  periods)  and  allowed  to 
stand  exposed  to  the  air  for  an  additional  24  hours,,  and 
shall  not  fail  in  a  manner  to  create  an  unsafe  condition. 
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After  having  been  lubricated  it  shall  then  without  adjust¬ 
ment  and  without  further  attention  complete  15,000  cycles 
of  operation  without  failure  of  any  kind. 

8.1.4.  Tests  Without  Lubrication. 

Preliminary  to  this  test  the  device  is  to  be  given  a 
wearing-in  run  of  10,000  cycles  of  operation  fully  lubri¬ 
cated.  The.  interlocking  device  shall  then  be  taken  apart 
and  all  bearings  (except  self-lubricating  bearings  and  bear¬ 
ings  of  a  type  not  requiring  frequent  replenishment  of 
lubricant)  freed  of  lubricant  by  washing  in  gasoline,  and 
shall  after  reassembling  without  other  attention  than  the 
usual  initial  adjustment  (that  is,  without  adjustment 
especially  made  to  meet  the  conditions  of  this  particular 
test)  and  without  further  attention,  complete  25,000  cycles 
of  operation  without  failure  of  any  kind  or  without  evi¬ 
dent  indication  of  approaching  failure. 

8.1.5.  Misalignment  Test. 

The  device  shall  operate  successfully  when  the  car  has 
been  displaced  horizontally  from  its  normal  position ; — 
that  is,  the  one  in  which  it  was  when  the  device  was 
installed, — successively  as  follows : 

(1)  In  a  direction  perpendicular  to  the  edge  of  the 
landing 

Backward  Y\  inch 
Forward  y  inch 

(2)  In  a  direction  parallel  with  the  edge  of  the  land¬ 
ing 

To  the  right  %  inch 
To  the  left  yA  inch 

For  horizontal  sliding  doors  the  device  shall  operate 
successfully, 

(3)  When  the  bottom  of  the  hoistway  door  has  been 
displaced  horizontally  from  its  normal  position  in 
a  direction  perpendicular  to  the  edge  of  the  land¬ 
ing 

Backward  %  inch 
Forward  inch 

(4)  When  the  top  of  the  hoistway  door  has  been  dis¬ 
placed  horizontally  from  its  normal  position  in  a 
direction  perpendicular  to  the  edge  of  the  landing 

Backward  Y  inch 
Forward  %  inch 

8.1.6.  Insulation  Test. 

Insulation  of  electrical  parts  shall  be  tested  with  a  60 
cycle  effective  voltage  twice  the  rated  voltage  plus  1  000 
volts,  applied  for  one  minute. 


8.2.  Tests  of  Buffers. 

Each  type  and  size  of  oil  buffer  shall  be  subjected  to  the 
following  tests  as  described  below: 

1.  Retardation  Test. 

2.  Oil  Leakage  Test. 

3.  Churning  Test. 

4.  Plunger-Return  Test. 

5.  Test  for  Lateral  Movement  of  Plunger. 

8.2.1.  Retardation  Test. 


The  buffer  shall  be  installed  upon  a  suitable  foundation 

I?i  j  at  •  ,  e  mX1s  t^ie  cylinder  is  vertical.  It  shall  be 
tilled  with  oil  provided  by  the  manufacturer 

An  elevator  car  of  suitable  size  shall  be  dropped  from 
2  different  heights  as  specified  below,  freely  in  its  guides, 
upon  the  buffer.  The  method  shall  be  as  follows: 

ihe  travel  of  the  car  after  it  comes  in  contact  with  the 
plunger,  and  of  the  plunger  for  its  entire  stroke,  shall  be 
recorded  on  a  drum  chronograph.  The  error  in  the  time 
readings  of  the  chronograph  shall  not  exceed  0.005  sec¬ 
onds.  The  peripheral  speed  of  the  drum  shall  be  approxi¬ 
mately  that  of  the  car  at  the  instant  of  impact.  Pressure- 
travel  or  pressure-time  records  shall  be  taken  simul¬ 
taneously. 


From  the  time-travel  curve  the  velocity  and  the  retarc 
ti°n  of  the  car  shall  be  computed,  and  plots  made  of  t 
car  travel,  car  velocity  and  car  retardations,  together  w: 
the  pressure-time  curve.  Copies  of  each  curve  shall 
furnished  the  manufacturer. 


SCHEDULE  OF  DROPS 


Test  drop  in  inches  bottom 

of  car  to  striker  or  top  ol 
buffer. 

Total  load  in  pounds  (weig 
of  car  plus  loading). 

A  S  (the  effective  stroke  of 
the  buffer  in  inches). 

1.  Manufacturer’s  rated  mi 

imum. 

2.  Manufacturer’s  rated  ma 

imum. 

3.  110  per  cent  manufactu 

er’s  rated  maximum. 

B  Buffer  stroke  under 

24  inches . 51S 

24  inches  to  30 

inches  . 56S 

Exceeding  30  inches  .64S 

1.  Manufacturer’s  rated  mil 

imum. 

2.  Manufacturer’s  rated  ma: 

imum. 

3.  110  per  cent  manufactu 

er’s  rated  maximum. 

No  acceleration  peak  having  a  duration  greater  tha 
1/25  second  shall  exceed  2 y2  times  gravity  (80 y2  feet  pe 
second  per  second)  for  tests  A-l  and  A-2  and  B-l  an 
B-2.  Results  of.A-3  and  B-3  shall  be  recorded  for  th 
purpose  of  examination  to  detect  any  abnormal  perforrr 
ance  Upon  completion  of  tests  no  part  of  the  buffe 
shall  show  any  deformation  or  injury. 

8.2.2.  Oil  Leakage  Test. 

The  oil  leakage  test  shall  be  made  simultaneously  wit! 
the  retardation  tests.  The  oil  level  in  the  buffer  whei 
filled  prior  to  test  shall  be  carefully  marked.  At  th* 
completion  of  the  6  drops  (3  different  loads  at  each  of  ! 
speeds),  the  buffer  shall  be  allowed  to  stand  one-half  houi 
to  permit  the  return  of  the  oil  to  the  reservoir  and  to  per 
imt  the  escape  of  any  entrained  air,  after  which  the  oi 
level  shall  again  be  measured.  The  oil  level  at  the  com¬ 
pletion  of  these  tests  should  be  unchanged,  and  shall  ir 
any  case  be  less  than  1/16  inch  lower  than  the  level  ai 
the  start  of  the  test  for  each  foot  of  buffer  stroke. 

8.2.3.  Churning  Test. 

In  the  churning  test  the  time  of  the  buffer  stroke  after 
t  r.uCaru  h^S  d^°PPed  a  distance  equivalent  to  the  stroke 
of  the  buffer  shall  be  determined  either  from  the  chrono¬ 
graph  record  or  by  means  of  an  automatic  timer.  Any 
automatic  timing  device  shall  be  accurate,  having  the 
minimum  possible  lag,  and  be  capable  of  being  read  to 
0.01  seconds. 

The  car  shall  then  be  run  on  to  the  buffer  with  cables 
attached  at  approximately  one-half  the  velocity  used  in 
retardation  test  B  at  intervals  of  one  minute  until  10 
such  strokes  have  been  made.  The  oil  shall  then  be  ex¬ 
am, ned  for  form.  No  oil  foam  shall  appear  on  the  out¬ 
side  of  the  bufter  following  this  test.  Upon  completion 
ot  the  10  strokes  at  one-half  speed  another  free-fall 
equivalent  to  the  buffer  stroke  shall  be  made  immediately 
and  the  time  of  the  stroke  taken.  The  time  of  this  second 
tree-fall  test  shall  be  at  least  75  per  cent  of  that  of  the 
drop  test  made  prior  to  the  churning. 

8.2.4.  Plunger-Return  Test. 


in  the  buffer  test  the  buffer  shall  not  stick  on  th< 
return  stroke  after  removal  of  the  load.  In  case  of  stick- 
ing  the  manufacturer  shall  submit  either  a  duplicate  buffer 
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or  a  new  pressure  cylinder  and  piston  upon  which  equip¬ 
ment  a  second  test  shall  be  run.  If  sticking  again  results, 
the  buffer  shall  be  rejected. 

8.2.5.  Test  for  Lateral  Movement  of  the 
Plunger. 

With  the  buffer  casing  clamped  or  otherwise  securely 
fastened  to  a  firm  base  the  lateral  movement  of  the  top 
of  the  plunger  shall  be  accurately  measured,  the  plunger 
head  being  moved  from  its  extreme  right  to  the  extreme 
left  in  a  vertical  plane.  This  total  movement  shall  be 
divided  by  2  to  determine  the  movement  from  the  vertical 
position.  The  maximum  permissible  movement  from  the 
vertical  shall  be  1/16  inch  per  foot  of  buffer  stroke. 

8.3.  Escalator  Tests. 

Each  size  and  type  of  escalator  shall  be  subjected  to  the 
following  tests  with  contract  load : 

8.3.1.  Speed  Tests. 

The  application  of  the  overspeed  safety  device  shall  be 
obtained  by  causing  the  escalator  to  travel  at  the  governor 


tripping  speed  as  specified  in  6.2.3 A,  Escalator  Safety 
Mechanism  Operative.  With  escalators  driven  by  alter¬ 
nating  current  motors  the  governor  may  be  tripped  by 
hand  with  the  escalator  traveling  at  its  normal  rate  of 
speed. 

8.3.2.  Reversal  Tests. 

The  application  of  the  reversal  safety  device  required 
by  62.3.3,  Safety  Mechanisms  on  Ascending  and  Re¬ 
versible  Escalators,  shall  be  made  by  releasing  the  ma¬ 
chine  brake  and  operating  the  escalator  by  hand  in  the 
reverse  direction. 

8.3.3.  Broken  Chain  Tests. 

The  application  of  the  broken  chain  safety  device  re¬ 
quired  by  62.3.3,  Safety  Mechanisms  on  Ascending  and 
Reversible  Escalators,  shall  be  obtained  by  operating  the 
safety  by  hand. 

8.3.4.  Miscellaneous  Safety  Devices. 

Tests  of  the  machine  brake  and  emergency  stop  buttons 
or  switches  shall  be  made  to  determine  whether  they 
function  properly. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  $125;  by  mail  $1.35. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office,  378  West 
Broadway.  Price  30c;  by  mail  35c. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 


Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump 

American  Marsh  Duplex . 

American  Marsh  Simplex . 

Autopulse  Electric  Fuel  Oil  Pump . 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  . 

Ballard  Duplex  Electric  Driven  Pump  Set.... 
Beach  Russ  Co.  Rotary . 

Blackmer  Rotary . ' . . . 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  . 

Century  Rotary  . 

Cook  Electric  Oil  Pump . 

Davidson  . 

Dean  Bros.  Durable  Duplex . 

DeLaval  IMO  Oil  Pump . 

Deming  Double  Oscillating  Force  Pump . 

Deming  Fuel  Oil  Pump . 

Enterprise  Oil  Pump . 

Exeter  Rotary . . . 

General  Electric  Oil  Pump . 

Goulds  Hand  Rotary . 

Goulds  Rotary  Oil  Pump . 

Goulds  Triplex  Plunger . 

Hardinge  Fuel  Oil  Pump . 

Kinney  Rotating  Plunger  Pump . 

Koerting  Gear  Pump . 


Calendar  No. 

638- 25-SA 

639- 25-SA 
215-31-SA 

9-32-SA 

1413-22-SA 

1134-22-SA 

935-24-SA 

372-21-SA 

908-21-SA 

603-25-SA 

590-21-SA 

840-22-SA 

628-32-SA 

458-27-SA 

293-31-SA 

11-28-SA 

507-22-S A 
475-32-S A 
1133-25-SA 
437-31-SA 
257-22-SA 
813-25-S A 
503-24-S  A 
1264-25 -S A 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump . 1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump, .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  .  588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD -  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  .  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wavne  Oil  Pump  &  Fan  Set .  1155-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  December  6,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total . 

Disposed  of  . 

Cases  pending  December  6,  1933 . 


261 

367 

104 


318 

20 

45 

3 

68 

13 

0 

15 

0 

26 

1240 

990 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . ' , 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn.... 

Rules  approved . 

Rules  disapproved,  rescinded  or  withdrawn . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied . 

Requests  for  modification  granted . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted . 

Requests  to  install  denied . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Requests  withdrawn  or  dismissed . 

Total . 


48 

24 

107 

4 

226 

46 

26 

1 

0 


265 

24 

44 

1 

3 

0 

68 

0 

13 

0 

0 

0 

15 

0 

0 

0 

26 

29 

! 


990 


250 


WARNING 


Notice  is  hereby  given  to  all  petitioners,  appellants  and 
applicants,  and  to  all  lawyers,  architects  and  engineers 
representing  owners  or  lessees  in  proceedings  before  the 
board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  the  board,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building-, 

New  York  City. 


offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
cases  promptly,  for  the  reason  that  the  pendancv  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative  offi- 

m  'k  en.^orc'‘^  hlsL  01;der-  therefore,  no  appeal  or  petition 
will  be  allowed  to  be  hung  up  by  reason  of  failure  of  the 
appellant  or  petitioner  to  file  necessary  -  data,  or  by  any 
other  method  of  delay.  y  y 

no  aPPeaI’  application  or  petition  will  be  ac¬ 
cepted  for  filing  unless,  at  the  time  of  filing,  all  papers  plans 
»nd  data  required  by  law  are  supplied,  a"s  specified  on  th 
blank  appeal,  application  or  petition  forms. 


Enclosed  please  find  two  dollars  and  a  half  ($2  50')  for  suhsrrintinn  A 
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This  issue  of  the  Bulletin  contains,  in  the  order  given — 
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Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Regular  Meeting,  December  12,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  December  12,  1933,  2 
P.  M. 

Approved  Fuel  Oil  Pumps. 

Reserve  Calendar. 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Monday,  December  18,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  26,  1933,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal,  appli¬ 
cation  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  sc  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET. 

Nezu  Cases  Filed  up  to  December  13,  1933. 

Cal.  No.  Department.  Premises  Affected. 

375-33-BZ . D.B.Bx. .  .3141-3151  Bailey  ave.  (Block 

3267,  Lot  38),  Bx., 

-  N.  B.  457-33 

374-33-BZ . D.B.B. ..  .2400-2412  Flatbush  ave.  (Block 

8528,  Lots  1  &  72),  Bklyn., 

-  Applic.  12026-33 

373-33-BZ . D.B.B. ..  .176-192  Kings  highway  (Block 

6620,  Lots  46,  48,  49,  50,  51 
&  52),  Bklyn., 

-  Applic.  13419-33 

372-33-SA . F.D . Preferred  Oil  Burner, 

-  Appliance 

371-33-A . D.B.Q . . . .  Foot  of  Beach  79th  st.  &  north 

side  of  L.I.R.R.,  Rockaway 

-  Beach,  Q.,  Alt.  8291-33 

370-33-SA . F.D . South  Bend  Quick  Heat  Oil 

-  Burner,  Appliance 

369-33-SA . F.D . S-K,  Model  F,  Oil  Burner, 

- -  Appliance 

368-33-BZ . D.B.Q. ..  .Southwest  corner  of  116th  ave. 

&  Sutphin  blvd.  (Block  2770, 
Lot  7),  Jamaica,  Q., 

-  N.  B.  2441-33 


CODE 


F.D . Fire  Department 

H.D . Health  Department 

D.B.B . Department  of  Buildings,  Brooklyn 

D.B.M . Department  of  Buildings,  Manhattan 

D.B.Q . Department  of  Buildings,  Queens 

D.B.R . Department  of  Buildings,  Richmond 

D.B.Bx . Department  of  Buildings,  Bronx 

T.H.D . ....Tenement  House  Department 


RULES 


Last  Publication  in 

Certificate  of  Occupancy,  approved 

forms  . . Aug.  2,  1932— Vol. 

Concrete  Plat  Slabs,  Rules . June  6,  1933 — Vol. 

Concrete  Rules  (Hydrated  Lime)  ..  Dec.  5,  1933 — Vol. 

Elevator  Rules  . . . . . Dec.  12,  1933 — Vol. 

Exit  Rules  (Revolving'  Doors) ....  Nov.  14,  1933 — Vol. 

Factory  Exit  Rules . Nov.  14,  1933 — Vol. 

Fire  Alarm  Rules  (Interior) . Sept.  26,  1933 — Vol. 

Fire  Drill  Rules . May  30,  1933 — Vol. 

Fire  Retarding  Rules  for  Garages, 

„  etc . Nov.  28,  1933— Vol. 

Fireproof  Wood,  Testing  of . July  11,  1933 — Vol 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol. 

Fuel  Oil  Rules . Sept.  19,  1933— Vol. 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol. 

Hatchway  Protection  . June  5,  1928 — Vol.’ 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . June  13,  1933— Vol. 

Plumbing  Rules  . Nov.  7,  1933 — Vol 

Procedure.  Rules  of . June  20,  1933— Vol. 

Refrigerating  Systems,  Extract  C.  O.  Apr.  18,  1933 — Vol. 
Smoking  in  Factories,  Rules  for..  Dec.  5,  1933 — Voh 

Sprinkler  Rules  . Dec.  6,  1932 — Vol 

Standpipe- Fireline  Rules  . Sept.  26,  1933 — Vol. 

Structural  Alterations,  Reporting. .  June  7,  1932 — Vol. 
Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Apr.  10,  1923 — Vol. 


Bulletin 

17  No.  31 

18  No.  23 
18  No.  49 
18  No.  50 
18  No.  46 
18  No.  46 
18  No.  39 
18  No.  22 


18  No. 

18  No. 

4  No. 

18  No.  38 
10  No.  14 
13  No.  23 


48 

28 

3 


24 
45 

25 


18  No, 

18  No, 

18  No. 

18  No.  16 
18  No.  49 

17  No.  49 

18  No.  39 
17  No.  23 

8  No.  15 


LIST  OF  APPROVED  APPLIANCES 


Fireline  Hose  Valves . Dec. 

Fuel  Oil  Burners  for  Domestic  and 

Commercial  Use  . Dec. 

Fuel  Oil  Burners  for  Industrial  Use.  Nov. 
Fuel  Oil  Pumps . Dec. 


12,  1933— Vol.  18  No.  50 

5,  1933 — Vol.  18  No.  49 
21,  1933— Vol.  18  No  47 
19,  1933— Vol.  18  No.  51 


CALL  OF  CLERK’S  CALENDAR 
MONDAY,  DECEMBER  18,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

289-33-BZ. 

APPLICANT— Max  Siegel,  for  Harlem  Tennis  Club  Hold¬ 
ing  Corp.,  owner. 

PREMISES — 3609-3621  Bailey  avenue,  west  side,  83.25  ft. 
north  of  West  236th  street  (Block  No.  3270A,  part 
of  Lot  No.  125),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

293- 33-BZ. 

APPLICANT — William  F.  Doyle,  for  Abraham  Halperin, 
owner. 

PREMISES — 758-766  Utica  avenue,  west  side,  175  ft.  2  in. 
south  of  Lenox  road  (Block  No.  4655,  Lot  No  16) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

294- 33-BZ. 

APPLICANT — Theodore  C.  Krautter,  owner. 

PREMISES — 189-21  Linden  boulevard  (Block  No.  1955, 
Lot  No.  28),  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

307-33-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  1758  Coney  Island 
Avenue  Realty  Co.,  Inc.,  owner. 

PREMISES — 1758-1766  Coney  Island  avenue,  west  side,  220 
ft.  south  of  Avenue  N  (Block  No.  6592,  Lot  No. 
18),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  of  an  existing  building  to  a 
motor  vehicle  repair  shop  and,  also,  the  inclusion  of 
a  gasoline  service  station. 

313-33-BZ. 

APPLICANT — Joseph  D.  Nunan,  Jr.,  for  Isaac  Klapper, 
owner. 

PREMISES — 38-04  to  38-10  Greenpoint  avenue  (Block  No. 
212,  Lot  No.  23),  Woodside,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and  maintenance  of 
a  gasoline  service  station. 

101-32-BZ. 

APPLICANT — Joseph  Schafran,  for  Thema  Rosen,  owner. 

PREMISES — West  side  of  Bailey  avenue,  182  ft.  south  of 
West  230th  street  (Block  No.  3264,  Lot  No.  70), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  an 
unrestricted  district,  the  maintenance  of  an  open  air 
parking  space  for  more  than  five  (5)  cars  and  the 
installation  of  two  (2)  gasoline  tanks  and  pumps 
as  accessory  to  the  parking  space  and  individual 
garages,  these  garages  having  been  previously 
granted  by  the  board  (reopened  November  14, 
1933). 
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185-33-BZ. 

APPLICANT — William  Richter,  for  Sadie  Teitelbaum, 
owner. 

PREMISES — 2284-2296  West  8th  street  and  129-143  Ave¬ 
nue  W,  northwest  corner  (Block  No.  7142,  Lot  Nos. 
48  and  53),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  business  district  and  partly  in  a 
residence  district,  the  maintenance  of  an  automobile 
wrecking  and  junk  storage  yard). 

323-33-BZ. 

APPLICANT— G.  A.  Schonewald,  for  Elgeo  Realty  Corp., 

owner. 

PREMISES — Southeast  corner  of  Morrison  avenue  and 
Sound  View  avenue  (Block  No.  3745,  Lot  No.  18), 
The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


DECEMBER  19,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning ,  December 
19,  1933,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

cal.  no.  141-33-BZ — Application,  April  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Archie  H.  Samuels,  applicant,  sub¬ 
stituted  for  Robert  F.  Collyer,  on  be¬ 
half  of  Elsie  J.  Hassall,  owner,  to  per¬ 
mit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Farmers  boulevard  and  143rd 
road  (Block  No.  3238,  Lot  No.  109), 
Springfield,  Borough  of  Queens. 

cal.  no.  206-33-BZ— Application,  June  5,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  James  C.  Mackenzie,  Jr.,  applicant, 
on  behalf  of  Tennis  Place  Homes  Co., 
owner,  to  permit  in  a  residence  use  and 
“F”  area  district  the  omission  of  the 
required  yard;  premises  south  side  of 
Fleet  street,  99  ft.  west  of  Greenway 
South  (Block  No.  5C,  Lot  Nos.  71  and 
50),  Forest  Hills,  Borough  of  Queens. 

CAL.  NO.  276-33-BZ— Application,  August  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  P.  Boyland,  applicant, 
on  behalf  of  William  Jay  Building 
Corp.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  change  of 
occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business 
use ;  premises  northeast  corner  of  Grand 


concourse  and  East  203rd  street  (Block 
No.  3309,  Lot  No.  42),  The  Bronx. 

cal.  no.  299-33-BZ — Application,  September  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Abraham  J.  Halprin,  applicant, 
on  behalf  of  Sarah  Beckman,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  a  motor  vehicle 
repair  shop ;  premises  90-100  Hegeman 
avenue,  southeast  corner  of  Hopkinson 
avenue  (Block  No.  3633,  Lot  No.  27), 
Brooklyn. 

cal.  no.  300-33-BZ — Application,  September  15,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Christina  Coppola,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  southwest  cor¬ 
ner  of  Queens  boulevard  and  Simonson 
place  (Block  No.  2474,  Lot  No.  44), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  344-33-BZ — Application,  November  10,  1933,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Parkville  Amuse¬ 
ment  Corp.,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  recreation  centre;  premises 
1048-1072  Ocean  parkway,  west  side, 
380  ft.  south  of  Avenue  J  (Block  No. 
5495,  Lot  Nos.  870  and  872),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  19,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  afternoon,  December 
19,  1933,  at  2  o’clock,  in  Room  1013,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  602-32-BZ — Application,  December  6,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Henry  A.  Urquhart,  applicant, 
on  behalf  of  Peter  Martinen,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  94-41  to  94-47  Old 
South  road,  northwest  corner  of  North 
Conduit  avenue  (Block  No.  2659,  Lot 
No.  55),  South  Ozone  Park,  Borough 
of  Queens. 

cal.  no.  509-20-BZ— Application,  August  28,  1920;  extension 
of  garage  granted  on  certain  conditions 
October  13,  1920;  reopened  July  18, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  Henry  J.  Nurick, 
applicant,  on  behalf  of  Ben  Beyer  Realty 
Corp.,  present  owner,  to  permit  in  a 
business  district  the  alteration  and  in¬ 
stallation  of  a  gasoline  service  station 
in  an  existing  garage  for  more  than 
five  (5)  motor  vehicles;  premises  1201- 
1219  Coney  Island  avenue,  east  side, 
240  ft.  north  of  Avenue  I  (Block  No. 
6695,  Lot  Nos.  61  and  66),  Brooklyn. 
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cal.  no.  150-33-BZ — Application,  April  19,  1933,  under  sec¬ 
tions  7a,  7c  and  21  of  the  building  zone 
resolution,  of  Emil  Guterman,  applicant, 
on  behalf  of  Samuel  H.  Livingston, 
owner,  to  permit  in  a  business  district 
the  extension  of  an  existing  gasoline 
service  station  and,  also,  the  conversion 
of  occupancy  of  an  existing  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Liberty 
avenue  and  109th  street  (Block  No.  541, 
Lot  No.  28),  Richmond  Hill,  Borough 
of  Queens. 

cal.  no.  319-33-BZ — Application,  October  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Nicholas  Herman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station ;  premises  234-22 
Merrick  road,  southwest  corner  of  235th 
street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

cal.  no.  128-32-BZ — Application,  March  11,  1932;  gasoline 
service  station  granted  on  certain  con¬ 
ditions  June  10,  1932;  reopened  Septem¬ 
ber  12,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  applicant,  on  behalf  of  Black- 
stone  Service  Garage,  owner,  to  permit 
the  modification  of  a  resolution  granting 
in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the 
board),  so  as  to  permit  the  extension 
in  area  of  the  existing  gasoline  service 
station;  premises  664-690  Coney  Island 
avenue,  southwest  corner  of  Avenue  C 
(Block  No.  5378,  Lot  No.  5),  Brook¬ 
lyn. 

cal.  no.  326-33-BZ — Application,  October  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Sound  View  Properties,  Inc., 
applicant  and  owner,  to  permit  in  a 
business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  southwest  corner  of 
Randall  avenue  and  Sound  View  ave¬ 
nue  (Block  No.  3523,  Lot  No.  34),  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  22,  1933,  10  A.  M. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

258-33-A— 122-124  East  25th  street  (Block  No.  880,  Lot 
No.  78),  Manhattan. 

301-33-A — 100-104  Lafayette  street  (Block  No.  209,  Lot 
No.  19) .  Manhattan. 

303-33-A— 7-11  East  40th  street  (Block  No.  1275,  Lot 
Nos.  8  and  9),  Manhattan. 

316-33-A — 140  Fifth  avenue  (Block  No.  820,  Lot  No.  47), 
Manhattan. 

324- 33-A — 107-111  Myrtle  avenue  and  318-320  Bridge 

street  (Block  No.  143,  Lot  No.  30),  Brook¬ 
lyn. 

325- 33-A — 244  West  49th  street  (Block  No.  1020,  Lot  No. 

59),  Manhattan. 


328-33- A — 4299'  Boston  road,  west  side,  283.31  ft.  south  of 
City  Line  (Block  No.  5655,  Lot  No.  313), 
The  Bronx. 

322-33-A — 1761  Victory  boulevard  (Block  No.  350,  part 
of  Lot  No.  12),  West  New  Brighton,  Bor¬ 
ough  of  Richmond. 

350- 33-A — 588-590  Broadway  (Block  No.  511,  Lot  No. 

10),  Manhattan. 

351- 33-A — 584-586  Broadway  (Block  No.  511,  Lot  No.  8), 

Manhattan. 

160-33-A — 261-267  West  End  avenue  and  301  West  72nd 
street  (Block  No.  1184,  Lot  No.  10),  Man¬ 
hattan. 

Petition  for  Variation. 

336-33-S — 435-445  Fulton  street  and  408-420  Jay  street 
(Block  No.  150,  Lot  No.  1),  Brooklyn. 

Appliances  Submitted  for  Approval. 

62-33-SA— Florence  Oil  Heater,  Model  KC-8,  approval  of. 
126-33-SA — Tower  Range  Oil  Burner,  approval  of. 
222-33-SA — Dowie  Combination  Anti-Syphon  Valve,  ap¬ 
proval  of. 

244- 33- S A — Petro  Oil  Burner,  Afodel  W-2,  approval  of. 

245- 33-SA — Petro  Oil  Burner,  Models  W-l  and  W-l x/2,  ap¬ 

proval  of. 

341-33-SA — Volcano  Automatic  Oil  Burner,  Models  EW-1, 
EW-2  and  EW-3,  approval  of. 

349-33-SA — Herco  Oil  Burner,  approval  of. 

355-33-SA — Lange  Economical  Oil  Burner,  approval  of. 

359- 33-SA — Morrissey  Oil  Burner,  Models  MA-2,  MA-3, 

SP-1  and  MP-1,  approval  of. 

360- 33-SA — Trane  Climate  Changer  Oil  Burner,  approval 

of. 

592-32-SA — The  Ameroil  Range  Burners,  approval  of. 
165-33-SA — Chemical  Processes  Company  Fuel  Oil  Burner 
(for  Kerrick  Kleaner),  approval  of. 

369- 33-SA — S-K,  Model  F,  Oil  Burner,  approval  of. 

370- 33-SA — South  Bend  Quick  Heat  Oil  Burner,  approval 

of. 

372-33- S A — Preferred  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  26,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

217-33-BZ. 

APPLICANT  Benjamin  N.  Brody,  for  Hattie  Schrage, 
owner. 

PREMISES  Southwest  corner  of  Springfield  boulevard 
and  110th  road  (Junior  place),  (Block  No.  2038, 
Lot  No.  28),  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

292-33-BZ. 

APPLICANT — Joseph  H.  Goldstein,  for  Bonomo  Realty 
Corp.,  owner. 

PREMISES— 2729-2755  Shell  road,  southeast  corner  of 
Canal  avenue  (Block  No.  7250,  part  of  Lot  No.  33), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

297-33-BZ. 

APPLICANT — William  Shary,  for  Teresa  C.  McGroddy, 
owner. 
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PREMISES — East  side  of  Sedgwick  avenue,  150.19  ft.  north 
of  Undercliff  avenue  (Block  No.  2538,  part  of  Lot 
No.  3),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

304- 33-BZ. 

APPLICANT — Michael  Leone,  for  Vincenzo  Mascoli, 
owner. 

PREMISES — 838  Washington  avenue  (Block  No.  1176, 
Lot  No.  97),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  building 
(dwelling)  to  business  use  (stores). 

305- 33-BZ. 

APPLICANT — Emil  Guterman,  for  William  Berg,  owner. 

PREMISES — 104-106  Fourth  avenue,  southwest  corner  of 
Warren  street  (Block  No.  401,  Lot  Nos.  38  and 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

147-33-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

PREMISES— North  side  of  Queens  boulevard,  333.03  ft. 
east  of  56th  avenue  (Block  No.  1845,  Lot  No.  41), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 


DECEMBER  27,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  De¬ 
cember .  27,  1933,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matters: 

cal.  no.  283-33-BZ — Application,  August  25,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herman  Wolff,  applicant,  on 
behalf  of  Gussie  Gordon,  owner,  to 
permit  in  a  residence  district  the  alter¬ 
ation  and  change  of  occupancy  of  part 
of  an  existing  dwelling  to  business  use; 
premises  4601  10th  avenue  (Block  No. 
5620,  Lot  No.  11),  Brooklyn. 

cal  no.  295-33-BZ — Application,  August  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Henry  M.  Rinder,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  west  side  of  Jerome  ave¬ 
nue,  193.47  ft.  north  of  Cromwell  ave¬ 
nue  (Block  No.  2855,  Lot  No.  12), 
The  Bronx. 

cal  no.  236-33-BZ— Application,  June  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Karl  Propper,  applicant,  on  behalf 
of  Klion  Holding  Corp.,  owner,  to  per¬ 


mit  in  a  residence  district  the  alteration 
and  change  of  occupancy  of  part  of  an 
existing  apartment  house  from  dwelling 
to  business  use ;  premises  1983-1985 
Bryant  avenue  (Block  No.  3130,  Lot 
No.  20),  The  Bronx. 

cal.  no.  340-33-BZ — Application,  November  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Levy  &  Berger,  applicants,  on 
behalf  of  Hoona  Realty  Corp.  and 
Leighton  Realty  Corp.,  owners,  to  per¬ 
mit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  alteration  and  conversion  of  an 
existing  six  (6)  story  building  to  a 
three  (3)  story  garage  for  more  than 
five  (5)  motor  vehicles;  premises  161- 
167  Atlantic  avenue,  northwest  corner 
of  Clinton  street  (Block  No.  275,  Lot 
No.  1),  Brooklyn. 

cal.  no.  352-33-BZ — Application,  November  18,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  J.  Courtney,  applicant, 
on  behalf  of  Columbus  67th  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  mainlenance  of  a  gaso¬ 
line  service  station,  bus  terminal  and 
parking  space;  premises  101-117  West 
67th  street,  160-176  Columbus  avenue, 
100-124  West  68th  street  and  1980-1998 
Broadway  (Block  No.  1139,  Lot  No. 
24),  Manhattan. 

cal.  no.  668-29-BZ — Application,  November  14,  1929; 

granted  on  certain  conditions  March  11, 
1930;  reopened  and  temporary  permit 
extended  March  8,  1932 ;  reopened  April 
11,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Frank  Giorgio, 
Jr.,  applicant,  on  behalf  of  Elmer 
Senger,  present  owner,  to  permit  in  a 
business  district  the  permanent  main¬ 
tenance  of  a  motor  vehicle  repair  shop ; 
premises  northwest  corner  of  Liberty 
avenue  and  92nd  street  (Block  No.  390, 
Lot  No.  22),  Ozone  Park,  Borough  of 
Queens. 

cal.  no.  74-33-BZ — Application,  February  25,  1933;  with¬ 
drawn  April  25,  1933;  reopened  Sep¬ 
tember  12,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Packard 
Motor  Car  Company  of  New  York, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  conversion  of  occupancy  of  a 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board  for  automobile  showroom, 
sales  and  distributing  and  service  sta¬ 
tion)  ;  premises  4650-4664  Broadway 
and  2-16  Sherman  avenue  (Block  No. 
2175,  Lot  No.  1),  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  27,  1933,  2  P.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
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of  the  building  zone  resolution,  Wednesday  afternoon,  De¬ 
cember  27,  1933,  at  2  o’clock,  in  Room  1013,  Municipal 

Building,  on  the  following  matters : 

cal.  no.  287-33-BZ — Application,  September  6,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Fred  Meier,  applicant,  on  be¬ 
half  of  William  Allan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises-  northwest  corner  of 
Jamaica  avenue  and  Newtown  road 
(Block  No.  695,  Lot  Nos.  1  and  ljd>), 
Astoria,  Borough  of  Queens. 

cal.  no.  384-31-BZ — Application,  July  31,  1931;  dismissed 
for  lack  of  prosecution  January  26, 
1932 ;  reopened  and  restored  to  Calen¬ 
dar  September  26,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Charles  Goodman,  applicant,  on  behalf 
of  Apex  Gas  Station,  Inc.,  present 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  office,  grease  pit 
and  car-washing  building  to  be  used  as 
accessory  to  an  existing  gasoline  service 
station;  premises  2596-2604  Linden 
boulevard,  southwest  corner  of  Crescent 
street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

cal.  no.  267-33-BZ — Application,  August  9,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Koch  &  Wagner,  applicants,  on  be¬ 
half  of  Bohack  Realty  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1729-1735  Flatbush 
avenue,  northeast  corner  of  East  35th 
street  (Block  No.  7599,  Lot  Nos.  6,  7, 
8  and  9),  Brooklyn. 

cal.  no.  723-29-BZ — Application,  December  11,  1929;  denied 
June  3,  1930;  reopened  September  26, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Baldassare  Cur- 
reri,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  261-267  Sheridan  avenue, 
southeast  corner  of  Conduit  boulevard 
(Sunrise  highway),  (Block  No.  4239, 
Lot  No.  9),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  2,  1934,  AT  2  P.  M. 

Building  Zone  Cases. 

137-33-BZ. 

APPLICANT — Joseph  A.  Marck,  for  Jeffem  Realty  Co., 
owner. 

PREMISES — Southwest  corner  of  Reeves  avenue  and  Kis- 
sena  boulevard  (Block  No.  2168,  Lot  Nos.  1  and  9), 
Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

279-33-BZ. 

APPLICANT — James  J.  Munro,  for  Newman  Building 
Co.,  Inc.,  owner. 


PREMISES — Southwest  corner  of  Baisley  boulevard  and 
New  York  boulevard  (Block  No.  3045,  part  of  Lot 
No.  29),  Jamaica  South,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

10  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

310- 33-BZ. 

APPLICANT — Rutherford  S.  Moorhead,  for  Henry  A. 
Meyer  Realty  Co.,  Inc.,  owner. 

PREMISES — 1872-1890  Gerritsen  avenue,  southwest  corner 
of  Brown  street  (Block  No.  6838,  Lot  No  1). 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

311- 33-BZ. 

APPLICANT — William  F.  Doyle,  for  Henry  C.  Mecke, 
owner. 

PREMISES — 5709-5717  Church  avenue,  north  side,  67  ft. 
6J4  in.  east  of  East  57th  street  (Block  No.  4683, 
Lot  No.  36J4  and  part  of  Lot  Nos.  42  and  44), 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

312- 33-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  Joseph  Halpert, 
owner. 

PREMISES— Southeast  corner  of  Merrick  boulevard  and 
Linden  boulevard  (Block  No.  3104,  part  of  Lot 
No.  1),  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

205-29-BZ. 

APPLICANT — Edward  L.  Kelly,  for  Whitestone  Service 
Station,  Inc.,  owner. 

PREMISES — 157-30  M  illets  Point  boulevard  (Block  No. 

619,  Lot  No.  15),  Whitestone,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  maintenance  of  a  gasoline  serv¬ 
ice  station  (previously  granted  by  the  board  for  a 
temporary  period;  reopened  September  19,  1933). 


JANUARY  3.  1934,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  January 
3,  1934,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters : 

cal.  no.  202-33-BZ— Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  Kapet  Holding  Corp.,  owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 
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cal.  no.  68-33-BZ — Application,  February  20,  1933 ;  with¬ 
drawn  May  31,  1933;  reopened  and  re¬ 
stored  to  Calendar  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Joseph  D.  Nunan,  Jr., 
applicant,  on  behalf  of  M.  C.  R.  Hold¬ 
ing  Corp.,  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station; 
premises  9707-9719  Kings  highway, 
northwest  corner  of  Clarkson  avenue 
and  Rockaway  boulevard  (Block  No. 
4633,  Lot  No.  44),  Brooklyn. 

cal.  no.  260-33-BZ— Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Saul  Goldsmith,  applicant,  on  behalf 


of  Chris  P.  Dahl,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  business  illegally  installed;  premises 
91  Clark  street  (Block  No.  232,  Lot  No. 
10),  Brooklyn. 

cal.  no.  261-33-BZ — Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Saul  Goldsmith,  applicant,  on  behalf 
of  Ella  J.  Filson,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
change  of  occupancy  of  the  first  story 
of  an  existing  dwelling  from  residence 
to  business  use  (stores)  ;  premises  93- 
95  Clark  street  (Block  No.  232,  Lot 
No.  8),  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  12,  1933. 

Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  December  5,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
December  5,  1933,  were  approved  as  printed  in  Bulletin  No. 
50,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

287-33-BZ. 

APPLICANT— Fred  Meier,  for  William  Allan,  owner. 
SUBJECT— Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Northwest  corner  of  Jamaica 
avenue  and  Newtown  road  (Block  No.  695,  Lot 
Nos.  1  and  1)4),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  W.  McClancy  and  Malvern 
Cunningham. 

For  Opposition:  Richard  Gray,  Frank  Speaker  and 
L.  Delgiomo 

ACTION  OF  BOARD— Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


319-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Nicholas  Her¬ 
man,  owner.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 234-22  Merrick  boulevard, 

southwest  corner  of  235th  street  (Block  No.  3637, 
Lot  No.  38),  Laurelton,  Borough  of  Queens. 

APPEARANCES—  ,  ,  , 

For  Applicant:  Joseph  D.  Nunan,  Jr.,  and  Nicholas 

Herman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1933, 
at  2  p.  m.,  for  further  consideration  by  board  after 
submission  of  new  plans. 


384-31-BZ. 

APPLICANT — Charles  Goodman,  for  Apex  Gas  Station, 
Inc.,  present  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  district  the 
erection  of  office,  grease  pit  and  car  washing  build¬ 
ing  to  be  used  as  accessory  to  an  existing  gasoline 
service  station  (previously  dismissed  for  lack  of 
prosecution ;  reopened  and  restored  to  Calendar  Sep¬ 
tember  26,  1933). 

PREMISES  AFFECTED— 2596-2604  Linden  boulevard, 
southwest  corner  of  Crescent  street  (Block  No. 
4485,  Lot  Nos.  6  and  9),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Charles  Goodman  and  Alexander  S. 
Josephson. 

For  Opposition :  Salvatore  Dichraro,  Harry  Bram, 
Caesar  Losordo  and  Wasyl  Mandzuk. 
ACTION  OF  BOARD— Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


267-33-BZ. 

APPLICANT — Koch  &  Wagner,  for  Bohack  Realty  Corp., 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution),  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 1729-1735  Flatbush  avenue, 
northeast  corner  of  East  35th  street  (Block  No. 
7599,  Lot  Nos.  6,  7,  8  and  9),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arthur  R.  Koch  and  Milton  C. 
Radler. 

For  Opposition:  Charles  Tilgner,  D.  R.  McDonald, 
L.  A.  Brown,  Otto  W.  Walter,  Harry  W.  Bell, 
Joseph  Horwitz  and  Mac  Schwadel. 

ACTION  OF  BOARD — Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


128-32-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Blackstone  Service 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  the  modification  of  a  resolu¬ 
tion  granting  in  a  business  district  the  alteration  of 
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a  garage  for  more  than  five  (5)  motor  vehicles 
(previously  granted  by  the  board),  so  as  to  permit 
the  extension  in  area  of  the  existing  gasoline  service 
station — the  inclusion  of  the  gasoline  service  station 
within  the  garage  was  also  granted  by  the  board 
(reopened  September  12,  1933). 

PREMISES  AFFECTED — 664-690  Coney  Island  avenue, 
southwest  corner  of  Avenue  C  (Block  No.  5378, 
Dot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  Kitzler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1933, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


326-33-BZ. 

APPLICANT — Sound  View  Properties,  Inc.,  owner. 

S  UB  J  E  C  T — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — Southwest  corner  of  Randall 
avenue  and  Sound  View  avenue  (Block  No.  3523, 
Lot  No.  34),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leopold  A.  Halperin  and  Louis  J. 
Moss. 

For  Opposition:  John  L.  Sheehan. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1933, 
at  2 .  p.  m.,  for  report  of  committee  of  board  and 
decision. 


132-33-BZ. 

APPLICANT — Perlman  &  Wortmann,  Inc.,  for  Standard 
Oil  Company  of  New  York,  present  owners. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
plication  (decision  of  the  superintendent  of  build¬ 
ings),  under  section  21  of  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Fordham 
road  and  Crotona  avenue  (Block  No.  3116,  part  of 
Lot  No.  9),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herbert  Wortmann. 

ACTION  OF  BOARD — -Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . 0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(132-33-BZ) 


Whereas,  this  application,  affecting  premises  southeast 
corner  of  Fordham  road  and  Crotona  avenue  (Block  No. 
3116,  part  of  Lot  No.  9),  Borough  of  The  Bronx,  was 
granted  by  the  board  June  27,  1933,  on  certain  conditions, 
and  applicant  requested  an  amendment  to  these  conditions. 

Resolved,  that  the  resolution  of  June  27,  1933,  be  amended, 
so  that  as  amended  it  will  read:  “granted  on  condition  that 
the  entire  plot  under  appeal  shall  be  leveled  and  paved  with 
cement,  except  where  the  accessory  buildings  are  to  be 
located  against  the  southerly  lot  line,  in  the  location  and 
of  the  general  size  as  indicated  on  revised  plans  marked 
‘Received  November  29,  1933’;  that  there  shall  be  erected 
on  the  interior  lot  lines  continuously  from  Crotona  avenue 
easterly  and  northerly  to  Fordham  road  a  wall  with  a  stone 
or  brick  base  at  least  3  ft.  in  height  and  with  a  painted 
wooden  fence  on  top  thereof,  giving  a  total  height  of  not 


less  than  7  ft. ;  that  this  fence  may  be  omitted  where  the 
ledge  rock  to  the  south  has  been  cut  away  and  is  at  least 
7  ft.  above  the  grade  of  the  gasoline  station  and  also  may 
be  omitted  where  the  accessory  building  is  placed  either  at 
or  substantially  at  the  southerly  lot  line;  that  this  fence 
may  be  reduced  to  a  height  of  not  over  4  ft.  for  a  distance 
10  ft.  back  from  its  intersections  with  Crotona  avenue  and 
with  Fordham  road;  that  the  accessory  buildings  shall 
not  be  over  one  story  in  height,  constructed  of  fireproof 
ana  incombustible  materials,  except  that  the  roof  framing 
and  boarding  may  be  of  wood;  that  the  roofs,  if  sloping, 
shall  be  covered  with  slate  or  terra  cotta  tile  or  heavy 
asbestos  shingles ;  that  the  greasing  sections  shall  have  open 
fronts ;  that  there  shall  be  no  excavations  under  the  acces¬ 
sory  buildings  except  for  the  greasing  pits;  that  no  open 
flames  shall  be  permitted  on  the  property;  that  the  accessory 
buildings  shall  be  faced  with  architectural  terra  cotta  or 
face  brick;  that  there  shall  be  erected  around  the  street 
building  line  of  the  property  on  Fordham  road  and  Crotona 
avenue  a  reinforced  concrete  curb,  not  less  than  12  in.  in 
height  and  12  in.  in  width,  with  not  over  one  opening 
therein  from  Crotona  avenue  and  not  over  two  openings 
from  Fordham  road;  that  these  openings  shall  not  exceed 
25  ft.  in  width  and  no  part  of  any  opening  shall  be  nearer 
than  10  ft.  from  the  corner  formed  by  the  intersection  of 
Fordham  road  and  Crotona  avenue  nor  8  ft.  from  the  inter¬ 
sections  of  the  street  building  line  with  the  interior  lot  lines ; 
that  there  shall  be  curb  cuts  opposite  these  openings  not 
exceeding  40  ft.  in  width ;  that  the  gasoline  pumps  erected 
on  the  property  shall  be  not  nearer  than  10  ft.  to  the  street 
building  line  nor  any  part  of  an  accessory  building;  that  no 
portable  gasoline  tanks  shall  be  permitted  on  the  premises; 
that  any  signs  advertising  non-conforming  uses  shall  be 
confined  to  the  illuminated  globes  of  the  gasoline  pumps  and 
to  permanent  flat  signs  placed  against  the  facades  of  the 
accessory  buildings  and  against  the  interior  of  the  lot  line 
walls,  excluding  all  signs  of  a  temporary  nature  and  per¬ 
mitting  no  signs  on  the  exterior  of  the  lot  line  walls;  that 
lighting  shall  be  by  means  of  standards  not  over  9  ft.  in 
height  with  metal  reflectors  so  arranged  as  to  shine  down¬ 
wardly  ;  that  there  shall  be  no  motor  vehicle  repairing  per¬ 
mitted  on  the  premises  and  no  storage  or  parking  of  cars; 
that  the  plans  shall  be  filed  with  this  board  and  approved 
by  the  chairman  on  behalf  of  the  board  before  same  are  filed 
with  the  commissioner  of  buildings ;  that  all  permits  required 
shall  be  obtained  within  three  months  and  all  work  involved 
completed  within  nine  months  from  the  date  of  this  amended 
resolution.” 


130-33-BZ. 


APrLILAA  1 — Edgar  J.  Moeller,  for  H.  Herrmann  & 
Sons,  owners. 

SUBJECT — Application  for  reopening — extension  of  time- 
re.  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 401  East  60th  street  and  1102- 
1106  First  avenue  (Block  No.  1455,  Lot  Nos.  1,  2 
and  3),  Manhattan. 

APPEARANCES— 

For  Applicant:  Edgar  J.  Moeller  and  Mr.  Herr¬ 


mann. 

AC  TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent:  Commissioner  Connell .  l 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  o 

Absent:  Commissioner  Connell .  i 
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THE  RESOLUTION— 

(130-33-BZ) 

Whereas,  this  application,  affecting  premises  401  East 
60th  street  and  1102-1106  First  avenue  (Block  No.  1455, 
Lot  Nos.  1,  2  and  3),  Borough  of  Manhattan,  was  granted 
by  the  board  July  7,  1933,  on  certain  conditions,  and  appli¬ 
cant  requested  an  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  resolution  adopted  by  the  board  July  7, 
1933,  be  amended,  only  so  far  as  it  relates  to  the  obtaining 
of  permits  and  completion  of  the  work,  so  that  as  amended 
it  will  read:  “that  all  permits  shall  be  obtained  within  six 
months  and  that  all  work  shall  be  completed  within  one  year 
from  the  date  of  this  amended  resolution.’’ 


604-31-BZ. 

APPLICANT — Michaelson  &  Bernknopf,  for  Hudson 
Realty  Co.,  Inc.,  owner ;  request  for  reopening  made 
by  the  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Northwest  corner  of  Main 
street  and  Nassau  boulevard  (Block  No.  2104,  Lot 
No.  25),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Stanford  H.  Wait. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 


Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(604-31-BZ) 

Whereas,  this  application,  affecting  premises  northwest 
corner  of  Main  street  and  Nassau  boulevard  (Block  No. 
2104,  Lot  No.  25),  Flushing,  Borough  of  Queens,  was 
granted  by  the  board  April  8,  1932,  for  a  temporary  period 
of  two  years,  on  certain  conditions,  and  applicant  requested 
extensions  of  time  to  obtain  permits  and  complete  work,  and 
now  requests  a  further  extension. 


Resolved,  that  the  resolution  of  the  board  of  April  8,  1932, 
only  so  far  as  it  relates  to  the  obtaining  of  permits  and 
completion  of  the  work,  be  amended,  so  that  as  amended  the 
last  clause  will  read :  “that  all  permits  required  shall  be  ob¬ 
tained  within  three  months  and  all  work  completed  within 
four  months  from  the  date  of  this  amended  resolution.” 


73-33-BZ. 

APPLICANT — Rubenstein  &  Rosling,  for  Kings  Brewery, 
Inc.,  owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  sections  7a,  7b,  7c  and  21  of  the 
building  zone  resolution,  to  permit,  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  an  extension  to  an 
existing  brewery. 

PREMISES  AFFECTED— 229-271  Pulaski  street,  north 
side,  82  ft.  west  of  Sumner  avenue  (Block  No. 
1773,  Lot  No.  50),  Brooklyn. 
APPEARANCES— 

For  Applicant :  E.  I.  Rubenstein. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(73-33-BZ) 


Whereas,  this  application,  affecting  premises  229-271 
Pulaski  street,  north  side,  82  ft.  west  of  Sumner  avenue 
(Block  No.  1773,  Lot  No.  50),  Borough  of  Brooklyn,  was 
granted  by  the  board  at  its  meeting  May  31,  1933,  on  certain 
conditions,  and  applicant  requests  an  extension  of  time  to 
obtain  pemits  and  to  complete  the  work. 

Resolved,  that  the  resolution  adopted  by  the  board  on  May 
31,  1933,  be  amended,  only  so  far  as  it  relates  to  the  obtain¬ 
ing  of  permits  and  completion  of  work,  so  that  as  amended 
the  last  clause  will  read:  “that  all  permits  shall  be  obtained 
within  one  month  and  work  involved  shall  be  completed  with¬ 
in  one  year  from  the  date  of  this  amended  resolution.” 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  12,  1933. 
Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

723-29-BZ 

APPLICANT— William  F.  Regan,  for  Baldassare  Curreri, 
owner.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolutionf  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied  by  the  board;  reopened  Sep¬ 
tember  26,  1933). 


PREMISES  AFFECTED— 261-267  Sheridan  avenue,  south¬ 
east  corner  of  Conduit  boulevard  (Sunrise  high¬ 
way),  (Block  No.  4239,  Lot  No.  9),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abraham  N.  Horwitz,  William  F. 

Regan  and  Michael  T.  Terrara. 

For  Opposition :  Anna  I.  McCue. 

ACTION  OF  BOARD— Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


532-32-BZ. 

APPLICANT— Croker  Fire  Prevention  Corp.,  for  Frank 
Fischer,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a  and  21  of  the  build- 
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ing  zone  resolution,  to  permit  in  a  business  district 
the  change  in  area  and  construction  of  a  gasoline 
service  station  (granted  by  the  board  March  14, 
1933)  due  to  property  condemnation  for  approach  to 
Triborough  Bridge  (reopened  November  21,  1933). 

PREMISES  AFFECTED — Southeast  corner  of  Astoria 
avenue  and  31st  street  (Block  No.  620,  Lot  Nos.  24 
and  25),  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

.  For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(532-32-BZ) 


W hereas,  this  application,  affecting  premises  southeast 
corner  of  Astoria  avenue  and  31st  street  (Block  No.  620, 
Lot  Nos.  24  and  25),  Astoria,  Borough  of  Queens,  was 
granted  by  the  board  at  its  meeting  March  14,  1933,  on  cer¬ 
tain  conditions,  and  applicant  requested  a  modification  of  the 
time  limit,  which  was  granted  by  the  board  June  27,  1933, 
and  applicant  now  requests  an  amendment  of  the  resolution 
due  to  the  change  in  the  area  of  the  plot  caused  by  the 
widening  of  Astoria  avenue  for  the  approach  to  the  Tri¬ 
borough  Bridge. 

Resolved,  that  the  resolution  adopted  by  the  board  March 
14,  1933,,  be  and  it  hereby  is  amended  to  read  as  follows : 
“granted,  incorporating  into  the  present  gasoline  station  area 
a  triangular  plot  front  for  a  distance  of  108  ft.  1J^  in.  on 
31st  street  and  reducing  the  size  of  the  plot,  because  of  the 
portion  taken  for  the  widening  of  Astoria  avenue,  as  indi¬ 
cated  on  plans  marked  ‘Received  November  17,  1933,’  so 
that  as  reduced  the  plot  will  have  a  frontage  on  31st  street 
of  73.89  ft.,  on  Astoria  avenue  52.27  ft.  and  on  the  rear  lot 
line  94.90  ft.,  on  condition  that  all  existing  buildings  on  the 
plot  shall  be  demolished  and  new  buildings  constructed 
against  the  easterly  and  southerly  lot  lines,  in  general  con¬ 
formity  with  the  plans  marked  ‘Received  November  17, 
1933’ ;  that  such  accessory  buildings  shall  be  not  over  one 
story  in  height  and  shall  include  an  office,  greasing  sections, 
laundry  section  and  section  for  sales  of  accessories ;  that  all 
these  buildings  shall  be  constructed  as  to  their  sides  facing 
the  public  highways  with  face  brick  or  architectural  terra 
cotta,  properly  coped  with  stone  or  glazed  terra  cotta;  that 
the  fronts  of  the  greasing  sections  shall  be  left  open;  that 
all  skylights  shall  be  glazed  with  thin  glass,  with  screens 
over  and  under,  and  at  least  5  ft.  from  any  lot  line;  that 
these  buildings  shall  be  constructed  of  fireproof  and  in¬ 
combustible  materials,  except  that  the  roofs  may  be  con¬ 
structed  of  wood  timbers  and  wood  boarding,  provided  the 
ceilings  underneath  same  are  fire-retarded  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals  and 
the  roofs  surfaced  with  incombustible  material ;  that  a  wall 
not  less  than  7  ft.  6  in.  in  height  shall  be  erected  on  such 
portions  of  the  interior  lot  lines  as  are  not  taken  up  with 
walls  of  accessory  buildings,  constructed  of  face  brick  or 
terra  cotta  to  match  the  accessory  buildings  and  similarly 
coped ;  that  these  walls  may  rack  back,  starting  from  the 
new  line  of  Astoria  avenue,  with  a  wall  not  less  than  4  ft. 
in  height  and  graduated  at  the  rate  of  one  foot  in  four  to 
the  height  of  7  ft.  6  in. ;  that  the  entire  area  not  covered 
by  accessory  buildings  shall  be  cement  paved ;  that  a  rein¬ 
forced  concrete  curb  not  less  than  12  in.  in  width  and  12  in. 
in  height  shall  be  constructed  on  the  street  lines  with  not 
over  two  openings  to  Astoria  avenue  and  two  openings  to 
31st  street;  that  these  openings  shall  not  exceed  18  ft.  in 
width ;  that  no  part  of  any  opening  shall  be  nearer  than 
8  ft.  to  the  interior  lot  line  on  Astoria  avenue  nor  8  ft. 
from  the  accessory  store  building  on  31st  street,  nor  nearer 
than  10  ft.  to  the  corner  formed  by  the  intersection  of 


Astoria  avenue  and  31st  street;  that  opposite  these  openings 
there  shall  be  openings  in  the  street  curb  not  over  20  ft.  in 
width;  that  there  shall  be  no  excavation  under  any  of  the 
accessory  buildings  except  the  pits  for  the  greasing  stands ; 
that  no  open  flame  shall  be  permitted  on  the  premises ;  that 
no  automobile  repair  work  shall  be  done  on  the  premises 
except  such  as  may  be  readily  done  with  the  use  of  hand 
tools  ;  that  signs  advertising  non-conforming  uses  shall  be 
restricted  to  the  globes  of  the  gasoline  pumps  and  to  per¬ 
manent  flat  wall  signs  attached  to  the  facades  of  the 
accessory  buildings  and  to  the  interior  side  of  the  lot 
line  walls ;  that  all  gasoline  pumps  shall  be  set  back  at 
least  10  ft.  from  the  street  line  and  not  nearer  than  10 
ft.  to  any  portion  of  the  accessory  building;  that  no  portable 
gasoline  tanks  shall  be  used  on  or  from  the  premises ;  that 
lights  for  general  illumination  shall  be  on  pipe  standards 
with  metal  reflectors  so  arranged  as  to  shine  downwardly; 
that  the  boiler  for  heating  purposes  shall  be  located  in  the 
southernmost  section  and  that  the  floor  of  same  may  be 
depressed  not  over  4  ft.,  sufficient  to  permit  the  return  lines 
from  the  radiators;  that  the  heating  shall  be  of  a  method 
not  requiring  a  forced  draught ;  that  plans  shall  be  submitted 
to  the  board  for  approval  by  the  chairman  of  the  board  in 
behalf  of  the  board  before  submission  to  the  commissioner 
of  buildings ;  that  all  permits  shall  be  obtained  within  three 
months  and  all  work  involved  substantially  completed  within 
nine  months  from  the  date  of  this  amended  resolution.” 


(vU(4“00”DL/, 


APPLICANT — Wood  &  Marshall,  for  John  Wild  and 
Mary  C.  Wild,  owners. 

SUBJECT  Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southwest  corner  of  Merrick 
boulevard  and  125th  avenue  (Block  No.  3208,  Lot 
Nos.  122,  124  and  126),  South  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Clifford  B.  Marshall. 

For  Opposition:  Thomas  W.  Biddle. 

ACIION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  q 

Absent :  Commissioner  Connell .  i 

THE  RESOLUTION— 

(262-33-BZ) 

Whereas,  Wood  &  Marshall,  for  John  Wild  and  Mary 
C.  Wild,  owners,  filed,  July  26,  1933,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station; 
premises  southwest  corner  of  Merrick  boulevard  and  125th 
avenue  (Block  No.  3208,  Lot  Nos.  122,  124  and  126), 
Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  12,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Merrick  boulevard  is  in  a  business 
district ;  12.5th  avenue  is  in  a  residence  district ;  126th  avenue 
is  in  a  residence  district,  and  Ursina  road  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  July  7,  1933  (re- Plan  No.  1364-33),  reads: 

The  creation  of  a  gasoline  service  station  within  a 
business  district  is  contrary  to  Section  4,  subd.  46  of 
the  Zone  Law.” ; 
and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  125  ft.  on  Merrick  road 


1034 


MINUTES 


or  boulevard  and  38  ft.  on  125th  avenue,  upon  which  it  is 
proposed  to  erect  a  one-story  building,  20  ft.  by  50  ft.,  to  be 
used  as  grease  pits,  office  and  auto  laundry  and,  also,  .to 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 

station;  and 

Whereas,  this  application  was  made  the  subject  of  an 
inspection  and  report  by  a  committee  of  the  board,  and  report 
of  said  inspection  was  read  at  this  hearing;  and 

Whereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  is,  therefore,  entitled  to  relief. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and.  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
plot  under  appeal  shall  be  leveled  substantially  to  the  grade 
of  Merrick  boulevard ;  that  there  shall  be  erected  on  the 
interior  lot  lines  a  wall  of  face  brick  or  architectural  terra 
cotta,  coped  with  stone  or  terra  cotta,  and  not  less  than 
8  ft.  ’in  height ;  that  these  walls,  where  they  meet  125th  ave¬ 
nue  and  Merrick  boulevard,  may  start  4  ft.  in  height  and 
bet,  graduated  at  the  rate  of  one  foot  in  four  to  the  height 
of  8  ft. ;  that  the  accessory  buildings  shall  be  substantially 
of  the  area  as  indicated  on  the  plans  filed  with  this  applica- 
tion,  consisting  of  office  section,  greasing  section  and  auto 
laundry  section;  that  these  accessory  buildings  shall  not 
exceed  one  story  in  height  and  shall  be  erected  toward  the 
rear  of  the  property,  as  indicated ;  that  the  rear  walls  of 
these  buildings  may  be  incorporated  as  a  portion  of  the 
interior  lot  line  walls;  that  these  buildings  shall  be  con¬ 
structed  of  face  brick  or  terra  cotta  to!  harmonize  with  the 
wall,  and  if  a  sloping  roof,  shall  be  covered  with  slate,  terra 
cotta  tile  or  heavy  asbestos  shingles;  that  the  building  shall 
be  constructed  of  fireproof  and  incombustible  materials,  ex¬ 
cept  that  the  roof  and  roof  boarding  may  be  of  wood,  on 
condition  that  the  ceilings  throughout  are  protected  with  fire- 
retarding  material,  and  that  the  roofs,  if  flat  construction, 
shall  be  surfaced  with  incombustible  material;  that  there 
shall  be  no  openings  in  these  accessory  buildings  or  interior 
walls  to  the  adjacent  property  to  the  south  and  west;  that 
there  shall  be  erected  along  the  street,  building  lines  a  rein- 
forced  concrete  curb,  not  less  than  12  m.  in  width  and  12  in. 
in  height,  with  no  openings  therein  except  to  Merrick  boule¬ 
vard  ;  that  these  openings  to  Merrick  boulevard  shall  not 
exceed  two,  and  no  opening  greater  than  25  ft.  in  width 
and  with  no  part  of  any  opening  nearer  the  southerly  lot 
line  than  10  ft.  nor  nearer  the  intersection  of  Merrick  boule¬ 
vard  and  125th  avenue  than  5  ft. ;  that  opposite  these  curbs 
there  shall  be  curb  cuts  not  over  30  ft.  in  width ;  that  gaso¬ 
line  pumps  erected  shall  be  not  nearer  than  10  ft.  to  the 
street  building  line  or  any  accessory  building;  that  the 
balance  of  the  property  where  not  covered  with  accessory 
buildings  shall  be  either  cement  paved  or  covered  with 
cracked  blue  stone;  that  the  fronts  of  the  greasing  sections 
shall  remain  open ;  that  there  shall  be  no  excavation  under 
any  of  the  buildings  except  for  the  greasing  racks;  that 
there  shall  be  no  portable  gasoline,  tanks  used  on  or  from 
the  property;  that  signs  advertising  non-conformmg  use 
shall  be  limited  to  the  globes  of  the  gasoline  pumps  and  to 
permanent  flat  signs  placed  directly  against  the  front  of 
the  accessory  buildings  or  against  the  interior  of  the  lot  line 
walls,  excluding  signs  on  the  exterior  of  the  walls  and  all 
signs  of  a  temporary  nature ;  that  there  shall  be  no  open 
flame  permitted  on  the  property;  that  no  automobile  repair¬ 
ing  shall  be  permitted ;  that  there  shall  be  no  parking  or 
storing  of  cars  other  than  those  being  serviced ;  that  gen¬ 
eral  illumination  shall  be  provided  by  means  of  pipe  stand¬ 
ards  not  over  9  ft.  in  height  with  metallic  reflectors  so  ar¬ 
ranged  as  to  shine  downwardly;  that  all  permits  shall  be 
obtained  within  six  months  and  all  work  completed  within 
one  year  from  the  date  of  this  action. 


265-33-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  Guttag  Brothers, 
owners. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— Southwest  corner  of  Holland 
avenue  and  Boston  road  (Block  No.  4431,  Lot  No. 
22),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition :  Michael  Moses. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(265-33-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  Guttag  Brothers, 
owners,  filed,  August  4,  1933,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district,  the 
erection  and  maintenance  of  a  gasoline  service  station; 
premises  southwest  corner  of  Holland  avenue  and  Boston 
road  (Block  No.  4431,  Lot  No.  22),  Borough  of  The 

Bronx;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  12,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Boston  road  is.  in  a  business  dis¬ 
trict;  Holland  avenue  is  in  a  residence  district,  and  Cruger 
avenue  is  in  a  business  and  residence  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  July  24,  1933  (re  N.  B.  248-1933),  reads: 

“Erection  of  building  and  maintenance  of  premises  in 
a  business  district  for  gasoline  service  station  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  an  irregularly  shaped 
plot  of  ground  having  a  frontage  of  117  ft.  on  Boston  road 
and  170  ft.  on  Holland  avenue,  upon  which  it  is  proposed  to 
erect  a  one-story  building,  64  ft.  by  24  ft.,  irregular;  to  be 
used  as  grease  pits  and  office  and,  also,  to  install  the  neces¬ 
sary  tanks  and  pumps  for  a  gasoline  service  station;  and 
Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing,  and  which  report 
is  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  265-33-BZ. 

“Premises  southwest  corner  of  Holland  avenue  and  Bos¬ 
ton  road,  The  Bronx. 

“This  is  an  appeal  for  a  zoning  variance  to  permit  a 
gasoline  selling  station  in  an  area  zoned  for  business, 
located  at  the  junction  of  Boston  road  and  Holland 
avenue.  The  plot  under  appeal  is  practically  a  triangle 
and  is  the  northernmost  parcel  in  the  block  formed  by 
Boston  road,  Holland  avenue  and  Waring  avenue. 

“The  entire  block  is  generally  vacant,  but  a  portion 
of  it  is  used  for  disused  automobiles  and  sale  of  old 
parts.  Holland  avenue,  while  opened,  is  apparently  not 
to  grade  or  surfaced.  There  is  rock  on  this  block  which 
is  several  feet  above  the  established  grade  of  Boston 
road.  While  there  is  considerable  vacant  land  sur¬ 
rounding  the  site  under  appeal,  there  are  very  important 
developments  to  the  east,  north  and  west  overlooking 
the  site,  consisting  of  recently  constructed  apartment 
houses  of  considerable  area  and  six  stories  in  height. 

“The  section  is  well  supplied  with  gasoline  stations, 
one  at  Mace  avenue  and  Boston  road,  less  than  200  ft. 
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to  the  northeast,  and  one  at  Boston  road  and  White 
Plains  road,  about  500  ft.  to  the  southwest.  Several 
others  are  within  two  or  three  blocks.  As  far  as  gas 
stations  are  concerned,  the  neighborhood  needs  no  more. 

‘The  apartment  house  owners  object  to  this  variance 
and  very  properly  so  in  the  opinion  of  the  committee  of 
the  board  which  inspected  the  premises  and  the  sur¬ 
rounding  district  on  December  7,  1933.  In  common  with 
other  apartment  house  owners  they  are  struggling  to 
pa}  expenses  and  hold  tenants.  Any  further  hardship 
added  to  their  present  financial  hardship  would,  in  the 
opinion  of  the  committee,  be  a  serious  burden.  This 
proposed  gasoline  station  would  constitute  such  a  hard¬ 
ship.  The  committee  sees  no  way  in  view  of  the  ex¬ 
posed  location  of  the  site  under  appeal  to  permit  a 
gasoline  station  even  with  walls  that  would  effectively 
screen  the  area  so  as  to  prevent  a  burden  to  the  ad¬ 
joining  owners  of  apartment  buildings. 

“While  the  applicant  has  called  attention  to  some  of 
the  surrounding  uses  as  constituting  his  hardship,  the 
committee  believes  that  these  uses  generally  speaking 
are  quite  temporary  and  that  adequate  development  in 
keeping  with  the  zoning  resolution  is  or  will  be  possible 
and  that  the  present  buildings  are  an  indication  of  what 
is  to  be  expected  in  that  area  as  soon  as  the  present 
conditions  clear  up.  The  plot  itself  is  well  adapted  to 
such  a  conforming  use.  It  would  make  an  excellent 
apartment  site.  It  might  be  ridiculous  as  the  applicant 
states  to  build  such  an  apartment  house  now,  but  in 
the  opinion  of  the  committee  it  would  be  equally  ridicu¬ 
lous  to  ruin  the  present  buildings  nearby  by  recognizing 
a  temporary  financial  hardship  of  the  owner  of  the  vacant 
property  under  appeal. 

“The  committee  on  inspection  recommends  denial  in 
as  much  as  in  their  opinion  hardship  has  not  been  proven. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE. 

Committee  of  Inspection.” 

and 

Whereas,  this  report  recommended  the  denial  of  the  ap¬ 
plication  under  section  21  deeming  that  applicant  had  failed 
to  substantiate  his  basis  of  appeal. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


477-31-BZ. 

APPLICANT — Peter  H.  Brandt,  for  Hildegarde  Realty 
Corp.,  owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  withdrawn  under  section  7f;  reopened 
and  restored  to  Calendar  October  17,  1933). 

PREMISES  AFFECTED — Southeast  corner  of  Northern 
boulevard  and  Bell  boulevard  (Block  No.  3175,  Lot 
Nos.  201  and  243),  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  H.  Brandt. 

For  Opposition:  Charles  H.  Meier  and  Michael  F. 
Dugan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(477-31-BZ) 

Whereas,  Peter  H.  Brandt,  for  Hildegarde  Realty  Corp., 

owner,  filed,  September  28,  1931;  withdrawn  January  5, 


1932;  reopened  May  20,  1932,  under  section  7f;  withdrawn 
July  15,  1932;  reopened  October  17,  1933,  under  new  facts 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
gasoline  service  station;  premises  southeast  corner  of  North¬ 
ern  boulevard  and  Bell  boulevard  (Block  No.  3175  Lot 
Nos  201  and  243),  Bayside,  Borough  of  Queens;  and  ’ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet- 
1 1,1®’  iTcember  12,  1933,  after  due  notice  by  publication  in  the 
bulletin  of  the  Board  of  Standards  and  Appeals;  and 
VV  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Northern  boulevard  is  in  a  busi- 
ness  district ;  Bell  boulevard  is  in  a  business  district,  and 
45th  road  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  15,  1931  (re  Plan  No.  N.  B  3671-31)' 
reads:  ' 

The  erection  of  a  gasoline  service  station  within  a 
business  district  contrary  to  section  4,  subdivision  246 
of  the  Zone  Law.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  irontage  of  114  ft.  on  Northern  boulevard  and  145  ft  on 
Bell  boulevard,  upon  which  it  is  proposed  to  erect  a  one- 
stoiy  office,  15  ft.  by  20  ft.,  and  to  install  the  necessary  tanks 
and  pumps  for  a  gasoline  service  station;  and 
V  hereas,  this  application  was  filed  September  28,  1931 
under  section  21,  and  withdrawn  January  5,  1932;  reopened 
Ma}  20,  1932,  under  section  7,  subdivision  f,  and  again  with¬ 
drawn  July  15,  1932,  and  reopened  October  17,  1933,  on  the 
basis  of  new  facts  under  section  21;  and 
\\  hereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  which  inspection  was  made 
and  report  of  same  read  at  this  hearing,  and  which  report 
follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 
“Cal.  No.  477-31-BZ. 

“Premises  southeast  corner  of  Northern  boulevard  and 
Bell  boulevard,  Bayside,  Borough  of  Queens. 

‘  This  case  has  been  before  the  board  since  1931,  hav¬ 
ing  originally  been  brought  under  section  21,  but ’with¬ 
drawn  later  and  brought  under  section  7,  subdivision  f, 
and  also  withdrawn,  and  has  been  recently  reopened 
under  section  21. 

The  site  is  at  the  southeast  corner  of  Northern 
boulevard  and  Bell  boulevard,  located  in  a  business  use 
district.  The  dimensions  given  are  114  ft.  on  Northern 
boulevard  and  145  ft.  on  Bell  boulevard,  but  it  is  not 
clear  that  these  are  the  correct  dimensions  in  view  of 
Bell  boulevard  haying  been  widened  from  60  ft.  to  100 
ft.  This  corner  is  at  the  very  important  intersection 
of  these  two  boulevards,  and  the  corners  on  the  northerly 
side  of  Northern  boulevard  are  vacant,  the  northeast 
corner  being  also  owned  by  the  same  owner  as  the  site 
under  appeal.  The  fourth  corner  is  not  built  upon  but 
is  ysed  as  a  sales  place  for  second-hand  automobiles. 

“The  property  to  the  north  along  Bell  boulevard  is 
highly  developed,  this  being  a  main  business  street,  and 
besides,  it  is  quite  evident  that  as  soon  as  business  con¬ 
ditions  improve,  the  intersection  of  Northern  boulevard 
and  Bell  boulevard  will  develop  on  account  of  this  im¬ 
provement.  The  most  of  the  buildings  to  the  west  along 
Northern  boulevard  are  old  and  date  back  to  days  when 
Northern  boulevard  was  known  as  Broadway  and  was 
far  less  important  than  at  present.  To  the  southeast 
there  has  been  a  very  large  development  of  private 
houses,  indicating  the  type  of  development  that  is  likely 
to  occur  on  resumption  of  activities  in  the  surrounding 
residential  area. 

The  frontage  along  Northern  boulevard,  easterly 
from  the  site  and  northerly  from  the  site,  is  developed 
with  private  houses  that  are  not  of  recent  construction 
but  apparently  are  well  occupied.  Along  Northern 
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boulevard,  westerly  except  for  the  frontage  on  Northern 
boulevard,  there  are  newly  constructed  private  houses. 

“At  the  present  time  the  site  under  appeal  is  being 
temporarily  occupied  as  a  stand  for  the  sale  of  vegetables 
and  fruit. 

“There  are  filed  with  this  application  twenty  objec¬ 
tions  and  four  consents.  The  consents,  however,  have 
to  be  disregarded  as  at  least  three  of  them  come  from 
the  owners  of  the  site  under  appeal  or  their  associates. 
Several  objections  are  from  owners  of  the  garage  across 
the  street  and  the  owners  of  the  property  on  the  corner, 
which  is  used  for  the  sale  of  cars. 

“Among  the  objectors,  however,  are  owners  of  de¬ 
veloped  business  buildings,  residential  buildings  and  of 
vacant  properties  who  have  a  great  deal  at  stake  and 
are  vitally  interested  in  the  development  of  this  corner. 

“In  the  opinion  of  the  committee  who  inspected  the 
site  on  December  7,  1933,  there  has  been  no  hardship 
shown  to  permit  the  board  to  grant  a  variation  for  an 
additional  non-conforming  use  in  this  area.  In  common 
with  the  owners  of  other  vacant  parcels,  especially  those 
which  are  assessed  at  high  figures,  there  appears  to  be 
a  hardship  on  the  owner  of  this  property  in  carrying  it, 
but  the  committee  is  of  the  opinion  that  to  allow  this 
corner  to  be  used  as  a  gasoline  station  would  serve  as  a 
deterrent  towards  a  permanent  and  logical  development 
of  this  intersection. 

“While  the  applicant  referred  to  a  proposal  to  build 
a  handsome  gasoline  station*  the  committee  calls  atten- 
•  tion  to  the  plans  filed  with  the  appeal,  which  show  a 
small  stucco  building  and  no  proposed  development  for 
the  site  which  could  be  considered  as  within  the  appli¬ 
cant’s  description. 

“It  might  be  pointed  out  that  the  garage  on  the  oppo¬ 
site  side  of  Bell  boulevard  is  there  because  of  a  variation 
granted  by  the  board  under  Cal.  No.  527-23-BZ,  at  the 
time  when  neither  Northern  boulevard  nor  Bell  boule¬ 
vard  had  been  widened  nor  developed  as  they  are  today. 

“While  it  is  impossible  to  visualize  the  developments 
and  improvements  that  do  occur  in  a  period  of  ten 
years,  it  is  certain  that  if  this  property  were  vacant  at 
the  present  time,  and  an  application  for  a  zoning  vari¬ 
ance  to  permit  a  garage  were  filed,  favorable  considera¬ 
tion  for  such  variance  would  not  be  given. 

“In  this  instance  there  is  furnished  an  example  of  the 
care  that  should  be  given  by  the  board  to  avoid  granting 
a  variance  that  would  place  a  permanent  blot  upon  the 
area,  even  though  for  the  moment  the  variance  may  seem 
justified. 

“The  committee  accordingly  recommends  that  the  ap¬ 
plication  be  denied  in  as  much  as  in  its  opinion  hardship 
has  not  been  proven. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 

“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE.  _ 
Committee  of  Inspection ” 

and 

Whereas,  this  report  recommended  the  denial  of  the  ap¬ 
plication  under  section  21  deeming  that  applicant  had  failed 
to  substantiate  his  basis  of  appeal. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


331-32-BZ. 

APPLICANT — William  F.  Doyle,  for  Elljane  Holding 
Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  main¬ 
tenance  for  a  further  temporary  period  of  an  exist¬ 
ing  gasoline  service  station  (reopened  October  31, 
1933). 


PREMISES  AFFECTED — Southeast  corner  of  Boston 
road  and  Astor  avenue  (Block  No.  4343,  Lot  No. 
30),  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Michael  Moses. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(331-32-BZ) 


Whereas,  this  application,  affecting  premises  southeast 
corner  of  Boston  road  and  Astor  avenue  (Block  No.  4343, 
Lot  No.  30),  Borough  of  The  Bronx,  was  granted  by  the 
board  September  23,  1932,  and  applicant  requested  an  exten¬ 
sion  of  time  to  obtain  permits  and  complete  work,  which 
was  granted  March  14,  1933,  and  applicant  now  requests  an 
extension  of  the  permit  to  agree  with  the  time  limit  set  for 
the  gasoline  station  across  the  street  on  the  northeast  cor¬ 
ner;  and 

Whereas,  this  application  was  reopened  by  the  board 
October  31,  1933,  and  a  public  hearing  was  held  on  this  ap¬ 
plication  by  the  board  of  standards  and  appeals,  at  its  regu¬ 
lar  meeting,  December  12,  1933,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  resolution  of  the  board  adopted  Septem¬ 
ber  23,  1932,  is  hereby  amended,  only  so  far  as  it  relates  to 
temporary  period  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  will  read:  “that  this  application  is  granted 
under  section  7f  for  a  temporary  period  terminating  June 
9,  1935,  and  that  other  than  as  amended  in  this  respect,  the 
terms  of  the  resolution  shall  be  complied  with  in  all  other 
respects.” 


535-32-BZ. 

APPLICANT — William  Shary,  for  W.  Parsons  Todd, 
owner. 

SUBJECT — Application  for  reopening — extension  of  time — 
re  Application  (decision  of  the  superintendent  of 
buildings),  under  section  7f  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northeast  corner  of  Boston 
road  and  Astor  avenue  (Block  No.  4346,  Lot  No. 
5),  The  Bronx. 

APPEARANCES— 

For  Applicant :  Frederick  Rvan  and  W.  Parsons 
Todd.  _ 

For  Opposition:  Michael  Moses. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(535-32-BZ) 

Whereas,  this  application,  affecting  premises  northeast 
comer  of  Boston  road  and  Astor  avenue  (Block  No.  4346, 
Lot  No.  5),  Borough  of  The  Bronx,  was  granted  by  the 
board  June  9,  1933,  on  certain  conditions,  and  applicant  re¬ 
quests  an  extension  of  time  to  complete  the  work. 

Resolved ,  that  the  resolution  adopted  by  the  board  on 
June  9,  1933,  is  hereby  amended,  only  so  far  as  it  affects  the 
completion  of  work,  so  that  as  amended  the  last  clause  of 
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the  resolution  will  read :  “that  in  view  of  the  statement  made 
by  the  applicant  that  plans  have  been  approved  and  permits 
obtained,  all  work  involved  shall  be  completed  within  four 
months  from  date  of  this  action  and  that  the  resolution  of 
June  9,  1933,  be  complied  with  in  all  other  respects.” 


PETITION  FOR  VARIATION. 

47-33-S. 

PETITIONER — Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner. 

SUBJEC  T— Application  for  reopening — amendment — re 

Petition  for  a  variation  of  the  labor  law  as  cited  in 
a  decision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — South  side  of  East  166th  street, 
196.23  ft.  west  of  Washington  avenue  (Block  No. 
2387,  Lot  No.  27),  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  l 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 


THE  RESOLUTION— 

(47-33-S) 

Whereas,  this  petition,  affecting  premises  south  side  of 
East  166th  street,  196.23  ft.  west  of  Washington  avenue 
(Block  No.  2387,  Lot  No.  27),  Borough  of  The  Bronx,  was 
granted  by  the  board  November  21,  1933,  on  certain  condi¬ 
tions,  and  petitioner  requests  an  amendment  of  the  resolution 
as  to  extending  stairs  to  roof. 

Resolved,  that  the  resolution  of  the  board  adopted  Novem¬ 
ber  21,  1933,  be  amended  to  read  as  follows :  “Resolved,  that 
the  board  of  standards  and  appeals  does  hereby  make  a  varia¬ 
tion  in  the  requirements  of  the  labor  law  and  the  petition  be 
and  it  hereby  is  granted  on  condition  that  the  three-story 
building  shall  be  separated  from  the  four-story  building  on 
all  floors  with  a  brick  wall  and  Underwriters  automatic  fire 
doors  at  all  openings ;  that  the  building  shall  be  equipped 
with  an  approved  one-source  sprinkler  system,  and  that  the 
court  area  between  the  three-story  building  and  the  four- 
story  building,  including  the  yard  at  the  southeast  corner  of 
the  property,  shall  remain  open  and  unobstructed  at  all 
times ;  that  there  shall  be  a  gate  provided  in  a  fence,  to  be 
constructed  on  the  southerly  lot  line,  this  gate  leading  to  the 
passageway  in  the  property  at  437  East  165th  street,  which 
passageway  shall  be  open  and  unobstructed  and  available 
for  exit  at  all  times;  that  consent  from  the  owner  of  this 
property  at  437  East  165th  street  shall  be  obtained  and  filed 
with  this  board  and  the  commissioner  of  buildings;  that  at 
least  one  stairway  shall  be  carried  to  the  roof;  that  all 
stairways  shall  be  completely  enclosed  with  fire-retarding 
material,  with  all  doors  therein  fireproof  and  self-closing 
and  opening  in  direction  of  exit,  and  that  the  requirements 
of  the  labor  law  shall  be  complied  with  in  all  respects  other 
than  as  herein  modified.” 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


APPROVED  APPLIANCES 


FUEL  OIL  PUMPS 

Approved  by  the  Board  of  Standards  and  Appeals 


Name  of  Pump  Calendar  No. 

American  Marsh  Duplex .  638-25-SA 

American  Marsh  Simplex .  639-25-SA 

Autopulse  Electric  Fuel  Oil  Pump .  215-31-SA 

Autopulse  Electric  Oil  Pump  Outfit,  Model 

No.  1000  .  9-32-SA 

Ballard  Duplex  Electric  Driven  Pump  Set _  1413-22-SA 

Beach  Russ  Co.  Rotary .  1134-22-SA 

Blackmer  Rotary .  935-24-SA 

Blake  &  Knowles  Horizontal  Simplex  Piston 

Pattern  Pump  .  372-21-SA 

Century  Rotary  .  908-21-SA 

Cook  Electric  Oil  Pump .  603-25-SA 

Davidson  .  590-21-SA 

Dean  Bros.  Durable  Duplex .  840-22-SA 

DeLaval  IMO  Oil  Pump .  628-32-SA 

Deming  Double  Oscillating  Force  Pump .  458-27-SA 

Deming  Fuel  Oil  Pump .  298-31-SA 

Enterprise  Oil  Pump .  11-28-SA 

Exeter  Rotary .  507-22-SA 

General  Electric  Oil  Pump .  475-32-SA 

Goulds  Hand  Rotary .  1133-25-SA 

Goulds  Rotary  Oil  Pump .  437-31-SA 

Goulds  Triplex  Plunger .  257-22-SA 

Hardinge  Fuel  Oil  Pump .  813-25-SA 

Kinney  Rotating  Plunger  Pump .  503-24-SA 

Koerting  Gear  Pump .  1264-25-SA 


Name  of  Pump  Calendar  No. 

Kraissl  Fuel  Oil  Pump .  60-28-SA 

Leiman  Rotary  .  95-24-SA 

Marsh  Fuel  Oil  Pump . 1050-23-SA 

McGowan  Horizontal  Duplex  Fuel  Oil  Pump..  936-23-SA 

M.  D.  Rotary .  52-27-SA 

Milwaukee  Piston  Rotating  Port  Pump .  763-25-SA 

Monroe  Oil  Pump .  658-26-SA 

Northern  Rotary .  1396-24-SA 

Pascoe  Pump  Set .  1029-26-SA 

Petro-Nokol  Industrial  Oil  Pump .  570-32-SA 

Quiet  May  Gerotor  Pump .  267-32-SA 

Quimby  Screw  Pump .  1193-21-SA 

Ray  Rotary  . 588-25-SA 

Rotary  Pressure  Pump .  1060-25-SA 

Rotary  Vacuum  Pump .  513-25-SA 

S.  B.  U.  Pumps,  Models  A,  B,  C  and  D .  410-32-SA 

Tate-Jones  .  492-21-SA 

Teesdale  Automatic  Booster  Fuel  Oil  Pump..  1279-25-SA 

Tuthill  Model  B  Fuel  Oil  Pump .  60-28-SA 

Tuthill  Fuel  Oil  Pump,  Models  L  and  LD _  568-30-SA 

Union  Steam  Pump  for  Fuel  Oil .  705-30-SA 

Viking  438-21-SA 

Warren  Oil  Pump .  1169-23-SA 

Wayne  Oil  Pump  &  Fan  Set . ....  H55-25-SA 

Worthington  Duplex  Double-Acting  Steam 

Pump  .  184-22-SA 

Worthington  Show  Model  Duplex .  194-22-SA 
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BOARD  OF  STANDARDS  AND  APPEALS 
Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administra five  Applications. 

029-27- A- — 39  Fifth  avenue,  Manhattan. 

030-27- A— 13-16  Central  Park  West,  Manhattan. 

031-27- A — 20-28  West  72nd  street,  Manhattan. 

032-27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 
43rd  street,  Manhattan. 

299-31-A — 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA — Elkhart  Flush  Type  Siamese,  approval  of. 
213-28- S A— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2j4-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30-S A— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31- S A — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA— Lunkenheimer  2^-inch,  Figure  No.  8610. 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA — Lunkenheimer  2^4-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 

379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA— Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32-SA — Croker  4-inch  Siamese,  approval  of. 
229-32-SA— Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 


286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32-SA — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA — Wills  Fuel  Oil  Burner,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA — Sunrex  Range  Oil  Burner,  approval  of. 

39-33- S A— Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33- S A — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100- 33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 

proval  of. 

101- 33- S A — Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 

proval  of. 

162-33-SA — Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA— Firemaster  Fire  Extinguisher,  approval  of. 

1 93-33- S A — Nemes-Gluck  Oil  Burner,  approval  of. 
195-33-SA — Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA— Mohawk  Oil  Burner,  approval  of. 

218-33-SA — Presto  Gas  Pressing  Machine  Burner  No.  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 

271-33-SA — Perfect-Pantex  Oil  Burner,  approval  of. 
298-33-SA — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

333-33-SA— Jacobsen  Balanced  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 

19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorpoi  ated 
for  each  ninety-five  pound  bag  of  Portland  cement : 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2^4 -5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 


1039 


DOCKET. 

Cases  pending  December  31,  1932 .  261 

Cases  filed  up  to  December  13,  1933 .  375 

Restored  to  Calendar .  104 

Miscellaneous  Applications. 

Requests  to  reopen .  S24 

Requests  to  amend .  22 

Requests  for  modification .  45 

Requests  to  rescind .  3 

Requests  for  extension  of  time .  72 

Requests  for  extension  of  permit .  13 

Requests  for  mechanical  installations .  0 

Requests  for  approval  of  plans .  15 

Administrative  requests  .  0 

Requests  for  interpretation .  26 

Total .  1260 

Disposed  of  .  1007 

Cases  pending  December  13,  1933 .  253 


DISPOSITION  OF  CASES. 

Withdrawn  .  43 

Dismissed  .  24 

Denied  .  -mo 

Granted  . 4 

Granted  on  condition .  229 

Appliances  approved  .  46 

Appliances  dismissed,  disapproved  or  withdrawn....  26 

Rules  approved .  1 

Rules  disapproved,  rescinded  or  withdrawn .  0 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  271 

Requests  to  reopen  denied .  24 

Requests  to  amend  granted . .  22 

Requests  to  amend  denied .  ~o 

Requests  for  modification  granted . .*  44 

Requests  for  modification  denied .  1 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  granted .  72 

Requests  for  extension  of  time  denied .  0 

Requests  for  extension  of  permit  granted .  13 

Requests  for  extension  of  permit  denied .  0 

Requests  to  install  granted .  0 

Requests  to  install  denied .  0 

Plans  approved  . 45 

Plans  disapproved  . q 

Administrative  requests  granted .  0 

Administrative  requests  denied  or  withdrawn .  0 

Interpretations  .  26 

Requests  withdrawn  or  dismissed . 29 

T°tal .  1007 


WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and  offices  of  the  board  and  of  the  further  publication  of  the 
applicants,  and  to  all  lawyers,  architects  and  engineers  calendars  in  the  daily  press  P  n  ot  the 

representing  owners  or  lessees  in  proceedings  before  the  rw  .  ’  .  ,  , 

board—  ,  rourth .  That  no  one  is  entitled  to  written  notice  of  the 

K.  ,  „  .  ,  fdate  f0.r  the  h^ann?  m.  his  case,  and  that  the  plea  of  failure 

hirst,  I  hat  if  they  do  not  appear  in  person  or  by  rep-  to  receive  such  notice  is  no  excuse  for  neglect  to  appear 

resentative  at  the  hearing  of  their  case,  dismissal  for  lack  Fifth,  That  the  business  of  the  board  is  to  dispose  of  all 
of  prosea, fon  ,s  l.kely  to  result.  cases  promptly,  for  the  reason  that  the  pendancy  of  an 

Second,  That  due  and  ample  notice  of  the  date  set  for  aPPea*  or  petition  ties  the  hands  of  the  administrative  offi- 

hearing  is  provided  in  the  publication  in  this  Bulletin  of  c,al.  ’J1  enforcing  his  order,  therefore,  no  appeal  or  petition 

the  calendars  of  the  board,  each  case  being  set  down  by  W]11  "e  al,°wed  to  be  hung  up  by  reason  of  failure  of  the 

Calendar  Number  and  premises  under  the  date  of  the  aPPellant  or  petitioner  to  file  necessary  data  or  bv  anv 

hearing.  other  method  of  delay.  *  y  y 

Third.  That  no  plea  of  ignorance  of  the  date  of  the  ceSorlfingUelTM wi"  be,ac- 
hearing  can  be  entertained  in  view  of  this  publication  and  and  data  required  by  'law  are  mnnlicd  P  aJS 

of  the  posting  of  the  calendars  on  the  bulletin  board  in  the  blank  appeaTappHSlon^ "or ^  petMo^  trms.  ^  °" 

BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  C$2  50)  for  cnWrintior,  f ^  ™  ^ 

LETIN  OF  THE  BOARD  OF  STANDARDS  A&T  APPe1l|C  Please  ^r^BULLCTIN^ 

Name . 

Street . 

P.  O . 

My  Subscription  is  to  begin  with  the  issue  for . 
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the  board 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order  given — 
Docket. 

Call  of  Clerk’s  Calendar. 

Notices  in  Building  Zone  Cases. 

The  Trial  Calendar. 

Minutes  of  Special  Meeting,  December  15,  1933,  10 
A.  M. 

Minutes  of  Special  Meeting,  December  15,  1933,  2 
P.  M. 

Minutes  of  Regular  Meeting,  December  19,  1933,  10 
A.  M. 

Minutes  of  Regular  Meeting,  December  19,  1933,  2 
P.  M. 

Approved  Fireline  Hose  Valves. 

Approved  Burners  for  Domestic  and  Commercial  Use. 
Reserve  Calendar. 

Concrete  Rules  (Hydrated  Lime). 

Progress  Report. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

Call  of  Clerk’s  Calendar,  Mondays,  at  2  p.  m. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is_  to_  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  1013,  Tuesday ,  December  26,  1933, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  2,  1934,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hearing 
on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  ^uri^roceeditigs^  are  pending  or  in 
progress,  nor  a^tptedbfiOT^are  Mrt  filed  "within  twenty  days 
from  the  date  of  the  action  of  the  Administrative  Official. 

Any  communication  purporting  be  an  appeal,  appli¬ 
cation  or  petition  slj^rfce  "regaraeu  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board.  > 

Upon  receipt  of  any  such  cbmimmlcation  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  commissioner  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitioners  will  be  simplified  and 
disposition  of  same  expedited  by  conforming  to  these 
directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


^=t= 


DOCKET. 

New  Cases  Filed  up  to  December  20,  1933. 

Cal.  N o.  Department.  Premises  Affected. 

380-33-BZ . D.B.B. ..  .475-477  Kings  highway  (Block 

6658,  Dot  54),  Bklyn., 

-  Applic.  14138-33 

379-33-BZ . D.B.Q. ..  .Southeast  corner  of  Astoria 

blvd.  &  79th  st.  (Block  1404, 

-  Lot  16),  Q.,  N.  B.  1313-33 

378-33-BZ . D.B.B - 225  Pulaski  st.  (Block  1773, 

Lot  72),  Bklyn., 

-  Applic.  14145-33 

377-33-A . D.B.Q ....  116-09  &  116-11  15th  ave. 

(Block  107,  Lots  41  &  26), 
College  Point,  Q., 

-  Decision  &  Order  61595-LC 

376-33-BZ . D.B.B... .  3202-3224  Avenue  H  (Block 

7578,  Lots  53  &  57),  Bklyn., 

-  N.  B.  14220-33 

Restored  to  Calendar. 

212-33-A .  ..F.D.  &  D.B.Q.  ..Northeast  corner  of  Beach  42nd 

st.  &  Rockaway  Beach  blvd. 
(Block  6,  Lot  4),  Rockaway 
Beach,  Q., 

-  57922-LC  &  Alt.  8290-33 


F.D - 

H.D. . . 
D.B.B. 
D.B.M. 
D.B.Q. 
D.B.R. 
D.B.Bx 
T.H.D. 


CODE 

. Fire  Department 

. Health  Department 

.Department  of  Buildings,  Brooklyn 
Department  of  Buildings,  Manhattan 

- Department  of  Buildings,  Queens 

.Department  of  Buildings,  Richmond 
Department  of  Buildings,  Bronx 
...Tenement  House  Department 


RULES 


Certificate  of  Occupancy,  approved  US‘  Pub'Hcation  in  Bu,Ietin 

forms  . . . . . . Aug.  2,  1932- Vol.  17  No.  31 

Concrete  Flat  Slabs,  Rules . June  6,  1933— Vol.  18  No.  23 

Concrete  Ru  es  (Hydrated  Rime) ..  Dec.  26.  1933— Vol.  18  No  52 

Elevator  Rules  . . .  v  ............  Dec.  12.  1933— Vol.  18  No.  50 

Exit  Rules  (Revolving  Doors) - Nov.  14.  1933— Vol.  18  No  46 

Factory  Exit  Rules........ . Nov.  14.  1933— Vol.  18  No.  46 

Fye  Alarm  Rules  (Interior) . Sept.  26  1933— Vol.  18  No.  39 

Fire  Drill  Rules.  . May  30,  1933— Vol.  18  No.  22 

Fire  Retarding  Rules  for  Garages, 

Fireproof  Wood,  Toting  of !!!!!!!  Rdy  if,  1933^Vo!‘  18  No  28 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4  No!  3 

Fuel  Oil  Rules.  . . Sept.  19,  1933 — Vol.  18  No.  38 

Gas  Shut-Off  Rules . Apr.  7,  1925 — Vol.  10  No.  14 

Hatchway  Protection  . June  5  19°8— Vol  la  TVo  o? 

Paint,  Varnish  and  Racquer  Spray-  ’  13  N°-  23 

m  . June  13,  1933 — Vol.  18  No  24 

Plumbing  Rules  . . . Nov.  7,  1933— Vol.  18  No  45 

Procedure,  Rules  of.... . June  20,  1933— Vol.  18  No  25 

Refrigerating  Systems,  Extract  C.  O.  Apr.  18,  1933— Vol  18  No’  16 

Factories,  Rules  for..  Dec.  5,  1933— Vol.  18  No  49 

Sprinkler  Rules  •  •  ■  •  . . Dec.  6,  1932 — Vol.  17  No  49 

Standp,pe.Fireline  Rules  .........  Sept.  26.  1933— Vol.  18  No  39 

Structural  Alterations,  Reporting. .  June  7.  1932 — Vol.  17  No  23 

V  ire  Glass  _Rules  (Amendment  to  °‘ 

Rule  505  of  Industrial  Code) . .  Apr.  10,  1923 — Vol.  8  No.  15 

LIST  OF  APPROVED  APPLIANCES 

m^v"1  18  N°'  52 

i?:  mtr&i;  If  £■  J? 

buel  Oil  Pumps . Dec.  19  i933_Vol  18  No; 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  DECEMBER  26,  1933,  AT  2  P.  M. 

Building  Zone  Cases. 

217-33-BZ. 

APPLICANT— Benjamin  N.  Brody,  for  Hattie  Schrage 
owner. 

PREMISES— Southwest  corner  of  Springfield  boulevard 
and  110th  road  (Junior  place),  (Block  No.  2038, 
Lot  No.  28),  Jamaica,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

JO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

292-33-BZ. 

APPLICANT — Joseph  H.  Goldstein,  for  Bonomo  Realty 
Corp^,  owner. 

PREMISES— 2729-2755  Shell  road,  southeast  corner  of 
Canal  avenue  (Block  No.  7250,  part  of  Lot  No  33) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

297-33-BZ. 

APPLICANT— William  Shary,  for  Teresa  C.  McGroddy 
owner. 

PREMISES  East  side  of  Sedgwick  avenue,  150.19  ft.  north 
of  Undercliff  avenue  (Block  No.  2538,  part  of  Lot 
No.  3),  The  Bronx. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

1  O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

304-33-BZ. 

APPLICANT  Michael  Leone,  for  Vincenzo  Mascoli, 
owner. 

PREMISES — 838  Washington  avenue  (Block  No.  1176 
Lot  No.  97),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  of  part  of  an  existing  building 
(dwelling)  to  business  use  (stores). 


305-33-BZ. 

APPLICANT — Emil  Guterman,  for  William  Berg,  owner. 

PREMISES — 104-106  Fourth  avenue,  southwest  corner  of 
Warren  street  (Block  No.  401,  Lot  Nos.  38  and 
40),  Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


147-33-BZ. 

APPLICANT — Celler  &  Kraushaar,  for  Arseekay  Syndi¬ 
cate,  Inc.,  owner. 

PREMISES — North  side  of  Queens  boulevard,  333.03  ft. 
east  of  56th  avenue  (Block  No.  1845,  Lot  No.  41), 
Elmhurst,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
business  district,  the  erection  and  maintenance  of  a 
gasoline  service  station. 
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DECEMBER  27,  1933,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning De¬ 
cember  27,  1933,  at  10  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matters: 

cal.  no.  283-33-BZ— Application,  August  25,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Herman  Wolff,  applicant,  on 
behalf  of  Gussie  Gordon,  owner,  to 
permit  in  a  residence  district  the  alter¬ 
ation  and  change  of  occupancy  of  part 
of  an  existing  dwelling  to  business  use ; 
premises  4601  10th  avenue  (Block  No. 
5620,  Lot  No.  11),  Brooklyn. 

cal.  no.  295-33-BZ— Application,  August  1,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Shary,  applicant,  on  behalf 
of  Henry  M.  Rinder,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion,  premises  west  side  of  Jerome  ave¬ 
nue,  193.47  ft.  north  of  Cromwell  ave¬ 
nue  (Block  No.  2855,  Lot  No.  12), 
The  Bronx. 

cal.  no.  236-33-BZ— Application,  June  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Karl  Propper,  applicant,  on  behalf 
of  Klion  Holding  Corp;,  owner,  to  per¬ 
mit  in  a  residence  district  the  alteration 
and  change  of  occupancy  of  part  of  an 
existing  apartment  house  from  dwelling 
to  business  use ;  premises  1983-1985 
Bryant  avenue  (Block  No.  3130,  Lot 
No.  20),  The  Bronx. 

cal.  no.  340-33-BZ — Application,  November  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Levy  &  Berger,  applicants,  on 
behalf  of  Hoona  Realty  Corp.  and 
Leighton  Realty  Corp.,  owners,  to  per¬ 
mit,  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district, 
the  alteration  and  conversion  of  an 
existing  six  (6)  story  building  to  a 
three  (3)  story  garage  for  more  than 
five  (5)  motor  vehicles;  premises  161- 
167  Atlantic  avenue,  northwest  corner 
of  Clinton  street  (Block  No.  275,  Lot 
No.  1),  Brooklyn. 

cal  no  352-33-BZ — Application,  November  18,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Albert  J.  Courtney,  applicant, 
on  behalf  of  Columbus  67th  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  bus  terminal  and 
parking  space;  premises  101-117  West 
67th  street,  160-176  Columbus  avenue, 
100-124  West  68th  street  and  1980-1998 
Broadway  (Block  No.  1139,  Lot  No. 
24),  Manhattan. 

cal.  no.  668-29-BZ— Application,  November  14  1929; 

granted  on  certain  conditions  March  11, 
1930;  reopened  and  temporary  permit 
extended  March  8,  1932 ;  reopened  April 
11,  1933,  under  section  21  of  the  build¬ 
ing  zone  resolution,  of  Frank  Giorgio, 
Jr.,  applicant,  on  behalf  of  Elmer 


Senger,  present  owner,  to  permit  in  a 
business  district  the  permanent  main¬ 
tenance  of  a  motor  vehicle  repair  shop ; 
premises  northwest  corner  of  Liberty 
avenue  and  92nd  street  (Block  No.  390, 
Lot  No.  22),  Ozone  Park,  Borough  of 
Queens. 

cal  no  74-33-BZ— Application,  February  25,  1933;  with¬ 
drawn  April  25,  1933;  reopened  Sep¬ 
tember  12,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Martin  J. 
Ort,  applicant,  on  behalf  of  Packard 
Motor  Car  Company  of  New  York, 
owner,  to  permit,  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict,  the  conversion  of  occupancy  of  a 
building  to  a  garage  for  more  than  five 
(5)  motor  vehicles  (previously  granted 
by  the  board  for  automobile  showroom, 
sales  and  distributing  and  service  sta¬ 
tion)  ;  premises  4650-4664  Broadway 
and  2-16  Sherman  avenue  (Block  No. 
2175,  Lot  No.  1),  Manhattan. 
HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  27,  1933,  2  P.  M. 

Appeal  from  Administrative  Order. 

270-33-A — 2534  Eastern  boulevard,  south  side,  440  ft.  east 
of  Ferris  avenue  (Block  No.  5541,  Lot  Nos. 

8,  31,  42,  44  and  150),  The  Bronx. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  afternoon ,  De¬ 
cember  27,  1933,  at  2  o’clock,  in  Room  1013,  Municipal 
Building,  on  the  following  matters : 

cal  no  287-33-BZ — Application,  September  6,  1933,  undci 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Fred  Meier,  applicant,  on  be¬ 
half  of  William  Allan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  northwest  corner  of 
Jamaica  avenue  and  Newtown  road 
(Block  No.  695,  Lot  Nos.  1  and  1J4), 
Astoria,  Borough  of  Queens. 

cal.  no.  384-31-BZ — Application,  July  31,  1931 ;  dismissed 
for  lack  of  prosecution  January  26, 
1932 ;  reopened  and  restored  to  Calen¬ 
dar  September  26,  1933,  under  section 
21  of  the  building  zone  resolution,  of 
Charles  Goodman,  applicant,  on  behalf 
of  Apex  Gas  Station,  .  Inc.,  present 
owner,  to  permit  in  a  residence  use  dis¬ 
trict  the  erection  of  office,  grease  pit 
and  car-washing  building  to  be  used  as 
accessory  to  an  existing  gasoline  service 
station;  premises  2596-2604  Linden 
boulevard,  southwest  corner  of  Crescent 
street  (Block  No.  4485,  Lot  Nos.  6  and 
9),  Brooklyn. 

cal  no  267-33-BZ — Application,  August  9,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Koch  &  Wagner,  applicants,  on  be¬ 
half  of  Bohack  Realty  .  Corp.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  premises  1729-1735  Flatbush 
avenue,  northeast  corner  of  East  35th 
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street  (Block  No.  7599,  Lot  Nos.  6,  7, 

8  and  9),  Brooklyn. 

cal.  no.  723-29-BZ — Application,  December  11,  1929;  denied 
June  3,  1930;  reopened  September  26, 
1933,  under  section  21  of  the  building 
zone  resolution,  of  William  F.  Regan, 
applicant,  on  behalf  of  Baldassare  Cur- 
reri,  present  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station; 
premises  261-267  Sheridan  avenue, 
southeast  corner  of  Conduit  boulevard 
(Sunrise  highway),  (Block  No.  4239, 
Lot  No.  9),  Brooklyn. 

cal.  no.  495-32-BZ — Application,  September  20,  1932,  under 
section  21  of  the  building  zone  resolu¬ 
tion;  withdrawn  February  3,  1933;  re¬ 
opened  February  15,  1933,  under  sec¬ 
tion  7f ;  denied  May  2,  1933 ;  reopened 
May  31,  1933,  under  section  21  of  the 
building  zone  resolution,  of  Michael 
Levine,  applicant,  on  behalf  of  Navillus 
Realty  Corp.,  owner,  to  permit,  partly 
in  a  business  district  and  partly  in  a 
residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  sta¬ 
tion;  premises  122-13  to  122-21  Rock- 
away  boulevard,  northwest  corner  of 
123rd  street  (Block  No.  2512,  part  of 
Lot  No.  7),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

cal.  no.  266-33-BZ — Application,  August  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  Koppe,  applicant,  on 
behalf  of  Hollender  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  northwest 
corner  of  Sound  View  avenue  and  St. 
Lawrence  avenue  (Block  No.  3596,  Lot 
No.  1),  The  Bronx. 

cal.  no.  141-33-BZ — Application,  April  14,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Archie  H.  Samuels,  applicant,  sub¬ 
stituted  for  Robert  F.  Collyer,  on  be¬ 
half  of  Elsie  J.  Hassall,  owner,  to  per¬ 
mit  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  northwest  cor¬ 
ner  of  Farmers  boulevard  and  143rd 
road  (Block  No.  3238,  Lot  No.  109), 
Springfield,  Borough  of  Queens. 

cal.  no.  300-33-BZ — Application,  September  15,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Samuel  Rosenblum,  applicant, 
on  behalf  of  Christina  Coppola,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline 
service  station;  premises  southwest  cor¬ 
ner  of  Queens  boulevard  and  Simonson 
place  (Block  No.  2474.  Lot  No.  44), 
Elmhurst,  Borough  of  Queens. 

cal.  no.  319-33-BZ — Application,  October  13,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Nicholas  Herman, 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso- 
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line  service  station;  premises  234-22 
Merrick  road,  southwest  corner  of  235th 
street  (Block  No.  3637,  Lot  No.  38), 
Laurelton,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


CALL  OF  CLERK’S  CALENDAR 
TUESDAY,  JANUARY  2,  1934,  AT  2  P.  M. 

Building  Zone  Cases. 

137-33-BZ. 

APPLICANT— Joseph  A.  Marck,  for  Jeffem  Realty  Co 
owner. 

PREMISES — Southwest  corner  of  Reeves  avenue  and  Kis- 
sena  boulevard  (Block  No.  2168,  Lot  Nos  1  and  9) 
Flushing,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


279-33-BZ. 

APPLICANT  James  J.  Munro,  for  Newman  Building 
Co.,  Inc.,  owner. 

PREMISES— Southwest  corner  of  Baisley  boulevard  and 
New  York  boulevard  (Block  No.  3045,  part  of  Lot 
No.  29),  Jamaica  South,  Borough  of  Queens 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


310-33-BZ. 

APPLICANT— Rutherford  S.  Moorhead,  for  Henry  A 
^  Meyer  Realty  Co.,  Inc.,  owner. 

PREMISES— 1872-1890  Gerritsen  avenue,  southwest  corner 
of  Brown  street  (Block  No.  6838,  Lot  No.  1) 
Brooklyn. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


311-33-BZ. 

APPLICANT— William  F.  Doyle,  for  Henry  C.  Mecke 
owner. 

PREMISES — 5709-5717  Church  avenue,  north  side  67  ft 
6)4  in.  east  of  East  57th  street  (Block  No.  4683, 
Lot  No.  36J4  and  part  of  Lot  Nos.  42  and  44)’, 
Brooklyn. 

APPLICATION,  urfder  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


312-33-BZ. 

APPLICANT — M.  Joseph  Harrison,  for  Joseph  Halpert, 
owner. 

PREMISES  Southeast  corner  of  Merrick  boulevard  and 
Linden  boulevard  (Block  No.  3104,  part  of  Lot 
No.  1),  St.  Albans,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


205-29-BZ. 

APPLICANT  Edward  L.  Kelly,  for  Whitestone  Service 
Station,  Inc.,  owner. 

PREMISES— 157-30  Willets  Point  boulevard  (Block  No. 

A  mT^ot  No-  15)’  Whitest°ne,  Borough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 
resolution, 
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TO  PERMIT,  partly  in  a  residence  district  and  partly  in  a 
*  business  district,  the  maintenance  of  a  gasoline  serv¬ 
ice  station  (previously  granted  by  the  board  for  a 
temporary  period;  reopened  September  19,  1933). 


JANUARY  3,  1934,  10  A.  M. 

Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Wednesday  morning,  January 
3,  1934,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
on  the  following  matters: 


CAL.  NO. 


202-33-BZ — Application,  June  2,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  John  J.  Dunnigan,  applicant,  on  be¬ 
half  of  ICapet  Holding  Corp. .owner,  to 
permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  northeast  cor¬ 
ner  of  Gun  Hill  road  and  Mickle  ave¬ 
nue  (Block  No.  4786,  Lot  No.  36), 
The  Bronx. 


c  \l  no.  68-33-BZ — Application,  February  20,  1933;  with¬ 
drawn  May  31,  1933 ;  reopened  and  re 
stored  to  Calendar  September  19,  1933, 
under  section  21  of  the  building  zone 
resolution,  of  Joseph  D.  Nunan  Jr., 
applicant,  on  behalf  of  M.  C.  R.  Hold¬ 
ing  Corp.,  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station ; 
premises  9707-9719  Kings  highway, 
northwest  corner  of  Clarkson  avenue 
and  Rockaway  boulevard  (Block  No. 
4633,  Lot  No.  44),  Brooklyn. 

rAt  N0  260-33-BZ-Application,  July  26,  1933,  under  sec- 

1  '  tion  21  of  the  building  zene  resolution 

of  Saul  Goldsmith,  applicant,  on  behalf 
of  Chris  P.  Dahl,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  business  illegally  installed;  premises 
91  Clark  street  (Block  No.  232,  Lot  No. 
10),  Brooklyn. 

cal  no  261-33-BZ— Application,  July  26,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  Saul  Goldsmith,  applicant,  on  behalf 
of  Ella  J.  Filson,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
change  of  occupancy  of  the  first  story 
of  an  existing  dwelling  from  residence 
to  business  use  (stores)  ;  premises  93- 
95  Clark  street  (Block  No.  232,  Lot 
No.  8),  Brooklyn. 

r.  L  N0  299-33-BZ— Application,  September  14,  1933,  under 

cal.  no.  29J  se‘t|on  21  of  the  building  zone  resolu¬ 

tion  of  Abraham  J.  Halprm,  applicant, 
on  behalf  of  Sarah  Beckman,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station  and,  also,  a  motor  vehicle 
repair  shop;  premises  90-100  Hegeman 
avenue,  southeast  corner  of  Hopkinson 
avenue  (Block  No.  3633,  Lot  No.  27), 
Brooklyn. 


cal  no  344-33-BZ — Application,  November  10,  1933,  under 
sections  7a,  7c  and  21  of  the  building 
zone  resolution,  of  Samuel  Rosenblum, 
applicant,  on  behalf  of  Parkville  Amuse¬ 
ment  Corp.,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  recreation  centre ;  premises 
1048-1072  Ocean  parkway,  west  side, 
380  ft.  south  of  Avenue  J  (Block  No. 
5495,  Lot  Nos.  870  and  872),  Brooklyn. 

cal  no  289-33-BZ — Application,  September  8,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Max  Siegel,  applicant,  on  behalf 
of  Harlem  Tennis  Club  Holding  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso¬ 
line  service  station;  premises  3609-3621 
Bailey  avenue,  west  side,  83.25  ft.  north 
of  West  236th  street  (Block  No.  3270A, 
part  of  Lot  No.  125),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  3,  1934,  2  P.  M. 

Appeals  from  Administrative  Orders. 

3 14-33- A— South  side  of  Tysen  lane,  between  Mill  and 
Hylan  boulevard  (Block  No.  4000,  Lot  No. 
39),  New  Dorp,  Borough  of  Richmond. 
358-33-A — 22  East  38th  street  and  241  Madison  avenue 
(Block  No.  867,  Lot  No.  55),  Manhattan. 

Appliance  Submitted  for  Approval. 

365-33-SA— Trojan  Automatic  Oil  Burner,  approval  of. 


CALL  OF  CLERK  S  CALENDAR 
MONDAY,  JANUARY  8,  1934,  AT  2  P.  M. 

Building  Zone  Cases. 

317-33-BZ. 

APPLICANT— Edward  L.  Kelly,  for  Dickel  Construction 
Co.,  owner. 

PREMISES— Southeast  corner  of  89th  avenue  and  Jamaica 
avenue  (Block  No.  742,  Lot  No.  1),  Jamaica,  Bor¬ 
ough  of  Queens. 

APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


320-33-BZ. 

APPLICANT— John  A.  Cosgrove,  for  Gottel  Radish, 

owner.  ( 

PREMISES— 4356  Hylan  boulevard,  southeast  corner  ol 
Richmond  avenue  (Block  No.  5322,  Lot  No.  1), 
Eltingville,  Borough  of  Richmond. 
APPLICATION,  under  section  21  of  the  building  zone 

resolution,  .  .  , 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 


334-33-BZ. 

APPLICANT — Charles  M.  Lobejager,  for  Harry  Sheer, 


PREMISES— Northwest  corner  of  108th  street  and  50th 
avenue  (Block  No.  1993,  Lot  No.  65),  Corona,  Bor¬ 
ough  of  Queens.  .  .... 

APPLICATION,  under  section  21  of  the  building  zone 

resolution, 
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i  O  PER.M1  i  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

337-33-BZ. 

APPLICANT — John  J.  Dunnigan,  for  City  Bank  Farmers 
Trust  Co.,  as  trustee  of  Estate  of  William  Waldorf 
Astor. 

PREMISES— East  side  of  River  avenue,  100  ft.  north  of 
East  161st  street  (Block  No.  2484,  Eot  No.  9), 
The  Bronx. 

APPLICATION,  under  section  7f  of  the  building  zone 
resolution, 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
parking  space  for  more  than  five  (5)  motor  vehicles. 


cal.  no.  313-33-BZ — Application,  September  29,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Joseph  D.  Nunan,  Jr.,  appli¬ 
cant,  on  behalf  of  Isaac  Klapper,  owner, 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  gasoline 
service  station;  premises  38-04  to  38-10 
Greenpoint  avenue  (Block  No.  212,  Lot 
No.  23),  Woodside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  16,  1934,  10  A.  M. 


JANUARY  9,  1934,  10  A.  M. 

Building  Zone  Applications. 

NO  I  ICE  IS  HEREB\  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
of  the  building  zone  resolution,  Tuesday  morning,  January 
9,  1934,  at  10  o’clock,  in  Room  1013,  Muncipal  Building, 
on  the  following  matters : 

cal.  no.  321-30-BZ — Application,  May  9,  1930,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station;  laid  over  for  a  full  vote  of 
board  December  23,  1930;  application  of 
Kennedy  &  Ellner,  applicants,  on  behalf 
of  Summerville  Realty  Co.,  Inc.,  present 
owner ;  restored  to  Calendar  December 
15,  1933;  premises  northwest  corner  of 
Union  turnpike  and  Parsons  boulevard 
(Block  No.  2434,  part  of  Lot  No.  1), 
Jamaica,  Borough  of  Queens. 

cal.  no.  293-33-BZ— Application,  September  9,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  William  F.  Doyle,  applicant,  on 
behalf  of  Abraham  Halperin,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  premises  758-766  Utica  ave¬ 
nue,  west  side,  175  ft.  2  in.  south  of 
Lenox  road  (Block  No.  4655,  Lot  No. 
16),  Brooklyn. 


cal.  no.  294-33-BZ— Application,  September  12,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  Theodore  C.  Krautter,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  re¬ 
pair  shop;  premises  189-21  Linden 
boulevard  (Block  No.  1955,  Lot  No. 
28),  St.  Albans,  Borough  of  Queens. 

CAL.  NO.  307-33-BZ — Application,  September  22,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  M.  Joseph  Harrison,  applicant, 
on  behalf  of  1758  Coney  Island  Avenue 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  alteration  and 
change  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop 
and,.  also,  the  inclusion  of  a  gasoline 
service  station ;  premises  1758-1766 
Coney  Island  avenue,  west  side,  220 
ft.  south  of  Avenue  N  (Block  No.  6592 
Lot  No.  18),  Brooklyn. 


Building  Zone  Applications. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  stand¬ 
ards  and  appeals  of  a  public  hearing  under  the  provisions 
°  _  building  zone  resolution,  Tuesday  morning,  January 
'6,  1934 1,  at  10  o’clock,  in  Room  1013,  Municipal  Building 
on  the  following  matters : 

cal.  no.  185-33-BZ— Application,  May  15,  1933,  under  sec¬ 
tion  21  of  the  building  zone  resolution, 
of  William  Richter,  applicant,  on  be¬ 
half  of  Sadie  Teitelbaum,  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  main¬ 
tenance  of  an  automobile  wrecking  and 
junk  storage  yard;  premises  2284-2296 
West  8th  street  and  129-143  Avenue  W, 
northwest  corner  (Block  No.  7142,  Lot 
Nos.  48  and  53),  Brooklyn. 

cal.  no.  323-33-BZ— Application,  October  14,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  George  A.  Schonewald,  appli¬ 
cant,  on  behalf  of  Elgeo  Realty  Corp., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gaso- 
line  service  station ;  pemises  southeast 
corner  of  Morrison  avenue  and  Sound 
View  avenue  (Block  No.  3745,  Lot  No. 
18),  The  Bronx. 

CAL.  NO.  101  -32-BZ— Application,  February  29,  1932;  in¬ 
dividual  garages  granted  on  certain  con¬ 
ditions  June  17,  1932;  reopened  Novem¬ 
ber  14,  1933,  under  section  21  of  the 
,  building  zone  resolution,  of  Joseph 
Schafran,  applicant,  substituted  for 
Charles  S.  Clark,  on  behalf  of  Thema 
Rosen,  owner,  to  permit,  partly  in  a 
business  district  and  partly  in  an  unre¬ 
stricted  district,  the  maintenance  of  an 
open  air  parking  space  for  more  than 
five  (5)  cars  and  the  installation  of 
two  (2)  gasoline  tanks  and  pumps  as 
accessory  to  the  parking  space  and  in¬ 
dividual  garages ;  premises  west  side  of 
Bailey  avenue,  182  ft.  south  of  West 
230th  street  (Block  No.  3264,  Lot  No. 
70),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


i  uuiuioa  I  o,  iu  A. 


Building  Zone  Application. 

NOT  ICE  IS  HEREBY  GIVEN  by  the  board  of  stand- 

aeC -,j?peals  °f  a  public  hearin£  under  the  provisions 

of  the  building  zone  resolution,  Tuesday  morning,  February 
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5,  1934,  at  10  o’clock,  in  Room  1013,  Municipal  Building, 
m  the  following  matter: 

:Al.  no.  276-33-BZ — Application,  August  17,  1933,  under 
section  21  of  the  building  zone  resolu¬ 
tion,  of  James  P.  Boyland,  applicant, 
on  behalf  of  William  Jay  Building 

Corp.,  owner,  to  permit  in  a  residence 

district  the  alteration  and  change  of 
occupancy  of  part  of  an  existing  apart¬ 
ment  house  from  dwelling  to  business 
use;  premises  northeast  corner  of  Grand 
concourse  and  East  203rd  street  (Block 
No.  3309,  Lot  No.  42),  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 

MINUTES 

.i- — - - 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  MORNING,  DECEMBER  15,  1933. 

Present :  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


BUILDING  ZONE  CASES. 

495-32-BZ. 

APPLICANT — Michael  Levine,  for  Navillus  Realty  Corp., 

owner.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  (previously 
denied  under  section  7f ;  reopened  May  31,  1933). 

PREMISES  AFFECTED— 122-13  to  122-21  Rockaway 
boulevard,  northwest  corner  of  123rd  street  (Block 
No.  2512,  part  of  Lot  No.  7),  South  Ozone  Park, 
Borough  of  Queens. 

APPEARANCES—  T  .  J  _  . ,  _  , 

For  Applicant:  Michael  Levine  and  Isidore  Cohen. 
For  Opposition:  John  W.  Christensen,  Elias  Gins¬ 
berg,  William  Wald,  Conrad  Soffleiss,  Mrs.  M. 
Greenberg,  Mrs.  W.  Simpson  and  Vincent 
Mecca. 

ACTION  OF  BOARD — Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


321-30-BZ.  ,  ...  „ 

APPLICANT— Kennedy  &  Ellner,  for  Summerville  Realty, 

Inc.,  present  owner.  _  _  . , 

SUBJFCT — Application  for  reconsideration,  previously  laid 
over  for  full  vote  of  board— re  Application  (deci¬ 
sion  of  the  superintendent  of  buildings),  under  sec¬ 
tion  21  of  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  gasoline  service  station. 

PREMISES  AFFECTED— Northwest  corner  of  Union 
turnpike  and  Parsons  boulevard  (Block  No.  2434, 
part  of  Lot  No.  1),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Thorn. 

ACTION  OF  BOARD— Application  restored  to  Calendar 
and  set  for  hearing  January  9,  1934,  at  10  a.  m. 
THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . . . .  ® 

Absent:  Commissioner  Connell. .  1 


q «0  ^ ^7 

APPLICANT — William  F.  Doyle,  for  Anna  Hochman, 

owner.  .  .  ,  .  .  . 

SUBTECT _ Application  (re  decision  of  the  commissioner 

'  of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 


PREMISES  AFFECTED — 5914-5924  Church  avenue  and 
902-912  Ralph  avenue,  southwest  corner  (Block  No. 
4707,  Lot  No.  37),  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Edward  Katz,  William  C.  Vincent 
and  Max  Fuller. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(250-33-BZ) 

Whereas,  William  F.  Doyle,  for  Anna  Hochman,  owner, 
filed,  July  11,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  gasoline  service  station ;  premises  5914-5924 
Church  avenue  and  902-912  Ralph  avenue,  southwest  corner 
(Block  No.  4707,  Lot  No.  37),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing,  December  15,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Ralph  avenue  is  in  a  business  dis¬ 
trict;  Church  avenue  is  in  a  business  district,  and  East  89th 
street  and  East  59th  street  are  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  June  30,  1933  (re  Applic.  No.  6412-33),  reads: 

“Application  denied.  Proposed  use  contrary  to  Zone 
Resolution,  Art.  II,  Sec.  4(a),  sub-div.  46.  Gasoline 
Service  Station  not  permitted  in  a  Business  district.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  104  ft.  6  in.  on  Ralph  avenue  and  100  ft.  on 
Church  avenue,  upon  which  it  is  proposed  to  erect  a  one- 
story  office,  20  ft.  by  20  ft.,  grease  pits  and,  also,  the  neces¬ 
sary  tanks  and  pumps  for  at  gasoline  service  station;  and 
Whereas,  the  board  deemed  that  applicant  was  not  en¬ 
titled  to  relief  under  section  21  on  the  grounds  of  unnecessary 
hardship  and  practical  difficulties. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


196-33-BZ. 

APPLICANT— Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner.  .  , 

SUBJECT — Application  (re  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  use. 

PREMISES  AFFECTED — 57  St.  Marks  place  (Block  No. 
450,  Lot  No.  46),  Manhattan. 
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APPEARANCES— 

For  Applicant:  J.  Edward  Saltzman. 

.  Ror  °PP°sition:  Frank  P.  Catineri  and  C.  Safir. 

^OTION  OF  BOARD— Application  granted  on  condition. 
1  rl  hL  V  (J  1  b — 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(196-33-BZ) 

Whereas,  Arthur  Deimel,  for  J.  Edward  Saltzman, 
owner,  filed,  Alay  31,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  exten¬ 
sion  of  an  existing  business  use;  premises  57  St.  Marks 
place  (Block  No.  450,  Lot  No.  46),  Borough  of  Manhat¬ 
tan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
up  December  15,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  St.  Alarks  place  is  in  a  residence 
district ;  East  9th  street  is  in  a  business  district ;  First  ave¬ 
nue  is  in  a  business  district,  and  Second  avenue  is  in  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  May  31,  1933  (Alt.  App.  430-1933),  reads: 

“I  have  your  letter  of  April  21,  1933,  in  regard  to 
objection  No.  4  to  the  above  numbered  alteration  reading 
as  follows : 

"4.  In  a  residence  district  a  building  may  not  be  ex¬ 
tended  to  be  devoted  to  a  prohibited  occupancy.  Zon. 
Res.  Sec.  3  and  6. 

In  regard  to  this  matter  I  wish  to  advise  you  that 
sections  3  and  6  of  the  building  zone  resolution  do  not 
permit  a  building  devoted  to  a  prohibited  occupancy  to 
be  enlarged  or  extended  in  a  residence  district,  although 
it  does  permit  a  building  to  be  reconstructed  and  struc¬ 
turally  altered  to  an  extent  not  greater  than  50%  of  the 
value  of  the  building. 

“I  am  therefore  unable  to  grant  your  request  that  this 
objection  be  dismissed.”; 
and 

W  hereas,  the  building  is  of  non-fireproof  construction, 
four  stories  and  basement  in  height,  with  a  frontage  of  25 
ft.  and  a  depth  of  86  ft.  l/2  in.;  it  is  proposed  to  alter  the 
existing  building  and  to  extend  the  basement  and  first  story 
of  the  structure  out  to  the  building  line  a  distance  of  7  ft. 

6  in. ;  the  building  is  now  occupied  as  follows :  basement, 
banquet  hall ;  1st  story,  dance  hall ;  upper  stories,  meeting 
rooms;  it  is  proposed  to  continue  this  use;  and 
,  Whereas,  a  committee  of  the  board  inspected  these  prem¬ 
ises  on  November  16,  1933.  and  recommended  the  granting 
of  the  application  on  conditions,  and  the  board  deemed  that 
applicant  was  entitled  to  relief  under  section  21  on  the 
grounds  of  unnecessary  hardship  and  practical  difficulty. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
basement  and  parlor  floor  only  shall  be  extended,  as  indicated 
on  plans  filed  with  this  application,  to  the  building  line  and 
permitting  the  extension  of  existing  business  use  of  the  build¬ 
ing  into  this  proposed  extension;  that  the  addition  shall  be 
constructed  substantially  as  indicated  on  the  plans  filed  with 
this  application  and  of  the  architectural  appearance  thereon 
indicated :  that  this  addition  shall  be  constructed  of  face 
brick,  architectural  terra  cotta  or  stone:  that  there  shall  be 
at  no  time  a  temporary  or  permanent  canopy  or  marquise 
constructed  and  maintained  beyond  the  building  line ;  that  the 
existing  electric  sign  on  the  face  of  the  building  shall  be  re¬ 
moved  and  a  small  electric  sign,  not  exceeding  6  ft.  in  height, 
nor  extending  beyond  the  building  line,  may  be  constructed 
on  the  proposed  addition ;  that  the  requirements  of  the  build¬ 


ing  code  and  the  zoning  resolution  shall  be  complied  with  in 

mits  ^hai?  h  th?  a.s,mod!fied  herein>  that  all  per- 
nts  shall  be  obtained  within  six  months  and  all  work  com¬ 
pleted  one  year  from  the  date  of  this  action. 

J197-23-BZ. 

APPLICANT— Standard  Oil  Company  of  New  York,  Inc., 

SURTFCT  RA°SSr&  Heilf  Realty.  Corp.,  present  owner. 

.  I  >J  Application  (re  order  of  the  superintendent  of 
buddings  and  a  decision  of  the  commissioner  of 
buildings),  under  section  21  of  the  building  zone 
resolution  to  permit  in  a  business  district  the  main- 

Tuly?  ms3)  m0t°r  Vehide  rCpair  sh°P  (reoPened 

PREMISES  AFFECTED-714  Southern  boulevard  (Block 
No.  2729,  Lot  No.  6),  The  Bronx  ^ 

APPEARANCES— 

For  Applicant:  A.  J.  Gallagher 
A  _  For  Opposition:  None. 

Th^vot0/  ROARD— Resolution  amended. 

THE  \  OTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Xegati  ^  and  GudfoyIe  and  Chief  McElligott  4 

Absent :  Commissioner  Connell  .  ? 

THE  RESOLUTION-  .  1 

(1197-23-BZ) 

W  hereas  Standard  Oil  Company  of  New  York,  Inc.  for 

19OS1923H^  ,g  Rea  ty  a°rP”  owner-  fiRd,  October 

•  ,  gaiage  granted  on  condition  December  14  1993* 

reopened  July  5,  1933,  an  application,  under  the  building  zone 

o f°  Xo  0  XT'  m  a>sLness  distri«  maintenance 
ot  a  motor  vehicle  repair  shop;  premises  714  Southern 

BronX  and8'0*  N°'  ^  L°'  N°'  6) '  of  The 

Whereas  a  public  hearing  was  held  on  this  application 
y  the  board  of  standards  and  appeals,  at  its  special  meet- 

BffileEn  o^  H  '  f?  duf  "0tice  by  Plication  in  the 

Where!  tP  +  Standards  and  Appeals;  and 

EREAS,  the  use  district  maps  accompanying  the  building 

ness6  d?st?  ct  °WhiHo  l!-'^  Souther.n  boulevard  is  in  a  busi 
ness  district ,  \\  lntlock  avenue  is  in  an  unrestricted  district 

and  Leggett  avenue  is  in  unrestricted  and  business  districts  ; 

Whereas,  the  order  of  the  superintendent  of  buildings 
dated  August  16  19.32  (re  Viol.  Order  No.  46-1932)  reads 

WTnmED6  hereby  notlfied  that  the  building  *  *  *  * 
NUMBER  714  Southern  Boulevard  and  located  in  a 

cJtTnf  M,Str  v  ”?  thf  Boro«*h  of  The  Bronx,  in  The 
.  t}  b>ew  York,  does  not  conform  to  section  4  of 

the  BUILDING  ZONE  RESOLUTION  of  the  Board 
of  Estimate  and  Apportionment  adopted  July  25  1916  in 
the  respects  noted  below:  ’  ’ 

Sho!  fnat  0CKU7ing  ls.f  floor  as  niotor  vehicle  repair 
■  hop.  to  wit :  brake  testing  machine,  work  bench  on 
Iiremises  and  repair  signs  displayed 

You  are  hereby  directed  to  discontinue  said  use  in 

Resol u tic)66. ”^Ith  thC  requ'rements  of  the  Redding  Zone 
and 


rerfered  H„e M^reaX tl,C  C°mmissioner  °f  buildings, 

“Your  letter  of  June  2,  1933,  received  in  reference  to 
extension  of  time  of  violation  Z-46-1932  affecting  prem 
ises  Na  714  Southern  Boulevard  in  the  Borough  of  The 

'  gree-dar  notices  “a'te’d  j’.uK  f  iS’LJhe ‘standart 

-0)  dajs  from  date  of  such  notices,  vour  appeal  will 
he  a^epted  by  said  Board  for  action”; 

Whereas,  the  premises  consist  of  a  one-story  store,  40  ft. 
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6  in.  on  Southern  boulevard  and  41  ft.  6  in.  deep-  occupied 
as  a  motor  vehicle  repair  shop;  this  store  is  part  of  a  larger 
structure,  having  a  frontage  of  373  ft.  on  Southern  boule¬ 
vard  and  a  depth  of  200  ft. ;  said  larger  structure  was  granted 
for  use  as  a  garage  for  more  than  five  motor  vehicles  by  the 
board  under  Cal.  No.  1197-23-BZ  on  December  14,  1921k 
Resolved,  that  the  resolution  adopted  by  the  board  De¬ 
cember  14,  1923,  be  amended,  by  addition  of  the  following 
conditions :  that  the  use  of  that  portion  of  this  building  under 
appeal  now  occupied  generally  for  brake-testing  may  be  con¬ 
tinued,  on  condition  that  the  area  or  space  so  occupied  shall 
not  exceed  the  dimensions  indicated  on  plans  filed  with  this 
application;  that  the  walls  surrounding  this  area  shall  be 
constructed  of  fireproof  material,  pot  less  than  4  in.  m 
thickness,  separating  this  area  completely  from  balance  of 
garage ;  that  this  area  may  be  used  for  brake-testing  and 
motor  vehicle  repairing  of  a  light  nature;  that  the  work 
shall  be  done  only  by  hand  tools  and  by  machine  tools  not 
exceeding  one-quarter  horsepower ;  that  there  shall'  be  no 
open  flames  permitted  on  the  property— no  acetylene  torch, 
no  forges  or  anvils — and  that  there  shall  be  no  body  work 
or  fender  work  carried  on,  and  that  the  resolution  of  the 
board  adopted  December  14,  1923,  shall  be  complied  with 
in  all  respects  other  than  as  amended  herein. 


1323-25-BZ.  .  „ 

APPLICANT— William  F.  Regan,  for  Mane  Bausmann, 
owner.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings) ,  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
(previously  denied;  reopened  September  12,  1933). 
PREMISES  AFFECTED— 7021  73rd  place  (formerly 
known  as  4621  Proctor  street),  (Block  No.  3792, 
Lot  Nos.  44  and  46),  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  F.  Regan. 

For  Opposition :  None.  .  . 

\CTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock.  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . ••••■•; .  ° 

Absent:  Commissioner  Connell . 1 

THE  RESOLUTION— 

(1323-25-BZ) 

Whereas.  William  F.  Regan,  for  Marie  Bausmann,  owner, 
filed.  December  21,  192);  denied  April  27,  1926;  reopened 
September  12,  1933,  under  new  facts,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service  station ; 
premises  7021  73rd  place  (formerly  known  as  4621  Proctor 
street),  (Block  No.  3792,  Lot  Nos.  44  and  46),  Glendale, 

Borough  of  Queens;  and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet¬ 
ing.  December  15.  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  73rd  place  (Proctor  street)  is  in 
a  business,  residence  and  unrestricted  district:  Central  ave¬ 
nue  is  in  a  business  district,  and  74th  street  is  in  a  residence 

district;  and  .  . 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  October  2,  1933  (re  Plan  No.  1519-33),  reads. 

“The  erection  of  a  Gasoline  service  station  in  a  busi¬ 
ness  district  is  contrary  to  art.  2,  sec.  4  of  the  Zoning 
Law.” ; 

and 

Whereas,  the  premises  consist  of  an  irregular  shaped  plot 
of  ground  having  a  frontage  of  84  ft.  on  73rd  place  and  111 
ft.  on  Central  avenue,  upon  which  it  is  proposed  to  erect  a 


one-story  office,  grease  pits,  auto  laundry  structure,  20  ft. 
by  approximately  70  ft.  in  area,  and  to  install  the  necessary 
tanks  and  pumps  for  a  gasoline  service  station ;  and 

Whereas,  the  applicant  has  filed  more  than  93  per  cent 
of-  consents  of  property  owners  within  the  area  affected; 

a”w hereas,  the  board  deems  that  the  applicant  is  entitled 
to  relief  under  section  21  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and.  that  the  ap- 
plication  be  and:  it  hereby  is  granted  on  condition  that  hn 
buildings  on  the  premises  under  appeal  shall  be  demolished 
and  that  the  plot  shall  be  leveled  substantially  to  the  grade 
of  the  surrounding  streets ;  that  the  accessory  buildings  shall 
be  erected  along  the  northerly  property  line,  as  indicated  on 
plans  filed  with  this  application;  that  such  accessory  build¬ 
ings  shall  consist  only  of  an  office  section,  laundry  section 
and  greasing  section;  that  the  greasing  section  shall  be  en¬ 
closed  in  a  one-story  building  with  fronts  left  open;  that 
these  buildings  shall  be  constructed  of  brick  and  faced  with 
face  brick  or  terra  cotta,  and  shall  not  exceed  one  story  in 
height,  and  that  except  for  the  roof  beams  and  the  roof 
boarding  and  doors,  they  shall  be  constructed  of  incom¬ 
bustible  materials ;  that  the  ceilings  throughout  shall  be  fire- 
retarded  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals ;  that  there  shall  be  no  windows  or  other 
openings  in  these  accessory  buildings  opening  to  adjacent 
property  ;  that  on  the  interior  lot  line  to  Central  avenue  and 
to  73rd  place,  where  not  covered  by  walls  of  accessory 
buildings,  there  shall  be  constructed  brick  walls,  not  less 
than  8  ft.  in  height,  faced  with  materials  similar  to  that  of 
the  accessory  buildings ;  that  these  walls  may  start  at  4  .ft. 
in  height,  where  they  meet  the  building  line,  and  be  gradu¬ 
ated  to  the  8  ft.  height  at  the  rate  of  one  foot  in  four ;  that 
there  shall  be  no  excavation  under  these  accessory  buildings 
except  pits  for  the  greasing  racks ;  that  there  shall  be  erected 
along  the  street  building  line  a  concrete  curb,  not  less  than 
12  in.  in  height  and  12  in.  in  width,  with  not  more  than  two 
openings  therein  to  Central  avenue  and  one  opening  to  73rd 
place;  that  these  openings  shall  not  exceed  25  ft.  in  width; 
that  no  part  of  any  opening  shall  be  nearer  than  8  ft.  to 
any  interior  lot  line  nor  nearer  than  10  ft.  to  the  corner 
formed  by  the  intersection  of  Central  avenue  and  73rd  place ; 
that  there  shall  be  curb  cuts  opposite  these  openings  not 
exceeding  30  ft.  in  width ;  that  the  balance  of  the  plot,  where 
not  covered  by  accessory  buildings,  shall  be  cement  paved ; 
that  gasoline  pumps  shall  be  not  nearer  to  the  street  building 
line  or  any  portion  of  an  accessory  building  than  10  ft. ; 
that  no  portable  gasoline  tanks  shall  be  used  on  or.  from 
the  property;  that  there  shall  be  no  storage  or  parking  of 
cars  on  the  premises  other  than  those  being  serviced ;  that 
there  shall  be  no  motor  vehicle  repair  work  carried  on ;  that 
signs  advertising  non-conforming  uses  shall  be  restricted  to 
the  illuminated  globes  of  the  gasoline  pumps  and  to  perma¬ 
nent  flat  signs  attached  to  the  front  of  accessory  buildings 
and  to  the  interior  side  of  the  lot  line  walls,  excluding  signs 
on  the  exterior  of  the  lot  line  walls  and  all  signs  of  a.  tem¬ 
porary  nature:  that  all  permits  shall  be  obtained  within  six 
months  and  all  work  completed  within  one  year  from  the 
date  of  this  resolution. 


706-29-BZ. 

APPLICANT — Max  Levy,  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  cut¬ 
ting  of  two  (2)  additional  vehicular  entrances  to  an 
existing  gasoline  service  station  (previously  granted 
by  the  board;  reopened  September  26,  1933). 

PREMISES  AFFECTED — 238-240  Pennsylvania  avenue 
and  2072-2076  Pitkin  avenue,  southwest  corner 
(Block  No.  3737,  Lot  Nos.  19,  20  and  21),  Brook¬ 
lyn. 
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APPEARANCES— 

For  Applicant:  Joseph  B.  Tarlowe. 

For  Opposition:  Henry  D.  Horstman. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(706-29-BZ) 

Whereas,  this  application,  affecting  premises  238-240 
Pennsylvania  avenue  and  2072-2076  Pitkin  avenue,  southeast 
corner  (Block  No.  3737,  Lot  Nos.  19,  20  and  21),  Borough 
of  Brooklyn,  was  granted  by  the  board  July  7,  1931,  on 
certain  conditions,  and  applicant  requested  an  amendment  of 
the  resolution ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
mg.  December  15,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  a  committee  of  the  board  visited  these  premises 
and  recommended  the  granting  of  the  application.* 

Resolved,  that  the  resolution  adopted  by  the  board  on  July 
7,  1931,  as  amended  on  October  14,  1932,  be  amended,  only 
so  far  as  it  has  reference  to  concrete  curbs  and  curb  cuts,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
that  there  shall  be  erected  along  the  building  line  of  Penn¬ 
sylvania  and  Pitkin  avenues  a  reinforced  concrete  curb,  not 
less  than  12  in.  in  height  and  12  in.  in  width,  with  but  one 
opening  to  Pennsylvania  avenue  and  not  over  two  openings 
to  Pitkin  avenue:  that  these  openings  shall  not  exceed  25 
ft.  in  width  and  that  no  part  of  any  opening  shall  be  nearer 
than  10  ft.  to  the  corner  formed  by  the  intersection  of  Pitkin 
and  Pennsylvania  avenues  nor  8  ft.  from  the  southerly  in¬ 
terior  lot  line  on  Pennsylvania  avenue  nor  8  ft  from  the 
northwesterly  corner  of  the  accessory  building  used  for 
office;  that  opposite  these  openings  in  the  building  line  curb 
there  shall  be  curb  cuts  not  exceeding  30  ft.  in  width ;  that 
the  resolution  of  the  board  adopted  on  July  7  1931  as 
amended  October  14.  1932,  shall  be  complied  with  in  all 
resnects  other  than  _  as  amended  herein,  and  that  all  permits 
shal!  be  obtained  within  two  months  and  all  work  completed 

within  four  months  from  the  date  of  this  amended  resolu¬ 
tion. 


699-30-BZ. 

APPLICANT— William  F.  Doyle,  for  512  West  56th  Street 
Corp.,  owner. 

SUBJECT— Amplication  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  (5)  motor  vehicles  (previously  dismissed  for 
lack  of  prosecution;  reopened  and  restored  to  Cal¬ 
endar  October  17,  1933). 

PREMISES  AFFECTED— East  side  of  Jerome  avenue,  100 
ft  south  of  East  196th  street  (Block  No.  3317  Lot 

a  Ti tat—  a  *',0S-  3r,d  25),  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle,  Nathan  Rotholz 
and  Ernest  Damiane 

Foi\*?n,n.°sition:  Charles  Tilgner  and  Louis  J 
Witkm. 

THE1  V0,nu-B0ARD— Application  granted  on  condition. 


of  prosecution  June  30,  1931;  reopened  and  restored  to  Cal¬ 
endar  October  17,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome  avenue,  100  ft.  south 
of  East  196th  street  (Block  No.  3317,  Lot  Nos.  23  and  25), 
Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  special  meet- 
m.g,  December  15,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue  is  in  a  business 
district;  Morns  avenue  is  in  a  residence  district,  and  East 
ivmgsbridge  road  is  in  a  busness  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  June  6,  1933  (re  Applic.  N.  B.  213-1933),  reads: 

1.  Erection  of  garage  for  storage  of  more  than  five 
motor  vehicles  in  business  district  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.”; 
and 

Whereas  the  premises  consist  of  a  plot  of  ground  having 
r  ™ntage  of  173.55  ft.  on  Jerome  avenue,  a  distance  of  130 
it  along  the  south  lot  lme  and  100  ft.  along  the  north  lot 
line,  upon  the  Jerome  avenue  front  there  are  located  one- 
stoiy- stores  having  a  frontage  of  154.55  ft.  and  a  depth  of 
’  it  is  proposed  to  cover  the  remainder  of  the  plot 
with  a  one-story  garage  for  more  than  five  (5)  motor 
veucles  which  has  a  19  it.  wide  entrance  on  Jerome  avenue; 

into^f^  bTru  being  fam5Iiar  with  the  conditions 
in  the  neighborhood,  having  seen  the  property,  deems  that 

the  apphemffi  is  entitled  to  relief  under  section  21  of  the 

uilding  zone  resolution,  and  further  deemed  that  the  site  in 

S™  oT^i! w,thin  the  pro,ec,ion  of  sertio" 21 « to 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  me  district 

plS  ion 'h  °f  PwldJng.  zone  ^solution  and  that  the  ap- 

mn  nf  td  T?  l  hureby  ls.$ranted  on  condition  that  a  por¬ 
tion  of  the  plot  to  be  occupied  by  the  proposed  garage  shall 

be  excavated  substantially  to  the  level  of  Jerome  fvenue- 
at  the  building  shall  be  not  over  one  story  in  height  and 
constructed  fireproof  throughout;  that  there  shall ^be  left 

width  anhpiUTbStr+nCted  a  reT  yard’  "ot.  less  than  10  ft.  in 
j  -ir’  vieen  the  rear  of  the  existing  one-story  store 

buildings  and  this  proposed  garage;  that  there  shall  be  no 

openings  m  the  interior  lot  line  walls  or  on  the  wall  facing 

the  10  ft.  yard  except  the  automobile  exit  door  for  car? 

toward  the  southerly  end  exiting  to  Jerome  avenue  and  a 

out°rton°tl  °Ver  3  ft'^,n  Wldth  at  the  northerly  end  opening 
out  to  the  rear  yard  opposite  which  there  shall  be  a  door 

opening  into  a  fire-resisting  passage  to  Jerome  avenue*  that 

essdthaVn'toyf/r?m  f°  Jer°me  avenue  sha11  be  not 

ess  than  19  ft.  in  width,  with  no  openings  from  this  nassao-e 

°  the  adjoining  stores,  and  with  a  brick  wall  not  less  than 

6  5'aL  height  on  the  property  line  between  this  passagewav 

and  the  adjoining  property  to  the  south;  that  this  wall  mav 

be  reduced  to  4  ft.  in  height,  where  it  meets  JercmH^* 

and  graduated  to  the  height  of  8  ft  at  rof  V  9 

in  four :  that  akvH.h.a  S SL'Zft 

nearrfS  A?"?  shall  be 


AffirrncHve;  Chairman  Murdock.  Commissioners 

Holland  and  Guilfoyle  and  Chief  McElligot  4  mareT'thln  1  TiHo  tl^nT  ***.  skylight  sha11  be 

Negative  .  5  Z  iware: r  tnai n  15  tt.  to  the  interior  l°t  hnes ;  that  there  shall 

A Wnt :  Commissioner  Connell .WWW  " .  ?  i®,*  than  10° ft  ooW?  skyligh.ts*  each  skylight  not  being 

ESOLUTION —  .  1  TiV  u  W  20  ft  or  equivalent  area;  that  all  skv 

lights  shall  be  glazed  with  thin  glass,  protected  with  w?e 
screens  over  and  under;  that  this  proposed  garag^shal  Iw 
protected  with  a  standpipe  system  complving  with  the  rules 
of  the  board  of  standards  and  appeals;  that  there  shall  be  a 
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THE  RESOLUTION— 

...  (699-30-BZ) 

W  hereas  William  F.  Doyle,  for  512  West  56th  Street 
Corp.,  owner,  filed,  November  22,  1930;  dismissed  for  lack 
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scuttle  in  the  roof,  in  the  northeasterly  corner,  with  a  fixed 
iron  ladder  leading  to  same;  that  no  gasoline  shall  be  sold 
on  the  property  or  stored  other  than  in  the  tanks  of  the 
cars  •  that  there  shall  be  no  opening  from  this  garage  directly 
to  any  of  the  stores  facing  Jerome  avenue  except  the  open¬ 
ing  for  exit  purposes  at  the  northerly  end;  that  there  shall 
be  no  roof  signs  constructed  on  this  garage  portion  and  no 
signs  advertising  non-conforming  uses  on  any  part  ot  tne 
plot  or  on  the  buildings  except  a  permanent  sign  at  the 
entrance  to  the  garage  from  Jerome  avenue;  that  there  shall 
be  no  portable  gasoline  tanks  operated  on  or  from  the  prop¬ 
erty  •  that  there  shall  be  no  motor  vehicle  repairing  carried 
on  that  no  open  flame  shall  be  permitted  on  the  premises; 
that  plans  shall  be  submitted  to  the  board  and  approved  by 
the  chairman  in  behalf  of  the  board  before  same  are  filed 
with  the  commissioner  of  buildings ;  that  there  shall  be  no 
excavation  for  boiler  room  under  the  proposed  garage;  that 
the  building  shall  be  heated  from  a  boiler  room  installed 
under  the  store  buildings  and  completely  separated  from  the 
proposed  garage  with  fireproof  material;  that  aH  permit^ 
required  shall  be  obtained  within  six  months  and  all  work 
completed  within  one  year  from  the  date  of  this  action. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 
293-33-A 

APPELLANT— William  F.  Doyle,  for  512  West  56th 
Street  Corp.,  owner.  .  . 

SUBJECT — Appeal  from  a  decision  of  the  commissioner  ot 

buildings.  „  „  „ 

PREMISES  AFFECTED— East  side  of  Jerome  avenue,  100 
ft.  south  of  East  196th  street  (Block  No.  3317,  Lot 
No.  23),  The  Bronx. 

APPEARANCES— 

For  Appellant:  William  F.  Doyie. 

ACTION  OF  BOARD— Appeal  withdrawn  in  view 
action  on  Cal.  No.  699-30-BZ. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . . . .  ® 

Absent :  Commissioner  Connell .  1 


of 


Adjourned  2.00  p.  m. 


William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING 

FRIDAY  AFTERNOON,  DECEMBER  15,  1933. 
Present:  Chairman  Murdock,  Commissioners  Holland  and 
Guilfoyle  and  Chief  McElligott. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

APPELLANT — Edward  P.  Doyle,  for  Mrs.  B.  G.  Melnik- 

SUBJECT _ Appeal  from  a  decision  of  the  commissioner 

of  buildings.  _r  ,  . 

PREMISES  AFFECTED-57-05  to  57-15  Mazeau  street 
and  72-02  to  72-10  57th  avenue  (Block  No.  ^808, 
Lot  No.  79),  Maspeth,  Borough  of  Queens. 

APPEARANCES—  _  „  , 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  None.  .  . 

ACTION  OF  BOARD— Appeal  withdrawn;  variation  ot 
zoning  resolution  necessary. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,, Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . •••*•■,; .  ? 

Absent:  Commissioner  Connell . 

APPELLANT — Croker  Fire  Prevention  Corp.,  for  Empire 
City  Savings  Bank,  owner.  . 

SUBJECT — Appeal  from  an  order  and  a  decision  ot  t 
commissioner  of  buildings.  .  ,  , 

PREMISES  AFFECTED— 38-42  West  45th  street  (Block 
No.  1260,  Lot  No.  56),  Manhattan. 

APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  department 
of  buildings.  . 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 

Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . ; . .  i 

Absent :  Commissioner  Connell . 


243-33-A. 

APPELLANT— Maria  Bonagur,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis- 

sioner.  , 

PREMISES  AFFECTED— 2271  Bathgate  avenue  (Block 
No.  3050,  Lot  No.  73),  The  Bronx. 

APPEARANCES—  _  T  . 

For  Appellant:  Antonio  Bonagur  and  Mrs.  Joseph 

Brunner. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  dismissed. 


THE  VOTE  TO  DISMISS—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . .  ® 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(243-33-A) 

Whereas,  it  appears  from  the  records  of  the  fire  depart¬ 
ment  that  the  violation  order  has  been  complied  with  and 
that  there  is  now  no  appeal  before  the  board. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


251-33-A. 

APPELLANT — Ansonia  Fire  Prevention  Engineering  Co., 
for  Park  West  Garage,  Inc.,  owner.  .  . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  a  decision  of  the  commissioner  of  buildings. 
PREMISES  AFFECTED— 34  West  100th  street  (Block 
No.  1835,  Lot  No.  43),  Manhattan. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration ;  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  .  „  .  ,  _ 

Affirmative  i  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . ;  . . . .  ® 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(251-33-A) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  for 
Park  West  Garage,  Inc.,  owner,  filed,  July  11,  1933,  an 
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appeal  from  an  order  of  the  fire  commissioner  and  a  decision 
wnthC  * >mmissioner  of  buildings,  affecting  premises  34  West 

Manhattan^'  and  ^  N°'  L°'  N*  ">•  B™-** 

Srde^No0  sS-FX  S*'  dattd  A>'“ 

1.  Provide  a  tank  on  the  roof  of  at  least  3,500  gal¬ 
lons  capacity  for  the  standpipe  system.  Said  tank  to  be 

feet6  aboved  th  If*  the  50tt°m  wil1  be  not  less  than  20 

580  581  Ch  -  PA  °Ut  et‘nrtbe  highest  St°ry-  Sec. 
Rn,  ?  C,ode  of  Ordinances  and  rules  of  the 

board  of  Standards  and  Appeals  ”  • 
and  ’ 

_  f  th„  decisl0n  of  the  commissioner  of  buildings 

rendered  June  22,  1933,  reads:  umgs, 

to”  oide^No^S^P  yT  letterLof  June  2nd,  relative 
mu  3425'F  affecting  the  above  premises  in 

whmh  you  state  you  have  been  retained  by  the  owner  Jo 
file  an  appeal  with  the  Board  of  Standards  and  Appeals 
r  a  \ariation  from  the  requirements  of  the  order  but 
cannot  do  so  due  to  the  fact  that  more  than  20  days 
has  elapsed  since  the  date  of  issuance  of  the  same  and 
request  the  order  be  rescinded  and  reissued  so  that  the 
case  may  properly  be  brought  before  the  Board 

and  PIease  be  advised  your  request  is  denied.”; 

WhereAS,  the  buildings  are  non-fireproof  and  fireproof 

Khrinrffd  sev?n  .stones  (45  ft-  and  115  ft.)  in  height  75  ft’ 
by  100  ft.  11  in.  in  area;  OCCUPIED  as  a  garage  foi-  more 

1  f  ”  5VG  f  °t0r  vehicles ;  twelve  persons  in  entire  building  • 
located  within  a  business  use  district;  and  S’ 

Whereas,  the  appellant  claims  the  existing  standpipe  svs- 
tem  was  installed  when  the  building  was  erected  in  1905  to 
accordance  with  the  requirements  at  that  time  fed  from  a 
ank  of  1,500  gallons  used  solely  for  standpipe  purposes 
ocated  in  the  highest  story,  the  bottom  of  which  is  3  ft  6  S’ 
below  the  hose  outlet  of  the  highest  story,  but  the  top  of 
k  is  above  the  outlet ;  under  Cal.  No.  270-25-BZ  affect 
mg  the  premises  in  question,  the  present  garage  occupancy 

sto?ygSdtenoCSdif0n  a"  s,0™s  abovgeet°hCeTurti: 
Cerrrtler,  "To  bC  was°c„“p,ae?e7I„ed 

ESi  from  a  T<LSPrnkler  sys,.enl  covers  the  “‘ire  Prem- 
"es  lea  a°n  a  1, 000-gallon  gravity  tank  and  a  7  500-gallon 

pressure  tank  provided  with  central  office  fire  alarm  con¬ 
nection;  furthermore,  the  appellant  contends  the  buildings 
are  equipped  with  adequate  fire-fighting  appliances  g 

Resolved  that  the  order  of  the  fire  commissioner  and  de¬ 
cision  of  the  commissioner  of  buildings  hp  and  tho,,  v,  u 
are  wnAyiecf  and  the  appeal  be  and  it  hereby  is  granted* on 
condition  that  the  conditions  as  set  forth  by  thf  board  of 

ill  all  refl>«:ts,  and  on  condition  that  the  existing 'standpipe 

thaTTh  SHa  ^  maintamfed  in  Sood  workable  condition  a£d 
that  the  requirements  of  rule  91  of  the  c  ?• 

rules  shall  be  complied  with  in  all  respects  other  than  aV to 

the  elevation  and  capacity  of  the  existing  standpipe  tank 


253-33-A. 

APPELLANT— Randolph  H.  Almiroty,  for  Bleecker  Realty 
^o.,  lnc.,  owner. 

SUB  TECT— -Appeal  from  orders  of  the  (ire  commissioner 

premiI 

appear&SJ?  No-  32)'  *“"• 

For  Appellant:  Randolph  H.  Almiroty 
For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 

Negative™1  ^  Gui,foyle  and  Chief  McElligott 

_ _  Absent:  Commissioner  Connell  .  1 

the  RESOLUTION—  .  1 

(253-33-A) 

(7>U  T>uREAnS'  Ranm1ahT1?-  Almiroty’  for  Bleecker  Realty 

of  the1  fi^’p  Pn  ’  fi  Cd'  Ju  y,  1933’  an  aPPeal  from  orders 
f  the  fire  commissioner  and  decisions  of  the  commissioner  of 

buildings  affecting  premises  54-56  Bleecker  street  ("Block 

L0t  No-  32)  Borough  of  Manhattan,  and  ( 

MaTcHhTSi93tere0addsTS  °f  **  dated 

“Order  No.  2413-F: 

Provide  adequate  heating  apparatus  for  standpipe 
and  t  k  t0  prevent  water  in  same  from  freezing.” ;  P  P 

“Order  No.  2416-F: 

canacitvPrfnVr  dto/  f  "a  ^  r°°f  at  least  3’500  Sallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 

elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  outlet  of  the  highest  story  and  properly  sup¬ 
port  same.  Section  580-1,  Chapter  5,  Code  of  O?- 

pea?sn”eS  3nd  rU  CS  °f  thC  B°ard  °f  Sta°dards  and  Ap- 
and 

read  :HEREAS’  ^  dedsions  of  the  commissioner  of  buildings, 
“May  18,  1933: 

In  accordance  with  your  request  a  reinspection  has 
been  made  of  the  standpipe  system  and  the  present  orders 

as  foltow?amSt  tHe  SyStem'  AS  a  rCSUlt  y°U  are  advised 

Order  No  2416-F.  The  present  house  and  fire  tank 
has  a  capacity  of  2,400  gallons  with  no  fire  reserve. 

?  bott°m,  °f  f?nk  ,IS  9  8"  above  top  floor  hose  valve 
and  as  the  building  is  spnnklered  you  are  advised  that 
an  appeal  may  be  filed  on  this  order  to  request  accept¬ 
ance  of  the  existing  height  and  capacity  of  present  tank 

matkftank  3’000  gaII°nS  a"  aUt°‘ 

,  "0^  No.  2413-F.  Items  1.  2,  3,  5  and  8  should 
be  complied  with.  Items  6,  9  and  10  are  complied 
with.  Item  4  may  be  filed  for  consideration  with  your 
appeal  on  the  tank.  In  reference  to  Item  7  the  static 
pressure  on  cellar  outlet  is  52  lbs.  If  the  height  of 
and  PrCSent  tan^  1S  accepted  this  item  will  be  rescinded.” ; 

“July  10,  1933: 

In  reply  to  your  inquiry  of  even  date  with  respect 

F  94i^pnS1°n  °f  tin]e.in  connection  with  Orders  2416- 
,  V  '  '  '  ^°.u  are  advised  that  these  items  cover  man¬ 
datory  provisions  of  the  code  and.  therefore,  no  modi- 
fi  cation  or  extension  mav  be  granted  ”  • 
and  '  '  ’ 

Lhe  build,ing  is  fireproof,  eight  stories  in  height 
4  'f  in-  by  116  fh  1H  in.  in  area;  OCCUPIED-  1st 

story,  stores.  17  persons;  upper  stories,  manufacturing  not 
m°re  than  26  persons  per  story;  and  S’ 

7  +ifREASl  the-  ap,pe,lant,  ^ims,  as  to  Order  No.  2413-F 
nat  the  water  in  the  tank  has  not  frozen  during  the  past 
thirty  years;  as  to  Order  No.  2416-F,  that  thS  existing 

inani897Pe;nyfem  A™  ,nstal'ed  ,whcn  the  building  was  erected 
•  J89'  in,  accordance  with  the  rules  and  regulations  then 

m  force,  fed  from  a  2,400-gallon  house  supply  tank  the 
bottom  of  which  is  9  ft.  8  in.  above  the  hose  outlet  of  the 

im  ted  to  toe  t  the..h°use  wat.er  suPPly  from  the  tank  is 
limited  to  the  two  highest  stories ;  all  other  stories  are  sun- 

plied  from  the  street  water  main;  furthermore,  the  appeL 

matic  tankS6fiir°  ^  3  C°Md  with  an  auto¬ 

matic  tank  filling  pump  in  cellar  and  provide  2.000  eallons 

reserve  for  standpipe  lines  by  rearranging  the  house& water 
supply  p,pr  connection  with  the  tank;  the  building  is  entirelv 
covered  with  a  sprinkler  system.  .  y 
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Resolved,  that  the  orders  of  the  fire  commissioner  and  the 
decisions  of  the  commissioner  of  buildings  be  and  they  hereby 
are  modified  and  the  appeal  be  and  it  hereby  is  granted,  as; 
to  Order  No.  2413-F,  on  condition  that  the  filling  pump 
shall  be  made  automatic  and  that  the  high-low  alarm  shall 
be  furnished  and  maintained  in  accordance  with  the  require¬ 
ments  of  the  standpipe-fireline  rules,  and  granted,  as  to 
Order  No.  2416-F,  to  permit  the  existing  tank  on  the  roof  to 
remain  in  its  present  location  and  of  its  present  capacity, 
on  condition  that  the  tank  shall  be  for  standpipe  and  house 
service  and  that  there  shall  be  at  all  times  not  less  than 
2.000  gallons  of  water  available  for  standpipe  service  only; 
that  the  hose  nozzles  in  the  highest  story  shall  be  changed 
to  y2  inch ;  that  the  requirements  of  rule  91  of  the  standpipe- 
fireline  rules  shall  be  complied  with  in  all  respects  other 
than  as  modified  herein. 


204-33-A. 

APPELLANT— John  J.  Dunnigan,  for  Bronx  Natatorium 
&  Beach  Corp.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis- 


olUllvl  »  ^  « 

PREMISES  AFFECTED — Northeast  corner  of  East  177th 
street  and  Long  street  (Block  No.  5519,  Lot  Nos. 
157,  159,  160,  162,  18,  9,  190  and  191),  The  Bronx. 


APPEARANCES—  ^  __ 

For  Appellant:  Joseph  A.  Farrell  and  W.  H. 

Dusenbury. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . . . .  ® 

Absent :  Commissioner  Connell .  1 


THE  RESOLUTION— 

(264-33-A) 


Whereas  John  T.  Dunnigan,  for  Bronx  Natatorium  & 
Beach  Corp..  owner,  filed,  July  31,  1933,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  north¬ 
east  corner  of  East  177th  street  and  Long  street  (Block  No. 
5519,  Lot  Nos.  157,  159,  160,  162,  18,  9,  190  and  191),  Bor¬ 
ough  of  The  Bronx:  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
12,  1933  (Order  No.  114-LC),  reads: 

“With  reference  to  your  application  dated  June  9th, 
1933,  for  a  permit  to  store  liquefied  chlorine  at  above 
location,  I  regret  to  inform  you  that  I  am  without  power 
to  grant  such  a  permit  for  the  reason : 

“Section  214-2,  Sub-division  4-F,  Chapter  10,  Code 
of  Ordinances,  prohibits  the  storage  of  liquefied  chlorine 
in  a  place  of  public  amusement  or  assembly. 

“It  will  therefore  be  necessary  for  you  to :  Discon¬ 
tinue  the  storage  or  use  of  liquefied  chlorine  on  these 
premises.  Sec.  214-4-A  and  See.  214-4-A,  Sub-division 
4-F.” ; 

and 

Whereas,  the  premises  consist  of  a  large  plot  of  ground 
bordering  Long  Island  Sound,  upon  which  is  erected  a  two- 
story  concrete  building,  195  ft.  by  91  ft.  in  area ;  OCCU- 
PIF'D  as  a  bath  house :  a  concrete  swimming  pool,  93  ft.  by 
200  ft.,  at  the  east  side,  35  ft.  away ;  located  within  an  unre¬ 
stricted  district;  and  .  . 

Whereas,  the  appellant  claims  that  the  chlorine  mixing  is 
done  on  the  first  story  in  the  pump  room;  there  are  two 
liquefied  chlorine  cylinders  of  100  pounds  each  immersed  in 
water  and  a  chlorinator  installed,  properly  connected  with 
piping  through  which  chlorine  is  used  to  sterilize  the  water 
supplying  the  swimming  pool ;  Certificate  of  Occupancy  No. 
273  of  1932  issued  May  13,  1932,  permits  the  use  as  a  bath 
house,  dwelling  for  one  family  and  a  swimming  pool;  fur¬ 
thermore,  all  precautions  for  safeguarding  the  chlorine  gas 


against  accident  and  suggestions  by  the  fire  commissioners 
will  be  maintained  on  the  premises  at  all  times. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  not  be  stored  at  any 
time  more  than  two  100-pound  cylinders  of  chlorine;  that 
they  shall  be  kept  fully  submerged  at  all  times  in  water 
and  confined  in  the  room  on  the  first  floor  of  the  two-story 
fireproof  building  as  indicated  on  the  plan  filed  with  this 
appeal ;  that  there  shall  be  installed  and  maintained  over  each 
cylinder  a  sprinkler  or  shower  head  with  continuously  run¬ 
ning  water  fed  from  the  house  supply ;  that  the  mixing  valve 
shall  be  of  an  approved  make  and  that  the  plant  shall  be 
under  the  supervision  of  a  person  holding  a  certificate  of  fit¬ 
ness  ;  that  the  walls  surrounding  this  equipment  shall  have 
no  openings  therein  to  any  other  part  of  the  building;  that 
access  to  this  room  shall  be  from  the  exterior  only  and  that 
in  the  exterior  door  there  shall  be  a  louvre  installed  at  the 
bottom  to  provide  ventilation. 


281-33- A 

APPELLANT — W.  F.  Steffens,  for  New  York  Central 
Railroad  Co.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED — 67-89  East  45th  street  and  230 
Park  avenue  (Block  No.  1300,  Lot  No.  1),  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  W.  F.  Steffens. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(281-33-A) 


Whereas,  W.  F.  Steffens,  for  New  York  Central  Rail¬ 
road  Co.,  owner,  filed,  August  25,  1933,  an  appeal  from  an 
order  of  the  commissioner  of  buildings,  affecting  premises 
67-89  East  45th  street  and  230  Park  avenue  (Block  No. 
1300,  Lot  No.  1),  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  commissioner  of  buildings, 
dated  August  9,  1933  (Order  No.  5709-F),  reads: 

“Provide  approved  pressure  reducing  valves  for  all 
standpipe  hose  outlets  from  27th  to  22nd  story  and  from 
6th  story  to  1st  story,  to  reduce  the  pressure  to  not  more 
than  50  persons  per  square  inch. 

“Paint  the  words  ‘FIRE  HOSE’  on  panels  of  all  fire 
hose  cabinets.  Red  letters  at  least  2J4  inches  in  height. 

“Sec.  580-1,  Ch.  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  fireproof,  thirty-four  stories 
(566  ft.  6  in.)  in  height,  344  ft.  4  in.  by  200  ft.  8J4  in.  in 
area  at  main  building  and  123  ft.  by  143  ft.  6%  in.  in  area 
at  tower;  OCCUPIED:  stores,  showrooms  and  offices,  3,279 
persons  in  entire  building;  and 
Whereas,  the  appellant  claims  the  floors  are  subdivided 
into  small  areas,  used  exclusively  as  an  office  building;  the 
existing  standpipe  system  was  installed  in  accordance  with 
all  requirements  of  the  bureau  of  buildings ;  Certificate  of 
Occupancy  No.  15655  was  issued  in  1929;  the  building  is 
also  equipped  with  a  complete  fire  alarm  system,  constantly 
patrolled  by  an  organized  fire  brigade  under  a  competent 
chief ;  assistants  are  on  duty  at  all  times ;  only  these  trained 
members  are  permitted  to  use  the  hose  and  manipulate  the 
valves ;  by  partially  opening  the  valves  at  hose  outlets  the 
same  control  of  flow  can  be  secured  through  the  existing 
equipment  as  through  the  devices  alleged  to  be  pressure 
reducers  but  which  merely  restrict  the  area  of  the  opening 
through  which  water  can  pass ;  the  control  of  this  detail  will 
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at  all  times  be  under  the  orders  of  the  fire  chief;  further¬ 
more,  the  appellant  contends  that  a  building  of  this  type  of 
construction  and  occupancy  and  the  strict  supervision  de¬ 
manded  of  its  employees,  the  fire-fighting  equipment  is  en¬ 
tirely  adequate ;  under  the  facts  and  circumstances  outlined, 
the  appellant  requests  to  be  relieved  of  complying  with 
Order  No.  5709-F. 

Resolved ,  that  the  order  of  the  commissioner  of  buildings 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Order  No.  5709-F,  on  condition  that  the 
pressure  reducing  valves  shall  be  installed  and  maintained  in 
accordance  with  the  plans  approved  by  the  Fire  Prevention 
Bureau,  under  date  of  February  28,  1928,  under  Plan  No. 
1468-1927,  complying  with  the  standpipe-fireline  rules  as  in 
effect  as  of  that  date;  granted  as  to  requiring  the  painting 
of  letters  on  fire  hose  cabinets  in  as  much  as  lettering  is  not 
required  on  hose  cabinets  except  in  theatres. 


288-33-A. 

APPELLANT — Carl  A.  Sturken  and  Robert  Ringel,  for 
Arbuckle  Brothers,  owners. 

SUBJECT — Appeal  from  an  order  of  the  commissioner  of 
buildings. 

PREMISES  AFFECTED— 20-40  Jay  street  (Block  No. 

19,  Lot  No.  1),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Carl  A.  Sturken  and  Robert  Ringel. 
For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  . .  0 

Absent:  Commissioner  Connell .  l 

THE  RESOLUTION— 

(288-33-A) 


Whereas,  Carl  A.  Sturken  and  Robert  Ringel,  for  Ar¬ 
buckle  Brothers,  owners,  filed,  September  7,  1933,  an  appeal 
from  an  order  of  the  commissioner  of  buildings,  affecting 
premises  20-40  Jay  street  (Block  No.  19,  Lot  No.  1),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  order  of  the  commissioner  of  buildings, 
dated  August  18,  1933  (re  Order  No.  0166-LF),  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinkler  system  in  the  cellar.  Sec.  20,  Chap.  12, 
Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  and  pent 
house  in  height,  206  ft.  6  in.  by  200  ft.  in  area ;  OCCUPIED : 
cellar,  storage,  no  occupancy;  1st  story,  shipping,  40  per¬ 
sons;  2nd  story,  storage,  54  persons;  3rd  story,  packing,  80 
persons;  4th  to  10th  stories,  storage,  no  occupancy;  pent 
house,  offices,  40  persons ;  and 

Whereas,  the  appellant  claims  the  building  is  of  heavy 
reinforced  concrete  construction:  erected  in  1912  for  ware¬ 
house  purposes ;  the  cellar  is  used  for  the  storage  of  hydrated 
lime,_  soda  ash,  soft  sugars  in  bags  and  barrels,  box-shooks, 
flooring  and  some  clothes  lockers;  over  a  period  of  twenty- 
one  years  the  building  has  been  subjected  to  continuous  in¬ 
spection  without  complaint;  the  order  is  not  based  upon  a 
mandatory  law  but  was  issued  under  the  discretionary  power 
of  the  fire  commissioner;  there  is  no  heating  plant  nor  open 
flame  of  any  kind  in  the  cellar;  the  building  is  equipped 
with  a  standpipe  system,  an  interior  fire  alarm  system  with 
central  office  connections,  twenty-four-hour  watchman’s  serv¬ 
ice  is  maintained  at  all  times,  fire  barrels  and  pails  are  dis¬ 
tributed  throughout  the  premises,  there  are  sixteen  fire 
hydrants  in  the  street  near  by,  there  are  two  interior  fire¬ 
proof  enclosed  stairways  from  first  story  to  roof  and  two 
open  iron  spiral  stairways  leading  to  cellar,  windows  open 
from  cellar  to  three  street  fronts,  access  to  the  building 
may  be  had  from  four  street  fronts;  due  to  the  special 
framing  and  heavy  construction  supporting  the  train  sidings 


on  first  story,  the  cellar  ceiling  is  divided  into  pockets  which 
presents  a  series  of  drop  curtain  walls  coming  within  6  ft. 
of  the  cellar  floor  in  many  places ;  to  comply  with  the  order 
under  such  conditions  would  impose  an  unwarranted  hard¬ 
ship  upon  the  industry;  however,  the  appellant  proposes  to 
extend  the  two  interior  fireproof  stairways  (one  on  each 
side  of  the  building)  down  to  the  cellar,  enclosed  in  fire¬ 
proof  materials,  with  automatic  fire  doors  at  openings  and 
also,  remove  all  clothes  lockers  from  the  cellar;  further¬ 
more,  the  appellant  contends  that  the  materials  in  the  cellar 
are  stored  in  a  neat  manner  with  view  to  safety  and  the 
elimination  of  all  fire  hazards. 

Resolved,  that  the  order  of  the  commissioner  of  buildings 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Order  No.  0166-LF,  on  condition  that  the 
two  spiral  stair  cases  from  the  first  floor  to  the  basement 
s  lall  be  completely  removed  and  the  openings  through  the 
floor  filled  with  reinforced  concrete  slabs;  that  there  shall 
be  constructed  from  the  first  floor  to  the  basement  on  both 
t  ie  .Plymouth  street  side  and  the  John  street  side,  adjacent 
to  exterior  walls,  fireproof  stairways  enclosed  in  fireproof 
material  from  the  first  floor  to  the  basement;  that  at  least 
°ne  sta,rways  shall  be  enterable  from  the  exterior  of 

the  building  as  well  as  from  the  interior;  that  there  shall  be 
installed  in  the  main  (first)  floor  openings  for  fire-fighting 
purposes  at  least  12  in.  in  diameter  and  fitted  with  adequate 
removable  steel  covers ;  that  there  shall  be  a  total  of  at  least 
1  teen  of  such  openings  installed,  properly  spaced  so  as  to 
cover  the  entire  area  of  the  first  floor ;  that  there  shall  not 
be  stored  or  maintained  in  the  cellar  clothes  lockers,  box- 
shooks  and  otner  readily  inflammable  material ;  that  no  flame 
of  any  kind  shall  be  permitted  in  the  cellar,  and  that  the 
hre-hghting  equipment  shall  be  maintained  in  accordance 
with  the  rules. 


ZW-i53-A. 


APPELLANT — Croker  Fire  Prevention  Corp.,  for  Estate 
°*  George  B.  Wilson,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
commissioner  of  buildings. 

PREMISES  AFFECTED— 3270-1280  Broadway  and  60-66 
West  33rd  street  (Block  No.  834,  Lot  No.  80) 
Manhattan. 

APPEARANCES— 

For  Appellant:  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

THE1  VOTe'  B0ARD~Appeal  gra»ted  on  condition. 

Affirmative .  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 
Negative  .  Q 

Absent:  Commissioner  Connell...  i 

THE  RESOLUTION—  . 

(290-33-A) 

vv  hereas  Croker  Fire  Prevention  Corp.,  for  Estate  of 
George  B.  V  flson,  owner,  filed,  September  8,  1933,  an 
appeal  from  an  order  and  a  decision  of  the  commissioner  of 
buildings,  affecting  premises  1270-1280  Broadway  and  60-66 

Manhattan  (and*  ^  ^  ^  L° *  Na  80>‘  * 

Whereas,  the  order  of  the  commissioner  of  buildings, 
dated  October  1,  1933  (re  Order  No.  97670-F),  reads: 

A  Replace  \y2"  hose  at  all  standpipe’ outlets  with 
aPProved  2H>  hose  in  lengths  of  50'  and  25'. 
i  ec.  580-1,  Ch.  5,  Code  of  Ordinances  and  rules  of 
the  Board  of  Standards  and  Appeals”- 
and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  September  8,  1933,  reads : 

.  “Tn  rePjy  to  your  request  for  rescindment  and  re- 
lssuance  of  Order  No.  97670-F  affecting  the  above  nrem- 

and  ISCS  y°U  arC  a^v'sc<*  ^at  your  recluest  must  be  denied.” ; 
Whereas,  the  building  is  fireproof,  twelve  stories  in 
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height,  118  ft.  4  in.  by  97  ft.  7^4  in.  in  area ;  OCCUPIED . 
1st  story,  stores ;  upper  stories,  offices  and  showrooms ;  and 

Whereas,  the  appellant  claims  the  existing  standpipe  sys¬ 
tem  was  installed  when  the  building  was  erected  in  1908  and 
conforms  with  all  requirements  of  the  standpipe  rules  except 
the  hose  at  all  outlets  are  1J4  inches  in  diameter,  the  existing 
hose  has  given  entire  satisfaction  during  the  past  twenty-five 
years ;  furthermore,  the  appellant  contends  that  the  present 
lj4-inch  hose  is  more  adaptable  for  use  by  the  occupants 
of  the  building  than  the  larger  size  required  under  the  order. 

Resolved,  that  the  order  and  decision  of  the  commissioner 
of  buildings  be  and  they  hereby  are  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  as  to  Order  No.  97670-F, 
on  condition  that  all  hose  requiring  immediate  replacement 
shall  be  replaced  with  2j4-inch  hose  and  that  all  hose  in  the 
building  shall  be  replaced  with  2^4-inch  hose  within  two 
vears  from  the  date  of  this  resolution ;  that  all  hose  so 
replaced,  including  nozzles,  hose  racks,  etc.,  shall  comply 
with  the  standpipe-fireline  rules,  and  that  rule  91  of  the 
standpipe- fireline  rules  shall  be  complied  with  in  all  other 
respects. 


APPELLANT— Croker  Fire  Prevention  Corp.,  for  Murand 
Ice  Co.,  owner. 

SUBJECT— Application  for  reopening— restoration  to  Cal¬ 
endar  (re  decision  of  the  commissioner  of  build¬ 
ings),  (application  previously  withdrawn,  re  Appeal 
from  an  order  and  a  decision  of  the  fire  commis- 


PREMISES  AFFECTED — Northeast  corner  of  Beach  42nd 
street  and  Rockaway  Beach  boulevard  (Block  No. 

6,  Lot  No.  4),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Meyer  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  Cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . ® 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  GRANT—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  . ® 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(212-33- A.) 

Whereas,  Croker  Fire  Prevention  Corp.,  for  Murand  Ice 
Co.,  owner,  filed,  June  8,  1933,  an  appeal  from  an  order  of 
the  fire  commissioner  and  a  decision  of  the  commissioner  of 
buildings,  affecting  premises  northeast  corner  of  Beach  42nd 
street  and  Rockaway  Beach  boulevard  (Block  No.  6,  Lot 
No.  4),  Rockaway  Beach,  Borough  of  Queens;  and 

Whereas  the  order  of  the  fire  commissioner,  dated  March 
8  1933  (re' Order  No.  57922-LC),  reads:  _ 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  for  storage  of  fuel  oil,  shows  that 
the  following  must  be  done1  before  the  permit  requested 

by  you  can  be  issued : 

FORTHWITH 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  for 
operating  Diesel  engine  until  such  time  as  plans  have 
been  filed  with  and  approved  by  the  Fire  Commissioner 
and  the  fuel  oil  storage  system  and  piping  to  Diesel 
engine  is  installed  in  accordance  with  such  plans,  oec. 
110,  Chap.  10.  Code  of  Ordinances”; 

^Whereas  the  decision  of  the  commissioner  of  buildings, 
rendered  December  7.  1933,  rendered  in  acting  on  Plan  No. 
Alt.  8290-33,  reads: 


“1.  The  installation  of  fuel  oil  tanks  as  shown  on 
plan  does  not  conform  with  the  rules  of  the  Board  of 
Standards  and  Appeals.” ; 

and 

Whereas,  the  premises  consist  of  a  corner  lot,  101.60  ft. 
by  214.90  ft.,  upon  which  is  erected  a  one-story  frame  build¬ 
ing  about  86.55  ft.  by  141.13  ft.  in  area;  OCCUPIED  for 
the  manufacture  of  ice,  six  persons ;  located  within  an  unre¬ 
stricted  district ;  and 

Whereas,  the  appellant  claims  the  building  was  erected 
in  1900;  the  fuel  oil  is  stored  in  two  outside  exposed  steel 
tanks  of  1,500  gallons  each,  located  approximately  50  ft. 
from  the  building  and  about  14.28  ft.  from  the  northerly  lot 
line;  the  adjoining  premises  at  north  is  under  the  same 
ownership ;  there  is  no  other  building  within  50  ft.  of  the 
tanks ;  furthermore,  the  appellant  contends  that  the  installa¬ 
tion  has  been  in  use  for  a  number  of  years  past  and  permits 
have  been  regularly  issued  by  the  fire  commissioner  to 
operate;  and 

Whereas,  this  appeal  was  withdrawn  October  31,  1933, 
and  restored  to  Calendar  December  15,  1933. 

Resolved,  that  the  order  of  the  fire  commissioner  (No. 
57922-LC)  and  the  decision  of  the  commissioner  of  build¬ 
ings  (in  connection  with  Alteration  No.  8290-33)  be  and 
they  hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  permitting  the  existing  fuel  oil  tanks  for  storage 
of  oil  for  Diesel  engine1  to  remain  in  their  present  location, 
as  indicated  on  plan  filed  with  this  appeal,  marked  “Received 
December  7,  1933,”  on  condition  that  there  shall  be  con¬ 
structed  a  reinforced  concrete  dike  wall,  not  less  than  ap¬ 
proximately  8  ft.  in  height,  completely  surrounding  the  tank 
installation;  that  such  dike  shall  have  a  suitable  foundation 
carried  below  frost  line,  and  that  this  dike  enclosure  shall 
have  a  total  capacity  of  at  least  35,000  gallons. 


987-28-A. 

APPELLANT — Eagle  Pencil  Co.,  owner. 

SUBJECT — Application  for  reopening — amendment — re  Ap¬ 
peal  from  an  order  of  the  fire  commissioner  (granted 
May  7,  1929). 

PREMISES  AFFECTED— 734-740  East  14th  street  and 
733-739  East  13th  street  (Block  No.  383,  Lot  No. 
27),  Manhattan. 

APPEARANCES— 

For  Appellant :  Mark  W.  Peters,  Roy  Mitchell  and 
B.  W.  Hanle. 

For  Administration :  Inspector  Meyer  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  VOTE  TO  AMEND  RESOLUTION—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

TH  E  RESOLUTION — 

*  (987-28-A) 

Whereas,  this  appeal,  affecting  premises  734-740  East 
14th  street  and  733-739  East  13th  street  (Block  No.  383, 
Lot  No.  27),  Borough  of  Manhattan,  was  granted  by  the 
board  May  7,  1929,  on  certain  conditions,  and  owner  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  resolution  of  the  board  adopted  on  May 
7,  1929,  be  and  it  hereby  is  amended,  so  that  as  amended  it 
will  read:  “ granted  on  condition  that  an  approved  vault 
shall  be  located  on  the  top  or  seventh  story  of  the  prem¬ 
ises  ;  that  the  nitro-cellulose  storage  and  operation  shall  be 
maintained  in  accordance  with  the  nitro-cellulose  rules  and 
ordinances;  that  the  vault  shall  conform  with  the  rules  for 
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nitrocellulose  storage  in  all  respects,  with  not  less  than 
twelve  sprinkler  heads,  ventilated  to  the  open  air  by  means 
of  an  approved  window ;  that  the  space  in  which  this  nitro¬ 
cellulose  shall  be  handled  shall  be  confined  to  an  area  of 
not  over  6,000  sq.  ft.  on  the  seventh  floor  of  this  building, 
not  more  than  34  ft.  removed  from  the  14th  street  wall,  and 
a  similar  area,  on  the  sixth  floor,  of  not  over  6,000  sq.  ft.; 
that  there  shall  be  a  dumbwaiter  connecting  these  two  areas 
for  the  handling  of  stock ;  that  these  areas  on  both  floors 
shall  be  separated  from  the  rest  of  the  building  by  means 
of  a  brick  wall,  with  not  over  two  openings  leading  to  other 
parts  of  the  building,  these  openings  to  be  protected  with 
Underwriters  automatic  swinging  or  sliding  doors;  there 
shall  be  constructed  on  both  these  floors  an  additional  cor¬ 
ridor  constructed  of  not  less  than  3  in.  of  hollow  tile  blocks 
properly  keyed  to  existing  masonry  and  with  all  doors 
thereto  fireproof  and  self-closing  so  as  to  provide  a  second 
means  of  exit  from  both  the  northerly  and  southerly  por¬ 
tions  of  the  building  to  the  centrally  located  stairway;  that 
the  storage  of  nitro-eellulose  material  in  the  above  spaces  on 
the  sixth  and  seventh  floors  shall  not  exceed  a  capacity  of 
10,000  pounds,  of  which  not  more  than  half,  or  5,000  pounds, 
shall  be  in,  work  at  any  one  time.” 


PETITIONS  FOR  VARIATIONS. 

213-33-S. 

PETITIONER — Ansonia  Fire  Prevention  Engineering  Co., 
Inc.,  for  Shenk  Realty  &  Construction  Co.,  owner. 
SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  orders  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  commissioner  of  buildings. 

PREMISES  AFFECTED — 404-412  Fourth  avenue  (Block 
No.  858,  Lot  No.  36),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

THE1  VOTE  — P^P011  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Holland  and  Guilfovle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell .  i 

THE  RESOLUTION— 

(213-33-S) 

Whereas,  Ansonia  Fire  Prevention  Engineering  Co.,  Inc., 
for  Shenk  Realty  &  Construction  Co.,  owner,  filed,  June  8, 
1633,  a  petition  for  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  orders  of  the  fire  commissioner  and  a 
decision  from  the  commissioner  of  buildings,  affecting  prem¬ 
ises  404-412  Fourth  avenue  (Block  No.  858,  Lot  No  36) 
Borough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
March  20,  1933,  read : 

“Order  No.  2054-LD : 

2.  Arrange  doors  from  factories  to  corridors  to  open 
outwardly.  Sec.  270  of  the  Labor  Law. 

“4.  Remove  ,  all  partitions  not  built  of  incombustible 
material,  as  per  sections  270  and  263  of  the  Labor 
Law.  ; 

and  0 

“Order  No.  2055-LD : 

“1.  Enclose  with  partitions  of  fireproof  material  the 
accommodation  stairway  from  cellar  to  first  story  in 
store  at  north  side  of  building.  Sec.  270  of  the  Labor 
Law. 

‘2.  Protect  the  exposed  stair  soffits  of  interior  stairs 
m  (dlar  at  northeast  side  of  building  with  fireproof 
material.  Sec.  270  of  the  Labor  Law  ”  • 
and 

“Order  No.  2056-LD : 

1.  Remove  all  articles  or  wares  from  the  stairway 
enclosure  or  from  the  landings,  platforms  or  passage¬ 
ways  connected  therewith  including  cigar  stand  and 


phone  booths  in  entrance  hall  on  first  story  leading  to 
interior  stairs  at  east  side  of  building  and  wood  express 
office  from  freight  hall  on  first  story  at  southwest  corner 
of  building  as  per  rule  30  of  the  Board  of  Standards  and 
Appeals.  NOTE:  The  above  order  shall  not  prohibit 
■the  erection  and  maintenance  of  a  stand  to  be  built  of 
incombustible  material  and  wired  glass  or  one-quarter- 
inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages 
or  daily  newspapers  in  the  public  hall  or  corridor  on  the 
1st  story  provided  there  is  no  open  flame.  All  portions 
of  the  stand  and  any  portion  of  any  permitted  accessory 
use  to  the  same  shall  be  set  back  at  least  18"  from  the 
outside  line  of  travel  of  the  required  legal  width  of 
exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2  Ei-gallon  chemical  fire  extinguisher.”- 

and 

Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  May  3  8,  1933,  reads: 

“This  will  reply  to  your  letter  of  May  8th  relative  to 
orders  numbered  2054-LD,  2055-LD  and  2056-LD,  af¬ 
fecting  the  above  premises  in  which  you  state  you  have 
been  retained  by  the  owners  to  petition  the  Board  of 
Standards  and  Appeals  from  the  requirements  of  these 
oiders,  but  cannot  do  so  due  to  the  fact  that  more  than 
thirty  days  have  elapsed  since  the  date  of  issuance  of 
the  orders  and  request  that  the  orders  be  rescinded  and 
reissued  so  that  the  petition  may  be  properly  brought 
before  the  above  board. 

“Please  be  advised  your  request  must  be  denied.”; 
and 

Whereas,  the  building  is  fireproof,  sixteen  stories  and 
mezzanine  in  height,  94  ft.  yA  in.  by  78  ft.  in  area;  OCCU¬ 
PIED  for  stores,  showrooms,  offices  and  light  manufactur¬ 
ing,  not  more  than  thirty-five  persons  per  story;  EQUIP- 
a  ,sPr'!}^er  system  and  a  standpipe  system; 
EXITS:  two  interior  steel  stairways,  extending  from  the 
first  story  to  roof,  enclosed  in  brick  and  6-inch  terra  cotta 
block  partitions,  with  fireproof  doors  at  openings ;  ROOFS 
of  adjoining  buildings:  twelve  stories  lower  at  north  and 
west ;  and 

.  ^  hereas,  the  petitioner  claims  the  building  was  erected 
in  3  915;  certificate  of  occupancy  issued  in  1917  for  light 
manufacturing;  as  to  Order  No.  2054-LD,  Item  2,  in  most 
of  the  offices  where  factory  work  is  done  there  are  less 
than  five  persons  employed,  where  more  than  five  persons 
are  employed  the  manufacturing  is  of  a  minor  nature,  if  the 
doors  were  made  to  swing  out  they  would  interfere  with 
the  passageways;  as  to  Item  4,  the  combustible  partitions 
referred  to  are  for  temporary  use,  belonging  to  the  tenants, 
constructed  of  wood,  glass  or  sheet  rock  of  various  heights 
as  shown  on  plans,  of  first  story,  tenth  to  fourteenth  stories, 
inclusive,  request  is  made  to  permit  such  partitions  to  re¬ 
main  with  the  understanding  that  no  such  additional  parti¬ 
tions  will  be  erected;  as  to  Order  No.  2055-LD,  Items  1 
and  2,  the  open  accommodation  stairway  is  used  exclusively 
by  the  occupants  of  the  store  on  first  storv  in  connection 
with  a  storage  room  in  the  cellar,  a  sprinkler  head  is  pro- 
'  ided  under  the  soffit  and  one  over  the  stairway;  no  factory 
work  is  done  in  the  store  nor  in  the  storage  room  in  cellar  • 
the  interior  stairway  leading  from  cellar  to  first  story  has 
an  intermediate  landing  which  crosses  over  a  masonry  wall 
so  that  the  soffit  comes  within  an  enclosed  storage  room 
where  the  soffit  is  also  protected  by  a  sprinkler  head ;  as  to 
Order  No  2056-LD,  the  cigar  stand  and  two  telephone 
booths  set  back  34^  in.  from  line  of  travel  and  could  not 
interfere  with  egress  from  the  interior  stairway ;  thev  are 
located  ,n  the  northerly  recess  of  Fourth  avenue  entrance 
vestibule  which  is  protected  by  sprinkler  heads;  the  small 
express  office  is  also  located  in  a  recess  of  freight  hall 
leading  to  28th  street,  entirely  out  of  the  line  of  travel,  and 
protected  with  a  sprinkler  head  inside  and  one  outside  of  the 
office  door :  furthermore,  that  the  building  is  equipped  with 
a  central  office  supervisory  fire  alarm. 
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Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  revers¬ 
ing  the  orders  ot  the  fire  commissioner  (Order  No.  2054- 
LD,  Item  2,  and  Order  No.  2055-LD,  Items  1  and  2)  in 
view  of  the  conditions  covered  by  the  orders  having  been 
approved  by  the  superintendent  of  buildings  on  New  Building 
Application  No.  418-15  and  Certificate  of  Occupancy  No. 
308-17,  on  condition  that,  as  to  Item  4  of  Order  No.  2054- 
LD,  no  wood  partitions  shall  be  installed  except  in  non¬ 
manufacturing  areas,  unless  partitions  conform  with  rules 
270  and  263  of  the  labor  law,  and  that  the  order  of  the  fire 
commissioner  (Order  No.  2056-LD,  Item  1)  be  affirmed  and 
the  petition  as  to  this  order  be  denied. 


275-33-S. 

PETITIONER — William  H.  Whiting  &  Co.,  for  William 
H.  Lane,  owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  an  order  and  a  decision  of  the  commissioner 
of  buildings. 

I  PREMISES  AFFECTED— 126  Chambers  street  (Block 
No.  136,  Lot  No.  19),  Manhattan. 
APPEARANCES— 

For  Petitioner:  F.  W.  Trebbe. 

For  Administration:  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  1 

THE  RESOLUTION— 

(275-33-S) 

Whereas,  William  H.  Whiting  &  Co.,  for  William  H. 
Lane,  owner,  filed,  August  17,  1933,  a  petition  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law  as  cited  in  an 
order  and  a  decision  of  the  commissioner  of  buildings,  affect¬ 
ing  premises  126  Chambers  street  (Block  No.  136,  Lot  No. 
19),  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  commissioner  of  buildings, 
dated  November  7,  1932  (re  Order  No.  4888),  reads: 

“In  that  of  occupying  building  contrary  to  C.  O. 
15583.  The  C.  O.  required  the  two  upper  floors  to  be 
vacant  and  they  are  occupied  for  storage  and  light 
manufacturing. 

“You  are  hereby  directed  to  discontinue  the  said  use 
of  the  above  described  building  until  a  Certificate  of 
Occupancy  has  been  issued  by  the  Superintendent  of 
Buildings.” ; 

and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  August  1,  1933,  reads : 

“Replying  to  your  letter  of  July  25th,  you  are  advised 
that  before  a  new  certificate  of  occupancy  can  be  issued 
by  this  department,  it  will  be  necessary  to  enclose  the 
interior  stairs  in  fire  retarding  material.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stones  (62 
ft.)  in  height,  25  ft.  by  75  ft.  in  area  at  first  story  and  25 
ft.  by  63  ft.  in  area  above;  OCCUPIED:  cellar,  kitchen, 
5  persons ;  1st  story,  restaurant,  75  persons ;  2nd  story,  office 
and  garage,  12  persons;  3rd  story,  office  and  storage,  .  10 
persons ;  4th  story,  storage,  no  occupancy ;  5th  story,  cutting 
and  assembling  leather  machine  belts,  2  persons;  EXITS: 
an  interior  wooden  stairway,  extending  from  the  first  story 
to  top  story ;  an  iron  ladder  to  roof  scuttle,  enclosed  in  wood 
(board)  partitions,  with  wooden  doors  at  openings;  a  fire 
escape  on  the  front  of  the  building,  having  non-fireproof 
openings  along  the  course  thereof,  extending  from  the  second 
story  to  the  top  story,  with  drop  ladder  in  guides  to  side¬ 
walk ;  ROOFS  of  adjoining  buildings:  8  ft.  higher  at  east; 
28  ft.  lower  at  west;  and 


Whereas,  the  petitioner  claims  the  building  was  erected 
prior  to  1913;  due  to  Alt.  No.  751  of  1929  a  certificate  of 
occupancy  was  issued  permitting  a  restaurant  and  office 
below  the  fourth  story,  the  two  highest  stories  to  remain 
vacant ;  the  order  was  issued  on  account  of  using  the  fourth 
story  for  storage  and  fifth  story  for  factory  work ;  the  ex¬ 
pense  of  enclosing  interior  stairs  with  fire-retarding  mate¬ 
rials  would  constitute  a  serious  hardship  upon  the  owner 
who  finds  it  difficult  to  meet  the  carrying  charges  out  of  the 
present  income ;  it  is  proposed  to  reduce  the  permitted  occu¬ 
pancy  of  twenty-two  persons  on  second  and  third  stories  to 
five  persons  on  each  story  in  lieu  of  the  occupancy  of  the 
two  upper  stories ;  furthermore,  the  petitioner  contends  that 
the  occupancy  is  non-hazardous. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Order  No.  4888,  permitting  an  occupancy  above  the  ground 
floor  of  not  over  five  (5)  persons  per  story,  with  not  over 
two  of  the  five  per  story  engaged  at  factory  work,  on  con¬ 
dition  that  the  present  wood  partition  around  the  stairway 
shall  be  covered  on  both  sides  with  at  least  26  gauge  metal 
from  top  to  bottom,  in  accordance  with  rule  506  of  the  indus¬ 
trial  code;  that  an  iron  ladder  shall  be  maintained  from  the 
top  floor  enclosure  to  a  scuttle  in  the  roof,  and  that  the  exist¬ 
ing  fire  escape  on  the  front  of  the  building,  with  drop  ladder 
to  the  street,  shall  be  maintained  in  safe  condition. 


342-33-S. 

PETITIONER — Nathan  Langer,  for  Antonia  Manfredi, 
owner. 

SUBJECT — Petition  for  a  variation  of  the  labor  law  as 
cited  in  a  decision  of  the  health  commissioner. 
PREMISES  AFFECTED — 2048  First  avenue  (Block  No. 

1699,  Lot  No.  46),  Manhattan. 
APPEARANCES— 

For  Petitioner:  Nathan  Langer. 

For  Administration :  None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 


Negative  .  0 

Absent:  Commissioner  Connell .  1 

THE  RESOLUTION— 

(342-33-S) 


Whereas,  Nathan  Langer.  for  Antonia  Manfredi,  owner, 
filed.  November  13,  1933,  a  petition  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of  the 
health  commissioner,  affecting  premises  2048  First  avenue 
(Block  No.  1699,  Lot  No.  46),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  November  10,  1933,  reads : 

“Reinspection  re  Application  for  Sanitary  Certificate 
denied ;  no  Sanitary  Certificate  for  Cellar  Bakery ;  no 
Exemption  Certificate  for  Cellar  Bakery. 

“I  have  notified  the  persons  responsible  for  the  con¬ 
duct  of  this  establishment  that  a  reinspection  will  be 
made,  and  if  it  is  found  that  the  violations  have  not  been 
removed,  a  summons  will  be  served.  (Art.  12,  Labor 
Law.)” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  68  ft.  in  area ;  OCCUPIED :  cellar,  bakery 
and  storage;  1st  story,  store  and  one  living  apartment;' 
upper  stories,  three  (3)  living  apartments  each  story;  lo¬ 
cated  within  -an  unrestricted  district;  EXITS:  an  interior 
wooden  stairway,  extending  from  the  first  story  to  top 
story;  iron  ladder  to  roof  scuttle,  enclosed  in  non-fireproof 
partitions,  with  wooden  doors  at  openings;  two  (2)  fire 
escapes,  one  on  the  front  and  one  on  the  rear  of  the  building, 
having  non-fireproof  openings  along  the  course  thereof,  ex¬ 
tending  from  the  ground  level  to  the  top  story;  gooseneck 
ladder  to  roof  at  rear;  and 
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Whereas,  the  petitioner  claims  the  baker’s  oven  was  built 
when  the  building  was  erected  in  1898  under  N.  B.  Plan 
No.  92  and  has  been  continually  in  use  as  a  bakery  since  its 
erection;  at  no  time  has  the  bakery  been  abandoned  nor  its 
use  changed  in  any  manner ;  in  1908  the  tenement  house 
commissioner  issued  an  order  to  close  up  openings  in  walls 
separating  the  bakery  from  other  parts  of  the  cellar;  such 
work  was  completed  under  Slip  Application  No.  1337  (copy 
of  the  original  approval  and  the  slip  application  filed  here¬ 
with)  ;  the  bakery  proper  is  8  ft.  in  height;  the  rest  of  cellar 
is  7  ft.  in  height ;  the  bakery  is  ventilated  by  means  of  a 
doorway  to  rear  areaway  leading  to  yard  and  by  a  window 
and  doorway  to  front  areaway  leading  to  the  street ;  due  to 
the  ignorance  of  the  owner,  the  certificate  of  exemption  was 
not  requested  at  the  proper  time;  the  petitioner  desires  to 
make  any  minor  changes  which  would  improve  conditions ; 
furthermore,  the  petitioner  contends  that  the  rental  income 
is  not  sufficient  to  meet  the  carrying  expenses;  that  the 
owner  would  suffer  a  great  hardship  if  not  allowed  the  use 
of  the  bakery,  and  under  such  conditions  would  practically 
mean  confiscation  of  his  property. 

Resolved,  that  the.  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law 
and  that  the  petition  be  and  it  hereby  is  granted,  varying 
section  338  of  the  labor  law  and  granting  a  certificate  of 
exemption  to  permit  the  continuance  of  the  cellar  bakery, 
on  condition  that  the  ventilation  conditions  and  sanitary  con¬ 
ditions  are  satisfactory  to  the  department  of  health  and  that 
the  building  complies  with  the  requirements  of  the  multiple 
dwelling  law  and  the  sanitary  code. 


474-22-S 

PETITIONER— Martin  D.  Greenwald,  for  Estate  of  S.  D. 
Greenwald,  owner. 

SUBJECT — Application  for  reopening — amendment — re  Va¬ 
riation  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 177  East  87th  street  (Block 
No.  1516,  Lot  No.  32),  Manhattan. 

APPEARANCES— 

For  Petitioner:  Martin  D.  Greenwald. 

For  Administration :  Inspector  Maher  of  department 
of  buildings. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent :  Commissioner  Connell .  i 

THE  VOTE  TO  AMEND  RESOLUTION— . 

Affirmative:  Chairman  Murdock,  Commissioners 
Holland  and  Guilfoyle  and  Chief  McElligott  4 

Negative  .  0 

Absent:  Commissioner  Connell...  .  i 

THE  RESOLUTION—  . 

w  ,  •  (474-22-S) 

''  hereas,  this  petition,  affecting  premises  177  East  87th 
street  (Block  No.  1516,  Lot  No.  32),  Borough  of  Manhat¬ 
tan  ,  was  granted  by  the  board  June  27,  1922,  on  certain 
conditions,  and  owner  requested  an  amendment  of  the  reso¬ 
lution. 


Resolved,  that  the  resolution  adopted  by  the  board  on  June 
27,  1922,  be  and  it  hereby  is  amended ,  on  condition  that  the 
stipulation  set  forth  in  said  action  of  the  board  of  review 
of  the  fire  department  be  complied  with ;  that  the  occupancy 
above  the  ground  floor  shall  be  limited  to  not  more  than 
sixty  persons  and  not  over  fifteen  persons  on  any  story 
that  the  sprinkler  system  in  the  building  shall  be  maintained 
in  proper  working  order  complying  with  the  sprinkler  rules 

i  tht  ,,°Td  °f  s*an,dards  and  appeals,  and  that  the  labor 
law  shall  be  complied  with  in  all  other  respects. 


Adjourned  6.00  p.  m. 

V  illiam  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  19,  1933. 

Present:  Chairman  Murdock,  Commissioners  Connell,  Hol¬ 
land  and  Guilfoyle  and  Chief  McElligott. 

The  minutes  of  the  regular  meeting  of  the  board  held  on 
Tuesday  morning,  December  12,  1933,  and  the  minutes  of  the 
regular  meeting  of  the  board  held  on  Tuesday  afternoon, 
December  12,  1933,  were  approved  as  printed  in  Bulletin 
No.  51,  Vol.  XVIII. 


BUILDING  ZONE  CASES. 

266-33-BZ. 

APPLICANT — William  Koppe,  for  Hollender  Holding 
Corp.,  owner. 

SUBJECT — Application  (  re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Northwest  corner  of  Sound 
View  avenue  and  St.  Lawrence  avenue  (Block  No. 
3596,  Lot  No.  1),  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  Kadel  and  William  Koppe. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


141-33-BZ. 

APPLICANT— Archie  H  Samuels,  substituted  for  Robert 

QTTPTT?nm  ^sie  J*  Wassail,  owner. 

bUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta- 
tion. 

PREMISES  AFFECTED — Northwest  corner  of  Farmers 
boulevard  and  143rd  road  (Block  No.  3238  Lot 

APPEARANCES— Pnng^e'd’  B°r°Ugh  °f  QtJM"s-  ' 

For  Applicant :  Archie  H.  Samuels. 

.  For  Opposition :  E.  Ginsberg. 

ACTION  OF  BOARD— Laid  over  to  December  27,  1933 
at  2  p.  m.,  for  report  of  committee  on  inspection. 

276-33-BZ. 

APPLICANT— James  P.  Boyland,  for  William  Jay  Building 
Lorp.,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alter¬ 
ation  and  change  of  occupancy  of  part  of  an  exist- 

PREMIS?saAFFTcTFnSeMrTv.  dwelIing  to  business  use- 

t  KEMlbEb  AFFECTED— Northeast  corner  of  Grand  con- 

course  and  East  2°3rd  street  (Block  No.  3309,  Lot 
■No.  42),  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Oliver  E.  Davis  and  James  P. 
Boyland. 

For  Opposition:  A,  Conte. 

ACTION  OF  BOARD— Laid  over  to  February  6,  1934,  at 
10  a.  m.,  on  request  of  applicant. 


299-33-BZ. 

APPLICANT— Abraham  J.  Halprin,  for  Sarah  Beckman, 
owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
and,  also,  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 90-100  Hegeman  avenue,  south¬ 
east  corner  of  Hopkinson  avenue  (Block  No.  3633, 
Lot  No.  27),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Katzman. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  3,  1934,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


300-33-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Christina  Coppola, 
owner.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— Southwest  corner  of  Queens 
boulevard  and  Simonson  place  (Block  No.  2474, 
Lot  No.  44),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  Samuel  S.  Tripp,  John  J.  Reardon, 
W.  McClenahan,  Eva  M.  Flaherty,  Catherine 
Moore,  Marie  Costello,  Estelle  Amzalak  and 
Mrs.  Hans  Hou. 

ACTION  OF  BOARD— Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  report  of  committee  on  inspection. 


344-33-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Parkville  Amuse¬ 
ment  Corp.,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  sections  7a,  7c  and  21  of  the 
building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  recreation 
centre. 

PREMISES  AFFECTED — 1048-1072  Ocean  parkway,  west 
side,  380  ft.  south  of  Avenue  J  (Block  No.  5495, 
Lot  Nos.  870  and  872),  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  M.  S.  Gottesman  and  Henry  Hoef¬ 
ling. 

ACTION  OF  BOARD— Laid  over  to  January  3,  1934,  at 
10  a.  m.,  on  request  of  representative  for  attorney 
for  objectors. 


280-33-BZ. 

APPLICANT— Michael  Glick,  for  Hannah  Schwartz, 
owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — Southeast  corner  of  Van  Cort- 
landt  street  and  Eastchester  road  (Block  No.  4534, 
part  of  Lot  No.  29),  The  Bronx. 

APPEARANCES— None. 


ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock  and  Commis¬ 


sioners  Connell,  Holland  and  Guilfoyle .  4 

Negative  .  ® 

Absent:  Chief  McElligott .  1 


783-27-BZ. 

APPLICANT— Conroy  &  Hardy,  for  202  West  63rd  Street 
Corp.,  present  owner. 

SUBJECT — Request  for  reopening — reconsideration  under 
new  facts — re  Application  (decision  of  the  commis¬ 
sioner  of  buildings),  under  section  21  of  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  gasoline  service 
station  (previously  denied). 

PREMISES  AFFECTED— 8514-8524  15th  avenue  (Block 


No.  6340,  Lot  No.  43),  Brooklyn. 
APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Request  for  reopening  denied. 
THE  VOTE  TO  REOPEN— 

Affirmative  . .  0 

Negative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle....  4 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(783-27-BZ) 


Whereas,  request  has  been  made  for  a  reopening  of  this 
application,  affecting  premises  8514-8524  15th  avenue  (Block 
No.  6340,  Lot  No.  43),  Borough  of  Brooklyn,  on  the  basis 
of  new  facts ;  and 

Whereas,  a  committee  of  the  board  visited  these  premises 
and  reported  as  follows : 

REPORT  OF  COMMITTEE  OF  INSPECTION. 

“Cal.  No.  783-27-BZ. 

“Premises  8514-8524  15th  avenue  (Block  No.  6340,  Lot 
No.  43),  Brooklyn. 

“This  is  an  application  for  a  variance  of  the  building 
zone  resolution  to  permit  a  gasoline  service  station  at 
the  northwest  corner  of  15th  avenue  and  86th  street, 
Borough  of  Brooklyn.  It  was  laid  over  for  a  committee 
of  the  board  to  inspect  the  site  with  a  view  to  deter¬ 
mining  whether  the  request  for  rehearing  is  substan¬ 
tiated  under  new  facts. 

“Under  the  same  calendar  number  request  for  a  gaso¬ 
line  service  station  was  denied  by  the  board  on  No¬ 
vember  9,  1927,  after  a  public  hearing.  The  hardship 
claimed  at  that  time  was- due  to  the  vacant  and  unim¬ 
proved  condition  of  the  premises  and  the  immediate 
neighborhood.  Immediately  adjoining  the  property  to 
the  north  on  86th  street  was  a  gasoline  service  station, 
automobile  showroom  and  garage.  At  that  time  there 
were  four  consents  and  no  objections  filed.  These  con¬ 
sents  were  from  three  of  the  property  owners  on  the 
same  block  and  one  from  a  property  owner  on  the  block 
to  the  north  on  15th  avenue. 

“There  has  recently  been  filed  a  new  application  by 
another  applicant  who  did  not  appear  in  the  former 
action  and  this  is  filed  on  behalf  of  a  new  owner.  It 
was  found  from  the  records  that  this  was  an  identical 
case  for  the  same  premises  for  which  an  application  was 
denied  under  Cal.  No.  783-27-BZ ;  therefore,  the  appli¬ 
cation  was  refused  and  a  request  was  made  to  reopen 
the  old  case  under  new  facts. 

“The  new  owner  has  owned  the  property,  according 
to  the  applicant’s  statement,  for  six  months,  and  the 
new  facts  set  forth  are  that  it  is'  a  new  applicant,  with 
new  plans  and  a  new  determination  of  the  commissioner 
of  buildings  on  behalf  of  the  new  owner. 

“The  committee  which  inspected  the  property  on  De¬ 
cember  7,  1933,  was  of  the  opinion  that  these  circum- 
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stances  do  not  constitute  new  facts.  The  claim  is  also 
made  that  at  the  time  original  case  was  filed  there  was 
a  great  deal  of  undeveloped  property,  since  developed, 
and  the  applicant  claims  that  while  the  owner  admits 
the  development  is  along  conforming  lines,  still,  it  con¬ 
stitutes  a  new  state  of  facts  in  the  neighborhood.  The 
committee  finds  there  has  been  a  material  development 
since  the  previous  action  and  also  finds  that  while  there 
are  some  vacancies,  in  general  the  stores  seem  well 
occupied  and  that  the  amount  of  vacancies  is  not  pro¬ 
portionately  greater  than  in  other  sections  that  have 
undergone  considerable  development  in  the  last  few 
years. 

“Owing  to  the  present  financial  stress,  it  may  be  a 
tact  that  development  at  this  time  is  not  justified,  but 
the  committee  was  of  the  opinion  that  as  soon  as  con¬ 
ditions  improve,  this  corner  will  be  in  demand  for  a 
conforming  use  inasmuch  as  the  general  section  appears 
to  be  well  developed  and  would  supply  sufficient  trade 
for  conforming  use. 

“Across  from  the  site  is  the  Bay  Ridge  Baseball 
Btadium,  which  takes  that  corner  out  of  the  market  and 
makes  the  corner  in  question  more  desirable  for  a  con¬ 
forming  use. 

The  committee  has  not  found  that  any  substantial 
new  facts  have  been  presented  to  justify  this  case  being 
reopened.  The  courts  have  stated  on  innumerable  occa¬ 
sions  that  unless  substantial  new  facts  are  presented,  the 
hoard  cannot  review  its  own  decisions,  and  the  com¬ 
mittee,  therefore,  recommends  the  request  for  reopening 
be  denied. 

“(Signed)  HARRIS  H.  MURDOCK, 

Chairman. 
“JAMES  P.  HOLLAND, 
“JOHN  GUILFOYLE. 

,,  C ommittee  of  Inspection” 

denied™’  that  1 16  request  to  re0Pen  be  and  it  hereby  is 


206-33-BZ. 

APPLICANT— James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  Co.,  owner. 

SUBJECT— -Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  residence  use  and  “F” 
district  the  omission  of  the  reouired  vard 
PREMISES  AFFECTED — South  side  o? FteVstreel.  99 
tt  west  of  Greenway  South  (Block  No.  2064  Lot 

APPEARANCES— ^  B°rOUgh  °f  Queens-  ’ 

For  Applicant:  Guyon  Earle. 

For  Opposition :  None. 

THE1  VO,n|lBOARD~ApplicatIon  granted  on  condition. 

Affirmative  :  Chairman  Murdock,  Commissioners 
Connen,  Holland  and  Guilfoyle  and  Chief 

McElhgott  . 

Negative  .  . 

Absent  . ’  .  ® 


THE  RESOLUTION— 


(206-33-BZ) 

Whereas.  James  C.  Mackenzie,  Jr.,  for  Tennis  Place 
Homes  C°„  owner,  filed.  June  5,  1933,  an  application,  under 
th^  adding  zone  resolution,  to  permit  in  a  residence  use 
and  h  area  district  the  omission  of  the  required  rear  yard  • 
premises  south  side  of  Fleet  street,  99  ft.  west  of  Greenway 
South  (Block  No.  2064,  Lot  No.  40),  Forest  Hills,  Borough 
of  Queens ;  and 

i  WJIEFEASj  a  Public  hearing  was  held  on  this  application 
h\  tlie  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing.  December  19,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  building 
zo"e  bition  show  that  Fleet  street  is  in  a  residence  use 

and  ,  aif,a  dlstncf  and  Greenway  South  is  in  a  residence 
use  and  F  area  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  May  15,  1933  (re  Plan  No.  197-33),  reads: 

Sec.  16B  of  the  Zone  Law  requires  an  F  resident 
district  on  both  sides  of  every  dwelling,  a  side  yard 
along  the  sidei  lot  line  for  the  full  depth  of  the  lot  or 
back  to  the  rear  yard.  The  proposed  amendment  is  in 
violation  of  said  section. 

“Amendment  not  further  considered.”; 
and 

W  h  ere  as,  the  building  is  to  be  of  non-fireproof  construc- 
tion  two  and  one-half  stories  in  height,  with  a  frontage  of 

S  "LCUc\ed;'andC0Urt  reqi'ired  *°  be  main‘ained  0pen 

tbe  board  deems  that  the  applicant  has  sub- 

tht  h  -pt  basls  of,  aPpeal  brought  under  section  21  of 
the  building  zone  resolution. 

h ££°lVedi  tHat  tbe-  b°.ard  of  standards  and  appeals  does 

re-uHtions  n?  TTZ™  ^  appHcation  of  the  area  district 
regulations  of  the  building  zone  resolution  and  that  the  an- 

mentsTor  Csid  *  '"S  modifUng  the  require- 

™  n  .  s,de  yards  so  as  to  permit  the  easterlv  garage 
wall  to  be  constructed  at  a  distance  of  4  ft.  6  in  from  the 
easterly  lot  line  instead  of  5  ft.  as  required  under  the  zoning 
resolution  and,  also,  to  permit  the  construction  on  the  east- 

pkns  fi  edwith'th-00  trC  rStCr!y  l0t  Hne’  as  indicated  on 
ffia?  these  wl  IT  of1mason*‘y  wall,  0M  condition 

at  these  walls  shall  not  exceed  4  ft.  in  height,  and  that 

tie  requirements  of  the  building  zone  resolution  shall  be 
complied  with  in  all  other  respects. 


Adjourned  12.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPFRTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  only  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 


m  notifying  property  owners,  thev  mav  nh tain 
"his.  eM0uffinSpal  Buildffi^ 

postage  to  be  added  if  the  forms  are  forwarded  by  mait~ 


BUILDING  CODE  ON  SALE. 

rS??}**.  of  dle.  Building  Code  are  now  on  sale  at  the 
Distribution  Division  of  the  City  Record  Office  378  W«t 
Broadway.  Price  $1.25;  by  mail  $1.35.  ’  W  * 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  thr 
Distribution  Division  of  the  Citv  Record  Dffir.  J-o  ur 
Broadway.  price  30c:  by  mail  33c  '  S‘* 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  19,  1933. 
Present:  Chairman  Murdock  and  Commissioners  Connell, 
Holland  and  Guilfoyle. 


BUILDING  ZONE  CASES. 

319-33-BZ. 

APPLICANT— Joseph  D.  Nunan,  Jr.,  for  Nicholas  Her¬ 
man,  owner. 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 234-22  Merrick  boulevard, 
southwest  corner  of  235th  street  (Block  No.  3637, 
Lot  No.  38),  Laurelton,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Bertram  F.  Bongard  and  Ralph 
Herman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  27,  1933, 
at  2  p.  m.,  for  applicant  to  confer  with  the  Long 
Island  Parkway  Commission. 


602-32-BZ. 

APPLICANT — 'Henry  A.  Urquhart,  for  Peter  Martinen, 
owner. 

SUBJECT — Application  (re  decision  of  the  superintendent 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 94-41  to  94-47  Old  South  road, 
northwest  corner  of  North  Conduit  avenue  (Block 
No.  2659,  Lot  No.  55),  South  Ozone  Park,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lonergan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle....  4 


Negative  .  0 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 


(602-32-BZ) 

Whereas,  Henry  A.  Urquhart,  for  Peter  A.  Martinen, 
owner,  filed,  December  6,  1932,  an  application,  under  the 
building  zone  resolution,  to  permit,  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  erection  and 
maintenance  of  a  gasoline  service  station;  premises  94-41  to 
94-47  Old  South  road,  northwest  corner  of  North  Conduit 
avenue  (Block  No.  2659,  Lot  No.  55),  South  Ozone  Park, 
Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  19,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  North  Conduit  avenue  is  in  a 
business  district ;  Sunrise  highway  is  in  a  business  and  resi¬ 
dence  district;  Old  South  road  is  in  a  residence  district,  and 
135th  avenue  is  in  a  business  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  July  11,  1933  (re  Plan  No.  N.  B.  1879-32),  reads: 

“1.  The  erection  of  a  gasoline  selling  station  in  a 
partly  business  district  and  partly  residential  district  is 
contrary  to  Art.  2,  Sec.  4  of  the  Zone  Resolution.” ; 
and  "”*p 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  110  ft.  on  North  Conduit  avenue  and  98  ft. 


on  Old  South  road,  upon  which  is  it  is  proposed  to  erect  a 
one-story  building,  42  ft.  by  22  ft.,  to  be  used  as  office  and 
grease  pits  and,  also,  to  install  the  necessary  tanks  and 
pumps  lor  a  gasoline  service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
read  at  the  hearing;  and 

Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building  zone 
resolution. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  for  a  period  of  two 
years,  under  section  21,  permitting  the  site  to  be  used  for  a 
gasoline  service  station,  on  condition  that  all  existing  build¬ 
ings  on  the  site  be  entirely  removed  and  the  site  leveled  sub¬ 
stantially  to  the  present  grade  of  Old  South  road;  that 
there  shall  be  erected  on  the  west  and  north  property  lines 
a  substantial  woven  wire  fence  not  less  than  6  ft.  in  height; 
that  the  accessory  buildings  shall  consist  only  of  a  section 
to  be  occupied  for  office  and  a  section  to  be  occupied  for 
greasing;  that  these  buildings  shall  be  not  over  one  story  in 
height,  located  toward  the  westerly  property  line  as  indi¬ 
cated  on  plans  filed  with  this  application;  that  these  build¬ 
ings  shall  be  constructed  of  incombustible  material,  except 
that  the  roof  beams  and  roof  boarding  and  doors  may  be  of 
wood;  that  the  ceilings  shall  be  fire-retarded  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals;  that 
there  shall  be  no  excavation  under  any  accessory  building 
except  the  pits  under  the  greasing  racks;  that  the  front  of 
the  section  for  greasing  pits  shall  be  left  open;  that  such 
portions  of  the  plot  not  occupied  by  accessory  buildings 
shall  be  surfaced  with  cracked  blue  stone;  that  gasoline 
pumps  shall  be  not  nearer  than  10  ft.  to  the  street  and  lot 
lines  or  any  portion  of  any  accessory  building;  that  if  and 
when  street  curbs  are  erected  there  shall  be  not  over  two 
entrances  from  the  Old  South  road  and  not  over  two 
entrances  from  North  Conduit  avenue,  such  entrances  not 
to  exceed  20  ft.  in  width ;  that  if  Old  South  road,  also  known 
as  130th  place,  is  relocated  during  the  term  of  this  varia¬ 
tion,  any  additional  property  which  may  be  added  to  this 
site  under  appeal  shall  not  be  used  as  an  addition  to  this 
gasoline  selling  station  without  approval  of  this  board;  that 
there  shall  be  no  portable  gasoline  tanks  used  on  or  from 
the  property;  that  there  shall  be  no  automobile  repair  work 
or  parking  of  cars ;  that  any  signs  advertising  non-conform¬ 
ing  use  shall  be  limited  to  the  illuminated  globes  of  the 
gasoline  pumps  and  to  flat  signs  attached  to  the  facade  of 
the  accessory  building;  that  all  permits  shall  be  obtained 
within  six  months  and  all  work  completed  within  one  year 
from  the  date  of  this  action. 


509-20-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ben  Beyer  Realty 
Corp.,  present  owner. 

SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  alter¬ 
ation  and  installation  of  a  gasoline  service  station 
in  an  existing  garage  for  more  than  five  (5)  motor 
vehicles  (previously  granted  by  the  board;  reopened 
July  18,  1933). 

PREMISES  AFFECTED — 1201-1219  Coney  Island  avenue, 
east  side,  240  ft.  north  of  Avenue  I  (Block  No. 
6695,  Lot  Nos.  61  and  66),  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Nurick. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  . 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle _  4 
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Negative  .  0 

Absent:  Chief  McElligott .  l 

THE  RESOLUTION— 


(509-20-BZ) 

W  h erf. as,  Henry  J.  Nurick,  for  Ben  Beyer  Realty  Corp., 
owner,  filed,  August  28,  1920;  extension  of  garage  granted 
on  certain  conditions  October  13,  1920;  reopened  July  18, 
1933,  under  section  21  of  the  building  zone  resolution,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  alteration  and  installation  of  a  gasoline 
service  station  in  an  existing  garage  for  more  than  five  (5) 
motor  vehicles ;  premises  1201-1219  Coney  Island  avenue, 
east  side,  240  ft.  north  of  Avenue  I  (Block  No.  6695,  Lot 
Nos.  61  and  66),  Borough  of  Brooklyn;  and 

W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  19,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Coney  Island  avenue  is  in  a  busi¬ 
ness  district ;  Avenue  I  is  in  a  residence  district,  and  West¬ 
minister  road  is  in  a  business  and  residence  district ;  and 

Vi  hereas,  the  decision  of  the  commissioner  of  buildings 
rendered  June  8,  1933,  reads: 

I  roposed  change  of  front  of  existing  public  garage 
in  business  district  to  gasoline  station  contrary  to  Art. 
H,  Sec.  6,  Zone  Resolution. 

“Above  application  is  therefore  denied.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  140  ft.  and  a  depth  of  100  ft.,  upon  which  is 
located  (at  the  south  part  of  the  plot)  a  garage  granted  by 
the  board;  this  garage  had  a  frontage  of  100  ft.,  but  was 
granted  as  an  extension  to  an  existing  garage  on  the  north 
end  of  the  plot  which  had  a  frontage  of  40  ft.;  it  is  pro¬ 
posed  to  set  back  the  street  walls  of  the  building  for  a  dis¬ 
tance  of  25  ft.  and  to  use  the  resulting  space  as  a  gasoline 
service  station;  and 

Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
read  at  the  hearing;  and 

.  Whereas,  the  board  deemed  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  reaffirming  the  resolu¬ 
tion  of  the  board  adopted  on  October  13,  1920,  and  adding 
thereto .  that  the  front  wall  of  the  building  may  be  recon¬ 
structed  at  a  point  25  ft.  back  from  the  street  building  line 
of  Coney  Island  avenue  so  as  to  provide  a  gasoline  selling 
station,  generally  as  indicated  on  plans  filed  September  27, 
1933;  that  there  shall  be  no  additional  openings  to  the  main 
garage  other  than  as  indicated  thereon;  that  this  wall  shall 
be  constructed  of  masonry  and  that  the  windows  shall  be 
fixed  fireproof  sash,  glazed  with  wire  glass;  that  two 
greasing  pits  may  be  erected  toward  the  northerly  end  as 
indicated ;  that  the  gasoline  pumps  that  are  erected  shall  be 
not  nearer  than  10  ft.  to  the  street  building  line  nor  to  the 
building;  that  there  shall  be  erected  on  the  street  building 
line  a  concrete  curb,  not  less  than  12  in.  in  height  and  12 
m.  in  width,  with  not  over. three  openings  therein;  no  open- 
mg  to  exceed  20  ft.  in  width  and  no  part  of  any  opening 
to  be  nearer  than  10  ft.  from  the  interior  lot  lines  of  the 
property  northerly  and  southerly;  that  opposite  these  open¬ 
ings  there  shall  be  openings  in  the  street  curb  not  exceeding 
25  ft.  in  width ;  that  there  shall  be  no  portable  gasoline  tanks 
used  on  or  from  the  premises;  that  any  signs  advertising 
non-conforming  use  shall  be  limited  to  the  illuminated  globes 
of  the  gasoline  pumps  and  to  flat  signs  attached  to  the  front 
Pi°rt,10n,  ..  tlie  bui,din£’  excluding  signs  extending  beyond 
the  building  line  and  roof  signs  and  all  signs  of  a  temporary 


nature;  that  there  shall  be  no  roof  over  this  gasoline  selling 
mea  except  over  the  greasing  racks,  which  shall  be  screened 
,.rom  Coney  Island  avenue  by  a  brick  wall  on  the  building 
ime  as  indicated;  that  this  entire  gasoline  area  shall  be 
t cinent  paved;  that  all  wralls  exposed  to  view  from  Coney 
,  a,  avenue  shall  be  faced  with  face  brick;  that  all  plans 
shall  be  submitted  to  the  board  and  approved  by  the  chair¬ 
man  m  behalf  of  the  board  before  filing  with  the  commis¬ 
sioner  of  buildings ;  that  all  permits  shall  be  obtained  within 
t  uee  months  and  all  work  completed  within  six  months  from 
the  date  of  this  resolution. 


1 50-33-BZ. 

APPLICANT— Emil  C.uterman,  for  Samuel  H.  Livingston, 
owner. 

SUBJECT— Application  (re  decision  of  the  superintendent 
of  buildings),  under  sections  7a,  7c  and  21  of  the 
)uilding  zone  resolution,  to  permit  in  a  business  dis- 
trict  the  extension  of  an  existing  gasoline  service 
station  and,  also,  the  conversion  of  occupancy  of  an 

existing  five  (5)  car  garage  to  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED-Northeast  corner  of  Liberty 
avenue  and  109th  street  (Block  No.  541,  Lot  No 

APPEARANCES-"''  Hil1,  B°r°l,i!h  °f  Queens' 

For  Applicant :  Emil  Guterman  and  Samuel  H 
Livingston. 

For  Opposition :  None. 

TH?  VOt£-BOARD— Application  granted  on  condition. 

Affirmative:  Chairman  Murdock  and  Commis- 
sioners  Connell,  Holland  and  Guilfoyle  4 

Negative  .  '  ‘  0 

Absent :  Chief  McElligott . .  t 

THE  RESOLUTION— 

(150-33-BZ) 

Whereas  Emil  Guterman,  for  Samuel  H.  Livingston, 
owner,  filed,  April  19,  1933,  an  application,  under  the  building 
zone  resolution,  to  permit,  in  a  business  district  the  exten¬ 
sion  of  an  existing  gasoline  service  station  and,  also  the 
conversion  of  occupancy  of  an  existing  five  (5)  car  garage 
to  a  motor  vehicle  repair  shop ;  premises  northeast  corner  of 
Liberty  avenue  and  109th  street  (Block  No.  541,  Lot  No. 
28)  Richmond  Hill,  Borough  of  Queens;  and 

hv'ZESs;  afpu,bhS  hT ringJ  was  held  on  this  application 
bv  the  board  of  standards  and  appeals,  at  its  regular  meet- 

2SJW’?  193?’  “,ft'r  due  ""fee  by  publication  in  the 
Rulletm  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,. the  use  district  maps  accompanying  the  building 

d ?st r iVt0-3 °i n f°T  •ha*t  I,iberty  avenue  is  in  a  business 
h.  trut,  109th  street  is  in  a  residence  district,  and  110th 

street  is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  commissioner  of  buildings 
rendered  April  6,  1933  (re  Plan  No.  1968),  reads: 

It  is  contrary  i.o  the  Zone  Law  to  extend  an  exist¬ 
ing  gasoline  station  m  a  business  district,  also  to  convert 
an  existing  5  car  garage  into  a  motor  vehicle  reoair 
and  sh°P  (BZR.  art  2).  Not  further  considered”; 

Whereas  the  premises. consist  of  a  plot  of  ground  having 
a  fi  outage  of  80  ft  on  Liberty  avenue  and  100  ft.  on  109th 
street;  on  the  north  part  of  the  plot  there  is  located  a  one- 

?Vo7aJ  garage’  00  ft  by  50  ft-  {n  area;  buildin-  is 
set  back  ..0  ft.  from  109th  street,  and  intervening  space  is 
occupied  as  a  gasoline  service  station ;  the  Liberty  avenue 
front  of  the  plot  is  developed  with  four  stores  • '  the  two 
easterlv  stores  are  to  remain;  it  is  proposed  to  remove  a  M 
of  the  two  westerly  stores  and  use  the  space  having  a 
frontage  of  40  ft.  on.  Liberty  avenue  and  50  ft.  on  109th 
.,  reet  .as.  a  gas  sta.tlon  to  be  used  in  conjunction  with 
the  existing  gas  station;  also,  it  is  proposed  to  chan -e  the 

swTand  C  e’Car  8arag'  ‘°  3  m0,0r  repair 
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Whereas,  this  application  was  the  subject  of  an  inspection 
by  a  committee  of  the  board,  report  of  which  inspection  was 
read  at  the  hearing,  and  which  report  recommended  denial 
of  the  application  as  to  the  gasoline  station  and  granting  as 
to  the  motor  vehicle  repairing;  and 

Whereas,  the  board  deemed  that  applicant  has  not  sub¬ 
stantiated  his  basis  of  appeal  under  sections  7a,  7c  and  2 1 
of  the  building  zone  resolution  as  to  the  gasoline  service 
station,  but  that  hardship  had  been  proven  as  to  the  motor 
vehicle  repair  shop. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  only  so  far  as  this  ap¬ 
plication  has  reference  to  the  proposed  automobile  repairing 
to  be  carried  on  in  the  existing  five-car  garage  at  the  north¬ 
erly  portion  of  the  premises  under  appeal  and  to  permit 
automobile  repairing  to  be  carried  on  in  this,  building,  on 
condition  that  it  shall  be  limited  to  such  repairing  as  can.be 
done  with  manual  tools  and  motor-driven  tools  not  requiring 
more  than  one-half  horsepower  each,  excluding  the  use  of 
anvils,  forges  and  open  flames  and  torches  and  fender  and 
body  repairing;  that  the  ceiling  shall  be  fire-retarded  in 
accordance  With  the  rules  of  the  board  of  standards  and 
appeals;  that  there  shall  be  erected  on  the  interior  lot  line 
from  the  garage  to  the  building  line  of  109th  street  a  sub¬ 
stantial  woven  wire  fence  not  less  than  6  ft.  in  height ;  that 
the  existing  garage  building  shall  not  be  increased  in  height 
or  area;  that  the  walls  of  the  garage  building  shall  have  no 
openings  to  the  adjoining  property  to  the  north  and  to  the 
east;  that  all  permits  shall  be  obtained  within  six  months 
and  all  work  completed  within  one  year  from  the  date  of 
this  action. 


128-32-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Blackstone  Service 
Corp.,  owner.  .  . 

SUBJECT— Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  the  amendment  of  a  resolution 
granting  in  a  business  district  the  alteration  of  a 
garage  for  more  than  five  (5)  motor  vehicles  (pre¬ 
viously  granted  by  the  board)  so  as  to  permit  the 
extension  in  area  of  the  existing  gasoline  service 
station  (the  inclusion  of  the  gasoline  service  station 
within  the  garage  was  also  granted  by  the  board). 
PREMISES  AFFECTED — 664-690  Coney  Island  avenue, 
southwest  corner  of  Avenue  C  (Block  No.  5378, 
Lot  No.  5),  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  for  amendment  denied. 
THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  . •  0 

Negative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle -  4 

Absent:  Chief  McElligott .  1 

THE  RESOLUTION— 

(128-32-BZ) 

Whereas,  Henry  J.  Nurick,  for  Blackstone  Service 
Garage,  owner,  filed,  March  11,  1932;  gasoline  service  sta¬ 
tion  granted  on  certain  conditions  July  12,  1932.;  reopened 
September  12,  1933.  an  application,  under  the  building  zone 
resolution,  to  permit  the  amendment  of  a  resolution  granting 
in  a  business  district  the  alteration  of  a  garage  for  more 
than  five  (5)  motor  vehicles  (previously  granted  by  the 
board)  so  as  to  permit  the  extension  in  area  of  the  existing 
gasoline  service  station:  premises  664-690  Coney  Island  ave¬ 
nue,  southwest  corner  of  Avenue  C  (Block  No.  5378,  Lot 
No.’  5),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 


ing,  December  19,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Coney  Island  avenue  is  in  a  busi¬ 
ness  district;  East  9th  street  is  in  a  residence  district,  and 
Avenue  C  is  in  a  business  and  residence  district;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  July  15,  1933  (re  Applic.  No.  6995-1933),  reads: 

“Proposed  change  does  not  agree  with  B.  of  S.  &  A. 

Resolution  as  to  extent  of  gas  station.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  220  ft.  6  in.  on  Coney  Island  avenue  and  84  ft. 
on  Avenue  C,  upon  which  is  located  a  garage  for  more  than 
five  cars  and,  also,  a  gasoline  station ;  the  gas  station  located 
on  the  Coney  Island  avenue  front  of  the  premises  starts  at 
a  point  18  ft.  north  of  Avenue  C  and  runs  northerly  for  a 
distance  of  100  ft.  was  granted  by  the  board  July  12,  1932; 
it  is  now  proposed  to  use  the  18  ft.  space  between  the  gas 
station  granted  by  the  board  and  Avenue  C  as  a  gas  sta¬ 
tion;  the  office  and  store  structure  now  covering  this  space 
to  be  removed ;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  21  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  commissioner  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  for  the 
amendment  of  the  resolution  be  denied  and  that  the  resolu¬ 
tion  of  July  12,  1932,  be  reaffirmed. 


326-33-BZ. 

APPLICANT — Sound  View  Properties,  Inc.,  owner. 
SUBJECT — Application  (re  decision  of  the  commissioner 
of  buildings),  under  section  21  of  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — Southwest  corner  of  Randall 
avenue  and  Sound  View  avenue  (Block  No.  3523, 
Lot  No.  34),  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leopold  A.  Halperin. 

For  Opposition:  John  L.  Sheehan. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock  and  Commis¬ 
sioners  Connell,  Holland  and  Guilfoyle -  4 


Negative  . *  0 

Absent :  Chief  McElligott .  1 


THE  RESOLUTION— 

(326-33-BZ) 

Whereas,  Sound  View  Properties,  Inc.,  owner,  filed, 
October  17,  1933,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises 
southwest  corner  of  Randall  avenue  and  Sound  View  ave¬ 
nue  (Block  No.  3523,  Lot  No.  34),  Borough  of  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  standards  and  appeals,  at  its  regular  meet¬ 
ing,  December  19,  1933,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building- 
zone  resolution  show  that  Sound  View  avenue  is  in  a  busi¬ 
ness  district ;  Randall  avenue  is  in  a  business  and  residence 
district,  and  Taylor  street  is  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  commissioner  of  buildings, 
rendered  October  3,  1933  (re  N.  B.  476-32),  reads: 

“1.  Erection  of  building  and  maintenance  of  premises 
in  business  district  for  gasoline  service  station  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  103  ft.  on  Sound  View  avenue,  10  ft.  on  Ran- 
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dall  street  and  90  ft.  on  Taylor  avenue,  upon  which  it  is 
proposed  to  erect  a  one-story  structure,  70  ft.  by  20  ft.  in 
area,  to  be  used  as  store,  auto  laundry,  brake  service,  etc., 
and,  also,  to  install  the  necessary  tanks  and  pumps  for  a 
gasoline  service  station;  and 

Whereas,  this  application  was  made  the  subject  of  an  in¬ 
spection  and  report  by  a  committee  of  the  board  and  report 
of  said  inspection  was  read  at  this  hearing;  and 

\\  hereas,  the  board  deems  that  applicant  has  substan¬ 
tiated  his  basis  of  appeal  under  section  21  of  the  building 
zone  resolution  and  is,  therefore,  entitled  to  relief. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  ,and  it  hereby  is  granted  on  condition  that  thel 
plot  under  appeal  shall  be  graded  substantially  to  the  level 
of  Sound  View  avenue;  that  the  accessory  buildings  shall 
be  erected  toward  the  westerly  side  of  the  lot,  as  indicated 
on  plans  filed  with  this  application;  that  these  building  shall 
not  exceed  one  story  in,  height  and  shall  be  constructed  of 
fireproof  and  incombustible  materials,  except  that  the  roof 
beams  and  roof  boarding  and  exterior  doors  may  be  of 
wood;  that  the  roofs  shall  be  surfaced  with  variegated  slate 
or  heavy  asbestos  shingles  and  that  the  ceilings  throughout 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals ;  that  the  windows  opening 
to  Taylor  avenue  shall  be  at  least  6  ft.  above  the  street  grade 
and  shall  be  fireproof ;  that  the  section  used  for  greasing 
shall  be  ventilated  by  mechanical  ventilation  in  the  pit  with 
a  permanently  located  vaporproof  fan  exhausting  to  the 
outer  air ;  that  there  shall  be  constructed  along  the  southerly 
lot  line,  where  not  occupied  by  walls  of  the  accessory  build¬ 
ing,  a  brick  wall  to  the  street  line  of  Sound  View  avenue; 
that  this  wall  shall  be  not  less  than  8  ft.  in  height,  except 
that  it  may  start  at  4  ft.  in  height  where  it  meets  Sound 
\  lew  avenue  and  be  graduated  at  the  rate  of  one  foot  in 
four  to  the  8  ft.  height ;  that  there  shall  also  be  constructed 
on  the  westerly  lot  line,  where  not  occupied  by  walls  of  acces¬ 
sory  buildings,  a  brick  wall  to  the  intersection  of  Taylor 
avenue  and  Randall  avenue  and  along  Randall  avenue  to  the 
intersection  with  Sound  View  avenue,  this  wall  to  be  not 


less  than  3  ft.  G  in.  in  height ;  that  these  walls  and  accessory 
buildings  shall  be  faced  on  all  sides  with  face  brick;  that 
the  balance  of  the  premises,  where  not  occupied  by  acces¬ 
sory  buildings,  shall  be  cement  paved;  that  there  shall  be 
erected  along  Sound  View  avenue  a  concrete  curb,  not  less 
than  12  in.  in  width  and  12  in.  in  height,  with  not  over  three 
openings  therein,  each  opening  not  to  exceed  25  ft.  in  width 
a.nd  no  part  of  any  opening  to  be  nearer  than  5  ft.  from 
the  interior  lot  line  to  the  south  and  from  the  intersection 
ot  Sound  View  avenue  and  Randall  avenue  to  the  north; 
that  opposite  these  openings  there  shall  be  curb  cuts  not 
exceeding  30  ft.  in  width;  that  the  architectural  treatment 
ot  the  buildings,  gasoline  pumps  and  landscape  treatment  of 
the  premises  shall  be  substantially  in  accord  with  the  per¬ 
spective  drawing  filed  with  this  application;  that  all  gaso¬ 
line  pumps  shall  be  not  nearer  than  10  ft.  to  any  building 
line  or  any  portion  of  the  accessory  building;  that  brake 
adjustment  may  be  carried  on  in  that  portion  of  the  building, 
\\  hero  so  indicated,  on  condition  that  the  motors  shall  not 
exceed  one-half  horsepower  in  size;  that  battery  service  may 
be  earned  on  in  that  section  of  the  accessory  building  where 
indicated ,  that  no  other  automobile  repairing,  except  such 
as  can  be  readily  done  with  hand  tools,  shall  be  permitted 
on  t  ie  pi  emises,  that  there  shall  be  no  portable  gasoline 
tanks  used  on  or  from  the  premises ;  that  there  shall  be  no 
storage  or  parking  of  cars  other  than  those  being  serviced  ■ 
that  signs  advertising  non-conforming  uses  shall  be  limited 
to  the  illuminated  globes  of  the  gasoline  pumps  and  to  one 
permanent  flat  sign  of  a  decorative  nature,  placed  against  the 
interior  of  the  southerly  lot  line  wall,  excluding  all  signs  on 
the  exterior  of  the  lot  line  walls  and  buildings  and  all  signs 
of  a  temporary  nature;  that  there  shall  be  no  excavation 
under  the  accessory  buildings  except  the  pits  for  the  greasing 
lacks;  that  the  boiler  room  shall  be  entirely  separated  from 
the  balance  of  the  building  with  fireproof  material  and  enter- 
able  only  from  the  exterior;  that  all  permits  shall  be  obtained 
within  six  months  and  all  work  completed  within  one  year 
from  the  date  of  this  action. 


Adjourned  3.45  p.  m. 

\\  illiam  J.  O  Gorman,  Secretary. 


APPLIANCES 


APPROVED  FIRELINE  HOSE  VALVES 


TYPE  A— 150  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  4-inch  and  6-inch  systems  and 
on  uppermost  stories  on  8-inch  systems 


Fairbanks  Company .  81-20-SA 

Walworth  Company .  899-27-SA 

A.  B.  C.  Fire  Prevention  Mfg.  Co..  Inc .  1307-27-SA 

Croker  National  Fire  Prev.  Eng.  Co .  304-28-SA 

Jenkins  Brothers .  779-28-SA 

W.  D  Allen  Mfg.  Co .  890-28-SA 

John  Simmons  Co. .  209-29-SA 

Grinnell  .  651-30-SA 

Elkhart  .  14-31-SA 


TYPE  B— 250  LBS.  WATER  WORKING  PRESSURE 
May  be  installed  on  all  standpipe  systems 


New  York  Brass  Foundry  Co.  (Stillbech) . . 

Walworth  Company . 

W.  D.  Allen  Mfg.  Company . 

A.  B.  C.  Fire  Prevention  Mfg.  Co.,  Inc _ .. 

Jenkins  Brothers . 

Croker  National  Fire  Prev.  Eng.  Co.!.".!... 

Fairbanks  Company . 

Pratt  &  Cady . 

Elkhart  . 


53-21-SA 
900-27-SA 
1151-27-SA 
1307-27-SA 
780-28-SA 
970-28-SA 
268-29-SA 
231 -30- S A 
1 5-31  -SA 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  entitled 
to  one  copy  only  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 


in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  Room 
1018,  Municipal  Building,  Manhattan,  at  three  cents  each- 
postage  to  be  added  if  the  forms  are  forwarded  by  mail. 
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APPROVED  APPLIANCES 


Burners  for  Domestic  and  Commercial  Use 


Name  of  Burner  Calendar  N o. 

A.  B.  C.  Oil  Burner .  1295-24-SA 

A.  B.  C.  Oil  Burner,  Type  H .  684-29-SA 

Aetna  Automatic  Oil  Burner .  1547-23-SA 

Air-Blast  Oil  Burner .  579-32-SA 

Aladdin  Oil  Burner .  298-26-SA 

Alexander  Oil  Burner .  65-28-SA 

Arcoil  Heat  Machine .  632-26-SA 

Auto-Heat  Oil  Burner... .  284-33-SA 

Autocrat  Oil  Burner,  Model  B-l .  297-31-SA 

Baker  Automatic  House  Heating  Burner....  1323-22-SA 

Baker  Oil  Burner,  Model  L,  Gun  Type .  404-29-SA 

Ballard  Baby  Grand  Oil  Burner .  447-32-SA 

Ballard  Super  Domestic  Oil  Burner . .  939-24-SA 

Bayard  Domestic  Fuel  Oil  Burner .  1184-22-SA 

Berggren  Oil  Burner .  764-26-SA 

Bethlehem  Steam  Atomizing  Fuel  Oil  Burner. .  485-32-SA 

Bettendorf  High  Pressure  Oil  Burner .  479-31-SA 

Bettendorf  Oil  Burner .  731-28-SA 

Bettendorf  Oil  Burner,  Model  H.B .  498-32-SA 

Bock  Oil  Burner,  Models  A,  B,  C  and  D....  123-31-SA 

Braden  Automatic  Fuel  Oil  Burner .  322-30-SA 

Branford  Oil  Burner .  36-31-SA 

Branford  Oil  Burner,  Model  “A” .  461-32-SA 

Caloroil  Burner,  Type  AA .  1361-24-SA 

Camel  Automatic  Oil  Burner,  Model  30,  Types 

A,  B  and  C .  229-32-SA 

Carboradiant  Oil  Burner,  Models  V  &  VS....  16-31-SA 

Carboradiant  Oil  Burner,  Model  VSS .  49-32-SA 

Carborundum  Burner  .  57 1-29- S A 

Carter-Korth  Oil  Burner,  Model  “P” .  389-32-SA 

Carter-Korth  Oil  Burner .  54-30-SA 

Century  Oil  Burner .  157-28-SA 

Challenger  Kleen  Heat  Burner,  Series  No.  100  813-28-SA 

Chalmers  Automatic  Oil  Burner,  Models  Dl 

and  D2 .  608-32-SA 

Commonwealth  Automatic  Oil  Burner .  348-28-SA 

Cook’s  Automatic  Oil  Burner . .  955-27-SA 

Cope-Swift  Safety  Automatic  Oil  Burner -  354-31-SA 

Crescent  Oil  Burner .  222-29-SA 

Crescent  Type  M  Size  1  Oil  Burner .  592-31- SA 

Crown  Oil  Burner,  Type  XA .  426-29-SA 

Crystal  Blue  Flame  Oil  Burner .  423-29-SA 

Dahl  Vaporizing  Oil  Burner .  915-26-SA 

D’Elia  Oil  Burner .  155-31-SA 

Delco  Heat  Oil  Burner .  420-31-SA 

DeWalt  Oil  Burner .  541-31-SA 

Dist-o-matic  Oil  Burner .  663-28-SA 

Doe  Oil  Burner .  317-31-SA 

Doherty  Oil  Burner .  943-26-SA 

Easternoil  Automatic  Oil  Burner,  Models  A, 

B  and  C .  600-31-SA 

Economy  Oil  Burner,  Type  A-l .  45-31-SA 

Eisler  Automatic  Oil  Burner .  481-27-SA 

Elec-tro-matic  Oil  Burner,  Type  151. , .  125-33-SA 

Electrol  Automatic  Oil  Burner  and  Model  BB. .  259-25-SA 

Ember-Glo  Oil  Burner .  462-32-SA 

Enterprise  Rotary  Fuel  Oil  Burner .  1149-27-SA 

Enterprise  Steam  Atomizing  Burner .  15-33-SA 

Enterprise  Type  Junior  “W”  Oil  Burner, 

Models  1,  2  and  3 .  225-32-SA 

Espo  Oil  Gas  Burner .  1431-23-SJt 


Name  of  Burner 


Calendar  No. 


Evenheet  Oil  Burner . 

Everedy  Oil  Burner . 

Fairfield  Oil  Burner . 

Faultless  Oil  Burner . 

Fluid  Heat  Domestic  Oil  Burner,  Type  O - 

Fluid  Heat  Oil  Burner . 

Foster  Oil  Burner . 

Franklin  Domestic  Oil  Burner . 

Freeport-Silent  Service  Oil  Burner,  Models  5, 

10  and  30 . 

Fuelo  Oil  Burner . . 

Gar  Wood  Oil  Burner. . . 

Gar  Wood  Oil  Burner,  Model  K  and  Model 

K-3500  . . . 

General  Electric  Fuel  Oil  Burner . 

General  Electric  Oil  Burner,  Type  DA-2 - 

Ghapco  Steam  Generator . 

Gilbert  &  Barker  Flexible  Flame  Burner . 

Gilbert  &  Barker  Junior  Flexible  Flame  Do¬ 
mestic  Oil  Burner . 

Gilbert  &  Barker  Oil  Burner,  Model  S-l . 

Gill  Oil  Burner . 

Gold  Star  Oil  Burner,  Models  F  and  S . 

Goodrich  Oil  Burner,  Models  G-0,  G-l,  G-2 

and  G-3 . 

Goodspeed  Automatic  Oil  Burner . 

Grant  Oil  Burner,  Model  “C” . 

Gulf  Oil  Burner . . 

Hardinge  Oil  Burner . 

Hardinge  Oil  Burner,  Model  23 . 

Harris  Fuel  Oil  Burner . 

Hart  Automatic  Oil  Burner . . . • 

Hart  Automatic  Oil  Burner.  Model  Series  “DO” 

Hart  Oil  Burner,  Model  “H” . 

Hayward  Oil  Burner . 

Heatiator  Oil  Burner . 

Heil  Combustion  Fuel  Oil  Burner . 

Heil  Combustion  Fuel  Oil  Burner,  Type  B.... 

Hercules  Oil  Burner . 

Hercules  Oil  Burner,  Models  H  and  HF . 

Hercules  Oil  Burner,  Models  M  1200  and 

M  1800  . 

Holby  Type  A  Fuel  Oil  Burner . 

Homer  Domestic  Oil  Burner . 

Improved  Kres-Kno  Oil  Burner . 

International  Mechanical  Draft  Oil  Burner.... 

International  Oil  Burner . . . 

Tohnson  Improved  Rotary  Fuel  Oil  Burner . . . 

Joyce  Oil  Burner . . 

K.  F.  C.  Oil  Burner . . . 

Kelro  Oil  Burner . . . .  . . 

KeWaNee  Oil  Burner,  Model  “C” . 

Kleen  Heet  Oil  Burner . 

Kleen  Heet  Oil  Burner,  Type  “R” . 

Kreager  Oil  Burner....*... . 

Kres-Kno  Oil  Burner . 

Laco  Oil  Burner,  Model  NL . 

Laco  Oil  Burner.  Models  F,  JF,  BF  and  D. . . . 

.Lawrence  May  Oil  Burner . 

Leader  Oil  Burner . . . 

Leiman  Brothers  Fuel  Oil  Burner . 

Liberty  Automatic  Heater . 

T.onergan  Automatic  Oil  Burner . 

“M  W”  Domestic  Oil  Burners.  Models  Nos.  25, 

26.  65.  66,  307.  308,  309.  400  and  800 . 

M.  W.  Oil  Burning  Water  Heater . 

Magna  Fuel  Oil  Burner . 

Maiestic  Oil  Burner . 

Marr  Oil  Heat  Machine . 

Master  Fuel  Oil  Burner . 

Master-Kraft  Oil  Burner . 

May  Oil  Burner . 


554-32-SA 

102-33-SA 

584-31-SA 

493-24-SA 

1094-27-SA 

361-32-SA 

715-26-SA 

560-26-SA 

97-33-SA 

47-30-SA 

373-30-SA 

481-32-SA 

434-32-SA 

228-33-SA 

348-31-SA 

109-31-SA 

520-31-SA 

282-33-SA 

1231-23-SA 

166-33-SA 

444-31-SA 
957-27-SA 
232-32-SA 
382-26-SA 
813-25-SA 
33-33-SA 
690-30-SA 
1162-24-SA 
595-29-S A 
221-33-SA 
696-30-SA 
1346-23-SA 
1105-22-SA 
295-29-SA 
510-29-SA 
309-33-SA 

486-32-SA 
688-29-SA 
1211-25-S A 
591-29-SA 
372-30-SA 
1305-24-SA 
938-22-SA 
852-26-SA 
846-25-SA 
237-33-SA 
518-32-SA 
62-24-SA 
49-33-SA 
367-30-SA 
443-28-SA 
670-30-SA 
226-33-SA 
1034-27-SA 
425-31-SA 
314-30-SA 
129-28-SA 
208-33-SA 


341-32-SA 
737-29-SA 
197-33-SA 
693-30-SA 
765-26-S A 
350-32-SA 
83-33-SA 
68-24-SA 
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APPROVED  APPLIANCES 


Name  of  Burner 


Calendar  No. 


Name  of  Burner 


Mayfield  Oil  Burner . 

Mayflower  Oil  Burner . 

Mcllvane  Oil  Burner . 

Melco  Automatic  Oil  Burner,  Type  “A” . 

Merco  Oil  Burner . 

Mid-West  Oil  Burner,  Models  106,  108,  208, 

211,  311  and  114 . 

Morrissey  Oil  Burner . 

Morse  Conical  Type  Steam  Atomizing  Burner. . 
Morse  Fan  Tail  Type  Steam  Atomizing  Burner 

Morse  Fuel  Oil  Burner . 

Moto-Heat  Oil  Burner . 

Mousette  Oil  Burner . 

National  Airoil  High  Pressure  Burner . 

National  Airoil  Low  Pressure  Burner . 

National  Airoil  Type  D-R  Rotary  Oil  Burner. . 

National  Rotary  Oil  Burner . 

New  Perfection  Oil  Burner,  Type  “C” . 

New  Process  Oil  Burner . 

Nichols-McCann-Harrison  Burners . 

Noiseless  Nokol  Model  G  Oil  Burner . 

Noiseless  Nokol  Rotary  Oil  Burner  Model  R 

Nokol  Automatic  Burner . 

Nu-Way  Oil  Burner . 

Oilbilt  Burner . 

Oliver  Oil  Gas  Burner,  No.  30- A . 

Oronoque  Oil  Burner . 

Orr  Fuel  Oil  Burner . 

Paramount  Oil  Burner . 

Paramount  Oil  Burner,  Model  A . 

Pascoe  Oil  Burner . 

Petro  Domestic  Burner . 

Petro  Model  T  Oil  Burner . 

Petro  Model  W  Oil  Burner . 

Petro  Burner,  Model  O . 

Petro  Burner,  Model  P-2 . 

Petro  Oil  Burner,  Models  D-10,  D-ll,  D-12, 

D-13,  D-14  and  D-15 . 

Petroleum  Heat  &  Power  Company  Fuel  Oil 

Burner  Model  W-AH . . . 

Pioneer  Automatic  Oil  Burner . 

Powerlight  Oilheat  Burner . 

Pressure  Oil  Burners,  Models  A,  B  and  C _ 

Progressive  Oil  Burner,  Models  G4,  G5,  G6 

and  G7 . 

Quaker  Burnoil  Stove . 

Quiet  Ballard  Automatic  Oil  Burner . 

Ray  Rotary  Fuel  Oil  Burner,  Types  A  and  B. . 

Ravfield  Oil  Burner . 

Re-Ly-On  Oil  Burner . 

Remington  Domestic  Oil  Burner,  Type  B . 

Remington  Oil  Burner . 

Rexoil  Domestic  and  Industrial  Fuel  Oil  Burner 

IJichmond  Gravity  Fuel  Oil  Burner . 

Rickard  Oil  Burner . 

Rightwav  Oil  Burner . 

Rotoflame  Oil  Burner . 

Ryan  &  Scully  Commercial  and  Domestic  Oil 
Burner . 


568-31-SA 

124-29-SA 

544-29-SA 

1032-25-SA 

637-29-SA 

327-31-SA 

673-27-SA 

938- 25-SA 

939- 25-SA 
820-23-SA 
195-32-SA 
887-25-SA 

185- 29-SA 

186- 29-SA 
548-31-SA 
836-25-SA 
518-29-SA 

1071-27-SA 

255-31-SA 

801-28-SA 

584-28-SA 

1078-24-SA 

773-26-SA 

85-33-SA 

1359-24-SA 

394-30-SA 

113-26-SA 

1193-25-SA 

617-30-SA 

1029-26-SA 

161-26-SA 

451- 31-SA 

452- 31-SA 
78-28-SA 

735-30-SA 

40-31-SA 

614-32-SA 

1259-27-SA 

628-23-SA 

146-31-SA 

411-32-SA 

11-31-SA 

660-30-SA 

504-23-SA 

504-26-SA 

745-26-SA 

532-31-SA 

891-26-SA 

667-28-SA 

U93-22-SA 

1011-27-SA 

339-31-SA 

187-33-SA 


304-32-SA 


S-  &  K.  Mechanical  Fuel  Oil  Burner . 

S  &  K  Wide  Range  Fuel  Oil  Burner . 

S.  T.  Johnson  Co.,  Type  30-A,  Rotary  Fuel  Oil 
Burner . 

S.  T.  Johnson  Co.,  Type  30-H,  Rotary  Fuel  Oil 

Burner . 

Schulse  Home  Oil  Burner . 

Scott-Newcomb  Pioneer  Oil  Burner,  Models  C 

and  CA . 

Security  Oil  Burner . 

Shepard  Oil  Burner . 

Shill  Oil  Burner . 

Silent-Auburn  Fuel  Oil  Burner,  Models  A. 

B,  C  and  O . . 

Silent  Automatic  Oil  Burner . 

Silent  Auomatic  Burner.  Model  “B” 

Silent  Automatic  Burner,  Model  “E”!!.! 

Silent  Flash  Oil  Burner,  Model  Cl . 

Silent  Glow  Oil  Burner,  Model  G . !! 

Silent  Glow  Oil  Burner,  Model  1000 . 

Simplex  Domestic  Oil  Burner,  Type  P  A 
Simplex  Domestic  Type  “S.P.”  Oil  Burner.!!! 

Socony  Arrow  Oil  Burner . 

Standard  Automatic  Oil  Burner,  Type  14-G.. 
Standard  Automatic  Oil  Burner,  Type  11-G. . . . 
Stephens  Oil  Burner,  Models  No.  1  and  No.  2. . 

Stuhler  Oil  Burner . 

Summerheat  Oil  Burner . !!!!!!!! 

Sundstrand  Automatic  Oil  Burner. .!!!!!!!!!! 
Sundstrand  Purmaco  Automatic  Oil  Burner' 
Models  A-2,  4-B,  C-5,  A-3U,  3K,  B-5U,’ 

B-5K  and  C-6U . . . ’ 

Sunflower  Model  S-l  Oil  Burner. 

Sunflower  Oil  Burner,  Model  S-2 _ !!!!!!!! 

Sun  Heat  Oil  Burner . 

Sun-Ray  Fuel  Oil  Burner . 

Sunway  Oil  Burner .  ]" 

Super  Automatic  Oil  Heater  Model  SSH.' ! ! ! ! ! 

Superfex  Oil  Burning  Heater . 

Superfex  Oil  Burner,  for  Warm  Air  Furnaces 

Superheet  Oil  Burner,  Model  D . 

Sword  Automatic  Oil  Burner . 

Tabor  Automatic  Oil  Heater,  Type  “D”. !  .  .! ! 
Thoroburn  Oil  Burner,  Model  A-1-16-G. ! . ! ! ! 

Timken  Oil  Burner,  Model  20 . 

Timken  Rotary  Oil  Burner . !!!!!!!!!!! 

Todd  Rotary  Burner,  Models  A,  B  and  c! ! 

Todd  Spiro  Oil  Burner . 

Todd  Spiro  Burner  (pump  type) . 

Toridheet  Oil  Burner . 

Twjn  City-on-the-Door  Oil  Burner . !!!!!! 

Uni-Lec-Tric  Oil  Burner . !! 

United  States  Oil  Burner . 

Universal  Fuel  Oil  Burner . !!!!!..!! 

Vaporoil  Burner . 

Vesta  Oil  Burner . 

Victor  Oil  Burner . !!!!!! 

Victory  Oil  Burner . !!!!!! 

Viking  Oil  Burner . !!!!!. 

Volcano  Automatic  Oil  Burner . 

Wayne  Oil  Burner . .!!!!.! 

Wayne  S-2  Domestic  Oil  Burner . 

Williams  Oil-o-matic  Fuel  Oil  Burner,  Wil¬ 
liams  Oil-o-matic,  Jr.,  Models  “K”,  “KA” 

“KB”  and  Model  “JJ” . ! 

Winslow  Kleen  Heet  Burner,  Models  805  &  820 
Wisconsin  Fuel  Oil  Burner,  Models  O,  A 

and  B . 

Wizard  Automatic  Oil  Burner . 

York  Automatic  Oil  Burner . 
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Calendar  No. 

1115-22-SA 

10-33-SA 


197- 32-SA 

198- 32-SA 
1487-23-SA 

436-32-SA 

56-28-SA 

563-30-SA 

315-30-SA 

463-31-SA 

458-26-SA 

709- 30-SA 

710- 30-SA 
38-33-SA 

600-30-SA 

345-31-SA 

446-30-SA 

145- 31-SA 
1191-24-SA 

536- 31-SA 

537- 31-SA 

146- 33-SA 
618-27-SA 
581-26-SA 
755-26-SA 


658-30-SA 

657-29-SA 

587-30-SA 

603-29-SA 

106-33-SA 

624-30-SA 

715-29-SA 

491-31-SA 

400-32-SA 

254-33-SA 

951-25-SA 

778-28-SA 

269-33-SA 

287-28-SA 

297-29-SA 

454-25-SA 

470-31-SA 

94-32-SA 

63-28-SA 

129-27-SA 

498-29-SA 

620-28-SA 

6-24-SA 

44-32-SA 

451-26-SA 

612-30-SA 

320-30-SA 

396-32-SA 

556-29-SA 

1155-25-SA 

115-32-SA 


918-22-SA 

19-25-SA 


32-33-SA 

181-33-SA 

44-29-SA 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS 

Rules. 

281-22-SR — Proposed  Amendment  to  “Standpipe”-“Fireline” 
Rules. 

Administrative  A pplications. 

1029- 27-A — 39  Fifth  avenue,  Manhattan. 

1030- 27- A — 13-16  Central  Park  West,  Manhattan. 

1031- 27-A— 20-28  West  72nd  street,  Manhattan. 

1032- 27-A— 242-248  West  76th  street,  Manhattan. 

737-30-S— 519-521  Fifth  avenue,  northeast  corner  of  East 

43rd  street,  Manhattan. 

299-31-A— 2495-2505  Atlantic  avenue,  northeast  corner  of 
East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

814-27-SA— Elkhart  Flush  Type  Siamese,  approval  of. 
213-28-SA— Ford  Automatic  Pressure  Regulating  Valve, 
approval  of. 

42-29-SA— Safe-Way  Outlet  Pressure  Reducing  Valve, 
approval  of. 

210-29-SA — A  Diamond  “S”  250  lbs.  2^-inch  Angle  Globe 
Water  Hose  Valve,  approval  of. 

380-29-SA — Kennedy  2j4-inch  Hose  Outlet  Valve,  Type 
“A”,  approval  of. 

359-30-S A— Conran  Hydraulic  Emergency  Control  Valve 
for  Fire  Line,  approval  of. 

32-31- S A — Ray-Dio  Sunshine  Oil  Burner,  approval  of. 

250- 31-SA — Lunkenheimer  2^2-inch,  Figure  No.  8610, 

Bronze  Angle  Hose  Valve,  150  Pounds 
Water  Working  Pressure,  approval  of. 

251- 31-SA— Lunkenheimer  2^-inch,  Figure  No.  8613, 

Bronze  Angle  Hose  Valve,  250  Pounds 
Water  Working  Pressure,  approval  of. 
379-31-SA — The  Lenahan  Gas  &  Steam  Coil  for  Garage 
Use,  approval  of. 

534-31-SA — Page  Fuel  Burner,  approval  of. 

125-32-SA — Beacon  Oil  Burner,  approval  of. 

209-32- S A — Croker  4-inch  Siamese,  approval  of. 
229-32-SA— Camel  Automatic  Oil  Burner,  Model  32,  Type 
J,  approval  of. 

237-32-SA — D.  B.  Smith  &  Co.  Fire  Extinguishers,  Models 
Arrow  and  Oneida,  approval  of. 


286-32-SA— Hubbard  Silent  Electric  Oil  Burner,  approval 
of. 

375-32-SA — S.  T.  Johnson  Low  Pressure  Air  Equipment 
Oil  Burner,  approval  of. 

501-32-SA — Diard  Oil  Burner,  approval  of. 

528-32-SA — Weldon  Extinguisher,  approval  of. 

561-32-SA— Wills  Fuel  Oil  Burner,  approval  of. 

615-32-SA — Metro  Oil  Burner,  approval  of. 

23-33-SA— Sunrex  Range  Oil  Burner,  approval  of. 
39-33-SA — Cutler-Hammer,  Inc.,  Enclosed  High  and  Low 
Water  Float  Switch  for  Standpipe  Alarm 
Systems  (Bulletin  No.  10041),  approval  of. 

82-33-SA — Inferno  Oil  Burner,  approval  of. 

98-33-SA — Elkhart  Siamese  Hose  Connection  for  Stand¬ 
pipe  and  Sprinkler  Systems  3  x  3  x  6  in. 
flush  type  of  straightway  and  90°  patterns, 
approval  of. 

100-33-SA — Blaw  Knox  (Madsen)  Fuel  Oil  Pump,  ap¬ 
proval  of. 

10;-33-SA— Blaw-Knox  (Madsen)  Fuel  Oil  Burner,  ap¬ 
proval  of. 

162-33-SA— Elkhart  Combination  Pressure  Reducer  and 
Hose  Valve,  approval  of. 

164-33-SA— Firemaster  Fire  Extinguisher,  approval  of. 

1 93-33- S A — Nemes-Gluck  Oil  Burner,  approval  of. 

195-33 -SA— Bullet  Automatic  Oil  Burners,  Models  A  and 
B,  approval  of. 

204-33-SA— Mohawk  Oil  Burner,  approval  of. 

218-33-SA— Presto  Gas  Pressing  Machine  Burner  No,  10, 
approval  of. 

231-33-SA — Signal  Engineering  &  Manufacturing  Co.  In¬ 
terior  Fire  Alarm  Box,  approval  of. 
238-33-SA — Lynn  Range  Burner,  Models  Lynn  Junior, 
Lypre  and  DeLuxe,  approval  of. 
271-33-SA— Perfect-Pantex  Oil  Burner,  approval  of. 

298-33- S A — American  Blue  Flame  and  Sun  Flame  Oil 
Burning  Heaters,  approval  of. 

333-33- S A— Jacobsen  Balanced  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  nr  petitioner  of  record. 


RULES _ 

USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 

19  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  +>e  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

’  The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
ajven  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement: 


1 -1J/2-3  Mix,  4  pounds 
cement. 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4  Mix,  5  pounds 
cement. 

of 

hydrated 

lime 

per 

bag 

of 

l-2J<-5  Mix,  6  pounds 
cement. 

of 

hydrated 

lime 

per 

bag 

of 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is  to  be 
deposited  under  water. 


I 
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DOCKET. 

Cases  pending  December  31,  1932 . 

Cases  filed  up  to  December  20,  1933 . 

Restored  to  Calendar . 

Miscellaneous  Applications. 
Requests  to  reopen . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations . 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation . 

Total  . 

Disposed  of  . 

Cases  pending  December  20,  1933 . . 


261 

Withdrawn  . 

Dismissed  . 

Denied  . 

380 

Granted  . 

Granted  on  condition . 

105 

Appliances  approved  .... 

Appliances  dismissed,  disapproved  or  withdrawn.. 
Rules  approved . 

26 

328 

Rules  disapproved,  rescinded  or  withdrawn 

Miscellaneous  Actions. 

Requests  to  reopen  granted.. 

% 

Requests  to  reopen  denied... 

24 

Requests  to  amend  granted . 

Requests  to  amend  denied... 

45 

Requests  for  modification  granted. 

Requests  for  modification  denied.. 

3 

Requests  to  rescind  granted.... 

Requests  to  rescind  denied... 

72 

13 

*  0 

Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied 

Requests  for  extension  of  permit  granted 

Requests  for  extension  of  permit  denied 

Requests  to  install  granted... 

72 

0 

13 

n 

Requests  to  install  denied.. 

o 

15 

Plans  approved  . . . 

Plans  disapproved  . 

•  10 

0 

Administrative  requests  granted 

26 

Administrative  requests  denied  or  withdrawn 
Interpretations  . 

0 

*7 - 

Requests  withdrawn  or  dismissed 

.  <30 

9Q 

1272 

Total  . 

1  (\Af\ 

1040 

•  11H:U 

232 

WARNING 

Notice  is  hereby  given  to  all  petitioners,  appellants  and  offices  of  the  hoard  and  a  r  . 

applicants,  and  to  all  lawyers,  architects  and  engineers  calendars  in  the  dailv  ,15  the  further  Publication  of  the 
representing  owners  or  lessees  in  proceedings  before  the  T.  .  y  P?SS> 

board  .  f  ‘ ™rtl That  no  one  is  entitled  to  written  notice  of  the 

Firs,.  That  if  they  do  no,  appear  in  person  or  by  rep-  to  recdve  teh'Zfcfis^ ’no  elcmelo^ejle't'’^  °'  fai,ure 

resentative  at  the  hearing  of  their  case,  dismissal  for  lack  Fifth,  That  the  business  of  the  bo  d®!  a  aPPK>r' 
of  prosecution  is  likely  to  result.  cacies  nrntrmfi„  ,  c,us'£ess  of  tne  board  is  to  dispose  of  all 

c  of  mu  a  j  ,  ,  •  cases  promptly  for  the  reason  that  the  pendancv  of  an 

Second,  That  due  and  ample  notice  of  the  date  set  for  aPPe?1  or  petition  ties  the  hands  of  the  administrative  nffl 

hearing  is  provided  in  the  publication  in  this  Bulletin  of  ciaI  enforcing  his  order,  therefore,  no  appeal  or  oetition 

t  le  calendars  of  the  board,'  each  case  being  set  down  by  Wl11  be  alIowed  to  be  hung  up  by  reason  of  failure  of  the 

Calendar  Number  and  premises  under  the  date  of  the  apPe,Iant  or  petitioner  to  file  necessary  data  or  hv  an 

nearing.  other  method  of  delay.  Dy  y 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  cefted^fn^fiuL"?  apPea1'  application  or  petition  will  be  ac- 
hearing  can  be  entertained  in  'view  of  this  publication  and'  and" da^SjbJVi4^  °!-  I”"*-  3,1  P'™ 

of  the  posting  of  the  calendars  on  the  bulletin  board  in  the  blank  a^ppJrappIfati^VUfe^toml 0n  'he 

BOARD  OF  STANDARDS  AND  APPEALS 
Room  1001,  Municipal  Building-, 

New  York  City. 
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